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PREFACE 


The Tiiie List of Documents Made Publicly Avallabte is a monthly publication. Il contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
( 1 ) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms* and suggestions. In particular, if there are title descriptions that are not 
meaningful* please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED lllilMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are; 

A. Applicaiion/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR). amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER). supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G . Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antltrust matters 

U. Congressional/executivc correspondence 

V. Licensing operators and related correspondence 
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W. Decommissioning stage documents and correspondence 

X. Onsiie low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the lime period of the report. 


The principal elements of the ehirics in the list are: 




p. 


Operating license stage docunaents & correspondence 


® 



8411270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources & environ conse- 
quences prior to issuing full power OL. 

SUGARMAN. R.J. Sogarman, Denworth & Hellegers 84/11/21 

^ Denton, H. Office of Nuclear Reactor Regulation, Director Q) 2pp. 
27628:356:27628:357 


d) 4 4 4 4 


1. NRCypDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of inforn^ation contained in the document. 

4. Personal auihor(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document, 

9. This five-digit number is the NRC 48X microfiche designation. 


10. The three-digit ponion of this entry is the number of the frame on which this document starts, 

11. The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 
Room, 2120 L St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC“ for sale; “Available at NTIS“; or 
“Available at GPO.“ 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5, 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

lOCFR—Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION—NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 
DISCLOSURE— Financial Disclosure Information 
FOIA— Freedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Issues 
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I&H— Inspeclion and Enforcement 

MISC— Public Document Room Miscellaneous 

NUREG— NUREG Reports and Related Correspondence 

ORG— Correspondence with Other Organizations 

PR— Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects-" Predockcl Licensing 

PT2 1— Noncoinpliance Reports and Related Correspondence 

QA999— Qti^tlity Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STA'fE PROG-Siate Programs 

TOPREP— Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pic-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 


Ap[)endix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the notulockcicd items arc: 

(\^ NUREG— NUREG Reports and Related Correspondence 


© 


© 






8203090207 NUREG/Cll- 1672 V02' 
p^rSK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WAS'lE ISOLATION 
J IN GEOL.OGIC MEDIA. Technical Review of Documcni.s 
© 3 NUREG/CR-1262. NUREG/CR-1376. NUREG/CR-1377, NUREG/CR-1397 & 

LnURF.G/C1M608. ^ -^6] 

© STEVENS, C.A., FULLWOOD. R.A., IIASIN, S.L. Science ApplieatlonsT Inc. 

Q fin B-6694. SAI'262-81-I|A. 82/02/28. Division of RLsl^Analysis. 

123p. Available at NRC.t $6.00. M2176;2n; 12176:3?r\ 
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1 . Noiidockct category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in (he document 

5. Personal autliorCs). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source, 

7. Contract or fmuncial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

8. Secondary report number assigned by originator, 

9. Date of document described. 

10. NRC organizational recipient. 

11. Pages in document. 

12. All NURHG-scries documents arc available for purchase at NRC. Information on ordering 
documents is given below. All NURRG-series doemnents arc also available at NTIS. Information on 
ordering from NTIS is also given below. 

13. Price for which NRC sells the documents. 
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14. This fivc-digii number is the NRC 48X microfiche designation. 

15. This (hree'digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number isjhe frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES; 

1. The address for NRC is: 

Director 

Division of Publications Services 
D.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield. Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

2120 L Street, N.W. ' 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 
Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from the PDR. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 

27 

27-047 BARNWELL, SC, CHEM-NUCLEAR 1 

SYSTEMS, INC. 

27-048 RICHLAND, WA, U.S. ECOLOGY. INC. 1 

Domestic Licensing of Source Material - 

Docket 40 

40-001 7 DOW CHEMICAL CO., MIDUND. Ml 1 

40-0299 UMETCO MINERALS CORP., RIVERTON, 1 

WY 

40-1162 AMERICAN NUCLEAR CORP., JEFFREY 1 

CITY, WY 

40-1341 TENNESSEE VALLEY AUTHORITY, 2 

CHATTANOOGA, TN 

40-1790 WELLMAN DYNAMICS CORP., 2 

CRESTON, lA 

40-2061 KERR-MCGEE CHEMICAL CORP., WEST 2 

CHICAGO. IL 

40-2259 PATHFINDER MINES CORP., RIVERTON, 3 

WY 

40-3392 ALLIED-SIGNAL, INC., MORRISTOWN, NJ 3 

40-3453 ATLAS MINERALS, INC., DENVER, CO 3 

40-4492 AMERICAN NUCLEAR CORP., CASPER. 3 

WY 

40-6622 PATHFINDER MINES CORP., SHIRLEY 3 

BASIN, WY 

40-6659 PETROTOMICS CO.. SHIRLEY BASIN. 4 

WY 

40-7455 WHITTAKER CORP., LOS ANGELES, CA 4 

40-7580 FANSTEEL, INC., NORTH CHICAGO, IL 4 

40-7604 BP CHEMICALS AMERICA, INC., LIMA. 4 

OH 

40-8027 SEQUOYAH FUELS CORP., OKLAHOMA 4 

CITY. OK 

40-8084 RIO ALGOM MINING CORP., MOAB, UT 4 

40-8102 EXXON CO.. USA. HOUSTON. TX 6 

40-0303 REMINGTON ARMS CO.. INC., 5 

INDEPENDENCE. MO 

40 8452 BEAR CREEK URANIUM CO., CASPER. 5 

WY 

40-8602 MALAPAI RESOURCES CO., PHOENIX. 5 

AZ 

40-8584 MINERALS EXPLORATION CO.. LOS 5 

ANGELES. CA 

40-8649 FLINCHBAUGH PRODUCTS. INC., RED 5 

LION, PA 

40-8681 UMETCO MINERALS CORP., GRAND 6 

JUNCTION. CO 

40-8684 MALAPAI RESOURCES CO., CASPER. 6 

WY 


Docket 

Name 

Page 

40-8698 

PLATEAU RESOURCES. LTD., GRAND 
JUNCTION, CO 

6 

40-8724 

CHEMETRON CORP., CHICAGO, IL 

6 

40-8745 

OGLE PETROLEUM. INC., CASPER. WY 

6 

40-8767 

ARMY. DEPT. OF, ROCK ISUND. IL 

6 

40-8768 

KERR-MCGEE NUCLEAR CORP., 
OKLAHOMA CITY, OK 

6 

40-8786 

URANIUM RESOURCES, INC.. 
RICHARDSON, TX 

7 

40-8801 

WESTLAKE LANDFILL. NORTHBROOK, 

IL 

7 

40-8820 

AMAX INC., GOLDEN, CO 

7 

40-8827 

NORTH AMERICAN PHILIPS LIGHTING 
CORP., BLOOMFIELD 

7 

40-8829 

FERRET EXPLORATION CO. OF 
NEBRASKA, INC., CRAWFORD, NE 

7 

40-8857 

SPARKLING CITY NUCLEAR CORP., 
GLENROCK, WY 

7 

40-8902 

ANACONDA MINERALS CO., GRANTS. 

NM 

8 

40-8903 

HOMESTAKE MINING CO., GRANTS, NM 

8 

40-8904 

BP AMERICA, INC./L-BAR URANIUM 
FACILITY. SALT LAKE 

8 

40-8905 

KERR-MCGEE CORP./QUIVIRA MINING 
CO., OKLAHOMA CITY. OK 

9 

40-8907 

UNITED NUCLEAR CORP., SANTA FE, 

NM 

g 

40-8913 

UNITED NUCLEAR CORP., GALLUP, NM 

9 

40-6926 

ALTAIR RESOURCES, INC., CASPER, WY 

9 

40-8943 

FERRET EXPLORATION CO. OF 
NEBRASKA, DENVER, CO 

9 

40-8948 

SHIELDALLOY CORP., NEWFIELD, NJ 

10 

40-8958 

URANERZ USA. INC., CASPER, WY 

10 

40-8968 

HYDRO RESOURCES. INC., DALUS, TX 

10 

40-8981 

URANERZ USA, INC., CASPER, WY 

10 

40-8982 

SPOKANE TRIBAL MINING & MINERALS. 

10 


WELLPINIT. WA 


Domestic Licensing of Production and 
Utilization Facilities • Docket 50 


50-2 

FORD NUCLEAR REACTOR 

10 

50-3 

INDIAN POINT STATION. UNIT 1 

10 

50-5 

PENNSYLVANIA STATE UNIV. 

RESEARCH REACTOR 

10 

60-10 

DRESDEN NUCLEAR POWER STATION. 
UNIT 1 

10 

60-16 

ENRICO FERMI ATOMIC POWER PLANT. 
UNIT 1 

11 

50-29 

YANKEE-ROWE NUCLEAR POWER 
STATION 

11 


ix 
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Name 

Page 

50-54 

CINTICHEM 

12 

50-62 

UNIV. OF VIRGINIA RESEARCH 

REACTOR 

12 

50-83 

UNIV. OF FLORIDA TRAINING REACTOR 

12 

50.89 

GENERAL ATOMIC CO. 

12 

50-tl2 

UNIV. OF OKLAHOMA RESEARCH 
REACTOR 

12 

50-n3 

UNIV. OF ARIZONA RESEARCH 

REACTOR 

12 

50-116 

IOWA STATE UNIV. RESEARCH 

REACTOR 

12 

5Q-126 

TEXAS A&M UNIV. RESEARCH 

REACTOR 

12 

50-133 

HUMBOLDT BAY POWER PLANT, UNIT 3 

13 

50-142 

UCLA TRAINING REACTOR 

13 

50-150 

OHIO STATE UNIV. RESEARCH 

REACTOR 

13 

50- 151 

UNIV. OF ILLINOIS RESEARCH 

REACTOR 

13 

50-155 

BIG ROCK POINT NUCLEAR PLANT 

13 

50-160 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

14 

50-166 

UNIV. OF MARYLAND RESEARCH 
REACTOR 

14 

60-170 

ARMED FORCES RAOIOBIOLOGY 
RESEARCH INSTITUTE 

14 

50-171 

PEACH BOTTOM ATOMIC POWER 

station, unit 1 

14 

50-185 

PLUM BROOK REACTOR - MOCK-UP 

15 

50-186 

UNIV. OF MISSOURI RESEARCH 
REACTOR-COLUMBIA 

15 

50-188 

KANSAS STATE UNIV. RESEARCH 
REACTOR 

15 

50-200 

B8.W TEST REACTOR 

15 

50-206 

SAN ONOFRE NUCLEAR STATION. UNIT 

1 

15 

50-213 

HADDAM NECK PUNT 

16 

60-219 

OYSTER CREEK NUCLEAR POWER 

PUNT 

17 

50-220 

NINE MILE POINT NUCLEAR STATION, 
UNIT 1 

18 

50-223 

UNIV. OF LOWELL RESEARCH 

REACTOR 

20 

50-224 

UNIV. OF CALIFORNIA RESEARCH 
REACTOR 

20 

50-228 

AEROTEST RADIOGRAPHY & 

RESEARCH REACTOR 

20 

50-237 

DRESDEN NUCLEAR POWER STATION 
UNIT 2 ■ 

20 

50-238 

NUCLEAR SHIP SAVANNAH 

21 

50-243 

OREGON STATE UNIV. RESEARCH 
REACTOR 

21 

50-244 

ROBERT EMMET GINNA NUCLEAR 

PUNT. UNIT 1 

21 


Docket 

Name 

Page 

50-246 

MILLSTONE NUCLEAR POWER 

STATION, UNIT 1 

22 

50-247 

INDIAN POINT STATION. UNIT 2 

23 

50-249 

DRESDEN NUCLEAR POWER STATION, 
UNIT 3 

24 

50-250 

TURKEY POINT PLANT, UNIT 3 

25 

50-251 

TURKEY POINT PLANT, UNIT 4 

27 

50-254 

QUAD-CITIES STATION, UNIT 1 

26 

50-255 

PALISADES NUCLEAR PLANT 

30 

50-259 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 1 

31 

50-260 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 2 

33 

50-261 

H.B. ROBINSON PUNT. UNIT 2 

35 

50-263 

MONTtCELLO NUCLEAR GENERATING 
PLANT 

36 

50-265 

QUAD-CITIES STATION. UNIT 2 

37 

50-266 

POINT BEACH NUCLEAR PLANT, UNIT 1 

30 

50-267 

FORT ST. VBAIN NUCLEAR 

GENERATING STATION 

39 

50-269 

OCONEE NUCLEAR STATION. UNIT 1 

41 

50-270 

OCONEE NUCLEAR STATION. UNIT 2 

42 

50-271 

VERMONT YANKEE NUCLEAR POWER 
STATION 

44 

50-272 

SALEM NUCLEAR GENERATING 

STATION, UNIT 1 

45 

50-275 

DIABLO CANYON NUCLEAR POWER 
PLANT, UNIT 1 

47 

50-277 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 2 

40 

60-278 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 3 

50 

50-280 

SURRY POWER STATION. UNIT 1 

51 

50-281 

SURRY POWER STATION. UNIT 2 

53 

50-282 

PRAIRIE ISLAND NUCLEAR STATION, 

UNIT 1 

55 

60-285 

FORT CALHOUN STATION. UNIT 1 

56 

50-286 

INDIAN POINT STATION. UNIT 3 

67 

50-287 

OCONEE NUCLEAR STATION, UNIT 3 

58 

50-289 

THREE MILE ISLAND NUCLEAR 

STATION. UNIT 1 

59 

50-293 

PILGRIM NUCLEAR POWER STATION, 

UNIT 1 ’ 

60 

50-295 

ZION NUCLEAR POWER STATION, UNIT 

62 

50-296 

BROWNS FERRY NUCLEAR POWER 
STATION. UNIT 3 

63 

50-297 

NORTH CAROLINA STATE UNIV 

PULSTAR REACTOR 

65 

60-298 

COOPER NUCLEAR STATION 

65 

50-301 

POINT BEACH NUCLEAR PLANT. UNIT 2 

66 


X 
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Page 

Docket 

Name 

Page 

50-302 

crystal river nuclear plant, unit 

67 

50-348 

JOSEPH M. FARLEY NUCLEAR PLANT. 

109 


3 



UNIT 1 


50-304 

ZION NUCLEAR POWER STATION. UNIT 

2 

69 

50-352 

LIMERICK GENERATING STATION, UNIT 

1 

110 

50-305 

KEWAUNEE NUCLEAR POWER PLANT 

70 

50-353 

LIMERICK GENERATING STATION. UNIT 

111 

50-306 

prairie island nuclear station. 

71 


2 



UNITS 


50-354 

HOPE CREEK NUCLEAR STATION. UNIT 

112 

50-309 

MAINE YANKEE ATOMIC POWER PLANT 

71 


1 


50-311 

SALEM NUCLEAR GENERATING 

72 

50-355 

HOPE CREEK NUCLEAR STATION. UNIT 

2 

114 

STATION. UNIT 2 





50-312 

RANCHO SECO NUCLEAR GENERATING 
STATION 

74 

50 356 

UNIV. OF ILLINOIS RESEARCH 

REACTOR 

114 

50-313 

ARKANSAS NUCLEAR ONE, UNIT 1 

76 

50-358 

WILLIAM H. ZIMMER NUCLEAR 

STATION. UNIT 1 

114 

50-315 

DONALD C. COOK NUCLEAR POWER 
PLANT. UNIT 1 

77 

50-361 

SAN ONOFRE NUCLEAR STATION, UNIT 

2 

114 

50-316 

DONALD C. COOK NUCLEAR POWER 
PLANT, UNIT 2 

78 

50-362 

SAN ONOFRE NUCLEAR STATION, UNIT 

3 

116 

50-317 

CALVERT CLIFFS NUCLEAR POWER 
PLANT, UNIT 1 

80 

50-363 

FORKED RIVER NUCLEAR STATION, 

UNIT 1 

117 

50-318 

CALVERT CLIFFS NUCLEAR POWER 
PLANT. UNIT 2 

81 

50-364 

JOSEPH M. FARLEY NUCLEAR PLANT, 
UNIT 2 

117 

50-320 

THREE MILE ISLAND NUCLEAR 

STATION. UNIT 2 

83 

50-366 

EDWIN 1. HATCH NUCLEAR PLANT. UNIT 

2 

118 

50-321 

EDWIN 1. HATCH NUCLEAR PUNT. UNIT 

1 

84 

50368 

ARKANSAS NUCLEAR ONE, UNIT 2 

119 

50-322 

SHOREHAM NUCLEAR POWER STATION 

85 

50-369 

WILLIAM B. MCGUIRE NUCLEAR 

STATION. UNIT 1 

121 

50-323 

DIABLO CANYON NUCLEAR POWER 
PLANT, UNIT 2 

86 

50-370 

WILLIAM B. MCGUIRE NUCLEAR 

STATION. UNIT 2 

123 

50-324 

BRUNSWICK STEAM ELECTRIC PLANT. 
UNITS 

67 

50-373 

LASALLE COUNTY STATION, UNIT 1 

125 

50-325 

BRUNSWICK STEAM ELECTRIC PUNT, 

90 

50-374 

LASALLE COUNTY STATION, UNIT 2 

125 


UNIT 1 


50-382 

WATERFORD GENERATING STATION. 

126 

50-326 

UNIV. OF CALIFORNIA AT IRVINE 

91 


UNIT 3 



RESEARCH REACTOR 


50-387 

SUSQUEHANNA STEAM ELECTRIC 

128 

50-327 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

91 


STATION, UNIT 1 


50-328 

SEQUOYAH NUCLEAR PLANT. UNIT 2 

93 

50-388 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 2 

129 

50-329 

MIDLAND PLANT. UNIT 1 

95 

50-389 

ST. LUCIE PLANT. UNIT 2 

130 

50-330 

MIDUND PLANT. UNIT 2 

95 

50-390 

WATTS BAR NUCLEAR PLANT, UNIT 1 

131 

60-331 

DUANE ARNOLD ENERGY CENTER 

95 

50-391 

WATTS BAR NUCLEAR PLANT, UNIT 2 

132 

50-333 

JAMES A. FITZPATRICK NUCLEAR 

96 

60-395 

VIRGIL C. SUMMER NUCLEAR STATION. 
UNIT 1 


POWER PLANT 


133 

50-334 

BEAVER VALLEY POWER STATION. 

98 


UNIV. OF VIRGINIA CAVALIER REACTOR 


UNIT 1 


50-396 

135 

50-335 

ST. LUCIE PUNT, UNIT 1 

99 

50-397 

WPPSS NUCLEAR PROJECT, UNIT 2 

135 

50-336 

MILLSTONE NUCLEAR POWER 

100 

50-400 

SHEARON HARRIS NUCLEAR POWER 

136 

STATION. UNIT 2 



PLANT, UNIT 1 


50-338 

NORTH ANNA POWER STATION. UNIT 1 

102 

60-409 

LA CROSSE BOILING WATER REACTOR 

138 

50-339 

NORTH ANNA POWER STATION. UNIT 2 

103 

50-410 

NINE MILE POINT NUCLEAR STATION. 
UNIT 2 

138 

50-341 

ENRICO FERMI ATOMIC POWER PLANT, 

104 



UNIT 2 


50-412 

BEAVER VALLEY POWER STATION. 

139 




UNIT 2 


50-344 

TROJAN NUCLEAR PLANT 

106 

50-413 

CATAWBA NUCLEAR STATION. UNIT 1 

140 

50-346 

DAVIS-BESSE NUCLEAR POWER 

107 


CATAWBA NUCLEAR STATION. UNIT 2 


STATION. UNIT 1 


50-414 

142 


Docket 


Name 


Page 


Docket 


Name 


50-416 GRAND GULF NUCLEAR STATION. UNIT 
1 

50-4 1 7 GRAND GULF NUCLEAR STATION, UNIT 
2 

50-423 MILLSTONE NUCLEAR POWER 

STATION. UNIT 3 

50-424 ALVIN W, VOGTLE NUCLEAR PLANT, 

UNIT 1 

50-425 ALVIN W. VOGTLE NUCLEAR PUVNT, 

UNIT 2 

50-433 UNIV. OF CALIFORNIA AT SANTA 

BARBARA RESEARCH REACTOR 

STN-50- FLOATING NUCLEAR PLANT 

437 

50-438 BELLEFONTE NUCLEAR PUNT, UNIT 1 

60-439 BELLEFONTE NUCLEAR PUNT, UNIT 2 

50-440 PERRY NUCLEAR POWER PUNT, UNIT 

1 

50-441 PERRY NUCLEAR POWER PUNT, UNIT 

2 

60-443 SEABROOK NUCLEAR STATION. UNIT 1 

50-444 SEABROOK NUCLEAR STATION, UNIT 2 

50-445 COMANCHE PEAK STEAM ELECTRIC 

STATION, UNIT 1 

50-446 COMANCHE PEAK STEAM ELECTRIC 

STATION. UNIT 2 

50-452 GREENWOOD ENERGY CENTER. UNIT 2 

STN-50- BYRON STATION, UNIT 1 

454 

STN-50- BYRON STATION. UNIT 2 

455 

STN-50- 8RAIDW00D STATION. UNIT 1 

456 

STN-50- BRAIDWOOO STATION, UNIT 2 

457 

50-458 RIVER BEND STATION. UNIT 1 

r> **/nnoQ NUCLEAR PROJECT. UNIT 1 

'Hwpr STATION. UNIT 1 
). COMBUSTION 


ING STATION 


499 


t-fNTxo r r\OJtiL» I , UNI I 2 


STN-SO- WPPSS NUCLEAR PROJECT. UNIT 3 
508 


STN-SO- HARTSVILLE NUCLEAR PUNT, UNIT 1 
518 


143 

144 

145 

146 

147 
149 
149 

149 

150 

150 

151 

152 
156 
159 

162 

164 

164 

165 

165 

166 

167 

168 
168 
169 

169 

170 

171 
171 

173 

174 

175 


STN-50' HARTSVILLE NUCLEAR PUNT, UNIT 2 

519 

STN-50- HARTSVILLE NUCLEAR PUNT. UNIT 3 

520 

STN-50‘ HARTSVILLE NUCLEAR PUNT. UNIT 4 

521 

STN-50- PALO VERDE NUCLEAR STATION. UNIT 

528 1 

STN-50- PALO VERDE NUCLEAR STATION, UNIT 

529 2 

STN-50- PALO VERDE NUCLEAR STATION. UNIT 

530 3 

50-537 CLINCH RIVER BREEDER REACTOR 

50-601 RESAR SP/90 

50-603 ALCHEMIE FACILITY 1 - CPDF 

50-604 ALCHEMIE FACILITY 2 - OLIVER 

SPRINGS 

STN-60- GE ADVANCED BWR DESIGN 

605 

50-668 WESTINGHOUSE ADVANCED PWR 

STANDARD DESIGN (WAPWR) 


Domestic Licensing of Special Nuclear 
Material • Docket 70 

70-0025 ROCKETOYNE DIV. (ROCKWELL 

INTERNATIONAL CORP ), CANOGA 

70-0027 BABCOCK & WILCOX CO., LYNCHBURG. 

VA 

70-0036 COMBUSTION ENGINEERING. INC., 

WINDSOR. CT 

70-0053 YALE UNIV.. NEW HAVEN. CT 

70-0135 BABCOCK & WILCOX CO., APOLLO. PA 

70-0143 NUCLEAR FUEL SERVICES. INC., 

ERWIN. TN 

70-0157 TEXAS. UNIV. OF. AUSTIN, TX 

70-0364 BABCOCK & WILCOX CO.. PARKS 

TOWNSHIP, PA 

70-0371 UNC. INC., UNCASVILLE. CT 

70-0396 COMMERCE. DEPT. OF, WASHINGTON, 

DC 

70-0687 CINTICHEM, INC., TUXEDO, NY 

70-0734 GENERAL ATOMICS, SAN DIEGO, CA 

70-0820 UNC RECOVERY SYSTEMS, WOOD 

RIVER JUNCTION, Bl 

70-0824 BABCOCK & WILCOX CO., LYNCHBURG. 

VA 

70-0925 CIMMARON CORP.. OKUHOMA CITY, 

OK 

70-1 100 COMBUSTION ENGINEERING. INC.. 

WINDSOR, CT 

70-1113 GENERAL ELECTRIC CO.. WILMINGTON. 

NC 

70-1 161 WESTINGHOUSE ELECTRIC CORP.. 

COLUMBIA, SC 



Docket Name Page 

70- 1 1 93 CIMMARON CORP., OKLAHOMA CITY, 1 86 

OK 

70-1201 B&W FUEL CO.. LYNCHBURG. VA 186 

70-1257 ADVANCED NUCLEAR FUELS CORP.. 187 

RICHLAND, WA 

70-2910 TENNESSEE VALLEY AUTHORITY. 187 

CHATTANOOGA, TN 

70-2917 TENNESSEE VALLEY AUTHORITY. 187 

CHATTANOOGA. TN 

70-2928 TENNESSEE VALLEY AUTHORITY, 187 

CHATTANOOGA, TN 

70-2941 TENNESSEE VALLEY AUTHORITY. 187 

CHATTANOOGA, TN 

70- 3057 TU ELECTRIC, DALLAS. TX 167 

Packaging of Radioactive Material tor 
Transport and Transportation of Radioactive 
Material Under Certain Conditions • Docket 71 

71- 0003 ADVANCED NUCLEAR FUELS CORP. 187 

71-0011 ARROW TANK & ENGINEERING CO. 187 

71-0013 NAVY. DEPT. OF 187 

71-0015 CHICAGO BRIDGE & IRON CO. 187 

71-0016 NORTHWEST AIRLINES. INC. 187 

71-0023 TENNESSEE GAS PIPELINE CO. DIV. 187 

(TENNECO. INC.) 

71-0028 BORG-WARNER CORP. 187 

71-0030 GA TECHNOLOGIES, INC. 187 

71-0033 INDUSTRIAL TESTING UBORATORY 187 

SERVICES CORP. 

71-0034 AMERICON HOLDING CO.. INC. 187 

71-0036 QRINNELL CORP. 188 

71-0040 AMERSHAM CORP. 188 

71-0055 H.R. INSPECTION SERVICE 186 

71-0058 NAVY. DEPT. OF 188 

71-0061 NAVY, DEPT. OF 188 

71-0064 GEO CONSTRUCTION TESTING 188 

71-0066 CERTIFIED TESTING LABORATORIES, 188 

INC. 

71-0068 YANKEE ATOMIC ELECTRIC CO. 188 

71-0069 CONSOLIDATED EDISON CO. OF NY, 188 

INC. 

71-0070 GAMMA FIELD RADIOGRAPHIC 188 

FACILITY 

71-0075 NORFOLK SHIPBUILDING & DRY DOCK 188 

CO. 

71-0085 NAVY. DEPT. OF 188 

71-0086 ALPHA-OMEGA SERVICES, INC. 188 

71-0092 EASTMAN KODAK CO. 188 

71-0093 HUNTINGTON TESTING 188 

71-0099 FOSTER WHEELER ENERGY CORP. 188 


Docket Name Page 

71-0100 VENEGAS INDUSTRIAL TESTING 168 

LABORATORIES. INC. 

71-0103 TWIN CITY TESTING & ENGINEERING 1 88 

UBORATORY. INC. 

71-0105 UNIVERSAL TECHNICAL TESTING 188 

UBORATOflIES, INC. 

71-0110 BUCKEYE STEEL CASTINGS 189 

71-01 1 1 MATERIAL TESTING UBORATORY OF 189 

VIRGINIA, INC. 

71-0113 NOOTERCORP. 189 

71-0119 INGERSOLL-RAND CO, 189 

71-0120 DANIEL INTERNATIONAL CORP. 189 

71-0123 HERRON TESTING UBORATORIES. 189 

INC. 

71-0124 HOUSTON INSPECTION 189 

UBORATORIES, INC. 

71-0128 AMOCO OIL CO. 189 

71-0131 TESTING INSTITUTE OF AUSKA 189 

71-0134 UBARGE. INC. 189 

71-0136 PARKER INDUSTRIAL X-RAY 189 

UBORATORY CORP. 

71-0146 GLOBE X-RAY SERVICES, INC. 189 

71-0147 AMOCO OIL CO. 189 

71-0153 ANCHOR-DARLING VALVE CO. 189 

71-0155 BATH IRON WORKS CORP. 189 

71-0157 FROEHLING & ROBERTSON. INC. 189 

71-0158 X-R-l TESTING OF MICHIGAN 189 

71-0166 NEW YORK TESTING UBORATORIES. 189 

INC. 

71-0172 EMPIRE STEEL CASTINGS. INC. 190 

71-0175 QC SERVICES. INC. 190 

71-0181 CONSOLIDATED X-RAY SERVICE CORP. 190 

71-0184 PULLMAN POWER PRODUCTS 190 

71-0185 FBF. INC. 190 

71-0186 HIGH STEEL STRUCTURES. INC. 190 

71-0200 INDUSTRIAL INSPECTION & TESTING 190 

SERVICE 

71-0201 OURALLOY BLAW-KNOX, INC. 190 

71-0209 JACKSONVILLE SHIPYARDS. INC. 190 

71-0211 BOSTON EDISON CO. 190 

71-0212 GENERAL ELECTRIC CO. 190 

71-0213 INTERMOUNTAIN TESTING CO. 190 

71-0216 NUCLEAR energy SERVICES. INC. 190 

71-0220 GENERAL DYNAMICS CORP. 190 

71-0221 PRECISION COMPONENT CORP. 190 

71-0222 ST. LOUIS TESTING UBORATORIES. 190 

INC. 

7 1 -0225 NAVY. DEPT. OF 1 90 

71-0227 TENNESSEE VALLEY AUTHORITY 191 
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71 0228 

capital x-ray service 

191 

71-0684 

FOSTER WHEELER CONSTRUCTORS 

193 

71*0234 

X-RAY. INC. 

191 

71-4949 

MODEL- UNC-14a4, UNITED NUCLEAR 

193 



CORP. 


71*0237 

COLUMBIA GAS TRANSMISSION CORP. 

191 



193 

191 

71*6450 

MODEL: RCC, -1,-2, -3, -4. 

71*0243 

trans-eastern inspection 

WESTINGHOUSE ELECTRIC CORP. 


71-0245 

NAVY. OEPT. OF 

191 

71*5797 

MODEL: INNER a OUTER HFIR UN. 

193 

71-0246 

INSPECTION SERVICES CORP. 

191 


ENERGY, DEPT. OF 


71*0253 

TWIN PORTS TESTING, INC. 

191 

71 5939 

MODEL: GE-1500. GENERAL ELECTRIC 

CO. 

193 

71*0254 

GENERAL ELECTRIC CO. 

191 

71*5957 

MODEL: BMF1. BATTELLE COLUMBUS 

193 

71*0256 

OMAHA PUBLIC POWER DISTRICT 

191 


LABORATORY 


71*0257 

INDUSTRIAL LABORATORIES. INC 

191 

71-6206 

MODEL: B. BABCOCK a WILCOX CO. 

193 

71*0261 

NAVY. DEPT. OF 

WISCONSIN industrial TESTING. INC. 

191 

191 

71*6244 

MODEL: 6244. CHEM-NUCLEAR 

SYSTEMS, INC, 

103 

71*0262 




YUBA HEAT TRANSFER CORP. 

191 

71-6346 

MODEL: FSV-1 a FSV-1A. PUBLIC 

193 

71-0263 

SERVICE CO. OF COLORADO 


71*0268 

NAVY. DEPT. OF 

191 

71*6357 

MODEL: NNFD-10. BABCOCK & WILCOX 

193 

71-0269 

LEHIGH TESTING UBORATORIES. INC. 

191 


CO. 


71-0272 

crane CO. 

191 

71*6574 

MODEL: HN-200, WESTINGHOUSE- 

193 



HITTMAN NUCLEAR. INC. 


71*0274 

NAVY. OEPT. OF 

191 

71*9010 

MODEL: NU-1/2. NUCLEAR ASSURANCE 

103 

71*0282 

WKM WELLHEAD SYSTEMS, INC. 

191 


CORP. 


71 0284 

ULTRASONIC SPECIALISTS, INC. 

191 

71*9015 

MODEL; TN-8. -SL, TRANSNUCLEAR. 

193 

71-0286 

8PB INSTRUMENTS. INC. 

191 


INC. 


71*0290 

UNITED TESTING SERVICES. INC. 

192 

71*9029 

MODEL. 676 & 676E, AMEBSHAM CORP. 

193 

71*0295 

ACUREX CORP. 

192 

71*9032 

MODEL: 650. AMERSHAM CORP. 

193 

71*0296 

IOWA ELECTRIC LIGHT « POWER CO. 

192 

71-9033 

MODEL: 660 & 660E. AMERSHAM CORP. 

194 

71*0300 

INDEPENDENT TESTING 

192 

71*9039 

MODEL: 715, AMERSHAM CORP. 

104 


LABORATORIES 


71*9070 

MODEL: N-55. NUCLEAR PACKAGING. 

194 

71*0306 

SNYDER DRILLING a WELL SERVICING 

192 


INC. 


71-0313 

PRECISION INSPECTION, INC. 

192 

71*9073 

MODEL. OH-U2 SERIES. NUCLEAR 
PACKAGING, INC. 

194 

71-0317 

HUDSON PRODUCTS CORP. 

192 



71*0318 

MARATHON OIL CO. 

192 

71*9079 

MODEL: NUPAC 14D-2.0, NUCLEAR 

104 


PACKAGING, INC. 

71*0319 

GENERAL TESTING a INSPECTION CO. 

192 

71*9086 

MODEL: HN-100. SERIES 1, HITTMAN 

104 

71*0321 

EXAM CO. 

192 


NUCLEAR a DEVELOPMENT 


71*0325 

CONSUMERS POWER CO. 

192 

71*9089 

MODEL; HN-IOOS, HITTMAN NUCLEAR & 

194 


DEVELOPMENT CORP. 


71*0326 

INDUSTRIAL NDT SERVICES DIV. 
(INDUSTRIAL HEAT TREATING 

192 

71*9096 

MODEL: CNS 21-300, CHEM-NUCLEAR 
SYSTEMS, INC. 

104 

71-0328 

PUBLIC SERVICE ELECTRIC a GAS CO. 

192 




ALLIED INSPECTION SERVICES. INC. 


71*9126 

MODEL: 20, 20A. 50. a 50A. AMERSHAM 

194 

71*0330 

192 


CORP 

71*0332 

FLORIDA POWER CORP. 

192 

71*9127 

MODEL: 100. lOOA, 200 a 200A. 

194 

71*0333 

ALABAMA POWER CO. 

192 


AMERSHAM CORP. 

71*0334 

GPU NUCLEAR CORP. 

192 

71*9128 

MODEL: C-6. AMERSHAM CORP. 

194 

71*0336 

CLEVELAND X-RAY INSPECTION. INC. 

192 

71*9134 

MODEL: ETR, ENERGY. DEPT. OF 

194 

71*0338 

METILS. INC. 

192 

71*9151 

MODEL: HN-100 SERIES 3. 
WESTINGHOUSE-HITTMAN NUCLEAR 

194 

71*0339 

71*0345 

WISCONSIN CENTRIFUGAL. INC. 

193 

71*9159 

194 

MODEL: NUPAC 14/190L, Man 

CAROLINA POWER a LIGHT CO. 

193 


NUCLEAR PACKAGING. INC. 

71*0346 

PUBLIC SERVICE CO. OF COLORADO 

193 

71*9160 

MODEL; 20-VS a 40-VS. AMERSHAM 

194 

71*0600 

OHIO STATE UNIV. RESEARCH 

193 


CORP, 



REACTOR 


71-9163 

MODEL: GNG-20, GULF NUCLEAR. INC. 

194 
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71*9167 

MODEL; 3206B. 3227B & 3218. 
AMERSHAM CORP. 

194 

71-9224 

MODEL; HN-190-2. WESTINGHOUSE 
HITTMAN nuclear. INC. 

195 

71*9168 

MODEL CNS 8-120B. CHEM-NUCLEAR 
SYSTEMS. INC. 

195 

71-9225 

MODEL; NAC-LWT. NUCLEAR 
assurance CORP. 

195 

71*9176 

71^9208 

MODEL NUPAC H/210L & 14/21 OH. 
NUCLEAR PACKAGING. INC. 

MODEL; NUPAC 10-142. NUCLEAR 
PACKAGING. INC. 

195 

195 

71*9233 

71-9236 

MODEL; TN-RAM. TRANSNUCLEAR. INC. 

MODEL NUPAC 10/140MB. NUCLEAR 
PACKAGING. INC, 

195 

195 

71*9216 

MODEL; CNS 1-1 3G. CHEM-NUCLEAR 
SYSTEMS. INC. 

195 

Licensing of Independent Spent Fuel Storage 
- Docket 72 


71*9222 

MODEL; HN-215H. WESTINGHOUSE 
HITTMAN NUCLEAR. INC. 

195 

72*0004 

DUKE POWER CO.. 50-269. 50-270 & 50- 
287 

195 
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ALPHABETIC ARRANGEMENT OF DOCKET ITEMS BY FACILITY NAME 


Name Docket Page 

Low Level Radwaste DIaposal Sites - 
Docket 27 

BARNWELL. SC. CHEM-NUCLEAR 27-047 1 

SYSTEMS. INC. 

RICHLAND. WA. U.S. ECOLOGY. INC. 27 048 1 

Domestic Licensing Source Material • 

Docket 40 

ALLIED-SIGNAL. INC., MORRISTOWN. NJ 40-3392 3 

ALTAIR RESOURCES. INC.. CASPER. WY 40-8926 9 

AMAX INC., GOLDEN. CO 40-8820 7 

AMERICAN NUCLEAR CORP., CASPER. WY 40-4492 3 

AMERICAN NUCLEAR CORP., JEFFREY 40-1162 1 

CITY. WY 

ANACONDA MINERALS CO.. GRANTS, NM 40-8902 8 

ARMY. DEPT. OF, ROCK ISLAND, IL 40-8767 6 

ATLAS MINERALS. INC.. DENVER, CO 40-3453 3 

BEAR CREEK URANIUM CO.. CASPER, WY 40-8452 5 

BP AMERICA. INC./L-BAR URANIUM 40-8904 8 

FACILITY, SALT LAKE 

BP CHEMICALS AMERICA. INC., LIMA, OH 40-7004 4 

CHEMETRON CORP.. CHICAGO, IL 40-8724 6 

DOW CHEMICAL CO , MIDLAND, Ml 40-0017 1 

EXXON CO., USA, HOUSTON, TX 40-8102 5 

FANSTEEL, INC., NORTH CHICAGO. IL 40-7580 4 

FERRET EXPLORATION CO. OF NEBRASKA. 40-8943 9 

DENVER. CO 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8829 7 

INC.. CRAWFORD, NE 

FLINCHBAUGH PRODUCTS. INC.. RED LION, 40-8649 5 

PA 

HOMESTAKE MINING CO.. GRANTS. NM 40-8903 8 

HYDRO RESOURCES, INC., DALLAS. TX 40-8968 10 

KERR-MCGEE CHEMICAL CORP., WEST 40-2061 2 

CHICAGO. IL 

KERR-MCGEE CORP./QUIVIRA MINING CO., 40-8905 9 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP.. 40-8768 6 

OKLAHOMA CITY. OK 

MALAPAI RESOURCES CO.. CASPER. WY 40-8684 6 

MALAPAI RESOURCES CO.. PHOENIX. AZ 40-8502 5 

minerals EXPLORATION CO., LOS 40-8584 6 

ANGELES. CA 

NORTH AMERICAN PHILIPS LIGHTING 40-8827 7 

CORP., BLOOMFIELD 

OGLE PETROLEUM. INC.. CASPER. WY 40-8745 6 

PATHFINDER MINES CORP., RIVERTON. WY 40-2259 3 


Name Docket Page 

PATHFINDER MINES CORP., SHIRLEY 40-6622 3 

BASIN. WY 

PETROTOMICS CO. SHIRLEY BASIN. WY 40-6659 4 

PLATEAU RESOURCES, LTD.. GRAND 40-8698 6 

JUNCTION, CO 

REMINGTON ARMS CO., INC., 40-8303 5 

INDEPENDENCE. MO 

RIO ALQOM MINING CORP., MOAB, UT 40-8084 4 

SEQUOYAH FUELS CORP., OKLAHOMA 40-8027 4 

CITY, OK 

SHIELDALLOY CORP., NEWFIELD, NJ 40-8948 10 

SPARKLING CITY NUCLEAR CORP., 40-8857 7 

QLENROCK, WY 

SPOKANE TRIBAL MINING & MINERALS, 40-8982 10 

WELLPINIT, WA 

TENNESSEE VALLEY AUTHORITY. 40-1341 2 

CHATTANOOGA, TN 

UMETCO MINERALS CORP., GRAND 40-8681 6 

JUNCTION. CO 

UMETCO MINERALS CORP., RIVERTON. WY 40-0299 1 

UNITED NUCLEAR CORP.. GALLUP. NM 40-8913 9 

UNITED NUCLEAR CORP., SANTA FE, NM 40-8907 9 

UR ANERZ USA. INC., CASPER, WY 40-8981 10 

URANERZ USA, INC , CASPER. WY 40-8958 10 

URANIUM RESOURCES. INC., RICHARDSON, 40-8786 7 

TX 

WELLMAN DYNAMICS CORP., CRESTON, lA 40-1790 2 

WESTLAKE LANDFILL. NORTHBROOK. IL 40-8801 7 

WHITTAKER CORP.. LOS ANGELES. CA 40-7455 4 

Domesttc Licensing of Production and 
Utilization Facilities • Docket 60 

AEROTEST RADIOGRAPHY S RESEARCH 50-228 20 

REACTOR 

ALCHEMIE FACILITY 1 - CPDF 50-603 181 

ALCHEMIE FACILITY 2 - OLIVER SPRINGS 60-604 181 

ALVIN W. VOGTLE NUCLEAR PLANT. UNIT 1 50-424 146 

ALVIN W. VOGTLE NUCLEAR PLANT. UNIT 2 50-425 147 

ARKANSAS NUCLEAR ONE. UNIT 1 50-313 75 

ARKANSAS NUCLEAR ONE. UNIT 2 50-368 119 

armed FORCES RADIOBIOLOGY 50-170 14 

RESEARCH INSTITUTE 

B&W TEST REACTOR 50-200 15 

BEAVER VALLEY POWER STATION. UNIT 1 50-334 98 

BEAVER VALLEY POWER STATION. UNIT 2 60-412 139 

BELLEFONTE NUCLEAR PLANT. UNIT 1 50-438 149 

BELLEFONTE NUCLEAR PLANT. UNIT 2 50-439 150 

BIG ROCK POINT NUCLEAR PLANT 50-155 13 
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Page 

BRAIDWOOD STATION. UNIT 1 

STN 50-456 

165 

BRAIDWOOD STATION. UNIT 2 

STN-50-457 

166 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 1 

50-259 

31 

BROWNS FERRY NUCLEAR POWER 
STATION. UNIT 2 

50-260 

33 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 3 

50-296 

63 

BRUNSWICK STEAM ELECTRIC PLANT, 
UNIT 1 

50-325 

90 

BRUNSWICK STEAM ELECTRIC PLANT. 
UNIT 2 

60-324 

87 

BYRON STATION, UNIT 1 

STN-50-454 

164 

BYRON STATION, UNIT 2 

STN-50-456 

165 

CALUWAY PUNT, UNIT 1 

STN-50-483 

170 

CALUWAY PUNT, UNIT 2 

STN-50486 

171 

CALVERT CUFFS NUCLEAR POWER PUNT, 50 31 7 
UNIT 1 

80 

CALVERT CLIFFS NUCLEAR POWER PUNT, 50-318 
UNIT 2 

81 

CATAWBA NUCLEAR STATION, UNIT 1 

50-413 

140 

CATAWBA NUCLEAR STATION. UNIT 2 

50-414 

142 

CESSAR SYSTEM 80. COMBUSTION 
ENGINEERING 

STN-50-470 

169 

CINTICHEM 

50-54 

12 

CLINCH RIVER BREEDER REACTOR 

50-537 

160 

CLINTON POWER STATION, UNIT 1 

50-461 

168 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT t 

50-446 

159 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 2 

50-446 

162 

COOPER NUCLEAR STATION 

50-298 

65 

CRYSTAL RIVER NUCLEAR PUNT. UNIT 3 

50-302 

67 

DAVIS-BESSE NUCLEAR POWER STATION, 
UNIT 1 

50-346 

107 

DIABLO CANYON NUCLEAR POWER PUNT. 50-275 
UNIT 1 

47 

DIABLO CANYON NUCLEAR POWER PUNT. 50-323 
UNIT 2 

86 

DONALD C. COOK NUCLEAR POWER 
PLANT. UNIT 1 

50-3)5 

77 

DONALD C. COOK NUCLEAR POWER 
PUNT, UNIT 2 

50-316 

78 

DRESDEN NUCLEAR POWER STATION. 
UNIT 1 

60-10 

10 

DRESDEN NUCLEAR POWER STATION. 
UNIT 2 

50-237 

20 

DRESDEN NUCLEAR POWER STATION. 
UNITS 

50-249 

24 

DUANE ARNOLD ENERGY CENTER 

50 331 

95 

EDWIN 1 HATCH NUCLEAR PUNT, UNIT 1 

50-321 

84 

EDWIN I. HATCH NUCLEAR PUNT, UNIT 2 

50-366 

118 


Name Docket 

ENRICO FERMI ATOMIC POWER PLANT, 50-16 

UNIT 1 

ENRICO FERMI ATOMIC POWER PLANT. 50-341 

UNIT 2 

FLOATING NUCLEAR PLANT STN-50-437 

FORD NUCLEAR REACTOR 50-2 

FORKED RIVER NUCLEAR STATION, UNIT 1 50-363 

FORT CALHOUN STATION, UNIT 1 50-2B5 

FORT ST. VRAIN NUCLEAR GENERATING 50-267 
STATION 

GE ADVANCED BWR DESIGN STN-50-605 

GENERAL ATOMIC CO. 50-69 

GEORGIA INSTITUTE OF TECHNOLOGY 50-160 

RESEARCH REACTOR 

GRAND GULF NUCLEAR STATION, UNIT 1 50-416 

GRAND GULF NUCLEAR STATION, UNIT 2 50-417 

GREENWOOD ENERGY CENTER, UNIT 2 50-452 

H.B. ROBINSON PLANT. UNIT 2 50-261 

HADOAM NECK PLANT 50-213 

HARTSVILLE NUCLEAR PLANT. UNIT 1 STN-50-518 

HARTSVILLE NUCLEAR PLANT, UNIT 2 STN-50-5 1 9 

HARTSVILLE NUCLEAR PLANT. UNIT 3 STN-50-520 

HARTSVILLE NUCLEAR PLANT, UNIT 4 STN-50-521 

HOPE CREEK NUCLEAR STATION. UNIT 1 50-354 

HOPE CREEK NUCLEAR STATION. UNIT 2 50-355 

HUMBOLDT BAY POWER PUNT. UNIT 3 60-133 

INDIAN POINT STATION, UNIT 1 50-3 

INDIAN POINT STATION. UNIT 2 50-247 

INDIAN POINT STATION. UNIT 3 50-206 

IOWA STATE UNIV. RESEARCH REACTOR 50-116 

JAMES A. FITZPATRICK NUCLEAR POWER 50-333 

PUNT 

JOSEPH M. FARLEY NUCLEAR PUNT. UNIT 50-348 
1 

JOSEPH M. FARLEY NUCLEAR PLANT. UNIT 50-364 
2 

KANSAS STATE UNIV. RESEARCH 50-188 

REACTOR 

KEWAUNEE NUCLEAR POWER PLANT 50-305 

LA CROSSE BOILING WATER REACTOR 50-409 

USALLE COUNTY STATION. UNIT 1 50-373 

LASALLE COUNTY STATION, UNIT 2 50-374 

LIMERICK GENERATING STATION. UNIT 1 50-352 

LIMERICK GENERATING STATION. UNIT 2 50-353 

MAINE YANKEE ATOMIC POWER PLANT 50-309 

MIOUND PLANT. UNIT 1 50-329 

MIDUND PUNT. UNIT 2 50-330 
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lame 


Docket Page 


1ILLST0NE NUCLEAR POWER STATION. 50 245 

UNIT 1 

IILLSTONE NUCLEAR POWER STATION. 50-336 

UNIT 2 

1ILLSTONE NUCLEAR POWER STATION. 60-423 

UNIT 3 

lONTfCELLO NUCLEAR GENERATING 60-263 

PLANT 


IINE MILE POINT NUCLEAR STATION, UNIT 60-220 
1 

ilNE MILE POINT NUCLEAR STATION. UNIT 60-410 
2 


lORTH ANNA POWER STATION. UNIT 1 50-338 

ORTH ANNA POWER STATION. UNIT 2 50-339 

ORTH CAROLINA STATE UNIV. PULSTAR 50-297 

REACTOR 

UCLEAR SHIP SAVANNAH 50-23B 

CONEE NUCLEAR STATION. UNIT 1 50-269 

OONEE NUCLEAR STATION. UNIT 2 50-270 

OONEE NUCLEAR STATION, UNIT 3 50-287 

IHIO STATE UNIV. RESEARCH REACTOR 60-150 

OREGON STATE UNIV. RESEARCH 50-243 

REACTOR 

lYSTER CREEK NUCLEAR POWER PLANT 50-219 

ALiSADES NUCLEAR PLANT 50-255 


ALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 

ALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

ALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 

EACH BOTTOM ATOMIC POWER STATION. 50-171 
UNIT 1 

EACH BOTTOM ATOMIC POWER STATION, 50-277 
UNIT 2 

EACH BOTTOM ATOMIC POWER STATION. 50-276 
UNITS 


ENNSYLVANIA STATE UNIV. RESEARCH 50-5 

REACTOR 

ERRY NUCLEAR POWER PLANT, UNIT 1 50-440 

EBRY NUCLEAR POWER PLANT, UNIT 2 50-441 

ILGRIM NUCLEAR POWER STATION, UNIT 50-293 
1 

LUM BROOK REACTOR - MOCK-UP 50-185 

OINT BEACH NUCLEAR PLANT, UNIT 1 50-266 

OINT BEACH NUCLEAR PLANT, UNIT 2 50-301 

RAIRIE ISLAND NUCLEAR STATION, UNIT 50-282 
1 

RAIRIE ISLAND NUCLEAR STATION, UNIT 50-306 

2 

lUAD-ClTIES STATION, UNIT 1 50-254 

lUAD-CiTIES STATION. UNIT 2 50-265 

lANCHO SECO NUCLEAR GENERATING 50-3 1 2 

STATION 


22 

100 

145 

36 
18 

138 

102 

103 

65 

21 

41 

42 
58 

13 
21 

17 

30 

175 

177 

179 

14 

48 

60 

10 

150 

151 
60 

15 
38 

66 
55 

71 

20 

37 
74 


Name 

Docket 

Page 

RESAR SP/90 

50-601 

181 

RIVER BEND STATION. UNIT 1 

50-458 

167 

ROBERT EMMET GINNA NUCLEAR PLANT, 
UNIT 1 

50-244 

21 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

45 

SALEM NUCLEAR GENERATING STATION. 
UNIT 2 

50-311 

72 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

50-206 

15 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

114 

SAN ONOFRE NUCLEAR STATION. UNIT 3 

50-362 

116 

SEABROOK NUCLEAR STATION. UNIT 1 

50 443 

152 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

166 

SEQUOYAH NUCLEAR PLANT. UNIT 1 

50-327 

91 

SEQUOYAH NUCLEAR PLANT. UNIT 2 

50-328 

93 

SHEARON HARRIS NUCLEAR POWER 

PLANT, UNIT 1 

50-400 

136 

SHOflEHAM NUCLEAR POWER STATION 

50-322 

85 

SOUTH TEXAS PROJECT, UNIT 1 STN-50-49e 

171 

SOUTH TEXAS PROJECT. UNIT 2 STN-50-490 

173 

ST. LUCIE PLANT. UNIT 1 

50-335 

99 

ST. LUCIE PLANT. UNIT 2 

50-389 

130 

SURRY POWER STATION, UNIT 1 

50-280 

61 

SURRY POWER STATION. UNIT 2 

50-281 

53 

SUSQUEHANNA STEAM ELECTRIC 

STATION. UNIT 1 

50-387 

128 

SUSQUEHANNA STEAM ELECTRIC 

STATION. UNIT 2 

50-388 

129 

TEXAS ASM UNIV. RESEARCH REACTOR 

50-128 

12 

THREE MILE ISLAND NUCLEAR STATION. 
UNIT 1 

50-289 

59 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 2 

50-320 

83 

TROJAN NUCLEAR PLANT 

50*344 

106 

TURKEY POINT PLANT, UNIT 3 

50-250 

25 

TURKEY POINT PLANT. UNIT 4 

50-251 

27 

UCLA TRAINING REACTOR 

50-142 

13 

UNIV. OF ARIZONA RESEARCH REACTOR 

50-113 

12 

UNIV. OF CALIFORNIA AT IRVINE 

RESEARCH REACTOR 

50-326 

91 

UNIV. OF CALIFORNIA AT SANTA BARBARA 
RESEARCH REACTOR 

50-433 

149 

UNIV. OF CALIFORNIA RESEARCH 

REACTOR 

50-224 

20 

UNIV. OF FLORIDA TRAINING REACTOR 

50-83 

12 

UNIV. OF ILLINOIS RESEARCH REACTOR 

60-356 

114 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-151 

13 

UNIV. OF LOWELL RESEARCH REACTOR 

50-223 

20 

UNIV. OF MARYLAND RESEARCH REACTOR 

50-166 

14 
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Page 

UNIV OF MISSOURI RESEARCH REACTOR- 
COLUMBIA 

50-186 

15 

UNIV. OF OKLAHOMA RESEARCH 

REACTOR 

50-112 

12 

UNIV. OF VIRGINIA CAVALIER REACTOR 

50-396 

135 

UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

12 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

44 

VIRGIL C. SUMMER NUCLEAR STATION, 

UNIT 1 

50-395 

133 

WATERFORD GENERATING STATION. UNIT 

3 

50-382 

126 

WATTS BAR NUCLEAR PLANT. UNIT 1 

50-390 

131 

WATTS BAR NUCLEAR PLANT. UNIT 2 

50-391 

132 

WESTINGHOUSE ADVANCED PWR 
STANDARD DESIGN (WAPWR) 

50*668 

181 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 1 

50-369 

121 

WILLIAM 8, MCGUIRE NUCLEAR STATION, 
UNIT 2 

50-370 

123 

WILLIAM H. ZIMMER NUCLEAR STATION. 
UNIT 1 

50-358 

114 

WOLF CREEK GENERATING STATION STN-50-482 

169 

WPPSS NUCLEAR PROJECT, UNIT 1 

50-460 

166 

WPPSS NUCLEAR PROJECT. UNIT 2 

50-397 

135 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-50-508 

174 

YANKEE-ROWE NUCLEAR POWER STATION 

50-29 

11 

ZION NUCLEAR POWER STATION, UNIT 1 

50-295 

62 

ZION NUCLEAR POWER STATION, UNIT 2 

50-304 

69 

Domestic Licensing of Special Nuclear 
Material • Docket 70 



ADVANCED NUCLEAR FUELS CORP., 
RICHLAND, WA 

70-1257 

187 

B&W FUEL CO.. LYNCHBURG, VA 

70-1201 

186 

BABCOCK & WILCOX CO., APOLLO. PA 

70-0135 

103 

BABCOCK & WILCOX CO.. LYNCHBURG. VA 

70-0824 

185 

BABCOCK & WILCOX CO.. LYNCHBURG, VA 

70-0027 

162 

BABCOCK & WILCOX CO.. PARKS 
TOWNSHIP, PA 

70-0364 

184 

CIMMARON CORP., OKLAHOMA CITY. OK 

70-0925 

185 

CIMMARON CORP., OKLAHOMA CITY. OK 

70-1193 

186 

CINTICHEM, INC.. TUXEDO, NY 

70-0687 

184 

COMBUSTION ENGINEERING. INC.. 
WINDSOR. CT 

70-1100 

185 

COMBUSTION ENGINEERING. INC., 
WINDSOR. CT 

700036 

183 

COMMERCE, DEPT OF. WASHINGTON, DC 

70-0398 

184 

GENERAL ATOMICS, SAN DIEGO. CA 

70-0734 

185 

GENERAL ELECTRIC CO.. WILMINGTON, NC 

70-1113 

1B6 

NUCLEAR FUEL SERVICES. INC., ERWIN, TN 

700143 

183 


Name Docket P 

ROCKETDYNE DIV (ROCKWELL 70-0025 

INTERNATIONAL CORP.), CANOGA 

TENNESSEE VALLEY AUTHORITY. 70-2917 

CHATTANOOGA. TN 

TENNESSEE VALLEY AUTHORITY. 70-2910 

CHATTANOOGA, TN 

TENNESSEE VALLEY AUTHORITY. 70-2941 

CHATTANOOGA, TN 

TENNESSEE VALLEY AUTHORITY. 70-2926 

CHATTANOOGA, TN 

TEXAS. UNIV. OF, AUSTIN, TX 70-0157 

TU ELECTRIC, DALLAS. TX 70-3057 

UNC RECOVERY SYSTEMS. WOOD RIVER 70-0820 
JUNCTION, Rl 

UNC, INC., UNCASVILLE, CT 70-037 1 

WESTINGHOUSE ELECTRIC CORP., 70-1151 

COLUMBIA. SC 

YALE UNIV., NEW HAVEN. CT 70-0053 


Packaging of Radioactive Material for 
Transport and Transportation of 
Radioactive Material Under Certain 
Conditions • Docket 71 


ACUREXCORP. 71-0295 

ADVANCED NUCLEAR FUELS CORP. 71-0003 

ALABAMA POWER CO. 7 1 -0333 

ALLIED INSPECTION SERVICES, INC. 7 1 -0330 

ALPHA-OMEGA SERVICES. INC. 71-0086 

AMERICON HOLDING CO., INC. 71-0034 

AMERSHAM CORP. 71-0040 

AMOCO OIL CO. 71-0120 

AMOCO OIL CO. 71-0147 

ANCHOR-DARLING VALVE CO. 71-0153 

ARROW TANK & ENGINEERING CO. 71-0011 

BATH IRON WORKS CORP. 71-0155 

BORG-WARNER CORP. 71-0028 

BOSTON EDISON CO. 71-0211 

BPB INSTRUMENTS, INC. 71-0286 

BUCKEYE STEEL CASTINGS 71-0110 

CAPITAL X-RAY SERVICE 71-0228 

CAROLINA POWER & LIGHT CO. 71 -0345 

CERTIFIED TESTING LABORATORIES, INC. 71-0066 
CHICAGO BRIDGE & IRON CO. 71-0015 

CLEVEUND X-RAY INSPECTION, INC. 71 -0336 

COLUMBIA GAS TRANSMISSION CORP. 71-0237 

CONSOLIDATED EDISON CO. OF NY, INC. 71 -0069 
CONSOLIDATED X-RAY SERVICE CORP. 71-0181 

CONSUMERS POWER CO. 7 1 -0325 

CRANE CO. 71-0272 
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Docket 

Page 
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Docket 

Page 

DANIEL INTERNATIONAL CORP. 

71 01 20 

189 

MODEL: 100, 100A, 200 & 200A. AMERSHAM 
CORP. 

71-9127 

194 

DURALLOY 8LAW-KNOX, INC. 

71-0201 

190 



EASTMAN KODAK CO. 

71-0092 

166 

MODEL: 20. 20A, 50, & 50A. AMERSHAM 
CORP. 

71-9126 

194 

EMPIRE STEEL CASTINGS, INC. 

71-0172 

190 

MODEL: 20-VS & 40-VS. AMERSHAM CORP. 

71-9160 

194 

EXAM CO. 

71 0321 

192 

MODEL: 3206B, 32278 & 3218, AMERSHAM 

71-9167 

194 

FBF, INC. 

71-0185 

190 

CORP. 



FLORIDA POWER CORP. 

71-0332 

192 

MODEL: 6244, CHEM-NUCLEAR SYSTEMS, 
INC. 

71-6244 

193 

FOSTER WHEELER CONSTRUCTORS 

FOSTER WHEELER ENERGY CORP. 

71-0664 

71-0099 

193 

188 

MODEL: 650, AMERSHAM CORP. 

MODEL: 660 & 660E. AMERSHAM CORP. 

71-9032 

193 

71-9033 

194 

FROEHLING & ROBERTSON. INC. 

71-0157 

189 

MODEL: 676 & 676E. AMERSHAM CORP. 

71-9029 

193 

GA TECHNOLOGIES. INC. 

71-0030 

187 

MODEL: 715, AMERSHAM CORP. 

194 

71-9039 

GAMMA FIELD RADIOGRAPHIC FACILITY 

71-0070 

186 

MODEL: B. BABCOCK & WILCOX CO. 

71-6206 

193 

GENERAL DYNAMICS CORP. 

71-0220 

190 

MODEL: BMI-I, BATTELLE COLUMBUS 

71-5957 

193 

GENERAL ELECTRIC CO. 

71-0254 

191 

LABORATORY 

GENERAL ELECTRIC CO. 

71-0212 

190 

MODEL: C-8. AMERSHAM CORP. 

71-9128 

194 

GENERAL TESTING & INSPECTION CO. 

71-0319 

192 

MODEL: CNS MSG, CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9216 

195 

GEO CONSTRUCTION TESTING 

71-0064 

188 



GLOBE X-RAY SERVICES, INC. 

71-0146 

189 

MODEL: CNS 21-300. CHEM-NUCLEAR 

71-9096 

194 

SYSTEMS, INC. 

GPU NUCLEAR CORP. 

71-0334 

192 

MODEL: CNS 8-120B, CHEM-NUCLEAR 

71-9168 

195 

GRINNELL CORP. 

71-0036 

188 

SYSTEMS, INC. 

H.R. INSPECTION SERVICE 

71-0065 

188 

MODEL: ETR, ENERGY. DEPT. OF 

71-9134 

194 

HERRON TESTING LABORATORIES, INC. 

HIGH STEEL STRUCTURES, INC. 

71-0123 

71-0186 

189 

190 

MODEL: FSV-1 & FSV-1A, PUBLIC SERVICE 
CO. OF COLORADO 

MODEL: QE-1S00, GENERAL ELECTRIC CO. 

71-6346 

193 

71-5939 

193 

HOUSTON INSPECTION UBORATORIES, 

71-0124 

189 

MODEL: GNG-20, GULF NUCLEAR, INC. 

INC. 

71-9163 

194 

HUDSON PRODUCTS CORP. 

71-0317 

192 

MODEL: HN-100 SERIES 3. 

71-9151 

194 

WESTINGHOUSE-HITTMAN NUCLEAR 



HUNTINGTON TESTING 

71-0093 

188 

MODEL: HN-100, SERIES 1, HITTMAN 

71-9086 

194 

INDEPENDENT TESTING LABORATORIES 

71-0300 

192 

NUCLEAR & DEVELOPMENT 

INDUSTRIAL INSPECTION & TESTING 

71-0200 

190 

MODEL: HN-IOOS, HITTMAN NUCLEAR & 

71-9089 

194 

SERVICE 



DEVELOPMENT CORP. 

INDUSTRIAL LABORATORIES, INC. 

INDUSTRIAL NDT SERVICES DIV. 

71-0257 

191 

MODEL: HN- 100-2, WESTINGHOUSE 

HITTMAN NUCLEAR. INC. 

71-9224 

195 

71-0326 

192 



(INDUSTRIAL HEAT TREATING 



MODEL: HN-200, WESTINGHOUSE-HITTMAN 
NUCLEAR. INC. 

71-6574 

193 

INDUSTRIAL TESTING LABORATORY 

71-0033 

187 



SERVICES CORP. 

INGERSOLL-RAND CO. 

71-0119 

189 

MODEL: HN-215H, WESTINGHOUSE 

HITTMAN NUCLEAR. INC. 

71-9222 

195 

INSPECTION SERVICES CORP. 

71-0246 

191 

MODEL: INNER & OUTER HFIR UN, 

ENERGY, DEPT. OF 

71-5797 

193 

INTERMOUNTAIN TESTING CO. 

71-0213 

190 

MODEL: N-65. NUCLEAR PACKAGING, INC. 

71-9070 

194 

IOWA ELECTRIC LIGHT & POWER CO. 

71-0296 

192 

MODEL: NAC-LWT, NUCLEAR ASSURANCE 

71-9225 

195 

JACKSONVILLE SHIPYARDS, INC. 

71-0209 

190 

CORP. 



LABARGE. INC. 

71-0134 

189 

MODEL: NLI-1/2, NUCLEAR ASSURANCE 
CORP. 

71-9010 

193 

LEHIGH TESTING UBORATORIES, INC. 

71-0269 

191 

MODEL: NNFD-IO, BABCOCK & WILCOX CO. 

71-6357 

193 

MARATHON OIL CO. 

71-0318 

192 

MODEL: NUPAC 10-142, NUCLEAR 

71-9208 

195 

MATERIAL TESTING LABORATORY OF 
VIRGINIA. INC. 

71-0111 

189 

PACKAGING, INC. 





MODEL: NUPAC 10/ 140MB, NUCLEAR 

71-9236 

195 

METILS, INC. 

71-0338 

192 

PACKAGING. INC, 
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Docket Page 


Name 


Docket 


MODEL; NUPAC 14/190L. M & H, NUCLEAR 
PACKAGING. INC. 

71-9159 

194 

MODEL: NUPAC 14/210L& 14/210H. 
NUCLEAR PACKAGING. INC. 

71-9176 

195 

MODEL: NUPAC 14D-2.0. NUCLEAR 
packaging. INC. 

71-9079 

194 

MODEL: OH-142 SERIES, NUCLEAR 
packaging. INC. 

71-9073 

194 

MODEL: HCC. -1,-2. -3. -4. WESTINGHOUSE 
ELECTRIC CORP. 

71-5450 

193 

MODEL: TN-8, -8L. TRANSNUCLEAR, INC. 

71-9015 

193 

MODEL: TN-RAM. TRANSNUCLEAR, INC. 

71-9233 

195 

MODEL: UNC-1484, UNITED NUCLEAR 

CORP. 

71-4949 

193 

NAVY, DEPT. OF 

71-0268 

191 

NAVY, DEPT. OF 

71-0058 

188 

NAVY, DEPT. OF 

71-0085 

188 

NAVY, DEPT. OF 

7V0245 

191 

NAVY. DEPT. OF 

71^0261 

191 

NAVY. DEPT. OF 

71-0225 

190 

NAVY. DEPT. OF 

71-0274 

191 

NAVY. DEPT. OF 

71-0013 

187 

NAVY, DEPT. OF 

71-0061 

168 

NEW YORK TESTING LABORATORIES. INC. 

71-0166 

189 

NOOTER CORP. 

71-0113 

189 

NORFOLK SHIPBUILDING & DRY DOCK CO. 

71-0075 

188 

NORTHWEST AIRLINES, INC. 

71-0016 

187 

NUCLEAR ENERGY SERVICES, INC. 

71-0216 

190 

OHIO STATE UNIV. RESEARCH REACTOR 

71-0680 

193 

OMAHA PUBLIC POWER DISTRICT 

71-0256 

191 

PARKER INDUSTRIAL X-RAY LABORATORY 
CORP. 

71-0136 

189 

PRECISION COMPONENT CORP. 

71-0221 

190 


PRECISION INSPECTION. INC 71-0313 

PUBLIC SERVICE CO. OF COLORADO 7 1 -0346 

PUBLIC SERVICE ELECTRIC & GAS CO. 7 1 -0328 

PULLMAN POWER PRODUCTS 71-0184 

QC SERVICES, INC. 71-0175 

SNYDER DRILLING & WELL SERVICING 71-0306 

ST LOUIS TESTING LABORATORIES, INC. 71 -0222 

TENNESSEE GAS PIPELINE CO. DIV. 71-0023 

(TENNECO, INC.) 

TENNESSEE VALLEY AUTHORITY 71-0227 

TESTING INSTITUTE OF ALASKA 71-0131 

TRANS-EASTERN INSPECTION 71-0243 

TWIN CITY TESTING & ENGINEERING 71-0103 

LABORATORY, INC. 

TWIN PORTS TESTING, INC 71 -0253 

ULTRASONIC SPECIALISTS, INC. 71-0284 

UNITED TESTING SERVICES. INC. 71-0290 

UNIVERSAL TECHNICAL TESTING 71-0105 

LABORATORIES. INC. 

VENEGAS INDUSTRIAL TESTING 71-0100 

LABORATORIES. INC. 

WISCONSIN CENTRIFUGAL, INC. 71-0339 

WISCONSIN INDUSTRIAL TESTING, INC. 71 -0262 

WKM WELLHEAD SYSTEMS, INC. 71 -0262 

X-R-l TESTING OF MICHIGAN 71-0158 

X-RAY. INC. 71-0234 

YANKEE ATOMIC ELECTRIC CO. 71-0068 

YUBA HEAT TRANSFER CORP. 71-0263 

Licensing of Independent Spent Fuel 
Storage - Docket 72 


DUKE POWER CO.. 50-269. 60-270 & 50-267 72-0004 
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LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-047 BARNWELL, SC, CHEM NUCLEAfl SYSTEMS, INC. 

6910040252 Summarizes discussions held durmg 890913 v»sn 10 Bfitnwoll SiVo WC ap- 

K roach 10 renewal of SNM buriaf Liconso 12- 13538 01 also discussed 
;OUSE W-B Chom-Nuclear Systems. Jnc 89/10/03 PEHSON.H OKiCO of Nucloar 
Material' Safety S Sarog iardsC-roctor 2pp 514 12 245-51413 167 

*-8010040265 Forwards rapt for SNM mall waste disposed at Chem Nuefoor Sys,lr.c 
during 1088 

V1OUSE.W0 Chom-Nucieat Sysloma. inc 89/03/30. KMAPP.MR. 011‘.ce ol Nuc.loai 
Malarial Safely & Safeguards. Director lOpp 51412 247 51412.260. 

-8910040267 Rev F to Procedure CN AD OOl, "Safety noviaw Board 
• Chem Muc'ear Systems, Inc 08/02/25. 7pp. 51412 269 51412 275. 

-8910040261 nov £ 10 Procedure CN AD 005. "Inc dent Reporllno Procerfuro " 

• Cham Nocleat Systems. Ir-c. ft6/l2/li 7pp. 51412 276 5Mi2 202 

-8910040263 Rev F lo Procedure CN EM-OOi. "CNSl Emergoncy Rospo.nse Proce- 
dure" 

• Chem-Ni/cloar Systems. Inc. 89/05/01. 43pp. 51412.203-51412 325. 

-8910040265 Rev D to Proceduro OA-AD-Ol 1, "OA Internal Audii Procedure " 
ROSS.CH Chem- Nuclear SyaiGcns, Inc 88/09/26 lepp 514 12 326-514 13 020. 

-8910040266 Rev 13 to Procedure S20-RP 003. "MoalUi Physics Radwasio Hece.pt.Off- 
Load & Ro’oaso Operations-” 

BENJAMlN.Mj Cnom-Nuctoar Systems, Inc. UB/02/03. 2lpp 51 4 13.021 -51 4 13.041 

-69 10040271 Rev 0 lo Procedure S20-RP-015. "Ceiibr Procedure.*' 

SCHULT2.6 Chom-Nucloar Systems. Inc 80/01/12. 71pp 51413;042-51413:1 12. 

-8010040274 Rev 0 to Procedure RA AD OOl, "Roquirod Nolificalrons R RoplS FoHow- 
ino Emergency.” 

* Chem Nuclear Systems. Inc. 80/06/ 14. S6pp. 51413:113-51413 167. 


DOCKET 27-048 RICHLAND, WA. U.8. ECOLOGY. INC. 

6909290078 Ack receipt of Site monihly roco.pl & burial rept ol SNM for July 1009.Ro|il 
limoly subm tied & summary review indicated no (Jolicioncios 

DUNKELMAN.M, LOHAUS.P.H. Oporaiions Branch. 69/09/20 Opofot’Ons Orofich 
2pp. 51352:170-51352:171. 

6909290061 Ack tocQlpI o( Silo rnonlhly roco pi & burrol rept ol SNM for Aug lOOP.Ropi 
limoly subm-llod & no doficlonclos noted. 

DUNKELMAN.M., LOHAUS.P.H. Operations Branch 69/00/20. Operations Branch 
2pp. 61300.003-51360.004. 

6909290086 Advises that a r pholos of (acilily sent lo NRC on 090902 by liconsoo lo 
meol Condition 32 of Amend B to License 10-19204 Ol localod in project monagor ofc 
In Flockv.llQ^AD. Photos taken of oniire faciMy on 600627. 

DUNKELMAN.M. Operations Oranch. 09/09/26. Oporaiions Branch. 2pp. 51352:213- 
51362 214. 

89 10020280 Responds to 890823 tlr re US Ecology request to rtispoao ol poly high in- 
tegrity conialnors fn onginoorod concrete barriers. 

SAUER.R.E. U.S. Ecology, inc (formorly Nuclear Enginoofing, Inc.) 89/09/29 
ROBERTSON.G Wash ngl on. SI ale of. ip 51369 022-51360:077. 

-6910020283 "Engineered Oarriors for Wafilo Slabilizeiion of High Density Polyothyfono 
High Integrity Conialnors.” W/ono propriotary dr a wing. Dr a wing withhold. 

' U S. Ecology, Inc. Uormorly Nudoat Eno-nooiing. Inc.). 89/09/20. 55pp. 51369.023- 
51369:0?;. 

6910040142 Forwards historical rept of oporaiions for Richland LLRW disposal 
fecihty.W/one oversize drawing 

ARMBRUST.AJ US. Eco'ogy. IMC. (formorly Nuclear Enginoo/ing. Inc). 89/00/20. 
DUNKeLMAN.M. NRC • No Detailed Afiiliatlon Given. 31pp. 51410:104-51410 226. 

8910110246 Suggests arfdiiiori to agenda (or 891025-26 mootings in Richland.WA.No 
comments have been received Oh slated analysis & program. 

ADAMS. S A. U.S. Ecology. Inc. (formerly Nucloar Engnooring. Inc). 89/10/05. 
DUNKELMAN.M. Operations Branch. 2pp. 61474:170-51474:171. 

8910110306 Requests addi fnfo re 890616 license amend request to dolote lialod re 
quif&ments liom laohly aids manual. 

LOHAUS.P.H Operations Branch. 89/10/06. ADAMS.S.R. U.S. Ecofogy, me. (formorjy 
Nuclear Eng'neering, Ino ). 5pp. 51490:264-51490:284. 

-8910110310 Requesis that facility stds manual Section 5 92 bo amended to remove 
1OCFR01 requiremonls re burial doplh of waste. 

ADAMS.S.R. U.S. Ecology. Inc (formorJy Nuclear Engineering. Inc.) 89/06/15 
LOHAUS.P.H. Operations Branch. ROOtRTSON.G. Washlnglon. Stale of. 4pp. 
51490 269-51490 204. 

-8910120002 Rev 1 lo ROP-33, "Shipment Olf-Loaefing.*' 

ADAMS.S.R. U.S- Ecofogy, Inc. (formerly Nuclear bnglnoormg, Inc). 89/06/14. 7pp. 
51490:273-51490.279. 

-8910120003 Rev 2 to RQP*4t. "Burial Daia flecocding & Ack of Waste Received *' 
ADAMS.S.R. U.S- Ecology, Inc. (formerly Nuclear Engineering. Inc ). 89/06/14. 6pp. 
51490:280-51490:284 

8910130151 Advises that monthly SNM rece pl R burial rept lor Sept 1989 sdbmlttotf 
marshall, S.W. U.S. Ecology, Inc. (formerly Nuclear Engineering. Inc). 69/10/06. 
BaNGART.R L. O.vislon ol Low-Level Waste Management & Decommissioning (Post 
670413). 1g. 5l5Ql;t92-5l60V.l02 


8910130147 Discusses review of environ monitoring data for grour.dwdler wol'S which U 
aciion levels encooded Analysis of data indicates that occurrences of U in groundwai 
er are not duO to oporaiions at faci'ity Summary of U results OncI 
NFW-MAN.HJ U.S Eco'ogy. inc (lormofly Nuclear Engineering. Inc) 09/10/10 
ROBERTSON.Q. Washngton, Stale of. 2pp 51 501: 100 51 501 191 

&9i02e0073 Responds lo 690811 Ur re proposed changes to Richland Oporating Proce- 
dures 40 & 63 re use of gfovo box. NRC has no ob|ociion lo impiomontalion or revised 
pfOCofJuroB. 

LOHAUS.P H Operations Branch 89/10/23 ADAMS.S R U S Eco'ogy, Inc (formerly 
Nuclear Enyincoring. Ire) 2pp 51617 322-51617 323 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0017 DOW CHEMICAL CO , MIDLAND. MJ 


8910100297 Final response to FOIA request fpr rocordsApp A record oncI & available 
In PCR 

GRIMSlEY.DH Division of Freodo.'n of Informalio-s & Publications Serv.ces (Pcs' 
890205) 89/10/06. BURQiN.fl.E Nucloar Energy Sorvtos (NES) Manufacturing 2pp. 
51405 ae6'5l 405 303 

-8910100306 Forwards status rept on contaminaiorl sites in Region ill for Apr-Sepi 
1989 

NOREilUS.CE Region 3. Ofc of Iho Diroclor. 89/09/29. CUNNINGMAM.R E- Divis on 
Of fodJS'fiaf & Medical Nuc'oai Safety (Post 870729). 36pp 51405 268 51405:303. 


DOCKET 40-0290 UMETCO MINERALS CORP., RIVERTON, WY 


6910040213 Nol'Uoe that Phaaoa 4,5 t 6 ci o'.d-talw\g reclamation prolocl vnl bo com- 
pleled by end of 1000 

TRAMMELL.J W. UMETCO Minerals Corn, (subs Of Un:on Carbide Corp) 06/12/19 
HEYF.n.R. Uranium Recovery Field Ofc. m 3pp. 51410 273 51410 275. 

6910030216 Forwards response of licensee engineering dept ro above -grade tailings 
reclamation area as bu.lt profiles & contours Flatter slopes & lower elevations of tail- 
mga Co no\ fupfosor.l majw dov.alions but ro-iuli in improvemenl 
LYONS.PJ UMETCO M nereis Corp (subs ol unen Carbide Corp) 09/07/24. 
HAWKINS.E F. Uranium Recovery Fie'd Ofc. 134 4pp 51372 205-51372 200 

0910030631 Requests 1 -month oxionsmti for eubmltal of co.'roctivo action plan for ro- 
med’Ot'Oa of upper 8 lower wind river aquiliora.Dfill ng & logging crews onsiie collocl- 
(ng needed dale. 

MAY.J.L UMETCO Minoials Coip. (suba. ol UrAoo Caibldo Com) 59/07/27. 
HAWKiNS.L-.r. Urarbm ftocovory Field Ofc. R4 Ip 61386 287-51300 287. 

8910030025 Informs that conlamhaiod cherrlcal wasio on Vicinity Propody RT-066 wll 
bo d sposed al Umoico A 9 pit 

LYONS.PJ. UMETCO Mirwrals Corp (subs of Ualcn Carbide Corp) 00/08/00 
JONES.J.E MK- Ferguson Co 3pp 51387.203-5 130/ 205 

0910030095 Grants OKiens on for submittal of icunsee proposed corrective aciion pro 

P iram until 090001, per licensee 000727 request 

fAWKINS.E F Uranium Recovery Field Ofc, R4. 69/00/10 MAYJ.L UMETCO Miner- 
als Corp (subs of Union Carbide Co.'p ). 2pp 51371:256-51371:257. 

0910060276 Provides lab’o showing progress of Title I lai mga (UMTRA) ox former Sus- 
quotianna Woatorn mil (Riverton) disposal in Umetco A-0 Ta/lngs aroal'censo amond 
w.ll be submilled if conlaminaied mat) In disposal area exceeds aulhonzod l mit. 
LYONS.PJ UMETCO Minerals Co/p. (subs of Union Carbide Corp) 89/06/28. 
HAWKINS.E.F Uranum Rocovery Field Ofc. R4. 2pp 51437:220*51437 230 

0910020237 Ack receipt of 890724 submitial on as bull conditions at abovograde dis- 
posal preo at silo Ltconsoe must verify lhal tollinga covered by at least 3 molers of 
motl & that all slopes sleeper than lO l (H.V) protected by arJequato npr^. 

HALL.R E. Uranium Recovery Field Ofc. R4 69/00/00 LYCNb.P. UMETCO Minerals 
Corp. (subs, of Union Carb do Corp ). 2pp. 51365:021-51365 022. 

0910200094 Confirms that criteria under which lailings reclomalion area as-bulll prolifes 
& contours approved being mol by cover over lailings bo ng al Joasi 3 meters thick & 
riprap being placed over cover where slopes steeper lhan 10: 1 , 

LYONS.PJ. UMETCO Minornia Corp (subs of Union Carbide Corp). 09/09/14 
HALL.R E. Uranium Recovery Field Ofc, R4 ip. 51577.138*51 577. 138. 

8910160164 Discusses chaneos in s’opas dunng consl al abovoofada disposal area 
JACOBY.D.L.. HAWKINS.EF, Uranium Recovery Field Ofc. n4. 90/00/20. Uranium 
Recovery Field Ofc, n4. 2pp 5 1 64$: 124-61 645 1 25 


DOCKET 40-1162 AMEfifCAN NUCLEAR CORP., JEFFREY CITY, WY 

8910050141 Fonvards '•Groundwater Conocilvo Action Program” In response to NRC 
890517,0815 & 0810 flrsRoquasis formal aciion on NRC pan to exclude listed con- 
stituonis & relocation of points of compliance. 

KlPPEN.TA. Western Nuclear, Inc. (subs, of Phelps Dodge Corp) 89/08/31 
HAWKINS.E.F. Uran um Recovery Field Ofc, n4. 8pp. 61435 247-51435:360. 

-8910060142 "Groundwater Corrective Aci'on Program." 

* Canonie Environmenlal Services, Inc. (subs ol Canonie. me). 89/00/31. 120pp. 
51435:255-51435:360. 

8910050323 Forwaids "SplA Rock Mill Water Quality Osia.lsl & 2nd Quarters 1089 " 
Data reflocl reduced men toring program authorized by Amond 44 lo License SUA-56- 
BAKER.S.J, Western Nue’ear. Inc. (subs of Phelps Dodge Corp ). 89/09/01. HALL.R. 
Uranium Recovery Field Olc. R4. ip. 51411 342-51412 226 


1 


2 DOCKETED ITEMS 


-8010050324 “Sp''! Rock M.I Waier Oua’ily Oaia.lsi S 2nd Ouaners 1089 ' 

* Western Nuclear, inc. (Subs of Pb€lps Do<i(je Corp ) 89/06/30 200pp 5l4lt 343 
6Ut2 226 

8910040246 Forwards decrease rder to Bord 8C60 96 52 of Pe»mit 3Bl A4 d'd 
890112 Bond rider reduced to rounded figure for conver* enco 
BAKER.SJ- Western Nuclear. Inc fsjbs of Pbelps Dodge Ccfp> 89/02/03 
SWllH.D. Uraf'ium Recovery FiOld OtC. R4 7pp bl4l0 239 Sl-ilO 295 

89 100301 S3 Att/iSQS thai i.censee co/reci>vo action plan v. II be approved & ope.'ai‘Onal 
by 900131 

HAlI.R E Uranium Recovery F.o'd Ofc. R4 89/08/10 Wester r^ Nuc ear, Inc (subs 
Oi Phelps Dodge Co.' p ) 3PP 51390 171 61390 1 73 

8910030235 Ack rocoip! of 890831 submiftal cf g'oundwaier Correct. ve action 
program Subminal teng rejected & reiurned for further cor sideral:on Meet ng sched 
ulM on 89091 4 Vb discuss ccnecivre acbon p'OGtem 

HALL.R E Uranum Recovery Field Ofc. 04 69/03/13 KlPPEN.T A Wes*e.'n Nuc'ear, 
fnc (subs of Phelps Dodge Corp) 4pp 51360 176*51360 179. 

8910230094 Confirms unde/siar.d ng from 8909H meeting thei NRC w.l reian ground 
water corrr#ctive action p'an submitted on 890B31 Supp: lo p'an wil bo submtted on 
690927 Weel.no schodufod for 630325 to discuss wmlor storage design 
BAKER.SJ western Nuclear, fnc (StbS ol Pneps Dodge Corp) 89/09/20 
HAU.n E. Uranium Recove.'y Field 0(c. R4 tp 51579 042 51579 042 

8910170303 inform-s rhai np further review of Spl.t HpcK Mil sem-annua* grcurdwatc.' 
mon lor ing.su bm. tied by licensee 890001 fir.wi'l bo potfcrmed due tD review associat- 
ed w/l censing action rcQu r ng irrplemenlation Of correctivo action program 
KONW.NSKI.G H . HALI.R E Uranium Recovery Field Ofc, R4. 89/09/28 Uranium 
Recovery F. old Ole, H4 2pp 51526130-51536131 

8910200169 Forwards “Suppl 1 lo Groundwater Corrective Act on Program (Aug 1989) ' 
Suppf 1 addrefsos ssues by providing for winter storage & continued opera* cn until 
aulheneation a.ven by NRC to termr.ate O'ogram 

BAKER.SJ. western NuCear, tre (subs of Phelps Oodoo Corp) 89/09/20 
HALt.R E. Uran um Recovery Field 0‘c. R4. ip 51567 099 51507 161 

“8910200171 "SuppI 1 10 Oroundwatcr Corrective Act on Program (Aug 1989) ’ W/lO 
oversize figures 

• Ca"onio Er.v.ronmenlel Serv.ces, Ire (Subs of Canorie. Inc) 89/03/30 63pp 
51567 :100-51567.161 

8910180001 Forwards Amend 51 to I'cense SUA-56.rev.s ng License Ccnd.lion 74.io 
a'idw corrective act on program to rernove or treat in piaco naze^dous ccnshtuenis of 
concern wiihm 18 monin ii.'no period specified i-n 1 cense 

ffAU.n E Uranum Recovery Field Cfc, (14. 89/09/29 Wcsiorn Nue’ear, Inc (subs 
of Phe'ps Dodge Corp). 3pp. 51557 063 51557.077. 

-89t0l80002 Amend 51 to License SUA.56 for Western Nuc'eaMnc.rOv smg Condlion 
74 to aifow correctivo action program to remove or treat .n place ha 2 ardous constilu 
enis Of concern with n 10 mo.nlh time period specified m license 
HAIL.RE Uranium Rocovery Field Ofc, R4 89/09/29. l2pp 5l55? 066-51557.077 


DOCKET 40.1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA. TN 


89 100402? & Forwards som-anrual environ momiorng rept for Edgemonl Occcmmission 
mg PrO|Dcl.W/o repf 

RaY.MJ Tennessee Valloy Authority 89/07/25 HALL.Ft Uranum Recovery Field 
Ofc, n4 Vp 51410:285 51410.265 

89 10040314 Informs of deiermnaucn that Al ogation RIV-89 A 0065 ro mgl failure to 
consider recommend aliens unsubstart.afcd. Licensee 8 contractor rospons.veness m 
diCale desire (o close faciiiiy In rad ological y acceptable manner 
HAWKINS, E F Uran um Recovery Field Ofc. R4 89/OB/ll. WISE.R Region 4. Ofc of 
\be DireciOl 2pp 51433318-51433 024. 

6910030379 D.scusses review of 10CFR40.65 environ mon lonnq rept for Edgemont Mill 
for Nov 1088 > Apr l969.inclod ng air 8 vegetation monitoring & rad ologic^ sod ment 
KONWINSKI.GR , HAWKiNS.Er UfSr.jm Recovery Field Ofc. n4. 89/08/14. Urari 
um Recovery F.e’d Ofc. R4. 4pp. 5 1382 109 51362:192. 

8909290150 Fonvards Amend 3i lo License SUA-8l6.revis ng L'censd Condmen 14 lo 
el m.nate need for environ momior ng 

HALL.R E. Uranium Recovery Field Ole, R4 89/08/15 Tennessee Valey Auinonty 
2pp 51352 320 51352 328. 

-S909290152 Amend 31 to License SUA-016 for TVA,reviSing License CondJiOn 14 to 
eliminate need for envi'on monitoring 

HALL.R E. Uranium Recovery Field Ofc, R4. 89/08/15 7pp 5 1352.322-5 1362 328 

8910060203 Documents TVA const activity review UM completed const of taimgs ds 
posal ce l in m d Aug 1989 As*bui't plans for disposal cell in progress. 
kONWlNSKl.G R. Uranium Rocovery Field Olc. fl4 89/08/18 Uranium Recovery 
Field Ofc, R4. 2pp. 51452 104-51452:185. 

8910060320 ncquests addl info re ground waier monitoring data.lncfud.ng vvater fevei 
data for Wei's C2.C4,C5 & C8, 

HAWKINS.E.F, Uranium Recovery Field Olc. n4 80/08/18. Tonnessoo Valley Author- 
ity. 3 pp 51453 344-51453 346 

8910030165 Discusses review of radiation sunroy procGdu'O for cloarino penpherai 
areas Radiological survey procedure fct ova’uaton of w.ndblown laiogs h penplvetal 
areas consisteni w/current guidance 

SCOviLL.vn, HALL.RE. Uranium Recovery Fre'd Ofc. R4 89/GG/21 Uranum Re- 
covery Field Ofc. R4. 3pp 51382 244-51382.248 

8910050088 Forwards Amend 32 to License &UA 061 6. amending L!cen9e Condition 25 
ro hea'fh physics manual & refresher training for health physics Technicians 
HALL.R E Uranium Recovery Field Ofc. R4 89/08/25. Tennessoo Vai'ey Aulhonty. 
2pp. 51437.172-51437 183. 

-8910050072 Amend 32 to License SUA OSiO for TVA.fevisnQ Llco.nse Conditio-i 25 re 
health posies manual & refresher irain nn fo* health phys cs lechn cians. 

HAlL.rt.E. Uranium Recove.'y Field Ofc, na 89/08/25 7pp. 61437 174-51437 180 


-B9100S0076 Supports issuance cf Amend 32 to L.conSO SUA 0816 updating organ za- 
honal chart & health physics manual 

SCOVILL.vn. HAWKINS.EF Urarum Recovery Field Ofc. R4 89/08/25 Uranium 
Recovery Fiefn Cfc. R4 3pp 51437 10151437 183 

8910020185 Discussos TVA 800321 submud* Of 1989 annual AlARA audit lor Edgo- 
mont U mi l At. aspecis of program soem fo be adequate Proceduro for roloaso of 
equ pm.6.nt updated & NRC wi i review records -n more dolo 1 upon next site insp 
SCOVILL.VR HALL.RE Uran-um Recovery F-eld OfC, R4 89/09/00 Uranium Rq- 
COvery Fio'd Ofc R4 3pp 51363 262 51363 264. 


DOCKET 40-1790 WELLMAN DYNAMICS CORP . CRE3TON, lA 


8910100297 F.r> 0 l respo.'iso lo FOfA request for records App A record enci S ava lablo 
mPOR 

GRIMSLEY.DH Dvison cf Freedom of Irifcrmatioh & Puticdtions Servreos (Post 
890205) 89/10/06 DURGiN.ft E Nuclear Energy SorV‘C05 (NES) Manufacturing 2pp. 
51406 266 51405 303 


-8910100306 Forwards stdt^.s rept on centaminatod Sites in Reg on III lor Apr Sopl 
1909 

NCRELIUS.C E Region 3, Ofc of the Director 69/09/29 CUNNINGHAM.R E O.vislon 
of lrdu3ir*al & Med ral N-jclear Safety (Post 070729) 36pp 51405 268 51405 303. 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP., WEST CHICAGO, )L 


8909270104 PNO III 89 062 cn 890921. West Chicago City Council passed ordinance 
bannnn intrastate shp.mont of rartioactivo mail mio or through city. Issue received corv 
siderable medm attent on & Staio of IL w ll be notified 

LYNCH.JL. PAPERfELLO.CJ Reg on 3. Ofc of lha Director. 89/09/21. 2pp. 
51330 343-51330 344. 

8910040412 Adv.ses lhai correspondence re disposition ol offsite malls should be sent 
lo State of IL Coniamratod maiis.iocated offs te.are source mafia & como under regu- 
faicry prisd-cton of State of IL 

ROUSE. LC. Fuel Cycle Safety Branch 89/09/22. STAUTER.J.C- Kerr-McGee Cherril- 
ca'Corp (subs, of Kerr-McGee Cerp ) Ip 51438 318 51436 310 

8910040421 Responds to 600727 irr re comments on suppI to FES re decommissioning 
of facility Rocip eni concerns which a/o involved in ongoing Licensing Board proceed* 
mgs adcressod n suppi FES. 

SWIFT.JJ Fuel Cycle SafeN Branch 89/00/22. SPRINGER, R Environmental Proioc- 
tion Agency. 5pp 51423 075 51423 092 

8910040113 Forwards NRC 890922 response lo ASLD 890B24 order re Imphcoions '0 
EPA 890727 lir. 

HOOGDON.A P Assistant General Counsel for Hearings & Enforcement. #480 9231 
69/09/26. FRYE J.H, KLINc.J R . CARPENTER.J H Atomic Safety and Licensing 
Bca'd Panel 19CP 5 1348. 183-51348 201. 

8910040140 Forwa'ds executed affdavil of JP Schubert originally part of NRC response 
10 Kerr McGoe cross mclion filed on 890920 

HODGDON.A P. AsS'Stant General Counsel for Hoanngs & Entorcerront #489 9233 
89/09/26 FRYE.JH. KLINE.J R . CARPENTER.J H Atom c Safety and Liconslh(J 
Board Panel ip 51340 235-51348.237. 

-8010040 U6 AfLdavrt ol JP ScbAibert.* Addresses Conlent-ot^ 3(g)(4) m iceponso lo 
Kerr-McGee motion for summary diSpoSii.on (led on 890822 

SCHU0ERT.jp. Office of the Gerorai Counsel (Post 860701) SCHUBERT.JP Ar* 
gor-ne Nabonal Laboralory 89/09/20 2pp 51348 236*51348 237 

8910030323 PNO'III-89 062B:on B90927.ju‘d0e issued temporary resuairlng Order bdf- 
nna city of West Chicago from enforcing ord nance proh bit ng ii^torsiaio shipment of 
ratroaciwe matia into city Ord nanco approved by city ccunc.l on 890920. 

LYNCH.JL. PAPERIELLO.CJ Reg:on 3. Ofc of the D rector. 09/09/28. ?pp 
51382.193 51382.194 

8910130044 People oppo 9 >tiort to NRC Slaft response in support of Kerr -McGee cfosa* 
mot'On (or summary disposition ' Staff cross motion failed ro establish that mail facts 
not »r\ di^puiQ & should bo danedCetUficaic ol Sve enci 

SfSUL.J J I'llno.9. Slaio of #489 0257 89/10/02 Aiomic Safety and Licensing Board 
Panel. 24pp 51440-170*51446 193 

8910130050 Peopfos opposition to Korr-McGoo cross motion for summary 
di^osiHon errata sheet * Lists corrections to b'^ ef Sve list oncl. 

SISUL.JJ IILnOis. Staid Of. #489 9258 09/10/02 5pp 51446 194-51448 190 

8910130042 Motion for leave lo amend App A * Requests leave to amend App A lo 
Slate ol U. opposition to Herr-McQeo cross-mot on for summary disposit’On.App & sve 
list erc> 

SiSUL.JJ (iinois. State ef #489 9258 89/10/03 Atomc Safety and Lrcene ng Board 
Panel. 14pp 51448 156 61448 169 

6910100797 Final response to FOlA lOQuest for records App A record enef & ava lablo 
n PDR 

GniMSLEY,D.((. Div-sion ol Freedom of lr>formalion & PubMcalions Services (Post 
890205). 09/10/06 BURGIN.R E. Nuclear Energy Services (NES) Manufacturing. 2pp. 
51495 268 51406 303 

—8910100306 Forwards SIPlus rept on contaminated sites rn Roq on III for Apr-Sept 
1909 

NOBELlUS.C E Rogicri 3. Olc of ibe O.reclor. 80/09/29. CUNNINGHAM.R C Divis on 
of Industrial & Medical Nuclear Salety (Post 870729) 36pp. 51405:268*51405-303. 

9910120194 Board Noificaiion 89 008 forwards City of West Chicago 090925 press 
releaso.PNQ 111-82 did 600921 on orci.narvce banrr.rvg shipmani of ladoaciwe 
mail.PNO-lll-BO 062B a HR Denton 890925 Hr to T Lash w/onefs 
HOUSE.L C Fuel Cycle Safety Branch 89/10/11 Atomic Safety and Licensing Board 
Panel 4pp. 51469.COT-51409O22 


DOCKETED ITEMS 
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-6910170046 Confirms 890922 discussion botwenn AB Davis & recpo.nt ro rogulaiory 
aufbonty OVO' olfs 1e Ibor urr^ ccnlsminalGd nioll in aroa of VVosf Ch caQOJl. Sfaf© of IL 
has rogulaiory respons bufy for / 0 cf.o!O 3 ‘Cal safely n siatod mauers 
DEMTOti.HR Office of Govnirm&nVal & PuU>C Affairs IPosf 870413^ 0Q/O9/2E> 
LASHJ linos. State Of ip. 51489 007-61489 037 

-8910170050 Forwarcfs NRC I censing actions fo.' Kofr-McGco West Chicaoo Silo in- 
cludng 070626 amend lo License STA-533 addressing offS'fe mail considered to bo 
source rrail 8 as such com rg undo.' regjJatory autfio.'ity of slate 
NUSSBAfjMER D A Assistant Drocter fo.' State Agfoomenis Program 87/07/30 
COI LINS.SC ILinois. Slate of ip 51489 C08 51489 01 1 

-8910170057 Agraemeni beiweon NRC & State of IL for disccntmuanco of certa-n 
Commission regulatory aulhonty /I rospons blity wilh:n stale per Sochon 274 of 
Alom c Er'orgy Acl of 1954, as amended. 

ZFXHtW Commissioners THOMPSON.J R Illinois. Stato of. 87/05/14 6pp. 
5M89 012-51489 022 

8910250136 NRC Staff response lo Siaio of IL motion for loave to amend App A.* NRC 
has no olilocton to ASL0 accopting Stato o1 IL sut>siilufod App A & consuJomg ii un 
l.au of draft version w/Coiiftcaie of Sve 

HODGDO-N.AP. Assistant Gen.Gral Counsel for Hearings A En'orcornent #480 9329 
09/10/19 Alomc Safety and Licens-rg Board Panel. 3pp 5i56i 066 5i56l 068 


DOCKET 40*2259 PATHFINDER MINES CORP.. RIVERTON. WY 

89100503-42 App'icalion for amend 10 LiCOrso SUA 672.03<tonding life ol I’COnse 90 days 
djn to trre demands for completion of wo'l orillinn program on tailings pond Wei's ore 
key component of corroctivo action plan loquired by Condit on 60C Foo paid 
HARDGROVE.T.W Pathfinder Mines Corp 89/06/21 GARC’A.P Urani.r-Ti Recovery 
Field OtC. R4 ip 5H52.146.51452.14Q 

8910030411 Forvrards “Ground water Mor'itonr.g Ropl.First & Socoml Ouarlers 1900” 
Piopooe s\ibm-uaf daio of fl9f2l5,tor annuef update review of coneciwe oaoti 

R rogram.per License Condilion 60C W/oro ovorsizo drawing 
IAROGROVE.T W Paihfi-’.der Mros Corp 00/00/30 KONWINSKI.G Uranium Ha- 
covery F.eld Olc. R4. 2pp 51373 343-61373 361 

-89 100304 14 “Groundwafer Mcnilonng Hopf.Frsl A Socond Ouartors 1980 ” 

• Palhfindor Minos Corp 89/06/30 Y/pp 513/3 345-51373 361 

8910020296 Rotommands onlonsion of expltaiion dato of bconso SUA-672 to 
89 1230, per 890621 request Roquoslod liconso oxtension acceplable A 8hO'j‘U result 
in submltief of baifo/ application for roviow. 

GAHCIA.PJ. HALL. R E Uranium Recovo.'y Field Ofc, HA. 80/09/13 Uranium Rocov* 
cry Flold ore. R4 3pp 51363:241-51303 243 

8910030020 Fo.'wards Amend 23 fo Liconso SUA 672,fovislng Condition 4 lo oxtond ox- 
piralion dale ol license to 091230 

HALL.n.E Uranum Recovery Field Olc, R4 89/09/13 NUGENf.Eb Paihlindor 
Minos Corp. 2pp. 51387:121*51307 137 

8910 1601 6B Discusses somianr.uai groundwaior review of mill Insiai'ai on of corrcciivo 
action program.consist ng of fresh wafer injocflon.iarings dewatering A soepago coi 
locticn by way of wolls under complotipn. 

KONWINSKI.G.R , HALL.R.E Urorium Recovery Fioftl Ofc. RA 89/00/28 Uianirm 
R a covery Field Ofc. H4 3pp 51545.147*51545 149 


89100S0201 Discusses Afias Mmera's na-222 monitoring daia for Second Quarter 
1089 Ra-222 levels wilhin acceplable li.m’ts during summer months 
SCOVlLL.V.n, HALL.RE Uranum Recovery Field Ofc. R4. 89/09/08 Uranium Re 
covory Fie'd Ofc. R4 3pp. 51437 359 51437 3G1 

8910230145 Ayroos to perform A documoni conlarr.matio.n surveys for future shipmenls 
of II concentrate withn 30 days of shipment, In rosponsa to NRC 690815 Hr Records 
will bo kopi fo' 5 yrs followng sfvpmentB 

BLUBAUGH.RE AMas Ccrp 89/09/11 HALL.RE. Uranum Recovery Field Ofc, RA 
ip 51579 283*51679 283 

8910250223 Application for amend io Liconso 5UA*0i /.reflecting now addross in Condi 
lion 2,Gffociive on 800915 Foo pa-d. 

BLUBAUGH.R E Allas Corp 89/09/11 HALL.RE Uran um Recovery Flold OfC. R4. 
2pp 61612 028 51612 029 

8910060209 Confirms radon resu'is oblancd for Aug 1989 from Moab monitoring sta* 
lions per TerradOx Corp 890918 repl 

FOWAROS.DL Adas Coip 69/09/10. flALL.R. Urariijm Recovery Fie'd Olc. R4 ip 
51430 054*51438.054 

8910180349 Provides revow of I'Censee O'lviron monitorng program rosu'ts for First 
Ha'f I909.issue of e'ovatod na-222 lo be compared w/fuiuro maasuroments to dolor* 
mino etfectiveness of '■ce.'iseo correciiva actions 

KONWINSKI.G tt., HALL.n E Uranium Rocovery Field Ofc. RA. 09/09/26. U/an.um 
Recovery Field Ofc, RA. 3pp 51540.187 51540 109. 

8910100342 Forwards Air.end 9 to License SUA-OOl /.revising License Condtion 2 re 
licensee ddd.'cs3. 

HALL.RE Uranum Recovery Fiofd Ofc, n4 09/09/28. Allas Corp Ip 51540:194* 
51540 209 

-8910160343 Amend 0 to License SUA 09 1 7 (or Allas Co/p.authonz-ng posso&s-on A 
use of un'itvited natural U m form ol U wasve lai'mgs A oibat U tyypioduct wasie gon* 
orated by iicensoos mi I ng opo/ai-on 

HAIL.RF. Uranum Recovery Fialrl Ofc. Ra 09/09/29. I5pp 51540 195 51540 209 

8910190001 Discusses 198B annual ALARA audit for siie.submltted for review on 
000831 Rept addressed Homs speciiiod in Reg Guide 6 31 & lovol of ALARA aud.ting 
Cons'Slont w/curronl revel Ol activity ai m II 

KONWINSKI.G R . HALL.R E Uran um Recovery Field Cfc, R4. 09/09/20. Uran um 
Recovery Field Ofc, R4 5pp 51563 204 51563 208 

0010120074 CN-89 094on dD1G05,roliC6 of proposed Imposition of civil penalty in 
emounf uF SB,250 to bo issued to licensee Acl on based on violation i.ivo'v.ng roloase 
ol Rn 222 conconUat-or.s to un'ostriclod area In excess of 22% 

JOHANSEN J.. LIEGERMAN.J Ofc of En'orcornent (Post 870413) 89/10/02 ip 
51400 106 51400 196 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPER. WY 


8910030543 Forwards "Final Oocomrriss on-ng Ropf “ Oocommissionit^g of Gas H^lls 
mill conipiniod on 890601 W/0 encl. 

FERGUSON, J.C American Nuclear Corp 00/07/10. HALL.R. Uranium Recovery Field 
Ofc. H4 Ip 51390 2Q5'5t390:2a5 


DOCKET 40*3392 ALLfED SIQNAL. INC-, MORRISTOWN, NJ 

8910230117 Adv-sos thal 870518 order proh biting fuing w/UF6 or healing any 4B-incli 
diameter cylinder w/lisfed serial numbers & mfg by WH Stewart Co rnscinded.por 
801205,89051 1 & 0710 requests 

BERNERO.R.M. Oiflce of Nucloai Matonftl Siifeiy & Sftlogwfluit^.llnocfoi 69/10/13 
OlSHOf’.J.C. Aihod-Signaf Corp 2pp 51500.023*51580.024. 


DOCKET 40*3453 ATLAS MINERALS. INC., DENVER, CO 

8910030435 “1908 ALARA Audit Hopi of Allas Minorals D*v ol Atlas Corp Radiation 
Profociion Program at Mob Mi'l “ W/800031 Hr. 

EDWAROS.D.L.. DAVIS.MS. BLUBAUGH.R E. Allas Corp. 80/12/31. 02pp. 
51373:106*51373.166. 

B910050092 "Environ Monitor.ng Program Results for First Half 1009.” W/ 890029 Mr 
EDWAROS.D.L. Alfas Corp 80/06/30. 33pp 51437 295 51437.320 

8910030246 Submits results of radon monitoring program for Socond Ouarior 1089. 
0LU0AUGM.RE Atlas Cofp. 00/07/18. SCOVfLLE.V Uranium necovory Field Ofc, 
fl4 2pp. 51382:242*51382:243. 

6910G3036S Confirms radon results lor 890703-0001 from Moab monitoring slat-ons ob 
lalned from Terradev Corp 

BLUBAUGH.R E. Allas Co/p. 80/08/14. HALL.R. Uranium Recovery Field Ofc. n4 ip. 
51303:143*51383.143. 

8910Q30Q13 Requests that licensee address ouiaiandmg issues (lom 890524 notice ol 
violat'on.Addl info dellning corroclivo actions to assure ifiat contam.noilon surveys lor 
future shipmenls of LSA me nta nod lor spocifiod lime needed. 

HALL.R.E Uranium Recovery Field Ofc, R4 89/08/15 OLUBAUGfl.R. Atlas Corp 
3pp. 51303.120 51303:130 

B9 10260261 Remits fen for amend roquoai ro predchve analysis for radon 
emmlsslons Correciiva action p'an eubmiuod on 8908 1 6 

BLUBAUGH.R E. Atlas Coip 89/00/25. HALL.RE. Uramum RGcavory floW OlC. Rn. 
Ip. 51624:146 51624:190. 

-6910260292 Forwards calculation brief forming basis for proposed measures in re- 
sponse lo 090727 Itr requesting analyses/ caYculat-ons S supporting documoniai-on 
used to predict that corrective action w.ll fowor radon emissions.Fee paid 
WESLEY.O.P. Canonlo Environmental Services, tnc. (subs, ol Canonie, fnc.) 89/08/ 
16 HALL.RE- Uranium Recovery Field Ofc. R4. Ip 51624 146-51624 190. 

-89 102 70001 ’‘At'as Minerals Corrective Actions Plan Ration Emission Prediction 
' Allas Corp. 89/08/31. 44pp. 61624:147-51624:190. 


8910040293 Withdraws 890705 request for amend to License SUA-G67 for possession 
^ disposal In Tpilmgs Pond 1 of radioaclivo coniam.naied malls from B^son Basin In 
situ loach nMno docomm-ssioning projoci 

FERGUSON, J C. American Njcloar ccrp 89/07/24. HALL.R. Uranium Rocovery Field 
Ofc. R4 ip 51301 237*51301237. 

6910030461 Proposes to iniliate invosiigaiivo tin ling prog'am lo ostablish present waior 
quality & water level cond.tons In unconlined aquifer lo north & northwest of TelMngs 
Pond 1. per NRC 000606 Itr ro altornaio corcontrallon limits 

FERGUSON.J.C. American Nuclear Corp. 80/07/31. HALL.R. Uranium Recovory Field 
Ofc, R4 3pp 51302 348*51382.350. 

8910030304 Forwards Amor-d 37 to License SUA 667 for American Nuclear 
Corp.fttrqncllnq Condition 20 as listed Cotroc two action piegtem shall be proposed as 
rios-gnatod In Criterion 50. App A.10CFR40 

HALL.R E Uranium Recovery Field Ofc. Rn. 89/00/11. American Nuclear Corp 2pp 
51303:026*51363.036. 

'•69100303B6 Amend 37 to License SUA 0667 for Gas Hills Project, authorizing posses- 
sion of byproduct malls in lorm of u waste tall.ngs & other byproduct wastes generat- 
ed by liconsoo past mii'ing operations. 

HALL.R E. Uran um Rocovery Fteld Ofc, n4. 09/00/ n. Bpp. 51303.020*51383:000 

8910060031 Application for amend lo License SUA 66/.lmp?omonllng invosilgativo drill- 
ing & moniiorlng program.Four ho?os. approx 300 ft doop.w li bo drlllod & placed north 
of Taiings Pond l. Foe pad 

FERGUSON.J.C. American Nuclear Corp. 89/08/25. HALL.R.E. Uranum Rocovery 
Field Ofc. n4. 4pp 51432:279 51432:202. 

6910080176 Forwards Amend 30 lo Liconso SUA* 6 6 /.incorporating licensee investiga- 
tivo dri I ng program subm Ited on B9O025. Advises thal program must supply sufficient 
data lo show corrective action program would reduce hazardous cosUuents to 
ALARA 

HALL.R E Uran um Recovery Field Ofc, n4. 80/09/20. American Nuclear Corp. 3pp. 
51430 039-61430 049. 

-6910060179 Amend 38 to L'cense SlJA.667 for Gas Hills Pro;oct. Incorporai.ng investi- 
gative dnLing program. 

HALL.R E IJfonlum Recovery Field Ofc. n4. 09/09/19. 8pp. 51430.042*51430 040. 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 


9910200215 "Environ Monitoring Daia lor Firsi Hall 1S89.“ W/B9O031 Ur. 

SMITH JC. Pathfinder Mines Corp 09/06/30. HEYER.R. Uranium Recovery Field Ofc, 
R4 26pp. 51566.074*51660 099 
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DOCKETED ITEMS 


8910060166 Forwards ALARa audit per l.corse Con^it'cn 06ALAHA audit con rn't&e 
met on 890820 to rfiscuss persor.rel exposures. b<oassay results S mo-iitorirg 
results Ejfterral rad>atidn leve‘9 <n ta.*re ing er»cl d d r'ot charige s g'-ificaniiy 
NOLTE.M C Patr^nder M-res Corp 89/08/28 Uraf^jum Recoverv Field OfC, R4 3pp 
51438:099 51438-101 

8910250219 Appi cation fcr amend to L conse S'JA 0442 authorizing use rydrogen 
peroxide as new roaceni m mi i nrcun Fee pa d Sh 'ley Bas n How dlagre'n end 
MURDOCK. B S Paihfirder Mnes Corp 89/09/08 HALL H Uranium Recovery Fielo 
Ole, R4. 2pp 51623 102 51623 103 

8910250373 Forwa-ds insp Ropi 40 G622/09 01 cn 8909 18 ?1 & roHces of violahcn & 
deviation Licensee s^'oi/d con‘act RRC wiin n 30 days ot It.' date lo schedule mauling 
IP resolve issuo re transte' of m. I byp.'odjcts to la i.ngs d scpsai area 
HALL.R e Region 4. Qfc ol mo D.'ocior 89/10/16 HOPKINS.R PaihfmJer Mres 
CO'p ?f>p 5l603 26l.5ie03 3C/5 

-8910260378 Notice cf v.o'al cn frem insp on 800918 21 V.o'ations noted faMJ-'O lo per- 
to?m req.MGd ir\sp& & lei^ta to subTit te:iuiod anr^ai cost osuivate update fcy spect- 
ted dale 

HALL.R E Hog on 4. OtC Oflhe C recto.' 69/10/16 2pp 51603 283 51603 284 

“8910250381 Notico of dev.at on tro-m msp o.'^ 090918 21 Deviations noted large area 
of exposed ra imgs on Pend 4 had not been stab i zed as speciiicd rt p.'ocerturo 
HALL.R E Region 4. Ofc ol the Direciot 89/10/16 ip 51603 205 51633 205 

••6910260039 insp Repl 40 6622/09 01 on 05G918 2i Violations & dowations 
noted Major areas Inspected U m |■|'•g operations & radiation safety program :ncLdin 9 
mot ofoaniiation & controls/ operations rovew & radwasto rrgi 
GARCIA. FJ, ROSE, HD. HALL.R E Rec-on 4. Olc of Hie Drectof 89/10/16 20pp 
51603 266 51603.305 


DOCKET 40-6659 PETROTOMICS CO.. SHJRLEY BASIN, WY 

8910050347 Appl-ca'on for ame'-d to License SUA 0551 p.'ov.drg annual updaio cf 
su.'flN arra-igemeni Foe paid 

FfAFF.SJ. Peuotomics Co jlcrmerly Geliy/ Peiroiom-cs Co.) 68/06/26 
HAWKINS.E F Uran U'n Recovery F:eld Olc. R4 ip 51452 155 51452 155 

8916060215 forwards Amend 28 ID Li^e-nse SU A -0551. revising Condition 4/ re msiaVa 
tion of Is ted vire'is m fash on suiiable for seopaco cd'cciion as well as moniicnng 
HALL.R.E. UraniuTi Rocovo.'v Fiold Ofc, R4. 89/08/10 JUDAY.H A. Pet/oicn-cs Co 
Lformody Getty /Pfitiotomcs Co) 2pp 5t434 t36-5t434 t4ft. 

“B910060217 Amend 28 lo Lxenso SUA-SSl for Peirctomes Co.revsi-ng Ccnd.tion 4? 
ro ns'.al alien of wars m lasn-orr suilab'e lot seepaao co'.lecton as well as mamicting 
HALL.R F Lfrarium Recovery F o'd Ofc. n4 89/08/40 9pp 51434 140 51434 148 

8910050063 Proposes lo add rock armor 10 north A scuih of Ncrlh Swa e d'SCha/ge 
Channel riprap I mils Figure e.nci 

JUDAY.Ra Poifoiomcs Co (lo'mo'iy Geity/PetrotOTics Co). G9/C8/15 

HAWKiNS.E F Uranium Recovery Fjo'd Oic, R4 2pp 51437 i5l 51437.152 

6910030247 Forwards revised Figure G4-77, ’“Channel Cross Sect on WDl,” inadvert- 
ently m s'abe'ed on 1986 reclamation plan stbmHiai 

JUOAY.R A PoTfOlon-icfl Co Itormerly Getty/ Pcirciom-cs Co-) 89/00/16 

HAWKINS.E F Uran urn Recovery Field Ofc. R4 2pp 51387 1 19-51387 120 

8910170311 Cnscussos Peltoiorrics Mil 89C830 oriviron mon.tor<n 9 ropi tor Fi.'si 8 
Second Quarter 1989 Environ mo.nlcrrg podermod per License Condihcn 20 of Li 
corpse SUA-S5l.No licensing ociion warranted 

KONWlMSKt.GR Utar.v.m Recovery Fre'.d OtC. R4 63/09/20. Urancm Recovery 
Fio:dOfc, n4 4pp 51537.102-51537:105 


DOCKET 40-7455 WHITTAKER CORP., LOS ANGELES, CA 

8910180090 "Audit Rept Cf Radioactwe iMit Located Ne^ti to Greenville 
Metals. Green VI lo.PA " 

MillBH.F L Whillflkof Corp 69/10/13. 2pp. 51536 263-51536 264 


DOCKET 40-7580 FANSTEEL, INC . NORTH CHfCAQO, IL 

0910110009 Fo.'wards proposed process How d agram for ventfcr.por 890919 telcon 
CARLILE.T.S Fansieel Metals (subs of Fansleei, Inc) 09/09/ 19 LAROCHE.G 
Of free cl Nuclear Materw.t Salet-^ & Safegjards.Oucctof 3pp. 5t46? \29-5i46/ 131 

8910030175 Forwards draft Change in hanol.ng residues at Muskogee p'ani.per 890921 
discussion 

CARLIUE.T S. Fanslee', Inc 09/09/21. LAROCHE.G. Fuel Cycle Safety Branch 3pp 
51371.250 51371:252. 


DOCKET 40-7804 BP CHEMICALS AMERfCA, INC.. LIMA. OH 


8910100297 Final response to FOJA rcqoost for rocordsApp A record end & avalaUe 
fn TDR- 

GRIMSLEY.O.H. D.v.sion of Freodo.m of Informal on & Pub'icaiions Se/Vices (Posi 
860205) 89/10/06 BURGiN.R.E Nuclear Energy Serv'ces (NES) MB'*ufacfu.'.ng 2pp 
51405 266-51405.303. 

“8910100306 Forwards status ropi on confB'nmaled Sites in Reg*on Ilf fO' Apr-Sopi 
1089 

NORELIUS.C E. Reg on .3, Ofc of ihe Oi'octor 09/09/29 CUNNINGHAM.R £ R.vs on 
ot Industrial & Med cal Nuclear Safety (Post 870729) 3Bpp 51405 260.51405 303 


DOCKET 40-0027 SEODOYAH FUELS COP? , OKLAHOMA CITY, OK 

8910020150 App:icaticn for rev to Part II of Chapter 16 to L cense SU3-i0i0.upddti''g 
inlo S incorporating Inlo on UF6 reduci on plant 

KNIGHT.S-P. Sequoyah Fuels Corp (subs of Kerr McGeo Nue'ear Cerp ) 89/C9/14 
ROUSF..L C Fuel CycJo Safely Branch. lOOpp 51362C95 5l362 195 


8910040187 "Solf-Mon'oring Repls tor Apr-Juno 1909 ’ W/B90728 Hr 
KNlGHf.SP. Seqr.oyah Fuels Corp (sjbs of Kerr McGee Nuefoar Corp) 89/06/30 
16gp 51410 250 51410 265 

8910040058 Cscusses OSHA 890710 14 or^sito safety & hea ih essussmont ova’uai un 
rsp of fac-iiiy 

WHjTE.WW. Labor, Dopi of. Occupai-onal Safety A Health Admin 89/07/27. 
GARCIA.PJ Reg on 4. Ofc of the D rector 6pp 51410 266 51410 271 

8910030237 ’ nFDCS D scfarge Monio,'r‘.g Ropi fo.' Jul 1089 " W/890815 fir 
KNIGHT. SP Sequoyah Fue's Corp (Subs of Kerf McGoo Nuclear Corp). 89/07/31 
epp 51306 20.5 51386 295 

8910040280 Forwards rev lo Pah ll.Chapler 10 of License SUQ-IOIO. W /0 encl 
KNIGHT.SP SeQJOy&h Fuels Co'p (subs of Kerr McGco Nuefear Corp) 89/08/01 
RCUSE.LC Fuel Cycle Safety Branch, ip 5l30l 270 51391 270 

8910060244 Forwards revs 10 Chapters 2 & 1 1 of License SUB- 10 10 lo eddross propn- 
rat-o'i & ^proval of irai'i>ng malls 

fCNlGHT.3 P. Seqjoyah Fuels Corp (subs of Kerr-McCee Nuc'oar Corp ) 89/08/23. 
ROUSE.LC Fuel Cycle Safely B'anch 67pp 51455 001.51455 057. 

8910060336 Forwa'db p.Clu.*es cf motai baxOS mdicat-.ng that galver’izod stoul motel 
used in boxes were provousiy used as d'um cover/tie down sheets over sto/od yol- 
lOwcake drums Cnange Oiscussed w/Qu.vi'a M.n ng Coys ro NRC approval 
GRAVES.R Sequoyah F^'Ois Corp (subs of Kerr-McGee Nuclear Corp ) 09/00/01 
HAl.l.R. Uran urn Recovery F old Ofc n4 ip 51434. 137-51434 137 

8910060242 Fo-wards revised Pages i 5 6 & i 6-8 & backu'Ound info to 890829 app'ica 
t on 10 amend Chaplor 5.0 ro cha'iges in environ acLon levels 
kniGmt.SP Sequoyah Fuels Corp (subs of Kerr-McGoo Nuclear Corp) 89/09/1 1. 
ROUSE.f C Fuo: Cycle Safety Branch 5pp 51452 353-51452 357. 

8910060146 Responds to 8903.10 It' requesting submission of evaluation of ailornntivos 
to mt.gate 0-' e.i'ninate buld.>P cf coniaminat-on m sed mont A soil a'ong ofHuent 
stream fo' Ojt'eii 00 1 O'^mai ppeime concept w ll be esod 

KNiGHT.SP. Sequoyah r ue’s Cerp (subs Ol Korr-McGee Nuc'oar Corp) 89/09/18. 
ROUSE, LC Fuel Cycle Safety Branch 2pp 51555 255-51555 255 

8910040309 Ack rocipi cf 090910 Ur inform rg NRC pf mteniion lo install ppeimo from 
outfall to properly boj'idary NRC expresses support lor effort 
ROUSE.L C Fuel Cycio Safety Branch- 89/00/27 KNIGHT, S.P Seqi:oyah Fue's Co.'p 
(svtvs 01 Ken-McGee UuCleat Cuftp ) ip 61437.078*51437 078 

8910200129 Ferwards "NPOES Discharge Moritor-ng Repl for Aug 1989" On 
69C9i3.di%CDvcted that Ucw insiturroniaiion Bi Ouiiall 001 inaccurate Calculation a lof 
now results 4 parameior loading rosufis wore based on water usage figures 
KNIGHT.S P SoGiioyah Fue's Cerp. (subs of Kerr-McGoo Nuclear Corp.) 89/09/27. 
KNUOSCfl.MO Envuonmwlai Pioiocuon Agency, ip, 61666 249*51566 255 

-8910250217 'NPDES U.schargo Monitoring Rept for Aug 1089 " 

KNiGHT.S-P Sequoyah Fue's Corp. (subs pi Ketr.McGoe Nuclear Cerp j QQ/08/’.l1 
6op 51566 250*51566 255. 

8910170332 Forwards Amond 3 lo License SUB I0l0,rev,sitxg L-conso CondiUcrv 0 lo 
i.'iclude detos of 890829 & 091 1 & do'et ng L'COnso Condit ons 1 1 & 23 
HCUSE.L C Fuel Cycfo Safely Branch 09/10/06 KNiGHT.S P Sequoyah Fuels Cerp 
(subs of Kerr -McGoo Nuefoar Corp ) ip 51536 249 51536 257 

-8910170333 Amond 3 to l.icoriso SUB* 1010 lor SoQuoyah fuols Co.'p. oulho/izirm wsu 
Of 20 triiion MTU at ficensee ex sling faciitios at Goro.OK 8 dololing Liconse Con.rfi* 
liO;is 1 1 & 23 

ROUSE.L C D,vis:on of InduSlr-al 8 Med.cal NiiC'ear Safety (Posi 870720). 89/10/00 
3pp 51536 250-51536 252 

-8910170335 SER recommending approval ol 890829 amer'.d appi cat on & suppi dhl 
80091 1 re char^ges to o'gan zalionai & admastrative & envi'on program & 890010 Ifr 
ro autoefavo PRA 

ROBfNSON.C.H. Fuel Cycle Safoly Branch 09/10/06 4pp 51530.253-51536 256. 

-8910170336 OscussGS calogoncal exclusion for 890829 amend request & suppi dW 
69091 1 ro changes to organizoiionaf & admm.strative & environ program. 

RCUSE.L C Fuel Cyc'e Safety Branch 89/10/06 Fuel (-ye'e Safety Branch ip 
51536.257 51536 257. 


DOCKET 40*8084 BIO ALGOM MINING CORP., MOAB, UT 


6910230142 Serriaanua? Envron Monio-'rg Rop* for Jan-Juno 1909 ’’ W/ 890929 Ur 
PATTISON.R.S , FOSSEY.FG Rio Algom Min.ng Corp. 09/06/30 20pp 51579 344- 
51580 0Q3 

6910030177 Forwards staled into from 890605 Eorinfax ropi. "Reciamaiion Cover 
Design & Aralysis of Tai'ing et Lisbo.n U Mrt, ’ per 090720 requosi. 

PATTlSON R.b R o Algom Mri'^g Corp 89/08/16 HAWKINS.E F Uranium Roco very 
Field Ofc. R4 44pp 51380 320 51391 012 

0910060023 Forwards appfjcai'on for renewal of License SUA 1 1 19-Lisbon Mill rema ns 
on standby Vendo' intends lo proceed w/poh on of s:io reclamaiion work which Joes 
noi affect m ii reopon ng Fee paid 

PATTfSON.R S Rio Algom Mnng Corp 09^00/25. HALL.R.E Uranium Rocovory 
Field Ofc. n4 ?pp 51452 214 51452 224. 

-89 10060025 Applrcalign for renowa> of L'COnso SUA 1119 
PATTlSCN.fl S HiO Algom Mirucg Cerp 89/08/25 9pp. 51452 216-51452 224 

8910050144 Ack rocolpt of application for renewal ol License SUA-1 lid. 

HALL.R E Urari^m Recovery Field Ofc. R4. 09/09/05 PATTlSON R S H.O Ainom 
MnngCo'p 2pp 51437.230*51437 291 

8910200085 "Special One Tume Fnlry Into Lisbon Mill for Purpose of Product Barrel 
Weigh rg A Sa'nphng” 

* R oA'gom Mmng Co.'p. 89/09/25 2pp 51567:001*51567.002 
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DOCKET <0-610? EXXON CO . USA, HOUSTON, TX 

]9 10040282 Forwards Hr to D Rango 8 rept dtd 090330 re consolidation ai Highland 
SI to 

MILLER. L L Water. Waste 8 Land, Inc 89-/07/P7. HAWKINS.C Uramu-'n Recovery 
Field Ofc, n4. Ip. 51391 268*51391 268 

{909290163 Fonrt/ards Amend 3l to Llcenae 5UA-1 l39.modifying Licor^se Condlion 40 
lo allow placement of radon Danier over wick area, per 890727 application. 

HAU.Rfc Uranum Rocofverv Field OJc, R4. 89/08/03. E<xon Cotp. 2pp 51352 30V 
51352 313. 

-8909290164 Amend 3l to License SUA-1t39 for Exxon Corp.revislng License Condi* 
lion 40 lo a'iow plBcemeni of radon barrier over wick area 
HALL.n.E Reg on 4, Ofc of tho Direclo/. 89/08/03 7pp 61352 303-51352:300 

-8909290166 Reviews licensee 600727 application for am.ond to Licor^se SUA- 
1 l39.moditYinq portion of approved reclamailon pfan for Highland Mill Licer^so Condi* 
I on 40 should ho amended lo a low radon barrier to be placed over wick area 
JACOBY.Q L. HAWKINS.E F. Uranium Rocovery Flold Ofc. H4, 09/08/03 Uranium 
Recovery Field Ofc. R4. 4pp 51352 310*51352 313. 

1909290199 Discusses revised corrective action program for grpundwaier. per NRC 
690703 request Program wil consist of pumping waior Irom Wells 1 14*1 17,175.177 & 
178. 

PATTON J D Exxon Corp 89/08/15 HAWKINS.E.F Uranium Recovery F.old OfC. R4 
8pp 51352 010-51352 017. 

19 10060 168 Forwa'ds Amend 32 to License SUA*l l39.incorpofailng licensee corrociivo 
aclion program subm tlod on 890501 & changing Condition 33 re monitoring program 
HALL. RE. Uranum Recovery Flold Ofc, H4. 89/08/18. Exxon Corp 2pp 51434:128- 
51434 136. 

•6910060174 Amend 32 lo Liconso SUA* 1 139 for Exxon Corp.IncorporatIng now correc- 
tive acilon program & changing Condition 33 ro monitoring program 
HALL.R.E Uran um Recovery Field Ofc. H4 09/08/18. 7pp. 61434 130-51434;136. 

1910030046 Forwards semiannual environ monitorrng results coveting Highland Rode* 
mat on Projoci for 890101 890630 No waler samples coi'oclod from listed focat-ons 
doe to diynoss 

RANQE.DM. Exxon Corp 09/00/23 Uranium Rocovory Flold Ofc. R4. 23pp 
61382:247-51382.271. 

•8910030048 Semiannual onviron monitoring rosulls for facility for OOOlOl 0630 
• Exxon Corp 80/06/30. 23pp. 51382:249*51382 271- 

1910050086 Discusses review of groundwaier monitoring data for Exxon Highland facii* 
iy (or First Half 1900 w/respecl lo past <fala applicable sids 
KONWINSKI.G-R . HAWKINS.E.F. Uran um Hocovory Fio:d Ofc, n4 09/00/06 Urani* 
um Recovery Flofd Ofc. R4. 3pp 51437 202-51437:294. 


)0CKEr 40*8303 REMINGTON ARMS CO.. INC.. INOEPENOENCE. MO 

1910100297 Final response lo FOfA request for records. App A rocorrf enrl A avallabfo 
in POR 

GHIMSLEY.DH. Division of Ffoodom of Jnformaflon F Pubhcafions Services (Post 
000205). 80/10/00 OURGfN.fT E Nuclear Energy Services (NES) Monufaciuring 2pp. 
51405 288-51405.303. 

•8910100306 Forwards status repi on contaminalod sites in Region ill tor Apr*Sopt 
1989 

NORELIUS.CE. Region 3. Ofc of fhe Diroctor. 69/00/20. CUNNINGHAM.R E. Division 
of Indusirlal & Medical Nuclear Safely (Post 870729). 3epp. 51405:260*51405:303 


30CKET 40 8452 BEAR CREEK URANIUM CO., CASPER, WY 

1910030249 ''Semiannual Elllueni & Environ Monitoring Repl tor Jan-Juno 1900.’' W/ 
890720 Iff. 

CHASE.G Bear Crook Uranium Co 09/06/30. 20pp 61387:097*51387:1 10. 

3910040069 Forwards Dear Crook U groundwaier monitoring data lo satisfy Conditions 
47.C & 48-F.W/o end. 

CHASE.G. Goal CrooK Uianum Co 89/07/21. JACOBY .0. Uiarilum Ratovory FloW 
Ofc. R4. ip. 61410.272-61410:272. 

S9 10060228 Documents review of licensee 890821 ropi on semiannual groiindwatot 
monltoilng & annual performance review of corrective action program Corrociivo 
action program is having desirable effoci on aquifer. 

KONWNSKI.G R-. HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 00/08/10 Urani* 
um Rocovory Field Ofc. R4. 3pp. 61434:328-51434:330. 

9910050161 Discusses review of Bear Creek U Co environ monitoring ropl for First Half 
1989.Fuluro ropls will deal solely w/ groundwater data associated w/corroclivo action 
program. Ucenseo ptovlded all fequUod data. 

KONWlNSKl.G H.. HAWKINS.E.F. Uran:um Recovery Fiord Ofc, n4. 89/09/08- Urani* 
um Recovery Field Ofc. R4. 2pp. 51437:288-51437:269. 


DOCKET 40-8602 MALAPAI RESOURCES CO.. PHOENIX, AZ 

9910060124 "Semiannual Activity & Monitoring Rcpt.Jan 1988 > June 1080.'’ W/&9Q631 
Mr & one oversize figure. 

WfCHERS.D-L. Malapal Resources Co. 89/06/30 KONWINSKI.G. Uranium Rocovory 
Field Ofc, R4. 120pp. 61456 278*51456:279. 

8910030444 "NPDES Discharge Monitoring Rept for Second Quarter 1989.” W/a9072e 
llrs- 

WICHERS.D.L. Malapal Resources Co. 89/06/30, WAQNER.J. Wyoming, Stale of. » 
Environmonlal Proinctlon Agency. 6pp. 5 1308; 122-5 1386: 127. 

8910040145 "NPDES Discharge Monitoring Rept of Second Quarter 1989 for Polnis 
001 & 002.“ W/B90728 Hr. 

WlCHERS.D.L Malapai Resources Co. 09/08/30. 3pp. 51410:206*61 4 10:280. 


8910030452 Forwards “NPDES Discharge Monitoring Repl lor Second Ouatier 1989" & 
requests for mod to NPDES Porm.l WY-0038801 lo al'ow discharge of grounrfwaier 
Swoop solutions during aquifer resioralion of Production Units l through 5 
WlCHERS.D.L Malapai Resources Co 09/07/20 WAGNER. J Wyoming. Slate of Ip. 
51305174-51385 179 

-89 10030456 "NPDES Dischargo Monitoring Rept for Second Oua/ier 1089 " 

• Malapal Resources Co 89/06/30. 5pp 61385:175-51305 179 

8910030190 Forwaida pioposed conective action p'ans for Wo^ls DM- 10 & SSM-18 at 
Irigaray Mme Subrnniel of 890609 re status of all monilor wo=:s currently on reportable 
oxcurs on status oncl. 

WICHERS.DL. Malapai Resources Co. 89/08/16. KONWINSKI.G R Uran um Recov 
ory Fio'd Ofc. R4. 29pp 51372 209 51372 237 

6910030206 Forwards deials of program to identify & correct potential hxivrar^l mitiga- 
tions lo mor^itrr Wells SSM-»fl A DM*10.in response to 89O0D9 Itr S 890810 meeting. 
WICHF.RS.DL. Malapai Resources Co 89/08/16 MOONEY.G. Wyoming. Slale of 
ip. 51373 196-51373 196. 

6910060330 Ack receipt of 690816 Ur forward ng prev.OuS correspondence on excursion 
status of WoMs OM-10 A SSM*l6.Furlhor actions wiM noi roqu ro amend to license 
HAWKINS.E.F. Uranium Rocovory Field Ofc, R4 89/00/ 18 Malapai Resources Co 
2pp 51452:338 51452 339. 

8910060154 Reviews M,alap^* Resou'cos Co sem'annual eKiuem montont>Q tepv No sig- 
nificent changes or lfer.ds dentilied duf ng review. 

KONWINSKI.G R . HAWKINS.E.F. Uranium Recovery Fiord OlC. R4. 89/09/08 Uran: 
um Recovery Fio?d Ofc. R4 4pp. 51437 187*51437. 190. 

8910050257 Submis addi info in Support ol chlorination request A proposals for other 
process related I cense mods inciudng process changes to facilty discussed m 
090703 Ilf. Descr plion of proposed changes A requested mods also or.ci 
WICHERS.DL Malapai nosourros Co 89/09/12 HAWKINS.E F Uranium Recovery 
FiofdOfe. R4. I3pp 51437:159 51437:171 

8010200101 Oiscusses use of alum num sails lor day swell rg control in Christensen 
Ranch wollfields for inioct vily improvomonl A requests approval of staled proposal. 
WICHERS.DL Malepoi Rosoufcos Co 89/09/14 HAWKINS.E.F. Uranium Recovery 
Fio'd Ole, R4. 3pp. 51566 357-51566 359 

8910170321 Foiwards Amervi 15 to License SUA* 1341. revising ucense Conditions 
10,12.30.40 A 44,por ficensoo 890627 request to uso chlorine gas A clay-swcriing in- 
hibitor lo allow for moro officicnt mining 

HALL.R.E. Uranium Recovery Fiofrt Ofc. H4. 89/09/29 Malapai Resources Co 2pp. 
61536 314-51536 331 

-6910170325 Amend 15 to Ucar)8e SUA*1341 for Malapai Resources Co. aulfrcnzing 
uso of un'imitod amount of U at irigaray A Chrlsiensen Ranch fac.litios 
HAUL.RE. Uranium Recovery Field Ofc. H4. 89/09/29 ifpp 51536:316 51536 327. 

-8910170327 Recommends mod to license SUA- 1341 by rov.srg Conditions 
10.12,36.-10 A 44 lo road as siaiod.per hconsee U90827 A 0014 rcquesis lo aulhorizo 
addition of chlorine uns A c’ay- swelling irhib tor lo process siroam. 

KONWINSKI.G R Uranum Rocovory Fiefd Ofc. R4. 69/09/29. Uranium Recovery 
Field Ofc. R4. 4pp. 51536 320 51530331. 


DOCKET 40*8584 MINERALS EXPLORATION CO., LOS ANGELES, CA 


8910030320 ‘'Serriannuel Envi'on Mon.loring Rept Jan-Jur.o 1989 " W/690918 Ur 
ROyDAL.D. Minerals Explorat on Co. (subs of Union Oil Co of Cahfo.'n a). 89/06/30. 
HAWKINS.E F, Uranium Recavory Field Ofc, R4 4pp 51371 139.5 137 1.142 

6910040299 Applicaiion for amond to License SUA- 1350 re proposed corrociivo action 
program lot perched wolls.oquifer wells A aouifer le.inns monitor worsSUd map 
sf lowing focat ons of acliva monitoring wells encl.W/o map Fee paid 
nOYOAL.OR. Un:on 76 Minerals Exploration Co. 09/07/20. HAWKINS.E F. Uran um 
Recovery FiGid Ofc, R4 2pp 51436.144-51436:145 

8910030365 Forwards Amond 10 to Liconso SUA* 1350, revising Condition 35 to limit dis* 
charge to tailings pond during mill shutdown. 

HALL.R.E. Uranium Recovery Field Ofc. R4. 89/08/16. Minerals Exp'orallon Co 
(subs t>l Union Oil Co. ol Caluotnla). 2pp. 51 370.336*51 37(y.3 49. 

-6910030356 Amend 10 to License SUA-1350 for Mmo.'als Exploration Co. revising 
Condition 35 lo limit discharge to tailings pond during mi'l shutdown 
HALL.R.E. Uranium Recovery Flold Ofc. R4. 89/08/16 I2pp. 51370.338 51370.349. 

6910030149 Forwards Amond 1 1 to License SUA- 1350 .amending Cond lions 34 A 44 re 
revised onviron A efiluent momlonng program submilioi A groundwaier compi'ance 
moriiionng program I m pi amomai'on. respectively. 

HALL.H.C Lfranlum Recover Field Ofc, R-1. 09/09/15. ROYBAL, 0. Minerals Explora- 
lion Co (subs, of Union Oil Co. of California). 3pp. 51367.138 5 1387; 160 

-8910030170 Amond 1 1 (0 License SUA-1350 for Minerals Exp'o/ation Co, revising en* 
vifon A offluom monionng program A groundwater compliance montonng program 
Implementation. 

HALL.R.E. Uranium Rocovory Fiefd Ofc. 04. 89/00/16 12pp- 51307; 141 -51387; 162. 

-6910030166 Recommends Issuance of Amend 11 to License SUA* 13 50. revising Con- 
ditions 34 A 44. 

GRACE,S.R . HAWKINS.E F. Uranium Recovery Flo!d Ofc. n4. 09/09/05 Uranium 
Recovery Field Ofc. R4 8pp. 61307:153-51367: 160. 


DOCKET 40-8649 FLINCHBAUQH PRODUCTS, INC . RED LION, PA 

8910120129 Ack receipt of 690818 Ur Informing NRC of stops taken to correct vloiat'ons 
noted In Insp Rept 40.864Q/69 0 1 Hem of noncompllarwi ideniiked by 69Q6QQ map 
withdrawn 

WHITE,J n. Region l, Ofc of Iho Director 09/09/27. BOYD.J. General Oelonso Corp 
ip 51490:169*51490:176 


6 DOCKETED ITEMS 


-0910120130 Rc‘,r>C'' to NRC I’f ro v.O dt<ors notffd m Insp Repi 40 8649^69 01 Enel 
%r pT.f r.i t.: cry is ai>5)U’a»-co mav ‘ cen<>Eo rci Kvoai^coRttccds wic*e kepi 

■•t a*;r.ics aroa & ^t*e rre-^o d.H.culi :o loca’e lhan oxpccred 
DOrD JL C»€f<‘*a 0ct^n5t> Cc'p 89^08/ 1 6 WH TE J R ReQCn i. OfC ol ITO 
fcr iCfP ^1490 1 70 il49C 175 


DOCKET 40 8601 UMEICO MINERALS CORP . GRAND JUNCTION, CO 

8910040231 Fcr#i»a’Ji^ *IRC & Slaie ol UT fet (ltsco'M'''uanc6 of 

cc^^an Co<r/r..ss on ^eg-’atc/v & fsspens b 'liy wilTi'i sia'e po/ Socicn 2/4 

cl A'Cfr; C Enerqt Acid 1S^4 as a-r'-orded ^ _ 

A*iDERSO‘U F Utah. Siai« d S'^TH.O Utanvim Reca^<e<v F^eW O.-. 

R4 2pp '1452C4?. ^1452049 


DOCKET 40-8604 MALAPAI RESOURCES CO . CASPER. WY 


8910040126 HequGSis reieasG of Lfr of Crorfif 9759 
W.CHERSDL Ma'apa* n©9Oi.fC0S Co 09/01/3’ 
ip 51423 321 51423 321 


WOONEY.Ci Wyoiivnti. SUilO of 


3909290166 Fowards S!ale ol wv.dopi Ol oriv.roi> BDO.II'* 

I cn in silo fodamailon bond amouni llonuosl n>' '“'"’'’i'''!,’'' “ S' ^ 3' 

bo st>hrr.iiTed pend rg results from soil fiomplinj-j on bOOj^O n 

WICHERS.OL Malapai RosoufCOS Co 89/04 /<);l MAWKiNS.f: f Urnnu mi M<’ 1,0 va-y 

w~ .... ‘i-iji Cl 


DOCKET 40 8698 PLATEAU RESOURCES, LTD., GRAND JUNCTION, CO 


-0910110319 A5rccrrt*ni bcr^eon NRC & SiaiG Of UT tor o-sconiinjance ol ccrian 
COfr.r’.. 5S.cn fCJ-iaicry Sulf'or.fy 0 respo-s ti; ity w ‘h n stale per Scc* Pn 274 of 
A'otc Energy Aci of 19^4. as a'ne'‘de(f 

PALlAC^QffJ MATmESON.SM Co't.t.ss oners 64/D3/29 6pp 51452 0-14 
SM52C49 

8910030219 f cfwarcfs p oposeO deiect.o.n rr.cr..iof.'ig program tpr faci'ity rniended lo re 
p dce one out ,r.od m License Co'-d *-on 40 Prog:am summary I sted 
SFAPL’*fG,OK haWPiCk.JS UWETCO M,.«-e*a:s Corp (subs o' Unon Ca'Ude 
Corp ) e3r08/0i MALI RE Ura'* vm OocoiierY Fie'd Cfc. Ra 62pp 51372 346 
‘1373047 


0910030259 "Ellluonl Mon torng Hepi for Jfln Jiin<J 198^1" W/H30<10/ Ilf 
VORRILL.VW. PipfGaj Rosourcos. Lid 83/C6/30 l^PP 5 1303. 13 1 •bi.Jfl’Md? 

8910040431 OiSCuasGS rev ewof SGrniannual onviroP rronitonnu repf Ipf fnc-lily lor f I'ftl 
Half l909AnaVSiS of groundwatc' samplos for pH.orHonc & BUlonirm in<lnrn1n vnfims 
reUeci pregp0fauo.''ai waior qualriy conditions 

SCOViU.VR, HALL,RE Ufan.um Recovery f^oKf OfC. Rd fH)/0i)/0/ l/ronLjffi Ru. 
cevGry F eld OfC. M4 3pp. 51433 3i3 $1433 315. 


DOCKET 40*8724 CHEMETflON CORP., CHfCAGO, IL 


6909290195 Fc-rwards :c€r;<ee 890oi4 lu re annual lec.^nca' revew ol tanrgs mgt Sys 
ai ivn'*? Mesa A' <1 rnai sro-'d ha.e been at'ached to 690626 ;ir 
viAM3Cn JS UMETCO U.rfefa‘s Ccip isobs ol Un cci Ca<brt© Cotp^ 69/06/10 
hAU R E Uranun Reco/cry F.e'dCfc 04 4pp 51351 329 51351 332 

0910100015 L s?s cTanccs n siatus d gra? ng.ag* ccUa'a' lards, res’dcnces & «raier 
w€ 3 viiT-.n Sri'e rad-^S cf rr., I s 'Co AuQ l989Shri(al General Store expar'ded m 
s/e 

SCh EmVAN.S L UWEICO V '.era 3 Corp fsjbs ol Ur..on Ca'bde Co.'p ) 89/OB/ 14 
hallRE Uranum Reccdory Fic'd OfC. R4 ip 5146I 0i i-5l46t 01 1 

> 

89I003QS26 Proposes mai L cense Cord.uo.n 5i bawe language fo effect tnai f'oeboard 
! m IS in Cc' s 1 I & 3 be effecf-ve 60 days after Ceil 4A Docemes operat onal & 
inai I T.ts f?f Ce!i 4 A become elfoct^e wnen ce’i pul nio cpe.'at'on 
haMR Cn 3S UMF.TCO Mnera'S Corp (Sjbs of U.-'-cn Ca-Dide Corp). 09/08/23 
HALL fl E Urar-um Reco.cry Firm'd 0*c. P4 2 dp 51332 300 51382 303 

8910060172 W!hdra,^5 req.esi for amenj 10 t ce-'se SUA 1359 lo de'ete dve/s-on 
af:b requ rerr.e''s 

mAM»'^CK.jS CUETCQ M.'ierais Coip (suts of Unvo<i Carfcde Cetp) 89/09/05 
hAU.R E . SCOViL.V Ura" urn Recovery Fie'd OfC. n4 ip 51430 102*51439 102 

8910240005 Pesponds lo qutsi-cns te design specs & Subsequeni liisictical license 
cond’or.s ro Ceu 1 f freeboard Oes gn freeboard reca’cuaied uTuzno only d.vcrscn 
Dicn 1 

viAi/P CK jS . SPAPL riGOK UVETCO W.rerals Corp Isubs of U.mon Cartido 
Corp) 83/09/06 HAIL R E U'anium Recovery Fic'd Olc. H4 iipp 51598 322* 
5l£'>8 33? 

8910100076 Fory,a.'d3 Itr ffc.m Tefedyne Wa*' Cnang.A'bany ro ficer.se ryiah received Dy 
^rnJCf ai VVYi '0 Mirsa U. I Licerisee proposes 10 begin receMng 6 processing sowree 
mat! End I5 shoufJ respond 10 questions cema neU m NflC 890410 llr. 

SPARliNG.DK UUETCO M.rH?rals Cofp (Subs of Union Carbide Cetp) 89/09/0? 
hAlLRE Urari.um Recovery F.ed OfC. R4 2pp 51457 175 51457.176 

6910020145 Forvuaros An:enJ 15 to L'Ce.nsG SUA l358.rovi&rg Conditions 15 S 24 /e 
a'i:ncoiog cai s.re i si $ s-rface wa’cr rr-oniior nq of West^aier Creek No arnend r,ec* 
essary la e»parvd rest'cred area for compi-ance w/lOCFR20. 
hall RE Uranum Recovery Fic'd OfC. R4 69/09/19 UMETCO f^mera's Corp 
(sjts of Un,on Ce.'bidc Corp 1 4pp 51366 261-51366 260. 


8910200044 ForyvardS appicalion for renowal of L COnso SUD*l3r>7. oxloru) riy (iKpIra 
lion date of l>CGr>30 fo.' 1 yr to allow corninuaifon of (focorn.'Tiftsiorilnii of Mcfionn- 
Robco tac-litios & grounds Fee paid 

SULLIVAN.GF Ch0n*G1rcn Inv03fmeni9. Jnc R0/09/2f) SWIFT. .IJ fuel Cycki Snfoty 
Branch 3pp 51575 334 51575136 

*•8910200047 AppLcpfiOn 10 rer^ow License SUQ- 1 r95/,«utliori7inn oso of U*23H S nnlu 
tai decay prctfucis irk decomam iiaion & iiocorri»»iiviskwin,i of Mr.Gono GoUco fr>cilr1U'.'i 
& crOv-Cds Related infojrciud rg rosum«)s.oncl Foo pairf 

SLTLLIVAN.G F Chomotron Invosimonts. Inc. 09/09/?fJ 32rp 51575 .‘f3/*5 15 7fi UT. 

**8910200049 Rov 0 lo 83A40O7. 'Rndialion VYorKut Ifarirffiooh A Tmlniriij Manunf for 
Re.mcor.fnc al Harvard Avonjo Site.Nowb.rrgb.OFI. " 

* Nucloa.' Ene.'gy Services, fnc. 80/05/ 10 40pp Til 5/0 000-51570 040 

-8910200050 Rov 0 10 fl3A4805. ‘nado'OQiCal <lonirOl Flan lor l^ofricor.fric; at f Inrvurcl 
Avenue S’e.Newburgh He ghis.OH " 

’ Nue'ear Energy So.'vicos Inc 09/O5/{JO. 49pp. i>I57f> 040 rj1570 007 

*•8910200052 Rev 0 10 83A40II, 'Airbrirro RnrJioachvily Prog'rirn for FlurruDr.InC n1 
Harvard Avenue SiUi.Nowbu^gh Holghts.OH ” 

* tiuclear Er orgy SeiviLus. Inc. 89/05/03 3Bpp. U 1570.000 51570 n;i 

8910100297 Final response to FOIA roquesi for rorjcfds App A roconl oncf A nvciiinli'o 
in PDR 

GRiWSLEY.DH. D.viS'on of Froudom of InformnKon A PublcflUons Survicrm (f^:nl 
690205) 09/10/06. OURGIN.R.E Nucloa' Enoray Sorvicos (NFS) MonutncUrdrin. ?pp 
51405.266 51405 303 

-8910100306 Forwards status repl on contamnalod ailus In Roylon III (or Aiir-Honl 
1989 

NODELIUS.C.E. Region 3. OfC of fbo Oireclo.'. 09/00/20 CUNNlNGflAM.fl E. l).vn*i:n 
of Induslf.al A Mod.cal Nuclear Safety (Post 870720) 3(Vpp. 514(15.268 51405 :i(Vl 

8910170052 Forwards prelimLiary prints of bldg proposed for bui'rJng onmln Ufdij wi>.' Im 
vised lor pacivag r.Q iovnd pjcriucis Vrf/loxw dvoisIzo drpw ng** 

COLLINuS,W.J. McGoan Roheo. Inc fformofly M-cGonn (Jhonilca) C'o , Iru: ) fill/ 10/ 
II. LAROCHE, C NRC * No Oeta led Atfi'ioiion Given 4pp 51 530.250 51 5:i6 ?ijl. 


-8910020147 A/r.end 15 to L.censo SUA 1368 for U.metco M.nerals Cerp rev.sng Lt* 
tens© Cora*, or.s 15 le aichc-o'og cal sacs A Cor.d.l.on 24 ro ©U'uem & or.v ton mom 
roring program 

HALL.RE U.'anium Recovery Field OfC. R4 89/09/19 I2pp 51366 265-51366 276. 

-091(X>?Of49 Discusses i>censee 600728 request for arTK).nd to License SUA* 1358 .re* 
v5s.ng Lfcervse Cpn.dii.ons 15.24 A 47 No l cervs ng action necessary to expand fosinct- 
^ a*e9 as expans.on is i-cer.sce previously assessed property boundary 
SCOVIU.VR. HALL RE Uramum Recovery He'd Ofe, R4 89/09/19 Uranum Re- 
covery F.ekj Of c. R 4 4pp 51366 277 51366 280 

8910180346 AcH receipt of 890906 llr informing NRC of steps taken lo correct open 
.^ems ncfed m 8909C8 insp Repis 40-8681/85 01. 40 8681/87 01 6 40 8681/68- 
01 AfT>ervj w I be issued ro license upon fece.pt & review of Jisied info 
HALl.R E Urarium Recovery Fie'd Ofc. R4 80/09/26 UMETCO Minerals Corp 
(subs of Un.ion Carbide Corp 1 2pp 51540 190 51540 191 ^ 

8910200170 Forwards maps & calcuia'.-Ons requested re approval of Cell 4A for White 
Wesa M.:i per reouesi 

lJv^CO M.nera:8 Corp (subs cf Umon Carbide Corp) 89/09/29 
HAlL.RE Uranium Recovery F;e’d Ofc. R4 Opp 5l566 128 51566 136 ^ 

8910180198 Forwards Amer>d 16 lo License SUA iSSB rov s-ng License Cor^d.lcn 48 te 
groundwaier deieCLon mon.tonno prog.'am ^ c 0 re 

[tALL.ne Utai^m Recovery Field 0‘c. R4 89/10/02. UMETCO Mnera's Corn 
(subs of Urboo Carbide Corp ) 2pp 51543 341-51543 358 ^ 

-8910180200 A.me/Mf 16 to License SUA.|350 for Umeico M-nerals Co/p 8ulhori2.nQ 
use of unlirriiiovl amount of na'ural U *’•^"’^'^‘‘'''9 

MAil.RE Regon 4. Ofc Of Iho Duector 89/10/02 I2pp 51543 343. 51 54^ 354 

Dscussos to dotocfxm mon.tor*ng program duo to low transmssvi* 

sltJSss" siso'asa*''’ P.ew 


DOCKET 40*8748 OGLE PETROLEUM. INC.. CASPER, WY 

B91O19OOB0 Forwards Syniyjsis of Invosligaiion Ropi 4.n5 021 r/lrl fl«072l rn OLfiviUus 
cordvicied vindet Lconse Cor-cVuslons laciMy potsnnnol knowinnly ofiiujqnit in If rnfr'I-’q 
operations w/o I cense A presoniat ons rfe'iboratoly rfneoplivo 



DOCKET 40.&767 ARMY, DEPT. OF. ROCK ISLAND. IL 

'* 't-coKla App A roconi onci & nvotipP'o 

« Pi'blicatons Survlcos, (Po5( 
5 M05?66 51405^03 ManulllCU.lir.() Fpi., 

••**98®'®®’®* fo™'®"’-’ ’’’•o’ '6P' OA conl8.ninalo,l .,ioh ,n n.i(,.on III tor Api.SopI 

N^HELIOS.C E Region 3. Olc ol iho Droclor 69/00/PU CUNMimgram li c n,.io 
Ol indusina; A Mod, cal Nucloa. Saioiy (Pool 870720) MppsVSsnlps Hnl 303 

DOCKET 40.8768 KEHR MCOEE NUCLEAR COBP.. OKLAHOMA CITY, OK 
**890724 !? '"•^"^ SonunoYMS). 1908 Ap, ,980.- o sond/QLI Snull. TncAiy W 
S"RrC|l«3%^SM2“3332 Rocovery F,„ U 

**8M7““ '’®P' f''« ««« '069 O Sond In Silu U RSO Pro|ucl • W/ 

Si^^MOq'o^ f*'° Mining Corp 09/08/30. 30p(, 0I3B4OO1. 


DOCKETED ITEMS 
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B91003QQ46 P^Ov^Cies reviuw of Uccnseft Q SAND in SUu 'oach Fi'sf HaH iQQQ onvuon 
oionitofing repl submitted on 890726. per I 'Cense Condlion 26 Results of incnito'ing 
within apjpl cable li.'niie & no further action necessary. 

grace. SR- Uranium Recovory f-ield Ofc, R4. 89/00/10 Uranium RGCOvery Field 
Ofc. fl4 4pp 51302307-51302 310 

6910080312 Reviews R.o Algom Ccrp ALAHA audit At O Sand R&O m situ loach projeci 
on 090531 -Vendor reponad no overexposuros duni'-g ropo't:ng pacicd 
GRACE.SR. HAWKINS. E P Uranium Recovery Field Ofc. n4 89/00/18 Uranum 
Recovery Field Ofc. R4 6pp 51452 109 51452 204 

8910100003 Discusses 001026 accident involving truck carrying fiberglass production 
surge tank stnk-r.g ra Iroad overpass Caused by dnver error Survey of DCc.dr?nt area 
found no radiation read ngs above background 

GRACE.SR , HAUL.R-E Uranium Recovery Field Ofc. 04 89/09/20 Uranum Rocov- 
ery Field Otc. R4. 5pp 51563-191-615B3 199. 


DOCKET 40-8796 URANIUM RESOURCES, fNC.. RICHARDSON, TX 

891004002S Forwards URI.fnc decon'missiori ng p'an.for info & comrr.ents NRC 890/12 
recommendations for Chevron Rosou'cos Co Pa'angana faclity virilf be lakon into ac- 
count. 

LACKER.d k. Texas, Slalo of. 09/07/31 ffALL.R E Uranum Recovery Field OfC. R4 
6pp 51393.097 51393-102. 

8910030051 Commenis on ficensoo B90522 Ilf re docomm aaionmg. doconlamnaiion & 
closure plan for faci'itypor State of TX 090731 request Per fermanco of removable 
alpha surveys using wipes rather than survey instrument alrtre recommended 
HALL.RE Uran um Recovery r-iO'.d Ofc, n4 89/C0/12 LACKER.D K Texas. Smi© 0l. 
2pp 51382.311 51382 312 


DOCKET 40-8801 WESTLAKE LANDFILL, NORTHBROOK, IL 


8910100297 Final response to FOJA roquosi for records App A record oncl & avaloble 
in PDR. 

GRIMSLEY.DH, Division oJ Froodom of In'ormalion & Pi.biicaHons Services (Post 
090205). 89/10/06 BURGIN.R E. Nuclear Energy Servicos (NF.S) Maf'.ufocruriny 2pp 
51405 266-51405:303. 

-8910100306 Forwards aialua ropi on coniaminaiod sites m Region lit for Ap," Sopt 
1989 

t40REUUS.C.E Reg on 3. Ofc of iho Otoefof. 00/09/20 CuUNlNCffAM.RE O.vislon 
of Induslriaf & Moriicaf Nuc’oar Safety (Poai 870720) 3Cpp 51405 268 51405 303 


DOCKET 40-8820 AMAX INC , QOLOEN, CO 

8910020014 Forwards (frail Itr agreement whereby NRC would airliio/i/o local govl 
agency to act on NRC boball In b ring & manag>r.g conuaclor lor Nie msnVExpocis 
(hat trust agroomont & agency agroenient wi I aoiiHfy fit^anclai requirnmonis of NRC. 
KEPPLER.P. AMAX. Ir.c. 89/09/19. ROUSE. L.C. Fuel Cycle Safety Branch. 15pp 
51365:268-51365:280 


DOCKET 40-6e27 NORTH AMERICAN PHILIPS LIQHTINQ CORP., BLOOMFIELD 

8910030390 Ack rocoipl of 800829 submital for hyJrologc tosilng for Snciion 14-50 
sand mme unit soulhNo problems Identified Roqjeais siit>mias'on of lulu'n rofa to 
aiiention of mentioned case 

HALL.RE. Uranium Recovery Field Ofc. R4 80/00/ 1 5. Power Resources. Inc (for- 
morfy Sparkling Ciiy Nocloar Corp) 2pp 5 1300. 153-5 1300. 154 


DOCKET 40-8029 FERRET EXPLORATION CO. OF NEBRASKA, INC.. CRAWFORD. 
NE 


6910030637 Informs of need lo ad.ust rostriciod area fonco slightly ea shown on oncl 
map to complolG dirtwork for commercial plant const 

COLLINQS.S.P. Ferret Exploration Company of Nobroska. Inc 00/07/27 

KONWINSKI.G. Uranium Recovery Fio'ri Otc. R4 2pp 51D62 344 51382 345 

8910040286 Forwards semiannual rept for First 8 Second Ouarlors 1989 W/o oncl 
COLLINGS.S.P. Forrel Exp’oraiion Company ol Nebraska Inc 89/07/27. 

KONWINSKI.G. Uranium Recovery Field Olc. R4 Ip 51391 269 51391:269. 

8910020110 Reauosis documenlQt'on of proposal lo dofoto ono-th rd aero from rtrslrlct- 
6d area boundary to meet release llmta per f(>CFn40.App A.aa discussed in 690727 
Itr 

HAWKINS, E F. Uranium Recovery Field OIn, n4. 89/08/10. Ferret Exploration Com- 
pany of Nebraska, fnc. 2pp. 51363:257-51363:250 

B9100S0121 Reviews licensee semiannual environ ropt for Crow Quito U ProjOCl lor 
First & Second Quarters l969.No slgn.ficam changoa or tronefa idoniilied during 

CQVI0W 

KONWINSKI.G R.. HAWKINS.E.F Urenl-jm Rocovory Field Ofc. R4 80/06/10 Urani- 
um Recovery Field Ofc, R4. 4pp 51433 274-51433 277. 

8909290261 Forwards author 690811 itr lo State ol NE ally general ofc supplying Info 
re ownership & control ol Crow Buiie Pr^ocl by atien ontilies 
REfO.AB- Broken Plow Law Office. RRlD.A B Wostoro Nobroska Rosoufcos Council 
09/08/12. HAWKINS.E.F. Uranium Recovory Field Ofc. R4. 7pp 51360:129- 
61360:135. 

8910030199 Forwards sem'annual ALAR A ropI for two quarters ending 690630. W/o 
ends. 

COLLINQS.S.P. Ferroi Exploration Company of Nebraska. Inc 69/08/21 
KONWINSKI.G. Uranium Recovery Field Ofc. n4 ip. 51373:107-51373:167. 

8910020172 Discusses review ol Ferret Exploration Co oi Nobraska.irc 090821 
submi Hal. first 1969 aarnfannudl ALARA audit for Crow Bulte R&O project Employee 
exposure records & radio'ogical surveys w.thin expected values 
KCJNWINSKI.G.R-. HAWKINS.E.F. Uranium Recovery Ftold Olc. R4. 69/09/06. Urani 
urn Recovery Field Ofc. 04. 4pp. 51363.222-51363 225. 


0910060198 inloime that teakage ol Basal Chedron Sandsto^^e aquifer not ■.ndicated by 
B70630 0703 purr^p ng lest based on calcu'at ons 

SMITH.S Nebraska, Slate of 69/09/12 GiDLEY.B Nebraska. Stale of lOpp 
51430 029 51438 038 

0910100132 Forwards press releases issued by Nebraska etty general & Ferroi Nebras- 
ka to rosiruciuring of Ferroi- Neb .'ask a lo Comply w/l809 statute 
CQLLINQS.SP Fe«e1 Exploration Company ol Nebraska, Inc 09/03/20 

KONWINSKI.G Uran urn Recovery Field Ofc. n4. 6pp 51459 298 51458 302 

0910100050 Forwards S Srriih 890912 followup memo conf.rrring Ferret Exploration Co 
intorproiaiion of pump tosi W/o enci 

COt.tiNGS.SP Ferrei Exploration Company of Nebraska, frtc. 89/09/22 

KONWINSKI.G Uranium Recovery Field OfC. R4 ip 51461 012 51461 012 

8910160212 Forwards Insp Rept 40 8829/09 01 on 89091 112-No vio'ahons or devi- 
ations noted 

HALL.R E Uranium Rocovory Field Ofc, n4 09/10/02 Ferret Explorat on C^empany of 
Nebraska. Inc Ip 51520.270-51520 276 

-•8910160214 Insp Rept 40 0829/09 01 on 890911 & 12-No violaHons. deviat’ons or 
Open items noted Ma,or areas inspected radiation safety msp of U in silu operations & 
radiation safety program nclud ng met Drganl?ation & contrors 
KONWINSKI.G.R , HAWKINS.EF. Uranum Recovery Fio’d Ofc. R4. 89/09/29. 6pp 
51520 271-51520.276 

0910160200 Provides procedures 10 avoid potential Impaci on ponding license app'ica- 
tipn & current licensed activities Final determinations of actons to bo taken by NRC 
not cornp'eio. 

MONTGOMERY.J M. flug.on 4. Ofc Of ihe D-roclOr 89/10/03. Ferret Exploration 
Company of Nebraska. Inc 5pp 51545 119 51545 123, 


DOCKET 40-8857 SPARKLING CITY NUCLEAR CORP , QLENROCK, WY 


8910040266 Forwards map re locations of rroriior wells to be ncluded m purrp losi for 
0-13/14 mning area ol Section 21 30 sand minmn unit Pump lesi schodu'ed lo bo 
porlormod during wk ol QB1 1 14. W/o end. 

MAYS.WM Evofssi Minerals Corp 68/11/09 BELDEN.S. Wyoming, State of. 2pp. 
51422.346 51422:347 

0910040220 nosponds lo NRC 801114 Ur re violations no’.cd In Insp bl Liconso SUA- 
1511 Corrociivo actions every employee at facility given addi 4 h rad'alion safety train- 
ing w/ commitmonl to radiation & general mdustiy safety stressed 
MAYS.W M. Everest Minerals Corp 88/11/23. MARTiN.R D. Uranium Recovory Field 
Ofc, n4 3pp. 51410 282-51410 284. 

0910060247 "Somlannual Effluonl & Environ Monitoring Ropt for Jan-Juro 1969.'' W/ 
090031 Ur 

HILDENBRANO.P. Everest Minerals Corp. 09/06/30 GRACE, S Uran-um Rocovory 
Flow Ofc. n4. 15pp. 51431 001 51431.015 

6910030044 Oiscuesos achodu'o for monloring underlying Aquifer Wolls MU- 17,18 & 19 
in Producifon Area 0-13/14 MU- 17 wil bo sampfed monthly & monitor water levels in 
MU- 10 & 10 weekly. Pressure at eli wellheads wiH bo monitored daily 
BEIDEN.S Wyoming, Siato o). 89/07/26 HILDENBRAND.P Everest Minerals Corp. 
Ip 51374:222-51374 222. 

0910040105 Provides addi info to cfarify changes made to surety r'ov sub.miuod an 
000420,in rosponso to 890628 Hr Approval to maintain suroly at stated amount for re- 
maihdor of ficenso complianco period roguasled 

HILDENBRAND.P. Everest Minerals Corp. 89/07/26. HALL.R E. Uran um Rocovory 
Flotd Ofc. n4 4pp. 61423:333-51423 336. 

6910170329 Summary of meeting between Everest Minerals Corp. Sparkling C.ty Nuclear 
Corp.Sieie of WY & NRC re underground workings that mako hydrologic complica- 
ilona & men loring program to bo proposed 

FRANCIS.E. Wyoming. Stale of. 89/08/10. Wyoming. Sielo of 3pp 51543:162- 
51543.154 

8010060043 Application tor amend to License SUA-161 l.incorportaing end hydrostatic 
testing proposal Proposed monitor wells will bo basolne sampled & upper control 
timlta roca'culated for Sod on 14 m n ng area.Feo paid. 

HILDENBRANO.P. Everest M.norals Corp 80/08/29. GRACE. S Uranium Rocovory 
FioldOfC, R4. ip 6l454;32e.5l464:354 

-0910060044 ’'Highland U Pro|ecl Section 14 15 Sand Mine (South) Hydro'ogic Testing 
Proposal W/e.nht oversize drawings. 

^ Gvorost M norms Corp 09/08/29. 37pp 51454:327-51454:364. 

6910060160 Submits quarterly repl review (or period 090327-0630. Soveral wells ex- 
ceeded chloride UCL during period & appear to have been effected by diffus'on zone 
prpcoedK'.Q iiutvlftnl front 

INGLE.S. Everest Minerals Corp 69/00/29. Everest Minerals Corp. 2pp. 51438:060- 
51438:081. 


8909270019 FofwardB Radiation Safety insp Repl 40-6857/89 01 on 000023- 24. No vio- 
lations or deviations noted 

HALL.R E. Uranium Recovory Field Olc, R4 89/09/15, Power Resources, fnc. (for- 
motty SpaiWlngClty Nuclear Corp.). Ip. 51335 270 61335.203. 

-8900270021 Insp Ropt 40 8057/89-01 on 890823 24. No violations noted One open 
Item noiod.Mafor areas In^eclod.U (n situ operations & radiation safety program. 
GRACE.S R., SCOViLL.V.n.. HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 69/09/ 
16. I3pp. 61335 271-51335 203. 

6910040308 Discusses entry of lour omployees Into yellowcake drying facility on 
890810 w/o proper respiratory protection Dryer not operating at time of entry.Ltrs of 
reprimand Issued & placed in personnel files. 

HILDENBRANO.P. Everest Minorafe Corp. 89/09/15. GRACE. S Uranium Recovory 
Field Ofc, R4. 2pp. 5 1433:3 16-5 1433.3 17. 
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8910200084 Oiscu^so^ 890831 recepi ol p-frp idsi proposal * 0 ' Sed ers sacin di6a 
of L'vorest Mrera's M'Q’'iard Pro.cci P an nci-^des m^-to' ng of taselne waier quair/ 
& rase A lOC no f^cniTorirg wds . ^ c.ccc 

INGLES Wyca.:f^g S•a^e o' 69^09/20 WjOTi-g S’afo of 2pp 51566 352- 
S15fc6:‘53 

8910250221 App'ca’.on ♦or amcn:l ro L'Cerso SU^ iSli.cOangna nania cl Icense© 
‘forr Spa'Kl ng Cry r.uclear Ccrp lo Powior Ro^Oufces •'“•c Eae pa^O 
MQflZENTI.SP Evc-resi M nera's Corp 89'09^20 HAWKINS.E F U'an-fr Recovory 
Fie'dOic, R-l 2pp 51612 C54 51612C55 

B910I80058 D'Seusses revc*v o‘ 890931 su0.Tiral c' cn/i;oT monicf.ng repl for First 
Ha‘1 1959 No s gn '-caT.! upward irenjs observed 

KGNV;iNSKl.G n . HAWKINS.E F Urar:u'7i Reco.ery Field Cfc. R^ b?)/ 09^23 Urar.i 
uTi ReccwCfy CfC. 04 4pp 51557 133 51557 141 

8910170331 Cscusses HgMand U prciecl 59C&3I anr.ual ALAHA audl repi No Owe/e*- 
pOSbres reported d'jring penod & SOPs tt «e«ed «/doctme'M€d n'ade 

KONvV.NSKf.GR Ura'-.om ReCC-ery Fipld Cfc 04 69/09/29 Urari-m Rocovefy 
Fic'dOfe. 04 4pp 51536 332 51536 335 


docket 40<8902 ANACONDA MINERALS CO . GRANTS, NM 

8910030065 flado'Pgca* Effueni & Env.rcn Dala fO' B'vjewaler M:-! 
5.10 Gra'-.is.NM. Jan J.ne 19&9 ' W/89Caie Ur 

ZiEGLEO.RS Af'artiC Rch'e-J Co (ARCO) 89r05'30 hAlL.R Uranem Recovery 
Field Ofc. 04 57pp 51371 192-51371 249 

8909290202 in'orrrs cl 690602 dsco^ory cl cor'am raied scrap meiai al two salvage 
yards irai may have ong naicd irO'o B'ue»vaief U M i L'cer.sGe began roTiOvai of rt-afi 
on 890604 & A II be disposed oLpei m. I dOccmn,ss 0 '‘;ng p'an 
ZiEGLER.R S At an! c P chPeid Co <ARCOj 89/07/16 HALL.R U.'ar.um Recovery 
Field Cfc. 04 2pp 51352 020 51352 021 

6909290264 Fcrviiards ‘ S'u<jwa*er u w.!i Kovised Gfctndivaief Co'foctive AeVen Pro 
gram" for approval 

ZiEGLBR.fl S Atrar.Lc R chfie'd Co (ARCOj 89/09/09 HAWKINS.E Ura»^ium Rccov 
e-y Field Ofc. R4 ip 51374 00 1 51974 029 

-8910050326 Bijewaier u Mil Revised GfCt-ndwarer Coneciive Achcn Program ‘ W/4 
o/efsi2e foures 

• Ai'artc R'CfLeld Co (ARCO) 69/08/31 25pp 51374 002-51374 029 

6910050069 Acl( recc pi of B9C607 :i/ desc'bng cranges m Discharge P'an DP-21 No 
mod reqj red 

LEWIS.G Now Mexico. Sta *0 of 89/08/16 2(EGLEfl.RS Atianuc Richf.e'd C -0 
tARCO) ip 51452 UO 5U52 UO 

8910060311 Forvrards Amend 7 lo L cense SUA 1470 for ARCO Coal Co, amend ng 
Cchdtdr.s 1.2 & 34 to re^'oci CLrreni mai -ng address 8 to incorporaio ground water 
coneciivQ act: on program 

HALL.R E Lfra'-.um Heccvery Fio’d 0?c. RJ 89/C6/16 At-ant: R-ch'o'd Co (ARCO) 
2pp 51452 205 51452 213 

-8910060315 Amend 7 lo License SUA 1470 10' ARCO Ccal Co.rewis-ng License Condi 
Lens 1.2 & 34 to refleci cuwenl ma-lng adrl'ess & lo mcerperate ground water co'/cc 
ir/a aciicn program 

HALL.R E Lfranium Recovery Field OJe, R 4 89/06/16 7pp 51452 207 51452 213 

8910030179 Oscusses pteposed amend lo license SUA-i4?DTwo penis associated 
w/amend corfi.-med Amend issued prer to NRC approval c? rcclamaion plan & 
schedu’e re excava! on & p’ace.renl ol w ndb'owri mati to begin after approval 
2IEGLERRS A"anrc R'Chhe’d Co (ARCO) 89/06/23 HALL.R. Uranum Rocovery 
Fie:dOfc.n4 ip 51373 105 51373 105 

8910050079 Reviews 1989 ALARA b-j 01 rcpi lor B'uewa’er U mil Vendor performed 
adeguafe alaRA audii Recemmends thai wnre.n exars be provided dju'^g decom- 
mission.ng ohaso due to mereased po'ontial fer Sigr.ifica.n* exposure fo ladiaion 
GARCfA.Pj. HAWKINS.E F Uranum Recovery f,e!d Cfc. R4. 89/09/05 Uranium 
Recovery Frerld Ofc, fl4 3pp 51438 005 5 U33 007 

8910200059 Forwards Characie.'i^ahon & Risk Assessrreni fer Rel&aso of Diesel Fuel 
Swed ^\ ARCO Bbowaier M» S le. " tor apptovB'.per itCFRSD 1 06 Concenlrenon of 
Po-210 below 700 pC'/L.per l0CfR50.App B 

ZtEGljn.RS- A'lantic Richf.e'd Co (ARCO) 89/09/C9 HALL.R Uranum Recovery 
F.eldOfc. R4 2pp 51568 1 82-5 1568 204 

“8910200065 ' Charac1er^^a!,on & Risk Assessmen for Release of Diesel Fue* Stored 
at ARCO Bijcwaior M. i Siie " 

•RoyF Weston, Inc 89/09/30 2lpp 51568 104-51568 204 


89 10030002 Adv.ses lhai dOcomm;ss omr.g plan ecceptab’e Licensee reou red to sub.m l 
final repl of dcmoi.t.on & d.sposai 

GARClA.Pj, HALL.R E Urami-m Recovery Field Ole. H4 69/09/13. Uranum Recov- 
ery Field Ofc. R4 9pp 61383 1 18 51383 126 


6910030254 Forwards Amend 8 lo Licence S'JA-M/O.revisrg Cond.Lcn 3i tO a’-cw do 
commission ng cf Bluewaier U Mill po' decommission ng plan 

Fe'd Ofc. R4 89/09/13. ZfEGLER.R S Atlantic Rich- 
tie d Co (ARCO) 3pp 51387 265 5136? 274. 


“8910030267 Amend 8 Id Licor>so SUA.1470 for ARCO Coal Co.revising Condition 31 
TO allow decomjT.iss.onmg cf U m.'l per doccmmiss orng p'an 
RALL.ft E Uranium Recovery F o'd Ole, H4 89/09/13 7pp 5138? ?6a-5na?.2?4 

6910240190 Forwards Radiat.on Safer/ Insp Rept 40 8903/89 01 on 89092/ No viola- 
tions noied 


“8910240192 Insp Repi 40 8902/89 01 on 89C927 No violaLorvs & dOviaiK 
noied Major areas mspecled U mil rtecommiss'cn ng acuvit'es & rad aiion safety r 
SarCia pt©gared''.e3s^& en^ronjpio’.ec^ orv 

51589 338 


.H E Uraaum Recovery Field Ofc, R4 69/10/16 9pp 51589' 


DOCKET 40-8903 HOMES! AKE MlHINO CO , GRANTS, NM 

6910060189 Forwards rept on progress of const ol ta:lir.g impojntJrnpnl ot pltinl lo' 
pored June Aug 1989. ^ m 

KEtl^EOV.F. t VIcmosiaKo Minna Co 8B/09/09 REYNQl.DS.S F Now Momco. 
Stale cf lipp 51434 117 61434 j2/. 

8910040089 Approves rerewel & mod of Discharge Plan OP-2flO for M Iflri Mill located 
•o McKinley f5o'.,nly .NM Approval w II orp ro on 940 7?5 

CASTLE SP New Mexico. Slate of 89/07/27 KENNEDY.E HomestaKo Mmny CO 
2pp 51391 372 51391 273 

8910030332 "Semiannual Rept fo.' Groundwaier Discharge Plan (DP-200) 

KENNEDY EE HomostOLe Minng Co 89/08/04 SLlFEH.D. Now MowCo, Slate ol. 
I7pp 51380 163 51380 199 

8910050254 Ark recopt of approval for ror^ewing Grcundwaier DiSCliarflO Plan DP 2C0 
& expresses apprecaLon lor effo.ds „ . 

KFNNEOY.EE Homoslake Mining Co 89/03/04 CASTLE. S P New Miivico. Sintu ol. 
ip 51452 151-51452 151 

691010005& Forwaids anr.ual sen' sampling & gamrria tadiatvoo sucrfoy d'ififvj 

mcnihs of Jure & Ju' lOao.Gamma S 90.1 radum conconirat ons fall within liconso 
c'lte.'ia & NRC regulations W/o encl. 

KENNFOY.EE HomestaHe Mmng Co B9/00/28 HALL.R Uran-um I locovery f :el<f 
Ofc.R4 ip 51461 013 51461013 

6910100009 Forwards Semiannual Environ Rept. Jan Junn 1989*’ A sominnnunl repl 
b riders to Oe insened into b refer submitted on B90225 W/o binders 
KENNEDY.E E Hcmesiake M-ring Co 89/08/30. HALL.R U/aniufii Rocovtjry Fickl 
OfC.R4 2pp 51457.177-51457.230 

“8910030203 Sam-annual Environ Repl. Jan Juno 1989.” 

• Homesiake Min.ng Co 89/06/30. 52pp 5 1 457 1 79.51457.230 

89100201 56 Ack rece pl of draff dec-slon docirmoni for radon oporabio iinil of Homos- 
take M:n>rg Co (HMCJ Informs that conirol of blowng taiings bv uLlizalion of Inter iin 
soil covers & waier corrociive act on program bo ng roqu rod of HMC. 

HALL.R E U»ar»jm Recovery f -oW Cfc. H4. 69/03/08 ROV/E.W. Envisonmontal P*o- 
rectio.n Ago.ncy 2pp 51363.249-51363 250. 

8910200061 Agrees that results of remedial InvosHgaiiori indicate that U rrlll & laHnm 
ombanicmQms at site are not cenlfitulro s-onficanlly to radon concanirdllons In sub- 
divis.Qns near site Provis on wi'i bo included in record of decision 
MlTZELFEl.T.n. Now Mexico, Slato of 89/09/12 DAViS.A M Env.ronnioryinl f’rotor: 
ten Agency 2pp 51577 092-51577 093 


DOCKET 40-6904 BP AMERICA, INC /L-BAR URANIUD^ FACILITY. SALT LAKE 


8009280211 'Sem'annual Environ Monitoring Oopt L-Oar U Mino.CiUola Co'iniy.NM, ' lo' 
fusl ha'f 1069.VV/890631 It/ & ono clvGr&l^e drawing 

OS0CRN.T G INTERA Technolog'OS. Inc 80/00/30 HALL.R Uronum Rocovory 
Fie'dOfc, H4 400pp 51353 001-51354 116. 

8910050221 Informs that sampipg Icr constiluGnl of concern & roasonabto rnothud cf 
verify, ng velocity calculations SampLng w,ll be combined w/schedido r.oiannnimi pro 
gram m interest of effic'oncy 

OSBCnN.T G iNTERA Technologies, Inc 89/08/01 GRACE.S Uranium nucovery 
Field Ofc. R4 Ip. 51452.149-51452 149 

8910030005 Forwards Amend 13 to License SUA- 1472 for BP America, Inc, fov.sma 
Concii on 3t to dolineaie areal extent & concontrat on of ha 2 ardous constituonis 
HALL.R E Uranum Rocovery Field Ofc, R4 80/08/ ft DELEGNAnQlS,n. HP Amui- 
ica. Inc 3pp 51302 207-51302 222. 

“8910030006 Amend 13 lo License SUA-1472 for BP An.erico.fnc.rovls ng Conrf liofi 3l 
to delineate areal oxieni & conceniration of haza'dous conytituunis 
HALL.R E Uran urn Recovery Field OfC. R4. 60/08/ 1 1 7pp. 5 1302.2 10-D 1 382 2 1 (3 

“8910030007 Discusses Amend 13 to License SUA.i472.modifv.ng Iconao to tfoknocilo 
areal extent & conconfration ol hazardous constiiue.nis 

GRACE. S.H , HAWKINS.E F Uranum Recovery Field Ole, H4 fl9/0U/ll Uranum 
Recovery Field Ofc. H4 6pp 51382 217-51302 222 

8910050056 Forwards Amend 14 to license SUA 14 72 for RP AmiOrico.fnc, revising 
Cor.d.‘.cr> 25 re hnancial surety ariBriQ6n\Bnl 

HAIL.B.E. Uran um Recovery Field Ofc. n4 09/08/25 DELFONAROfS fl flP Amor 
ica. Inc 3pp 51433.150-51433 172 

“8910050059 Amend 14 to Uconsa SUA-t472 lo' BP Amenca.lnc.ftvifhofMinn uso ol 
any U byproducts at (ac lilies focalod «n Cibo'a Couniy. NM 

HALL.R E Urarum Recovery F old Ofc. R4 00/00/25 IGpp 51433 153 51433 106 

“89T0050062 Pfov-des reclamation plan cosi estimate & suroty amend ot L-Da' tuiu \n 
New Mexico.iicensee request for NRC accepianco of now ostimaio roprn&onls roduc- 
1 cn i.'i overall reeJamahon survey coverage 

ROSE H D, HAWKinS.E.F Uran urn Recovery Field Ofc. n4 09/08/25 Urnnium Re- 
covery Fie'd Ofc, R4. 4pp 51433 169-51433 1 72 

8910020278 Forwards correspondence w/L-Qor Mill Site.po.' ayroomoni w/ Cobolieta 
Land Grant w/o encl 

coboiioin. nm z,.p 


8909290171 Rov.ews fniora Technologies -Somiannual Environ Monlonna nool L-Rnr U 
M-nG.C.bo:a CovnN.NM,” tor First Half 1909 All values well wilbin rogurnlory imUs w/ 
ro sianificani uends noted ^ 


GRACE.S R.. HAWKINS.E F Uranium Rocovn/y Field Ofc, R4 89/09/20 Uran u 
Recovery F.Dtd Cfc, R4.3PP 51352 331-51352 333 J uu/^u. uranu 


^^ahons noted 40-0904/89-02 on 090828-29 .No violalit)n3 oi devi- 

hall.RE. Uranium Recovery Fiold Ofc. R4 89/10/02, DELEOnARDI*? fi mp Am«f 
ica. fnc Ip. 51416001-51416 0G6. p-s.n ax' /imm- 


DOCKETED ITEMS 
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-8910050245 fnsp Repi 40 0904/39 02 On 890328 P9 No v.o'aiinrs noiod Majo' a'oas 
irspeciod cloanup o1 wndblowo lai'inps mail al L-9ar MiH rrludng indupordonl f.o'd 
meas’jromenis & codection ol so I sampios 

GRACE. S. R . HAWKINS. E F Uranum Recc'^orv Fin'd Cic. Rn 89/09/29 5pp 
51416002-51416C06 

6910180003 Dscusses review of rept, ‘Sem-annual Envron Mo'ilorirg Dopl L-Bar u 
Mne.Cibofa Counly.New Mexico." 10' First Hall of 1909 A . values woTi w.irm rei;u'a 
tory limits w/no S'gn f^cani trends rated 

KONWINSKI.G R . HAWKiNS.fc* F Uranum RoCOvOry FiOld Ofc RA 09/10/02 Urora- 
urn Recovery F:o Id OfC. R4 3pp 5155? 142.51557 144 

091O2SO319 Forwards Insp Ropl 40 8904/09 03 on 890920 & nohre of violoticn Insp 
also Identified areas considered as unresolved items that wi i roquiro add' mfo 
ffALL R E U/arium Recovery Field Cfc, R4. 89/10/ ID DF.lF.ONAROlS.n BP Arnor- 
jca. In'c. 2pp 51603 344-5 1603 352 

-6910250323 Noheo of vio'atit:n from msp on 890920 Viqiat.on opted several areas do 
signed to do riprapport cilhor bod no rip'ap o‘ nprap layer thr'^i^OSb was lass Ilian 
sped lied. 

HALL.RB Uranum Recovery Fie'd QIC. R4 09/IO/IG ip 51603 346 51603 340 

-6910260336 Insp Repi 40-8904/89 03 on 890920 Vielancn nolertMa.o? aioas 
inspected review of reclamalicn const activities at L-Bar Mi'i.including indoponJonl 
i.nsp A review of const QC documentation 

JACOBY.D L , GON2ALES,R.O , HAWKINS.E F Uranum Rocovory F old Ofc. RA. 89/ 
10/13. Dpp 61603 347 -51603 352 


DOCKET 40-6906 KERR-MCQEE CORP./QUIVIRA MINING CO., OKLAHOMA CITY, 
OK 


8910030230 “Discharge Monilcnng Ropi Apr-June 1989 “ W/fl908l6 11/ 

FEROINANO.B Quivi/a M-n ng Co 89/06/30 Si IFER.O New Mex-co. S'ato cf 2pp 
51370.328-61370329. 

8910230136 Efiluoni monitoring repl fo-' Airbres a Lake.NM fer Fi.'Sl Half 1909 W/ 
690629 Hr. 

FEROINANO.B. Quivira Minng Co 89/66/30 GARClA-P Uron\;m Recovery FioUl 
Ofc. HA 20pp 51560.177 51580 106. 

0910030241 Forwards final fOClamalipn ropl lor Pond 8, describing Imal cover 
iWck no S 3 , contour mg. mulching & soedmn rosultb.in lospcn&o lo NRC 891228 
ilr.Liconsoo does nof w.sh to remove Perdfl from rosiriclcd area 
FERDINAND.B. Quiv.ra Mining Co. 89/07/06 HAWKINS.E F. Urndum Rocovery FiO.'d 
Ofc. n4. 6pp. 51370.330-51370 336 

6910030377 Forwards 1969 luchrlcal oveluaiion of otnbanknioni pOr1o.'mAnce for tail 
mgs retention sys al Ouivira Mmng Co. Ambrosia LoKo.NM laCiliiy.per Condition 18 of 
License SUA-1473 

FEROINANO.B. Guivita Mln-.r.Q Co 69/07/27 GARClAP Urotvwm Rccoverv Fi®1d 
Ofc. R4. AApp 51374 170 51374 213. 

8910030396 Provides Ii3l Of commitmonls agrood 10 during r.ogolialions for ror;ewol of 
Oischaigo Plan OP-169 lot S-yr 

• Now Mexico. Slate of. 89/08/01 Now Moxico. State of 2pp 51302 178 51302 l78 

6910030220 Advisos that renewal of Dlschargo Plan DP- 71 for Ouivorn Sociion A evap- 
orttVon ponds approved 

CaSTLE.S.P. nW Mox'CO, Stole of. 89/08/04 FCnOlNAND.B Quvita Mnitig Co 
2pp. 61370 328-51370 327 

6910050227 Informs that tonowal & mod ot disctiargo plan OP- 160 lot Quivota W-rlrw 
Co approved Approved discharyo plan renowol & mod ccnsisis of malls dtti 
890001,0709.0403 & 0322 plus Info & malls sulimitted as pan of original discharge 
pfan. 

CASTLE.S P. Now M 0 >dco, Stale of. Q9/C0/04 FRRUlNANO.Q Ouivtq Min r.g Co 
2pp. 51462:158 51452:159. 

8910040427 Forwards corroded Amonj i2 to L eenso SUA- l473.anicndmo Condition 2 
re hD code for corporalo eddross 

HALl.R.E, Uranium Rocovory Fio'd Olc. Ha. 09/00/11 Cuiv.ra Mining Co 2pp 
51 430:309-5 1430 310 

-89 10040429 Corrected Amend 12 to Llceriae SUA-1473.corrucllng ^ip code for corpo- 
rate address. 

HALl.H E. Uranium Recovery Field Ofc. Ra. 89/08/1 1 8pp 51430 311-51430 318 

6910100136 Forwards map per Commitmonl 3 ol Dschargo Plon 169 dtil 090801 St'ow- 
mg focailon of all groundwQlor monitoring wells & vontiletion t‘.olos at facility W/o onci 
FEflDlNAND.Q Quivira M ning Co 80/D8/31 SUPER, D Now Mexico. Slate of ip. 
51461:014-51461:014. 

0910230166 AcK reco'pl ol 890927 Hr providing updolo on status of opun iiems identi- 
fied during insp of license on 890522-23 Proposed moeilng should losolve fosplrnior 
issue 

HALL.RE Uran.um Recovery Field Ofc, R4 89/10/13 FERDlNAND.B Quvi.'a Mmog 
Co 2pp. 51570 035-51578:036- 


DOCKET 40-0907 UNITED NUCLEAR CORP., SANTA FE, NM 

8910050216 Addresses Issues raised during 89072G moelmg scheduled to provide 
United Nuclear opportunity to confer w/EPA ro admimsirnlivo order Issued on 
693629 Order requves undertaHlng remedy so'eciod in rocofd ol docNlcn far sno 
PEYCKE.M.A Environmonial Proteclion Agency 89/07/20. BRENNAN.M J. Holland & 
Hart 3pp. 51437:156 51437:158 

B9 10030420 Forwards remed'al action oversight trip ropt for groundwater sen'piinn oc- 
i.vitles at UNC Churchrock site Bailer & rope used lo sample each well pieced Into 
bed ol sampling vehicle w/o protection 

TERAUDS.V- Jacobs Engineering Group, Inc 89/08/01 ROWE.W Environmenial 
Protection Agency. 9pp 51302 100-61302: 188 

S910030403 Forwards "Semiannual Ground Water Monitoring Ropt for First Ha'f 1980“ 
MORalES.E M. UNC Resources, inc 09/08/18 KONWINSKI.G. Uranium Recovery 
Field Ofc. R4. ip. 51373.040-51373 097. 


-0910030405 Forwards eff'uoni & enviro-n moniionna repis for Jan Jul 1909 
moral ES.E.M UNC nesourcos. Ire 89/08/10 GARC'A.P. Ur8n:um Recovery Field 
Ofc. RA. 2rp 51373 049 51373.050 

-89 10030408 “Semiannual Groundwalor Monitor ng Ropl for First Haff 1909 “ 

• UNC Resources. Inc 89/06/30 47pp 51373 051 -51373 09? 

0910020177 Advises mat rov.cw Of ope.'ations under pfovSio.">s Of AgreomoiH.as speci- 
fied in Socfio.n VIII of UNC Church.'ock MOU Utd B8O026,pofformod Rov.ow -ndicaied 
that documatvi accuiaicW depicts each agency tele No mods necessary. 

MARTIN.R 0 Urarium Flccovery Field Ofc. R4 89/09/01 LAYTON. R E Env.ronmen- 
tal Proteci-on Agency 2pp 51303.217-51363 318 

6910040432 Dscus&os review ol land uso su.'vey lor lauity in response lo 890329 
suUrrittal Liconseo performed accopiab!o land ui^e sun/oy No lunfrer action r.ecosaa>Y 
GARCfA.PJ. HAWKINS.E P. liranium Recovery frold Ofc. R4. 89/09/07 Uranium 
Rocovory Field Ofc. R4 2cp 51433 327-51433 320. 

0910060212 informs of dcc-sio.*! lo conimue to servo as remed al project manager for 
remedial action at ficonseo Churchrock site Stated components of rorr.odial design 
Gccopiab'o 

ROWE.W Environmental Protection Agency 89/09/00. JOHNSON.C G Un led Nucle- 
ar Corp. (subs, of UNC Roscurcos. Inc J 2pp 51 430.052-5 1430:053. 

8910200000 Fonwards fi.‘e ro silo.inc'udng sampling A msp ropts conducted during 
1004.1906 A 1987 showng presence of radium A ihorum n soil sUdgos & ground- 
waier al s-te List ol ERA Rog on 6 CtflCLiS silos In Ag'oemoni Slates oncl 
DAVIS.A.M Enviranmoniol Proiection Agency. 89/09/14 CARR.K M Comnssioners 
3pp 51577.142.51577:144 

6910200167 Ack roce.pl of B9O901 Itr re annual review of MOU fer romod'al acTon el 
United Nuclear Corp Cn.,rcf'rock siie MOu accurately depicts EPA rospechve respon- 
sibMies & rates at S'lo 

LAYTON.fl.e Environmo.nle' Proteclion Agency 89/09/21. MARTIN.R D Region 4, 
Ofc of the Director, ip 51565 347-51565 347 

8910200096 Forwards Hi of credit issued n aiv.ounl rr.ore than sulkcient to tulh l ob'iga- 
lions under adm-nisiraiive O'dor lor Church Rock site 

VEl ASOUB^.J.H. Uritod N.icloar Corp (subs of UNC Ro5O..rc05. Inc) 89/09/29 
ROWE.W. Environmental Prelection Agency 5pp. 51560 352-51568 256. 


DOCKET 40-0913 UNITED NUCLEAR CORP., GALLUP. NM 


0910030307 Forwards response to DEO comploienoss & prol.frinary tochr'tcal com 
rnonts on No-'lfi Outto rrino app'icalion W/14 oversize lin^ros. 

C:ATCHP0LE.G J Uranor? USA. Inc 89/00/13. INGLE.SC. Wyoming, State ol 
164pp. 51304 001-51304:101 


DOCKET 40-8926 ALTAIR RESOURCES, INC , CASPER, WY 


8910030320 Notilies that all Bison Bosin rolaied fi'os dolivorod to Land Oua'iiy Div Ofc 
(n ChOyonno.WV on 000811 oxCopl for pne box 

CATCHPOLE.GJ Alia'f Rosojrcos. Jnc- 00/00/17. MOKLEY.M. Wyorrmg Slate ol 
Ppp 51302.294 51302 205 

6910060337 Forwards riQht-of way aftpLcalion to ULM for use of roads from B son Basin 
site to mlnordls OKploration Sp.C control coniingency plan Bchm bed Ijy contractor por 
projoci specs also end 

M.OXLEY.M Wyoming, Stale of- 09/00/29 KONWINSKI.G. Uranum Recovery Field 
Olc, n4 9pp. 51431 337-51431 344 


DOCKET 40-0943 FERRET EXPLORATION CO OF NEBRASKA. DENVER, CO 

0910040001 Responds to 000607 inquiry on behalf of GK Moore ro NRC review ol all 
records & data rolaiivo lo Crow Butte U mine & conlam nat on of waior in CrOw Ouuo 
area 

SIELLO.V. Ofc of iho Exocut.vo 0.rocior for Oporallons. 89/07/03. SMITH.V House 
of Rep. 2pp. 51436 310-51436 331. 

Q91004009D Forwards motl consisting ol followup corrospondor.co to Stale of NE ally 
Qonotal ofc re Crow Buiio Project 

RElD.A.B Wosiorn Nobroska Resources Council REID.A t3 Broken PJow Law Offico. 
89/07/24 MAWKtNS.EF Uranium Recovery Field Ofc. R4. Ppp 51393070- 
51393 071 

8910020257 Informs of decision thai since no significant rmpacis could be Ideniiliod In 
proposed commercial mining acKviiles for Crow Bullo.no ElS needed ro issue of po- 
lonUal fracturing/ faulting.o'ien ownership & overseas shipment of mined U 
itALL.R E Utaitum Hocoveiy Field Otc, R4. 69/09/24 REIO.A.B. Broken Ptow Law 
Olllco 3pp 51303:230-51363 240 

8010050024 Provides documents supporting Western Nobroska Resources CojociI con- 
cerns ro lauT ng »n vicinily ot Crow Butte U project Requests tor tu" & lime'y ElS on 

R reject & that subj EiS be programmatic & synergistic or regdnal in scope 
lEiD.A B. Reid, A.B. REID.AG Western Nebraska Resources Council. 89/00/11. 
KONWINSKI.G. Uranum Recovery field Ofc. R4. 28pp. 51437:320 51437 356. 

8910020294 Expresses concern mat rad ation saloiy olllcer candidate lacks specialized 
knowledge in area of rosplraiory proiecl-on & product dryng to bo fully qualified to 
assume role during proposed commercial oporation 

HALL.RE. Uranium Recovery Fio’d Ofc. R4. 80/09/13. COLLINGS.S. Ferret Explora- 
Hon Company of Nebraska. Jnc. 2pp. 61363 234-51363:235. 

0010180210 Ack rocept Of 8900 11 Hr ro Issues of poienliol fractures & fauliir^g ot 
silo.foroign ownership & parllcipstlon In Ferret operation as well as need tor omnron 
impaci alalemeni. 

HALL.R E. Uranium Recovery FioJd Ofc, R4. 89/10/02. RE ID. A, B. Reid, AB. 3pp. 
51 545: 126-5 1545: 128 
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DOCKET 40-8948 SHIELOAILOY COUP . NEWFlELO. NJ 

to 100297 Fnal respa^iso *0 FO'A toques! fo^ roccrUs App A recC'd end & ava ldhld 
in PCR 

GRIMSLEV.OH O.vison of Fioedocn ol In'ointxavcn & P^ti'iCai eng. Services tPo^l 
630205) fl9/lO/C6 QURG E NurlOS' Energy Sorvices (NES) Marutaciunng ?pp 
514C5 266 51405 303 

-8910100306 Fonwa'da siafus rr,pi cn cor,!am naiod siiea in Rogon ill for Ap'-Sopt 

NORELIUS.C E Rog on 3. Ofc of the Oirector a9r09/29. CUNNIKGhAM.R E Division 
of indusfral & Mod-cal Nudoar Safer/ (Pos'. 070729). 36pp 51405 263 51405 303 


DOCKET 40-8950 URANER2 USA. INC . CASPER, WY 

8907060026 FowardS /ospenso to 89021? \U com.iion!ng on Ruth tSL PfCjeci Po/mit 
fo K':ne arp'icaiion io Uranorz USA w/o erci 

CATCHPOLE.GJ Uranor? USA. Inc 69/06/08 HAWKINS E F Uranium RecovdY 
Fie'd Ole, R4. 2pp. 50432 305 50432 306. 

6907060025 Forwards response la 890217 Ur cominenting on Ruth ISL Project Permit 
to Mine appl.cation to Uranar? uSA 

CATChPOLC.G J Uanor? USA. Inc 89/06/06 HAWKINS.E F. Uranium Recovery 
FroldOlC, 04 2pp 51582 011.51582 012 

“8910260312 Vol IV to "Supportive Info for Wyom ng DEO Perrfil to Mine AppI cal cn & 
NRC Scurca MaN license Acpi ca’.an ’ 

* Uranor? USA. 'nc 69/05/5l 150pp 61582 013 51583 008 

69100^0019 Advises lhai licensee Q90605 app'icaiion for Ruth pro, eel considered 
comp ' 010 . per end corrp'etcness detor/r'inaiion repi Doiicieni items.howovor.shovld bo 
prompUy resolvod 

ShAFFER.R. Wyomng, Slate of 89/07/28 CATCHPOLB.G Urarer? USA. Inc 4pp 
51392 314 51392.3)7 

8910030466 Comrrenrs on Ui'oe former comploionoss issues dos’gnatod lochn:cal 
issues l.censoo wJl begn nroparng responses to next rcund of lecfinical ccmrr.eni 9 
once rece ved by Casper etc 

CATCHPOLE.GJ Uranorz USA. Inc 89/08/07. SHAFFER.R Wycming. Slalo of 2pp 
51382 336-51302 337. 


DOCKET 40-8968 HYDRO RESOURCES, INC., DALLAS, TX 

8910040116 Fonva.'ds add. cross sociion.O O providing adol control within ctr of 
wd'l held. W/o end 

PELI2ZA.MS HflI. Ins (Hydro flosou.'Ces. Inc) 89/03/0? OLSON J Uranium Re- 
covery Fie'd Ofc. n4 Ip 61423 105 51423:105 

0910050084 Forwards "Chjrctircck Pro'ect Core Resiorohon Study” Study ropresenia 
a'l mat' requ rod to compleio Lcer^smg & pormiijrg of Now ^*ex’CO U prcoucf.on oper* 
al'or.9 

PELl2ZA,MS HRI. fnc (Hydro ResourcQS. Inc) 89/QQ/25 JACOBY ,0 Urarkim Re- 
covory Field Ofc, fl4 20pp. 51437 268-51437 287. 

8910060223 Informs lhal excursion ind caters & uppo.' conirol limits proposed .n 090426 
itr acceptable 

PARKER.J W. Now Mex'co. Slate ol. 89/09/15. PF.LIZZA.M.S- HRI, live (Hydro Re- 
sources, Inc.) 2pp- 51431:333-51431.334 


DOCKET 40-8981 URANERZ USA. INC.. CASPER. WY 

8910060240 Fo/wards epplicat on for .nduslnai ovaporailon pond ays. conslsimp of ihreo 
an ficially Lned colls. Pond sys w.l be used in connexion w/plannod in s;ro U soM'on 
min ng operation m southwest Campbell Co:«nty W/o onci 

CATCHPOLE.GJ Uranorz USA, Inc. 80/09/12. Wyorr.ing. Sidle of. Ip 51431 327- 
5U3V027. 

8910060272 Forwards app'lcal'On for industrial evaporation pond sys consisting of three 
artiiical linecl colls to be used In connection w/planned in siiu U mining operation <n 
soulhwesl Campbell County. W/o appllcai-on Foe paid 

CATCHPOLE.GJ Ufonar? USA, Inc. 89/09/14. Wyoming, Slate of. ip 51438 057- 
6M30O57 


DOCKET 40-6962 SPOKANE TRIBAL MiNtNQ & MINERALS, WELLPiNiT, WA 

8910050225 D scusses surety for reclamation of facrlity for contingency needed lo proc- 
ess water & acid generailng U ore/rock from nearby mine. 

* Intonor, Dopt. of. Bureau of Indian Affa rs QQ/OS/02 HALL.R. Uranium Recovery 
Field Ofc. R4. 3pp 51452 101-61452.103 

6910200076 Conf-rrtis understand ng of NRC position re Bureau ol Indian Affairs use of 
Sherwood U mil. located on Spokane Indian neserv8tion.Four mill use scenarios 
I sled Discusses most effective way to ireat water. 

* Interior, Dopl of, Bureau of fed an Affairs 89/08/30. HALL.R. Uranum Recovery 
Flold Ofc. R4. 3pp. 51566 354-51566 356. 


DOMESTIC LICENSING OP PRODUCTION AND UTILIZATION 
PACIUTiES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


P. Opersilng license stage documents A correspondence 

89101 Q0 147 Responds lo NRC questions re pool leakage al facility Summary of pooJ 
waiei makeup .surface evapotahorv & leakage for n\oa\ recent iwo quarters of 1989 & 
for pre'iminary measurement conducted from 8909 1 5- 1 6 prov.dad 
FLEMING.RF. Mchigan. Univ. of. Ann Arbor, Ml. 89/09/20. SCHUMACHEfl.M. 
Region 3, Ofc of the Director. 2pp. 61456 193-51450:194 


DOCKET 50-3 INDIAN POINT STATfON, UNIT 1 


F. Securtiy. medical, emergency A fire protection plans 


8910260230 Forwards revised pages lo Books 1 8 2 to emergency procodurea 
documoni Changes do not reduce effeciivonoss ol emergency plan Plan conimues is 
moot lequiroments of App E 10 10CFR50. 

MiELE.M L. Consol ddlod Edison Co ol Now York. Inc 80/10/16. Oocumoni CorvVol 
B'onch 1 Document Control Dosk) Ip 51669 090-51669 098 

-6911010116 Revised pages to Books i & 2 ol emergency procedures document 
* Consol-cfalecJ Edison Co of New York, fnc 89/10/16. 0pp 51669 091-61609.008. 


J. Insurance & Indemnity information 


8919030462 Forwards Amend 23 to tndemnty Agreement B- 19.re1locting changos to 
IOCFRhO. "Financial Pfoieclion Requremenis & Indorrnity Agreemenis," efieciivo 
690701. Util roqueslGcf lo submi s:gr.ed amend lo somfy acceptance. 

CAPRA.n.A Projoci Diroctoralo 11. 89/09/25 QRAM.S B Conso'idatod Edison Co. 0 ? 
New York, fnc 7pp 51390 328 51390 334 


P. Operating license stage documents & correspondence 

8909280096 Generic Lir 89 20 lo a I fuel cycle licenseos possessing, us/ng or process 
>ng formu'a qjaniities of SSNM re proiected area long lorm nousekooping Sve I si 
end. 

MCCORKLE.G.W. Division of Safeguards A Transportation (Post 870413). 89/09/26. 
ConsoLdaiod Edison Co of New York. Inc. I3pp 51531.107-51531 1 1 7. 

69 10160250 Generic Ltr B9 21 to all holders of OLs & CPs for nuclear power reactors 
concerning roqjosi for Info re status of implementation of USI requirements Sve list 
enci 

PARTLQW.JG Associaio Owccior tor Piojecls (Post 870411). 69/10/19. ConsoHdert- 
cd Ed son Co of New York, Inc 60pp. 51622.009-51622 068 

6910160273 Generic Llr 89 22 to eU licensees of operat ng reaclors & holders of CPa ro 
poienbal fo' mereasoef roof loads & plant area flood runoff depth at licensed nuofoar 
power plants duo to rocom char^go In PMP criteria Sve Lsl enci. 

PARTLOW.J G Associate Director for Projects (Post 870411). 09/10/19 Conso'idat- 
ed Edison Co of New York, tne 39pp 51622 069-51622 106 


0. Inapectfon reports. IE BuNatins & correspondence 


8909010338 NRC Into Notice 89-065, "Poient'ai for Stress Corrosion Cracking In Stonm 
Gonorator Tube Plugs Supplied by B&W.” Sve list enci. 

ROSSI.C.E. Div.sion ot Operational Events Assessment (Post 870411) 69/09/08. 
Consolidated Ed-son Co. of Now York. Inc lOBpp. 51349. 100-5 1340.208 

8909080284 NRC Into Notice 89-086, "OuaMicaion Life of Solonod Valves'* Sve list 
enci 

ROSSI.C.E. D-vision of Operational Events Assessment (Post 670411} 09/09/11 
Consolidated Edison Co of New York, fnc 105pp. 51337.095-51337 109 

8909200010 NRC Info Notice 89 068, "Evaluation of Instrument Setpoints Dormg 
Mods." Sve list end 

ROSSI.C E Division ot Operational Events Assessment (Post 870411) 89/09/25 
Consol dated Edison Co. of New York, jnc l06pp 51337 200-51337 304. 

8909250262 NRC Info Notice 69-069, "Loss of Thermal Margin Caused by Channef Box 
Bow.'' Sve fisi end. 

ROSSI.C.E. Division of Operational Evenls Assessment (Post 870411). 69/00/20 
Consolidaied Ed.son C-o of New York. Inc 1 06pp 5153100 1-51531:106 

8910040361 NRC Info Nolice 89-070, * Possible trd'cavons of Misfeptesenlod Vcr.dot 
Pfoducls." Sve list enci 

ROSSI.C.E. Division of Oporatipnaf Events Assessment (Posi 870411). 80/10/11. 
Consolidated Edison Co. of Now York, inc l09pp 51531 1 18-51531.226. 

8910130014 NRC Into Noilce 89 071, "Diversion of MHR Pump Seal Cooling Wolor 
Flow During Recirculation Operation Following LOCA " Sve list onci 
ROSSI.C.E Division of Operalional Events Assossmoni (Post 870411). 99/10/10. 
Conso'idated Edison Co of New York. Inc I07pp 51531 227-51531:333. 


DOCKET 60-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


R. Periodic opetaUng reports & teialed correspondence 


6910040052 "Th-rty-Fourth Anrual Progress Ropt " W/890915 Jtr. 

HOSIER C.L Pennsyfvan'a Stale Univ, UnVersIly Park. PA 09/00/30 flOpp 
51436:175-51436 272 


S. Raportabfe occurrences, LERs & related correspondence 


89 10180 IBB RO.on CQlOOS.fai'ure to perform reactor checkout prior lo operations ro- 
su'»8 in reactor facing to fu'fill survell.ance requ remonts in fadUy Tech Specs Sac- 
Ifons 4.2 3 a,4.2.3 c,4 2 4 0.4.3 3 A 4.6.1 

HOSLER.CL Pennsylvania State Univ . Uavers-ly Pork, PA. 89/10/11 Oocumart 
Conirol Granch (Oocumont Control Cask). ?pp 51537 295-51537.296. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATfON, UNJT 1 



DOCKETED ITEMS 11 


F. Security, medical, emergency & fire protection plans 

8910190114 Revised EPiPs. including Rev 8 lo EG 03,Hev 7 to EG 1 1 & Rev 0 lo EG- 

13 

JOHNSON.JM. GOLDEN.JC CommonwoaUli Edison Co 69/09/26 23pp 
5 1569 124-61659 146 

8910200036 Rev l lo EPIP 200-1, "Cfass-f cahon of Gonorailng Stat on Emergorcy Plan 
Conditicns “ 

HOLMANR CommonwoaMh Edison Co 69/10/10 42pp 51577 001-51577 0*12. 


P. Operating license stage documents & correspondence 

6910040122 Forwards Rev 56 10 QA Program Top cal Ropl CE-l-A. 

RICHTER, M CommonwoaUn Edison Co. 69/09/21 Documoni ConUol Stanch (Docu- 
menl Conirol Desk). Ip. 51307 049-51307 132 

-8910040141 Rov 56 lo “OA Program.” 

BiTEL J S. Commonwealth Edison Co C6-1*A R56 89/09/13. 46pp 51397:052 
5139? 132 

6909260098 Gononc Lu 80 20 1Q all tuol cycle I censoos posBQSaing. using Oi process- 
ing formu'a quantities o1 SSNW re protoclod area long-term housekeeping Svc list 
end. 

MCCORKLE.GW. Division of Safeguards & Transportation (Post 870413). 09/09/26 
Consolidaied Edison Co. of Now York. Inc 13pp 51531;I07-5I531:1 17. 

8910160250 Goneric Lir 89-21 to all holders of Ols & CPs for nuclear powor roactors 
concern ng request for Info re status of Implemenlation ol USI requ-roments Svc list 
end 

PARTLOW.JG Associate O.recior tor Proiecis (Post B70411). 60/ 10/ 10. Consotidoi- 
ed Edison Co. of New York. Inc 6Qpp 51622 009-51622 068. 

6910180273 Generic Ltr 89-22 to all llcenseea of operating roactors & holders ol CPs ro 
poieniial for ncreased roof loads & pfam aroa flood runofi dopiti e( llconsed nucloar 
power pianis duo to recent change in PMP cnieria Svc list ond. 

PARTLOVV.J.G Associate D.reclor for Proiocts (Post 870411). 09/10/19. Cor^soiidai- 
ed Edison Co. of Now York. Inc 39pp. 51622.0G9-51622 106 


0. Inspection reports, IE Bulletins & correspondence 

8909010338 NRC Info Notice 00-065. "Poteniial for Siross Corrosion Crocking In Stoam 
Generator Tube Plugs Supplied by O&W.” Svc list ond. 

nOSSl.C.E Division of Operational Events Assossmeni (Post 970411). 69/09/00 
Consolidated Edison Co. of New York. Inc lOOpp 51349. 100-51349.208 

8909060284 NRC Inlo Nolice 89 066. '‘OualificoHOn Lllo of So’onoicJ Valves.” Svc list 
encf 

nOSSl.C.E Division of Oporahonal Events Assossmeni (Post 070411). 90/09/11 
Consolidaled £d-son Co. oi Now York, Inc l05pp 51337 095-51337; 109. 

0909200010 NRC Info Notice 89 066. "Evaluallon of InsUumoni Sotpoinls During 
Mods.” Svc list encl. 

ROSSI.CE. Division ol Oporalional Events Assossmenl (Post 870411) 09/00/25 
Consolldaiod Edison Co. oi New York, Inc. tOGpp 51337.200-51337.304. 

B9092602S2 NRC Inlo NoUce 89-060. "Loss Of Thorrnal Margin Caused l)y Channel Box 
Bow.” Svc list end. 

nOSSl.C.E Division of Operational F.vonls Asseesmont (Post 070411). 00/00/29. 
Consolidated Edison Co. of Now York. fnc. I06pp 6163 1;00 1-51531. 106 

8910040381 NRC Info Nol'ce 09-070. 'Possiblo fnrilcations of Miarnprosonied Vendor 
Products.” Svc list ond. 

ROSSI.CE. Division of Oporatonal Events Assossmont (Post 070411). 00/ 10/ 11 
Consolidaled Edison Co. oi New York. Inc. I09pp 51531 1 10 51531*220. 

6910130014 NRC Info Notice 89 071, "Diverelon of RffH Pump Seal Cooling Water 
Flow During Redrculat on Operation Foffowing LOCA.” Svc list end. 

ROSSf.C.E Division of Oporalional Events Assossmont (Post 070411) 09/10/10 
Conso’idatod Edison Co of Now York, Inc. 1 07pp. 51631:227-51531:333. 


R. Periodic operating reports & related correspondence 

8910160330 Fonwards monihly operating ropis for Sept 1089 for Dresden Nuclear 
Power Siaiion Units 1,2 & O.Fernriat rostructurod lo provide moro comprohonsivo data 
base. 

EENfQENOURG.E. Commonwealih Edison Co. 89/ 10/01. Document Conirol Branch 
(Documoni Control Oosk). ip. 61543:249 51543 260. 

-8010160335 Wonihly operating rople lor Sepl 1080 for Dresden Nuclear Power Station 
Units 1.2 & 3. 

PARAMOflE.G.M. Commonwealth Edison Co. 09/09/30. 31pp. 61543 250-51643:200. 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 


J. Insurance & Indemnity information 

69 10230241 Forwards Amend 28 to tndomnlly Agreomenl B-20.refieclfng changes lo 
10CFR140. “Financial Prelection Requirements & indemnity Agroomonts & Price -An- 
derson Ad, for signaiure 

STANG.J. Division ol fleacior Projects • lll.lV.V & Special Projocle (Post 870411). 09/ 
10/11. SYLVIA.Q.R. Dotro.i Edison Co. 1 2pp. 5 1579. 109 -6 1579: 120. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency A fire protection plana 

8910180332 Rev 5 to EPJP OP-3340, “Emergency Preparedness Training." W/royiaed 
table of conlents. 

* Yankee Atomic Electric Co. 89/10/04. I8pp. 51 537:300-51 537:31 7. 


P, Operating license stage documents & correspondence 

8909280068 Generic Ltr 00*20 to all fuel cycle licensees possessing, using or process- 
ing tormola quantities of SSNM re protoefed aroa long-term housekeeping Svc list 
encl 

MCCORKLE.G W Oivi8.on of Safeguards & Transponat.on (Post 070413). 89/09/26. 
Consolidaled Edison Co. of Now York. Inc 1 3pp 5 1 53 1 1 07-5 1 53 1 : n 7 

8910110044 Forwards Bov 19 to YOQAP-J A. “Operational QA Program” re oryanlza- 
tional Aproprammalic changes lo Slated pfanis. 

ShEPARD.AM Yankee Atomic Efoctric Co 89/10/02. Documem Conirol Branch 
(Document Control Oosk). 4pp. 51467 :165 5I467 306 

—6910110045 Rov >9 to YOOAP-I-A. ’'Operational OA Progmrn 
PETERSON.W.K. Yankee Atomic Electric Co 89/10/02 I50pp. 51467:159* 
51467 308. 

8910110005 Responds to Generic Ltr 89-04, ■‘Guidance on Dovolop.ng Acceptable In- 
servlco Testing Program " Flow monionng w.ll bo performed on omergoncy feodwalor 
pumps & baselne flow data will ho estab’ishod using clamp on f/ow device 
PAPANIC.G Yankee Alocric Electric Co. 89/10/03 Document Control Branch (Docu- 
ment ConUov Desk). I03pp 51466 166-514BD257. 

8910120041 Forwards safely ovaluaton re procedures generation program for 
p*anl Program incomp’elo m some of ils content & should bo revised. RoviS on need 
not be subm iied to NRC but reiaioed for subsequent review. 

SEARS.P.M. Project Directoralo 1-3. 89/10/03. PAPANiC.G Yankee Atomic Electric 
Co. 2pp. 51405:347-51485 361. 

—8910120046 Saloty ©va'uaton not accepting procedu'e genetailng program lor 
p’am Program should bo revised to rof/ect items described in Section 2 of 
lopt Rovi&lon need nol bo sibm tted lo NRC 

* NRC - No Doto led Aff nation Given. 89/10/03. I3pp 51405 349-51405 361. 

8910160250 Qenoric Ltr 09'21 to all holders of OLs & CPs for nuclear power roactors 
concerning request for (nfo re status of implemoniaiion of USf requlromenis Svc list 
onci 

PARTLOWJ.G. Associate Oifocior lot Pioiecls (Post 8704 U). 80/t0fl0 ConsdidBt- 
od Edison Co. of New York, Inc 60pp 51622.009-61622 068 

8910180273 Generic Hr 09 22 to dll ficenseos Of operating reactors & holders of CPs ro 
potential for Increased roof loads & plant area (food runoll deplh at licensed nuclear 
power plums duo to recent char^ge In PMP cnlorla.Svc I st oncl. 

PARTlOW.J.G. Assoclaio 0, rector for Pro.ecis (Post 870411) 89/10/19. Consolidat- 
ed Edison Co. of Now York. Inc 30pp. 51622 0D9 51622 106 


O. Inspection reports, IE Bulletins & correspondence 


8909010338 NRC Info NoKco 69-065, "Potoniial for Siross Corrosion Cracking in Sioarn 
Generator Tube Plugs Sunp’iod by 0&W " Svc l.st oncl 

noSSl.CE. O-vision ol Oporalional Events Assessmonl (Post 870411) 09/09/08. 
Consol-elated Ed:8on Co. ot Now York. Inc. lOQpp. 51349.100 51349:208. 

6909060284 NRC Info Notico 89-056, "Oua'ificat on Llfo of Sofono'd Valves." Svc list 
oncl. 

ROSSI.CE. Division of Oporat'onel Events Assessment (Post 070411) 89/09/ n. 
Consolidated Edison Co. of Now York, fnc. lOSpp 51337.095 5 1337.199 

8909200010 NRC Info Notice 09 060, “Evaluation of Instrumont Solpoints During 
Mods." Svc list encl 

ROSSI.CE. Oiviston ot Opctatlonat Evonls Assossmenl (Post 67041 1) 69/09/25. 
Consolidaled Edison Co of Now York. Inc lOOpp. 51337.200-51337:304. 

8009260252 NRC Info Noilce 89-069. "Loss of Thormal Margin Caused by Channel Box 
Bow." Svc I sl oncl 

ROSSI.CE Oivis'on ol Oporalional Events Assessment (Post 870411). 09/00/29. 
Consolldalod Edison Co ol Now York. Inc 1 06pp 5 1 53 1 00 1 -5 1 53 1 : 1 06 

6910040361 NRC Info Noitco 69 070. "PosstWo Indlcattons ot M'sreprosented Veridor 
Producis." Svc hsl encf. 

nOSSl.C.E, Division ol Operational Events Assessment (Post 0704 it). 89/10/11. 
Consolidated Edison Co of New York, Inc 1O0pp. 51 531:118-51 531:226 

8910130014 NRC Inlo Notice 89-071 . "Diversion of BHR Pump Seal Cooling Water 
Flow During Recirculation Operation Following LOCA." Svc list end 
ROSSI.CE. Oivis’on of Opoiationel E verbis Asse.ssmenl (Post 870411). 89/10/10. 
Consolidated Edison Co. ol Now York, Inc I07pp 51531 227-51531:333 


R, Periodic operating reports & related correspondence 


89 101901 77 Monthly operating ropl for Sepl 1989 for Yankee Atomic Powor Station W/ 
691006 Itf. 

CARROLL.K.. BEBRY.R.L Yankee Alomic FJecirlc Co. 09/09/30. 6pp. 51557:352- 
51657.357. 


S. Reportable occurrences, LERe 8t related correspondence 

8910030122 LER 89 012-00 on OOO825.f0ak found In weld aiiaching vent lino to foop 
bypass lino.Caused by fatigue. Lab eva'uation w.ll be conducted to confirm results of 
Initial evaluation. W/890925 ltr. 

MELLOn.RA. HEN0ER5ON.T.K. Yankee Atomic Electric Co. 89/09/25. 4pp. 
5 1363.041 -51363.044. 

8910100229 LER 86-008-01 :on 66061 D.main coolant pump 1 How Indication abnormally 
low.Caused by tensile stress on valve stem in valvo open position due to stress 
corrosion nepfacemenl stems fabricated & procedures revised W/B9092 7 ltr 
MELLOR.RA,, HENDERSON.T.K. Yankee Atomic Elociric Co. 89/09/27. 6pp. 
51400.108 51480:113. 



acD.'ovQd rei matrs nray fesoi» ii exam be rescbedj'eb ^ • 

ES£:LGHOTh.P. 7/ Regicn 1. Otc ol iro Crector 00/03/20 DRAV/BRlDGE,E3 L 
Yankee Alcfr:c Eieclnc Co l?pp 51344 001-51344 092 


DOCKET $0*54 CIHTICHEM 


6910040294 Advsoa Iha* roBClcf oporalor & stjno' rooctof oporalor wrillon {ixarrs lO 
s.ched-jlod lo: 891031 & GpOfaiinq ojcams /oscl'odulod for 891101 1)3 
KIRSCHLIF Reijon 5. Cfc o? Iho DifOClcr. 80/09/20 ASMUSSF.N.K Gorcral 
AiomC9 (Jornicrtv GA Tochno‘ 0 <J os, Inr /Gunoral Atomic Co) Ip 5 Hj2004. 
51452 084 


F. Security, medical, emergency & tire protection plane 

8910110123 Fo/wafciS Safeguards Insp Pop's 50 054/89 04 S 70 0587/89 04 on 

B5G829'30 No viorafons noiod ^ 

BELLA*^YRn Reg on 1. Ofc of rf’e C.rec:or 89/09/27 MCGOVERN JJ Cinhchem, 
Ire 2pp 51474 211 51474 214 

-6910110143 Insp RepiS 50 054/89 04 a 70 0687/89-04 on 890829 30 No v.clanons 
noiedMa.of areas mspoctfed pbys cal pro‘.et*on measu'cS lor SUM ol <r.ode'6lo &lra 
!cqc s-icn'canco ^ ^ 

dIiLA RATTA A . CAMERQN.D, KEIMIG.R R Reg.on 2. 0!c Of Iho Ocedcr 89/09/ 
26 ?pp 51474 213'514?4 214 


O. Inspection reports, IE Bullettns & correspondence 

8910110123 Forwa'ds Safeguards insp Repis 50 054/09 04 8 70 0687/89 04 on 
890629-30 No violations noted 

BELLAMY. RR Reg on l, Ofc of me Drecicr B9/09/27 MCGOVERN.JJ Cnt ccem. 
Inc 2pp 51474 211-51474 214 

-89101 10143 Insp Repis 50 054/89 04 a 70 0657/09 04 on 090929-30 No violaions 
noted Major e'cas inspected phyS cal proted on measures fo-' SNM of nrode.'aie Sira- 
teg c sign Lcanco. 

OeVLA RATTA a . CAWERON.O , KF. MlG.RR Region 2. Otc of Itxe OircctOf. 89/00/ 
26 2pp. 51474 213-51474 214 


DOCKET 50-62 UNiV. OF VIRGINIA RESEARCH REACTOR 


P. Operating license stage documents a correspondence 

8910150073 0 scusses LEU conversion t.motab'e 
MULDER.n U Vi.'an.a. Un.v. of. Cr:attortesv.!!e. VA 89/10/11 MURLEYJ.F. OffiCO Of 
Nuclear Reactor Regu'ation. D.recior iPost 870411). Ip 5155?;188 5l5b? 188 

8910240121 Informs of rcorgan-zafion of Crv of Rac aion Safely a Safeguards Chart da- 
p.cting new organi7aiion enci 

CLINE.W E Region 2. Ofc of the Director 89/lO/n. MULOER.R.U Virginia. Univ of. 
C^ar'.0Ke^,YlU^. VA 3pp 51584 195 51564 197 


O. Inspection reports, IE BufJetins a correspondence 

8910160014 Responds lo NRC 69C830 itr re vio'alons noted in Insp Repl 50 062/89- 
Ol.Correctrva ecbcns UVAR SOP 10 4 c w;.l be reworded to cloarly define purpose of 
air &amp:;ng program End propneiary radiation exposure repl withheld 
GILCHRIST. JR . MULDER.R U. Virginia, Urw. Of, Charloilesvrie, VA. 89/10/03. Oocu 
ment Conirol Brar^ch (Docurr.enl Conirol Desk) 4pp 51527 009-51527.012 

8910200130 Forwards Insp Ropis 50 062/89 03 & 50-396/89 01 on 890910 21 No vlo- 
faiions or dev ations noted Unresolved items identified m repl wili bo pursued during 
future ins PS. 

JULIAN.C A. Reg on 2. Ofc of ifo Director 89/ 10/05 MULDER.R U Virg n a. Univ of. 
Charlottesville. VA ?pp 51566 230 51566 243 

-8910200132 Insp Repts 50 062/69 03 8 50 396/69 01 on 890916 21 No violations or 
deviations noted Major areas inspected annuel operaLons mu of Class l research 
re actor, ban spoliation of rad waste 8 util acLons on previously identified issues 
BURNETT.P.T , 8ASSETT.CH . BELISLE.G A Reg on 2. Ofc of the Director. 89/10/ 
04 12PP 51566 232 51C66 243 


DOCKET 60-83 UNIV. OF FLORIDA TRAINING REACTOR 


K. Utiliiy Final Safety Analysis Report (FSAR) 8 amends 

8910030214 forwards Rev 6 lo FSAR for Un-v Of F'onda Training Reader, consisting of 
update cf Chapter 1 1 of SAR based on internal review 

VERNETSON.W.G flcnda. Unv of. Gamesvi'le. FL 89/09/10. Oocurrent Conirol 
Branch (Document Control Desk) 2pp 51385:160 51385.195 

-B910030222 Rev 6 10 FSAR for Univ of FtOfida tramng roaclor. 

* Florida. Un:v of. Gainesv.lie, FL 69/09/30 14pp 51365.102-51385 195. 


6. Reportable occuirencee, LERe & related coneapondence 

0910060218 no on 890915 8 i8.roBCtor trips occurred when safety Channel I h:gh 
voltage power supply dropped lo 00% or leas of raied voliege Caused by instabi ines 
in l5'vo!l dc power supply. Trip relays replaced 8 b>stabi 0 adjusted 
VERNeTSON.W.G. FJoada. Univ of. Gelresvdo. FL. 89/09/29 tBKETFRSO 
Region 2. Ofc ol the Direcior. 5pp. 51430 354-61430 360 


DOCKET 60-112 UNIV. OF OKLAHOMA RESEARCH REACTOR 


P. Operallng license siege documents & correspondence 

6910260296 Adv.sos that molls ccniainmg rosiduol rmjioociivilv UnrislorrorJ fo' dspofinl 

V a low level wasie sys _ r, , j 

SKIERKOWSKI.P Oklahoma, Univ Ol, Neman, OK 89/10/12 RAtH.n.L. Hoglon A, 
Ofc of the D.racior ip 51613 262-51613 262 


DOCKET 60»113 UNIV. OF ARIZONA RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8910030001 Prov:dos info m order lo ccmglolo analysis & pfOparo SER for rollcutiiilriE 
of Univ of Arizona TRIGA roaclor per rriqunst Rov to pugo 32 of proposed Tech Siitu 
& Rev 1 to Oporalor & Sor’ior Operator Roqualificoilon ProQram, ‘ onci 
NELSON Gw Arizona Unv of, Tucson, A2 00/09/15. MICHAELS.T.S Slondardi^a 
lion & Non-Power Roaclor Proieci Diroctoreto (Pro 800730). 2pp 5 1300 21 3 
51390 220 

"8910030055 Proposed Tech Spccs.rovising pago 32 ro dosgnaton for NRC rcg rinn 

* Arizona, Un.v of. Tucson. AZ 09/09/15 2op 51390.215 51393.216 

"8910030069 Rov 1 to "Oporoior & Senior Oporaior noQual.hChllon PtcgfiiTn loi VJiiw i> 
Ar, zona Research Reactor ■ 

* Arizona, Un.v. of. Tucson. AZ 09/09/15 4pp 51300.217-51390 220 


V. Operalor ExamlnalloriB 

8910030001 Provides Info in order 10 comploto analysis & proparu SER for ru‘in*nMii; 
Of Ur'iv of Arizona TRiGA roaclor, per loquosi Hov to page 32 of projjo^ifnl Tnrli fijuir 
A Rov 1 10 ‘ Oporalor A Senior Opdfator Roqja’if ceilon Prog^iam. ' unc 
NELSCN.GW Arizona. Un-v. ot. Tucson. AZ 09/01)/ 15 MiCllAEl S.l SmnO.mlizft 
1io.n 8 NonPower Reactor Project Cireclo-'aio (Pro 0037:i0) 2ju> 5l3u:)213 
51390 220. 

"B910030059 Rov 1 lo "Oporator & Soricr Operator Rorjual f r.nfion Progrnrn lor Unv n 
Arizona Roseafcb Roaciot " 

• Arizor^a. Univ. of. Tucson, AZ. 09 / 09/15 4 pp 51300 217-51300 220 . 


DOCKET 50-116 IOWA STATE UNIV. RESEARCH REACTOR 


0. Inspecllon reports, IE Bulletins & correspondence 


8910040305 Forwards Exam Repl 60 1 16/OL-09 01 nrlnMrilsto'ud on 69002:1 A 24 
WRiGHT.G.C. Region 3, Ofc ol the Orocter 00/09/27. SPlNAnD.H I town Sintu 
Univ. Ames, lA. ip 51410 341-51410.351 

-8910040307 Exam Repl 50-1 10/OL-O9 Ol on 003023 24 Exam rnsiiHs OM cardifiitOS 

g issod exam. 

EAN.W, LAUFtfl.n, SHEFARD.O Region 3. Ole ol hio Dirur.ior fi0/1>9/20. lOpp 
51410342-51410 351 


V. Operalor Exomlnatlons 


8910040305 Forwards Exam Ropi £0-1 IC/OL-OO 01 admlmstorod on 000023 & 24 
WRIGHT.GC. Region 3, Ofc of mo O.rncior 00/00/27. SfNNAHORI Iowa Sl.l'o 
Unv, Ames. lA ip. 51410 341 51410 351 

"89T0040307 Exam Repl 50 1 fO/Ol, 09 01 on 0ft0823-24.Exarn rosulis nil condidaips 
passed exam 

OFAN.W.. LAUFF.R.n. SHEPARD, D Deg-on 3, Ofc of Uio Diroclor. fJO/09/26 lOpp 
51410 342-51410 351 


B9101D0347 Notifies fhai RE Wil.iafris. 60 n'()r operator. rusinruid pusil'Cn lo laku omp'OV- 
rrent at arothor (nsiilu*'cn 

HENDRICKSON.R (owe Slate Unv, Amos. lA 00/10/02. Docunionl Conirol B.'O'icli 
(Oocamoni Conlro! Desk) Ip 51450 001-51458001 


DOCKET 60-128 TEXAS A&M UNIV. RESEARCH REACTOR 


..B910170320 ucii 'in". um.i-iki" -■» .r.. . 'u- 

^’Tnxaa AXM U‘"iv . Co'h.u*' Smi.ivi. tx m)/ >(. M'. M M'- M i^/ l 

DOCKET 50.133 HUMHOLOT HAY POWm Pi ANT. UNIT 3 


P. Operating Jlconao slngo tfocumoulo A corfoapoiuioncu 

8900280090 Gcnn'ic I.P H!> ti> a I ln«»l i V< l»i limn',, on n- 

mg foffr.iiUi quafililius ol SSNM fu (vnlm.loil niiii timn fii).jf.nhi!i-(:i.ni livt I'’! 

MCtX^HKLfi.G W. ‘it H p'nnl 

Conso'idfildii Lilisnii Go of Now Yiwh. In^ t 4 ’l* lo/M?.tl il/ 

8910160250 (lOtidfii; I If lo n'l tml li'fn fit tU >i A I I'n f«ii fu: m.n li-rn 

COfiCo.TVPfl fOijiiOHl foi Into Ol ‘.tutu-, (it I IJM tiii|ii-(iiiiiiin 1 s 5 wi- li-.l 

one I 

PAnTlO'AJ.JG Uiiintui tm t'tuic: l'« tPu .1 n AH 1 n 110/ UlMO (..niMiutil 

OJ Etiison Co Of Ni!W Yi:rK. iir liOf'l' Mfii’i'COII 

09 10160273 Oofilifit I if HO In *ll( ‘ '.(■•mi nl U|i(it»lr>tj l< .h In's A t;n'if»-n, of ( t'-i rn 

potonlifll to' liiCioohinl fc:iil lorn 1 1 A pl.Uil .Ifon f'nnij micitr ilnplti nt li. hiimmI n,i. Iriif 
powOf ninnia tluo tn roi i"it ' t O'UJ'i m Pt/I’ < tiintia Svi linl I 

PAFUIOWJ G Asani iulii ( •aw. ?nt fci i'M'Jnf tn (I’o .l t'/m l l ) »hJ/1U/|ll Cnnsn' ilril 
ril Edison Co oi N(‘w Yixk, im ;)Wfi|) !,(ti:VOfi!i mi.A*’ kki 


O. Inspection roporla, If Bu'lotlnfl A rofrospoiutotiuo 

8900010330 NPC Inlu N(pIh n HU iHiS, ‘ I*nl«iii1inl fn.' Mrass t irto lo-i < rn. h cq In Sr 

GofUifQlOf TuliO Plv.’U'i SniijiH'il liy ilAW ‘»vi list cm ' 

ROSSt.C n Uivisuiii n1 Oncfutiinnl I vanlf* As'in-is-nivil (t’n'pl ll/(M11) lin/<;')/i:j| 
Con50'I<miu<l Ellison fu ni ti-nv Ynik. fur lOMi'ji M M't iiMJ m:i.iii /(JH 

8909060204 NIU' Ifdn Nnlli a Alldiap, '(jii.ilifu .ilmn I ifn <i1 I Vnlv* ' ;ivt I i1 

oncl. 

nOSSK’.t n1 nac'iiM.m.il t mcoI'i A'>sn‘.'.ti.nu'. (I'n-H flUfil'l/U 

CofiKOLiInfeil I finoii (:<I nf Nn.v irnrk. li . iir.|.ji -p i it/ ii'i', fu/ I'J'f 

60Q020Q010 NIK> Inlu Nnli:n hn ni,||. ' I (/Iihi.ilinn nf ‘in1|ic;il'i l>,: i'i,| 

Mods." SvC l-al Of.cl 

nossi.cr. itvlsin.i r.* (3 'ifalicn'il I vcnls AsMVp:,(iMinl (P<c.l Ii/Clll) 

ConsolidaUid I'lllSdfi <‘o nl NuiA/ Y n'h Inr l(l(i|:(i M f 1/ i-fxi M f i/ 101 

8910040229 Af k rmailjit nl /MCmi l ilr in*n;iiM.q tJItG n1 •.ln|i<i Inkisi In i Cffc t v nlaf nii'i 
in Ifisn finpl f>/ 

YUHAS.GP. Miajlnii 'I. oil nf Hill Mi'citiK ll<)/n!l/;'|1 M'lMItl.lO t^lllr. (ins H 
EfcctflcCo i|) r»Hrj;>(i(l(i 

09092502&2 tlHlp Inin tinlil «• iWnViM, ’l nsa nl Uir‘»ii'*il Mnnin G.'m .uit liy t I'.innc* Uni 

Dow “ Sve liSl I'tll f 

nOSSl.(/ 1:, ilviynn n* Ocmaliiavil J vnnVi (f. c,| 

Cori&UllfInUKlEilHpOnCn (if Niiv/ Yn.k Im 1(>l>|i|l MMIOOIMMI >(»l> 

8910040301 NIK' Info Nnlii,<i h!f 0/n. ' I'nSMldn Imli tili ai'p nl Mistciansmilcij Vnmtn' 
fVoifucis ■■ Sve IISl lit-‘ I 

ROSSl.cn Division nf ( )iMp>iiil:jn,i( 1 vnol'p iPiisI K/1141)) fl'l/ lu/ 11 

Consol fljtnd i:(1 finn 1-0 nf t<<pw York. Irv' inil|i|) MS II Mfl S I !• 11 .’«’n 

8910130014 Nfu: Info Nolii p> IMJ(I/I. '(I./IPIP.IOO nt MUM Pmnp SmO ron.iiii Witl'S 
flow During Uo( rculiit.fvi GiM*tni nn I o onv.'iji I ( U :A ” Svi. l 4 mir i 
nOSSl.cn. npvlsofl t>1 (iccrainnnl I vnnls Asp.inpiimcnl (Po’;t JI/iMII) hit/ ID/ Ilf 
Confio'uldieil tiliaofi Go nl Nnw ymk. tm io/| p M».;u i';'/M'p u 1 :h 


S. RopoMabfe occurrences, LEfla & rolnioti corrosporulonte 

0909290031 PNO V f|(H)'>/.(in ltlJnD;.M.ciif 1 l.fiiJilhn nl S 1 imiii‘ipli.iln (iii n-iml A’l fi-ilmi 
SoutllWcfSt oi fdCl'ily 1 a; I ily f»*iut (InWli !i:m o Jul Ul/lt A fn, 1 i Inf vi'S'.iil 
dOfuciQd LfCOnSuu i oruliictniJ msii nf I n . ity A nn dainann iJiPiilifpcd 
UAnClA.n., MOOKEII.C. rtmjnn 'I. Ole; (If Itiir DfcOnr H't/(i|»/;M MJPi? IfKl 
51352 109 


DOCKET 60*142 UCLA TRAIMINQ REACTOR 


P. Operating license eingo docurnonls & corrospontlonco 

8910020107 AilviSOs that hnirh nf approx fp.DDO Ifj of nmilron ni.iiVtiind lniVl Ifatisforrnd 
on nOOOlO lo Cinotliu' lcnu*»iio tor pnv.iil.lo o^-yc’c n\lo paniiUliig loi Mfialo 
disposal No ffliloacuvo mmII foni.ilnlnn i'll oinv A *( (?ns«;ii i.on'plud w/Aij‘i*iaat*iil 
MCLAUGHLIN.J E CnMoni a. iJf‘>v of. I on Afi|ji!!ii'>, (,A fltf/ii'f/20 ADAMli.A Oix.u 
fr.oni Conlrol Rfench (Docnimim Conitnl Dnr.k) :ipf) fiKifi i 2D/ ^il ifiT i'fi9 


DOCKET 60*150 OHIO STATE UNIV. RESEAnCil REACTOR 


P. Operating license siege documents A correspondonco 

8910130038 -In Hal Londmy A TnRion of loA 1 nticliri‘,ori1 U Piud in (^lio Sintn tiripv I In 
SOOfCti Roaclor.” W/ilO 1(103 Hr 

HEOMONO.RE Ohio Sle(o Umv , Colniiiijiis OH M 0 /ID/f )1 Hlpp M^iOl 2 ft 4 
51501 294 . 


Id'i Irn.'ciof (t*osi m/ 041 1) f.jip 514 lb 23fi 5141 7 0?2. 


V. Opeialor Excimlnnilona 


6010050004 Applk.iil'O’i Icr rniiuwal of Hcnnr.o li t 1 / to conl fiuo uii'DAt-on of fat.illy fur 
nifn; 111 dial A Irafdpig jHitfinaoH for N;iv 1061) • Nov 3001) lluaDOfiSn IP NlUJ 06)205 
nil rliin; II Hr n-icl 

JONl S.IKI 1 (^ 101 ^ Unv of. Uibnna, 11 60/00/311 Ditto of Nucind' ncartor fleouia- 
linn. Dm f.Kir ll'osl 6/0111) fipp 514 IG 236 514 1 7 02? 

*•0010050130 f Vo, ulus r;|uiralor rminaVlicalion priMjfnni lo coirply w/iiir.c*nil lf> 
|IM.IJ1»:D 

lOGK.DP. VVYMAN.Mf:., WEdllllNfi.R 5; KhnoiS. Uriv. of. Uflnitiii. H 75/01/10. 
Alnmi:. 1 rii f||y (‘onimiss'cri, D fOiUorntu of I Icnnsify llpp 51417 010 51417:022. 


DOCKET 60 166 UIQ HOCK POINT NUCLEAH PLANT 


r. Seciirlly, inodicel, oniorgoncy A ffro prolectlon plans 


8910170140 f ofwanlii ftnfngniiriK (nsii ftipi 50 15'i/fU) 17 on 000i)35 36No Violalions 
fi;:tn;l 1 xaii inml a'Orts nf<j ijiiornplfal [fo/n dlsdo'iiiro 

1»HI(»1M.1H Huylnn 3. Ofc ol dm D.furiof 6l)/10/ii I lOfTMAN.D.f’ CIiMisumiKa 
I’cAPi f Cn 3|ip M 510 001*51530 ():):j 

- 0010170160 ln‘.j» rtupl 5(1 l5Ji/M(M/ cn H'j0025*3H.No vioVilmna nuK-d Mojof aiona 
inpp|ii'( tiidffijl siippnri A nrroct.vonnss.p'otnctud A vlhil orna UnrfiOfH.euCDen conlrol 
pnf<.finm‘l.pa( kiiiics A vuhlclus.nlnrfTi stniloris A comrmiiiicniio.’) A upcunly auifil 
) 1 NI:T If Y..f M , ( Ri f DJil. Rngion 1. Ofe of lUo DiroclOf fiU/10/10 ip 51530.003 
‘•Pi «i no 1 


0010230015 Infii'iivi id tli*‘in;)n i‘i srlimfii'o for fi'pnif of liro punolriiKon lifuicr ooal Two 
(Inli; ('i;i iip-i rr>|iiifii:l iii'Muid .'itniy I lounnun ruinni llnd lo con'ploto rujrnir of lliliil ciofi 
i liun y trv 

1 l;f)Y, (h CfiMiii.inr/H Pnwfir (a) fl'l/ 10/ 10 Oocuniofil Gonifol IJfuoch (Dorufiiofil 
i 'i> 3 inl lim.k} 2 pp 5 l!*fin 24(1 51560 24 / 


II. GoriornI corroapondorico 


8000220 IQ 3 Hcsnuiuhi In 600615 Ur rn K Hninus cniici^ms rug.ir(fing & 6 foty nl 
pi.inf'i Advi'.c'i (Mill tn ilaiii.rnliiasfts from plnols rurnnin well wilhin nccuplod atdn 
|AVI(tFl..lM flfi: of Ihn t.KOCutivu iKfUidot for <l|iiiru* onn fll]/ 09 /l 3 1 Jf*rON,l 
M.jimi i 3 Ihip r.jip !>I 3 U 2 302 51302 :]00 


J. inenranco A (iideninlly Inlorntelion 

8910200142 f orwiird'i iiaenoculcd Arnund 16 lo indno fiily Agreurnnnl fp22. rofluoltoil 
( lianiins ti» UK 3 11140 ru i;;cr(MfMi in prlinnrv teyuf of fiuctonr unorgy i.nbl'lty 'niu/riric.u 
prnvidi'd by ANI A MAE I.U. 

i’lK Ml 1 11 II 1 1. Vision of lloactof EYolncin * llt.lV^V A JignCial f*rii|ocK O'osi (1704 1 1) 
n')/io/n llEMHV.KW Ccfhiumnffl PoAur CO 7pp h15/fl:2n2-5 1 570 200. 


fV Operating ficense elnge documents A correspondonco 

8909280098 rtnuoiu: VVr fi0 20 io nO tiu4 cyGo ivcomoou possfi^^lruy u<)ro Of pioro»8 
iiii) fnruhila (|ijniitteH of H5»NM ro p/otoctrul area long Lorni liuuSdkocpinu Sve list 
mil I 

MCt (IMIvI r.G W DiviSuii of Hftfogunfdn A fmofiporlnt on (f’OSI 670413 ). 00 / 00 / 20 . 
( :imsi‘!i:f.iluiM'd.'.un Cn (if Nuw York. Itic 13 pp 51531:107 51501 : 117 . 

8910030100 CA'.n*.in\5 uU conWillaMaU lo cordc'ifu w/Gottotlc Hr CO 04 po&tlana fO 

H ii!(i.ir f:n on dimil:)|i.rig eccc'pt^lilg msorvico tooling progfam. 

E RflYKW Con'aimufa f'owr?/ ('o 60 / 00/20 Oocumonl Control Urnncli (Oocumoni 
Cnniful EJmh) :i 2 pn 51306 1/5 51300 206 


8010160250 (iof)oric Lir DU 21 to Qll Jroldoro of OL8 A CPfl for nijofcar powof roeclors 
toa' ijrr li'i.^ ruiiunsl fo' info ru elaiue ot irrpliimnnlot on of USI roHU’rornonie.Svc let 
um E 

l>ARnow.JG AsGOcinto Dirocior for Pfolocia (Post 6704 1 1) flO/lO/lO Gonoolulal- 
ud rdscfi Co of Now York, tnc GOpp 51622 OOtt 01022 006. 

8010180273 Gnnofii: Lir QO-22 tO e't iicunseos of onoreiing rcaclora A holdore of Cf^a re 
potuiitai for iacroaso<l roof loads A plenl erne flood runoff dof»l)i nt licerisori nucluot 
pow4»r plnnte duo 10 rocont cimngo In PMf’ criteria Sve tisl unci 
PAftTlOW.JG AssoC'ato Drocif)/ lor Projocls (E^ost 0704 11} 60/10/10. Conaolidai* 
lid E (Jisun < 0 of New York. Inc 3Upp 51632 009*51022 1150 

G0 10240 124 1 ofwards Hovs 0 A 10 to Cf»C*2A. “QA 1>roornai Doscflplion for Oporalion- 
nl Nuidtiar fViwor Plants " LNts of alfociQJ peyos in ftovs 0 A 10 A cfitUiQO mntrlcos 

riDcl 

ill RHY.K W Consumofs Power Co. OO/IO/lO Uocumoni C’onlrol Eifanch (Oocumonl 
Conhol Dafjk) I7pp 51 561.101*5 1 50 1.35/. 

**8910240125 Rov 0 lo ' OA f^ogram Description lor Opuralional Nuclunr f>owor 
plnnts " 

|lUl.KM^N r W.. HE1N5.01 , HOPFMAN.DP. Consumora Power Co 60/D3/20. OOpp 
01561 176 01561 207 


B9I00?0243 Forwa'fls Sa'ety ••'Sp Rept 50 1 55/89 15 on 890725*0905 No vio'alions 
noted Unresolved iiems noted re compi-ance w/ requremeniB ol lOCFRSO.App J for 
reduced pressure testing 

AXetSOkw L Region 3. Ofc Of tde Director. 69/09/19. UOFFMAN.D.P. Censu-nors 
Power Co 2pp, 51366 142 61366.161 

-6910020245 Insp Repl 50*155/69 15 on 890725 0905.No v o’oliors roted Malcr 
areas inspected rrgt rroet ngs.surve.llance activities, maint activities on varous 
coT'pononte.containn'.ent integrated leak rate test & operational safety venticat on 
JACKIW.I.N, PHILLIPS MP Region 3, OJc ot the D.recior. 89/09/18 l6pp 
51 J66 144 51366 f6t. 

8909200010 NRC Info Notice 89 063, Eva uaLon of lns*rumer>l Setpoints During 
Wods ” Svc I St encl. 

ROSSI.CE O.vision ol Operational Events Assesarrent (Post 870411). 69/09/25 
Consohdaled Edison Co of New Ycrk. fnc lC6pp 51337 200 51337.304. 

S9 10100047 Requests addi info to con-piete review of response to lE Bu ietm 79* 1 5 re 
deep d'aft puir.p deficiencies ir'o requested covers one motor-driven & d:esel*drivon 
Worthington fire p'oiecion & IPCS djal purpose pumps 

PULS1FER,H.M Prcject Directorate llt-1 89/09/26. BERRY.K.W Corxsumors Power 
Co 3pp 51461 172*51461 174 

89092502S2 NRG tnfo Not;CO 89 G69. “Loss of Thermal Margin Caused by Channel Box 
Gow.” Svc list end 

ROSSI.CE O.visicn ol Operational Events Assessm.ent (Post 870411) 89/09/29 
Consol dated Edison Co of New York. Inc I06pp 51531.001-51631 106 

6910040381 NRC ln‘o Notice 69*070. “Possb'o ir'd cations of Misropreseniod Vender 
P/oduds " Svc i St end 

ROSSI.CE. Division of Oporatonai Events AssesSTier.i (Post 670411). 69/10/11 
Conso'idated Edison Co. of Now York, Inc. i09pp 51531 118*51531 226 

8910170149 forwards Safeguards Insp Ropi 50155/69*17 on 890925 26 No violaiions 
noted Examined a.'eas are exempted from disc'osure 

GREGER.L R Region 3, Ofc of the D rector 89/10/11 HCFFMAN.DP. Consumers 
Power Co 2pp 51530 001-51530 003 

-6910170156 Insp Repl 50- 155/89* 17 on 890925-28 No violatior'S noted. Major eroas 
inspeciod mgt support & eifectiveness.pro'ected 8 vita' area bamers.acceas control 
personnel. packages & veMciG8.8‘arm sia: ons 8 commun canon & security audit 
KN tCELEY. JR. CREED, jn Region l. Ofc otlhe D rector 89/10/10 Ip 51630.003 
51530.003 

8910130014 NRC fnfo Notice 89 071, ' Diversion of RhR Pump Sea' Cooling Water 
Flow Oonng Recircuiat on Oporaticn Fol ow.ng LCCA “ Svc list onci 
ROSSI.CE 0. vis on of Operational Events Assossmoni (Post 870411) 09/10/19 
Ccnsolida'ed Ed.son Co. ol New Yo'k. Inc I07pp 5i53i 227*51531 333 

6910240061 Requests de'ay in submttmg response to integrated leak rate tost con* 
corns noted In fnsp Rept 50*l5$/69'i5.por 891016 meeting w/NRC Rosponse wi.l be 
submitted by 691101 

EDDY .JO Consumers Power Co 89/10/19 Oocumont Conirot Branch (Document 
Control Desk), ip. 51564:194*51584 194 


R. Periodic operating reports & related correspondence 

8910160230 Monthly operating repl for Sopt 1969 lor Gig Rock Point Nuclear Plant. W/ 
891002 Itr. 

JOHNSTQN.JR. ELWARO.T W, Consumers Power Co. 69/09/30. 6pp 51537.062* 
51537 066. 


S. Reportable occurrences, LERe 6 related correspondence 

6910230016 Informs of change in schedule for repar of fire poneiraiion barrier soal.Two 
deficiencies ropa red immediaiefy.l icensae commdled io compiote repair of third deli 
cienev by 891016 

EOOY.J.D Consumers Power Co. 89/10/16 Docimcnt Ccnirol Branch (Document 
ConIfolDosk) 2pp 51530:240.51580 247. 


V. Operator Examinations 

6910060333 Summary of 090907 meet-ng w/ull re s mu'ator facility plans for plani.per 
fOCFR55 45(d) Liar of affendees onef 

PUtSiFER.RM. Project Di'eCo.mlo lir*l 69/10/02 Projoci Directorate MM. 5pp 
51453 314-51453.318. 


DOCKET 50*160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


F. Seeiirlty, medical, emergency & fire protection plans 

8910100224 Discusses securiN insp on 890927 8 submits actions to be loken.(nc!ud:ng 
audit ol security plan & key & card control procedure First four actions withheld 
KARAM.R A Georgia tnsinuio of Techno'ogy, Ai'anta, GA. 69/09/28. MCGUIRE 0 FI 
Region 2. Ofc of the Oifoctor. 2pp. 51458 085*51458 006 


■ ■uluu maiur •! ■ |yri p auxiviuug 

controi aciivihes, iraniporiation i fdlowup & review of JJcenseo acf ons. 
BASSETT.CH. MCALPtNE.EJ Region 2. Ole of the Diroctor 00/00/ 1 U. 
51360 089 51360 096, 

8910100224 D.acusses security nsp On B90027 8 submits eclions to bo taken Incl. 
aud.l ol security plan & key 8 card control procedure First lour actions withhold 
KARAM.R A Georgia Insfiluta ol Technology. Atlanla. GA 89/09/28 MCGUlFfL- 
Reg on 2. Ole of the Diroctor 2pp 51450 085-51458.066 


DOCKET 60*166 UNIV. OF MARYLAND RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 


6909290249 Annual rept for Jul 1968 ■ Juno 1989 
ROUSH.ML. Marylard. Unlv of, Collogo Park. MD. 89/09/13. Documonl C( 
Branch (Document Control Dosk) lipp 51352172 51352:182 


S. Reportable occurrences, LERs & relaled correspondence 

8910260042 RO on 89101 l.sot of Ihermocoupla leads disconnociod from tormnnl 
in intarrr.odialo junciion box Proper roconnecilcn ol thormocoupia loads nmi 
wiros running to » from terminal Slrip clearly labeled. 

ROUSH.ML Maryland. Univ. of. College Park, MD 89/10/18 Documoril Cc 
Branch (OocumonI Control Desk). 2pp. 51827 253 51627:254 


V, Operator Examinations 

6910050279 Advises that written reactor operator oxams sched-vlod fur 9002U(> 8 > 
dt<nn exams scheduled for 900207-08 Rot malls listed on end should bn |>rovi(fc 
891208 & 1 cense appi.cations should be submitted 30 (iays prior to uxam. 
tSELGROTH.P.W. Rog on 1. Ofc of the Director 89/09/20. DjETER.G R Ma^ 
Un.v of. Col'ege Park. MD. 11pp. 51430.107-51430 197 


DOCKET 50*170 ARMED FORCES RADlOBlOLOOY RESEARCH INSTITUTE 


Q. Inspection reports. lE Bulletins & correspondence 

B91019D120 Ack rocoipi ot 890918 Itr 8 paymnni fo' civil nonalllcs in aniuu: 
$2.500.Correci*vo actions will be examined du'i.ng future Insps 
LlE0EnMAN,J. Ofc ol Enforcomoni (Post 0704 13) 89/10/13. IHVING.G VV. Ouk 
Dept of. Defense Nuclear Agency ip. 51557 165*51557.165. 


V. Operator Examinations 

B910030369 Forwards rosponso to request (or add) mfo re Armed Forces Rm) nli r 
Research irtsMuto proposed reactor operatcr requalif!Cdlion prograrn 
IRVING,G,W. Defense, Dept of. Defense NueJear Agenc)/ 89/09/2 J. ADAA 
Office ol Nuclear Reactor Rogu'aiion, Diroclor (Pobi 870411) 4pp 6138U 
51390 152 


DOCKET 50*171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


J- Insurance & indemnity Information 

8910110184 FoAvards unoxecuied Amend 22 to Indomnity Agroemonl Q 28. rnfirv 
changes to tOCfRMo ra increase In primary layer of nucloar onortiv iiabi'ilv insori 
provided by ANI 8 MAEl.U ^ 

ERlCKSON.P. Non*F*ower Reactor. Oecommssion-ng & Environ Proj Di/otlc 
(Post 890730). MARTlN.RE Projoci Drodcrato 12 89/10/03 HUNGER G A f 
dolphia ElocfrIcCo. 6pp 51468 068 51468 073 


P Op e/a ling iJeanse stage doci/manls 8 correspondence 

6909280098 Generic Lir 80*20 10 all fuel cycle licensees possessing, using or proc 
Ir'g ^formula quantities of SSNM re proloctod area long-term housokoeping.swc 

MCCOHKLE.GW. Division ol Safeguards 8 Transpoxiation (Posi 870413) fiO/nc 
Consol-daied Edison Co. ol New York, (nc 13pp 51631 107*5l531:1 1 /. 

8910160055 forwards notice ol cons'doralion ol issuance of amend lo possosson 
(.feense OPR-f2 8 opportunity for hearing re 751124 application, as rovisor 
870304.001216.890712 8 0823 

ERlCKSON.P. B Non-Power Roaclor, Decommissioning 8 Environ. Proj Dirocic 
(Post 090730). 89/10/03. HUNGER.QA. Philadelphia Electric Co 3pp 61522 

<i1 *100 ' 


09t016D273 Gonni't LW lO rv'v w v'.iH*Tiu'r\> cw iw-.v-uutt v>i i« 

potGnt'fll for IncfOasocJ roof foiuln A filarU a-on flooil n.noff iJo|)lli a1 lc<‘nMiif fu;rl(Mr 
DOwGf planiQ duo to rortinl cliat-gij In f’M(‘ CfiUititi Svi^ l•‘4 (ircl 

PARTLOWJG Associiitti t)i'0(;tbr for [‘roJciLts ljn/U)/i‘> ( -Drtso'nfal 

eel t'dison Co ol Now York. Inc. JOjip iHiit Itm 


Q. inapocUon roporls, IE DiiHollrie & currosponcfanco 

8909010338 NRC Info NoIilo Od OOb, ' Pokmtial for Slnv.s (!orro‘)liiM f'fiK kinjj m Slnmn 
Generator TubO 1’fuOH Bupplmil liy MAW ” Sve li-d i*ni I 

ROSSI, Cf;- O.vison of Opurnllcirm* Lvoidu A-iRinifuiuinl (Pmi n/ti^llj ntJ/Oiiron 
Consoliefatod L-disnn C:o of ffnw York. Inc lonjip M l-lb 1 00 !ii;i.lt) i>iJh 

8909060284 NRC JnfO Nollco Hi) OiKl. "Qiinhlii nlion I ilo of Sniono.d VaIvtJH ' :iv<' li-^t 
oncl- 

nOSSlpCE- D.vmlori ol Onotaliomd Uvnirtf. AwuKisnmi^l llbnA VWOAU> l\iwoo/ll 
Conso'idaind Edition Co. of Now York, hit iOb|ip oofi hid 

8009200010 Nn(^ Info Nnllco Hti OHH, va’tjiitk>n uf Stdjiohilq Dunnj 

Mods '■ Sve ^isl unci 

nOSSI.C.E- DiviftlOfi of CJjKiralinnMl I vunlfi A*»‘ujs?imiini ll'ost n/lMll) iih/iid/;';, 
Conso'idQtocI EdiSnn Co of Nuw Ytak, Inc. IdOpp. 'iKJ.I/ i’OO 304 

0009260252 NRG Irdo Nuten 80 OOD, ‘ I r)9!t n1 liu‘rrrtdl tainMiil t»y C3ianr;nl Mi»c 

Qow." Sve list oriel 

nOSSl.C-E Division of Oporotionnl I vontn Anuiit.iintnnt (Poiil n/()41 1 ) m 0/(:D/;'0 
ConsoliiJatod Cdison Co of Now York, inc iMiipji MbiM i:i)l f* ISDI loii 

8910040381 NRC Info Notnjo 00 ' I’otantiln Indialons of V Vnndnr 

Products ” Sve I si ef\tl. 

nOSSI.CE OivIS'On of Opuralltjnnl l.vnnta A<na»fi‘>niiii)i (I'nni Ii/()4M) Mil/ 1(1/ li 
CwSOlWaiOef Edison C<> ol Nnw Yevk. Itlv: HHIpp Mb’Al UH MMl Vi>il 

8010130014 NMC Info Nrdlcn HD 0/1. Divmilnn u1 IlMll Pinnii Snal ('rjn‘iii| W.iln; 
Flow DufInQ noclicu’ation Opnrnt-oii rollowlim I tH'A " !iv<‘ li'il om I 
nOSSI.Cf;, niviylon of Opuralionnl rvnnlH As'in'i-itncnt ll'i>',i M/iMII) HD/1i)/lD 
Conso'idaloU Ediflon Co of Nnw Ynrk, itu ll)/|>p Jtlb It ;•// ijlS tl :i tt 


DOCKET 60-185 PLUM DROOK REACTOM - MOCK UP 


P. Oporatlng Ifcon^a etaQo docuritonta & cuiroapoitdoiico 

8910170164 forwards Anmiiil 4 In 1 1| nrmn It It t.i Ixntg rp poilmn t dI i‘rDii'ii/ii 1 ii>nnl 
Structure of facility 

ADAMS, A. Non rowcjr IluaLior, Dot iniviilfMiiniinm A I iivitnn rrtj] Mmitaiiiln (l't)'«t 
1\0073'J) BD/lO/12 SAUnUl'RS.U 1 rinvarnal A i> Ailniin 'ij»p 

01520:340 61520.300 

-8910170160 Amniul 4 In 1 1 | untm It fri.i li.m^j M|J pi)i 1 in>n n 1 ornrim/nl nr'al htriiclnrn 
WElSS.Sfl Nun-rowrv l)oa(tnr, (inromm A I rwann lb<i| I iinn infutu (f’n-il 

000730 ) ( 10 / 10 / 12 . 5 pp 0 lf. 2 u:i’j? blfi 2 D:iMi 

**8910170160 SalQly ovalnullcn sniipnilinii Ainnnd 4 in I H.nt>';n tl D:i 
• Off CO 01 Nucluar Hoar tnr fU-o r'aluirt. D.rni inr (I’n-.t H/(J 411 ) iiD/in /12 /|:p 
51529 . 057 . 5152 ( 1.3511 


DOCKET 60*106 UNIV. OF MISSOURI REBrARCU nrACIOM COLUMOIA 


F. Securlly, medical, omorooncy & firo prolocllon plans 

8910160046 Forwards Insp Mopt 5(). IfUi/ftU uy on HDDd^Ni :>M Nn vlt>!.ilinn;i nnind 
GREGEn.L n. nogiOfi 3, Ole of Kin Oi'ni tnr MD/lo/l I MOflMl'i. l S Mi'j'iitnn. Unlv 
01, Columh-a. MO. Ip 51645 2/2 5154*12// 

**8910180047 Inflp Popl GO IRfl/flK 02 nn MlMtD2(> 2ti Nn viiHnl nns nnlnl Mn|r>f ornas 
Inspoclod ons.lo ornorgenty firoparntinnss prngrarn at Inr lily.lramlmj iiriHtrijenr Y Inf k 
tea A oriujimont. cornniun'caiiiiri A oninrgnncy plan mwIhw 

PATTEnSOjN.J.P., PLOSKI.T J ItogDU M, Ofe nl llin Ortictiv Ii0/1it/il Ippf) 
61546;273-6iG45 277. 


0. Inspection reports, lE Gulloifno & corrospurulonr.o 

8910180046 Forwards Insp Repl 50 1MH/MK 02 nn ltDi)|t2ll 211 No vio'al.nri'i t'nied 
GREGER in. Roflon 3, Ole of Nio Unntlor MD/Ui/11 MOJtFllS.J S M.ssoi.n Unlv. 
ol. CofutrAjlQ, MO. Ip 51545 27? 51545 2// 

-8910180047 ln$p Ropi 50 100/00 03 nn 0001)25 ?li Nn violations nnie<l Mn;n' areas 
inspoclod onsilo omorgoiicy proparudnosii prnyram ol fat > <ly,Uaiiiitig,(*niciuur‘i:y lOiM 
communtcalion A nmerguncy plan luvinw 
^ J. Hog on 3, Dir nf thn Urur.lin H'J/lO/ll bpp 
61545:373-51545 277. 


V. Operator Examlnnliona 

8910170032 Advised Ifiot oporaio/ A sorvnr loai.tor opcfalcr ricanaing nxams ectindulcd 
lor wk ol 0003 1 2 Approved rof inail.l sled In Enel l.eliou'd t>o pruviifad al least GO 
days prior to exam dole 

WRIGHT, G.C. Hogion 3. Ofc of Hie Diroclor. 09/10/03. MOHHIS.JS M.ssoutI, Unlv 
of. Columbia. MO. 13pp. 51520 331 51530 343 


3. flopotlablo occurrericee, LERs A related correspondence 

8910040121 PNO II 80 OflflA updalna fllulua of itnrricano Hugo for nuclear facilities Jn 
unulluiasl Munning of tnclJonl Musponso Clf by ftodion fl continu-nn. 

VLRIiri LI.DM. Rotfun 2. Ofc ol (liu fhocior. 80/00/21. 2pp. 51^314.51423:315. 


DOCKET 50 200 SAN ONOFHE NUCLEAR STATION. UNIT 1 


E. Securlly, medical, omorgoncy & lire protection plans 

8010030287 Advisns Kial |Jortor^S of 880834 A 0035 fTovs lll.lOA A 20 tn phyulcal Bo- 
cnuiy p'ai\ contiteUim w/ lOCF 1150.54 fp) A occbpiablii.VJiincc«plAl>b> pwllori wilbhold 
(mnoc:iFi;3?i) 

‘jfiARANO.M A. Rnyun 6. Ofc of Kio DifOClor. rtO/flO/lfi MORGAN.M F, Soiilhorn 
Gnlifonia (Mison Co. 4pp. 51374 337-51374:240 

0010120120 RovlauJ ETMf’s iri::lud on Toniporary Oianye Nollco 4.4 to Rev 4 to S0123- 
VIII 10, ' Liimrgoncy Coonlmnior uulioo. ' Tomporory Cliango Nollco 5*1 to flov 6 to 
S(H?n VIII 30 A Tumpo/arv (Kiongo Nollco 0 4 to Rev 8 lo S0 1 23* VII I 30.1. W/09 1004 
Hr 

IH AIM'CRT.Rl). SauK'Offi CnI.fornIn Edison Co. 00/10/04 200pp. 51407:167* 

51488 052 

0910250009 Ack rocopl of 890005 Hr Ifonsmlllirig sconarlo lor 1080 plant annual omor- 
jtnioy r>ropat(i(tnnss exorcise Scenario mauls provinuslv oorood lo oli ociivua iransmil* 
tid tiy 800802 Ur. 

MHH.Rf* Region 5. Ofc of iHo DroctOf. 89/10/11. RAY.H D SoutMoin Cniifornia 
I d son Cp ip. 51807 280 51007 ?1 ) 

-8010250010 I'orwnrde |mcl<a)|e for annual oxorciso acl'.uiJjfod for piniil Jump wk of 
891823 for nivtnw A approval W/o one) 

RCMIS.KM Soulhurn CaMornIa ( dsonCo 89/00/05 FLSH.R. Reg on G. Ofc of the 
I LrnclOf . ?pp 0 1 GO / 2 1 9 5 1 00 / 2 1 1 . 


R. Qorioral corrospondonce 

6010060185 Raiurobte Hint aiip'icnlinn feu for 870825 appl.c(il>f)ii for approval of corpo- 
rale rii*i1niciutlng.wti|i:ri will result In crca(*on of fiolding cornfiany.Uo rom-llod wilfvn 15 
(fayo n1 l(r race pi 

DIOUH.RM licufise fuo Mananuniunt Urancti. 8D/93/0M RASKIN, K T. SouKiorn 
Ca'if or nia (■ t J flOJi Co ip 51495 2G0 f » 1 405 2G0 


J. fnauranco A Indemnity Idlofmallon 

8010060001 f orwards Amend 18 to Iridornnily Agrournotil fl*J1 re cliangoB to 
I9(;f 11140. "financial fVoiocliori Riiiiu-remorilo A Indonimly Anroomonta," oTfoctivo 
Mim/0i 

KNKlllTDN.G W. Dlviti'on of Rnoclof (’relocle • Ill.lV.V R Spoclal (Vojocio ((»09l 
870411) 89/09/29. MAY.nn SouHio/ri Cftldofna Edaon Co. iflpp. 51430005- 
5M:I9.1I2 


P. OpetAHng license siege documenls A correspondence 

8900270020 D.ficuafloa potential norirndio'ogical snfoiy problem In f>A5S control pnnol 
(tK«u cuuUiKid fttOft fKWlliva Subl Uum v*.U Uu (oHuvron up dtauAy) Inwt. 

CAHSDN.LC Roglofi 5, Ofc of the Director. 80/00/19 WFNSLAWSKI.F. Roo:on 6. 
Ofc uf llio tjirocior. 3pp 61330.050 51030 057 

0009200026 (VovIdUB Infe (0 environ mon loraig jirogrnm Snn Clomonto rueldonco 
narifon added lo plant aiwiron aampluig program (jeeroasn In calculntod Joso ni San 
CtonKmio Ranch rusullod from updalo to plant off alto doao calculation program. 
ROStiNflLUM.n M SouHiorn California Edison Co. 0O/OD/2I. Documonl Conirol 
llmncli (Oocurnonl Conirol Do&k). ?pp 51300 202-5 13G0 203 

0000200098 (torioric Hr 80 30 to all fuel cycle I conseofi po-aansslng, iroli^g or procoaa- 
ing (orm.ila qunniilloa of SSNM ro proioctod pron long term liouflokcop ng Sve Hat 
onci 

MCCDRKl E.G W. Otvisen Of Safoguarda A Tronaporlouon (I’ost (170413). 00/09/20. 
Conanl-datod Erfiaon Co. of Now York. Inc 1 3pp. 51 53 1:107-51531:117. 

8010040162 Roaponds to 800817 Ur ro lull term OL open Uoms.Cyclo 2 roluo'.ing w.U 
convnenco in A monUia.ea ruauli of docislon to ropair lharmal sniold al t mo ol ro- 
iui-red 000830 map oulauo. 

IMY.HO SouHiorn Ca'ilofma Edieon Co 09/10/02 Oocurnonl Conirol 0 ranch (Docu- 
nmni Control Oosk) llpp 51423 100 51423 117. 

0810110272 ProvJdoo concopludl doalon A repair plan for roncior vossol Hiormnl ahlold 
for approval Propoaod doaign mods A ropair wi'l bo performed during Cyclo Xt rofuol* 
ino oulnoo scfiedufod to Login by 000830 

NANDY.F n SouKiorn CaMOff'iO Fdiaon Co. 09/10/00 Documont Control Orancfi 
f Oocurnonl ('onlrol Do&K) llpp. 51476 144-51475 154. 

60 10 130145 Roquosia Kiel rospon&o timo lo Gnnoric Ltr 09 04. “Guodanco on Dovolop- 
inn Accoplablo insorvico To&t>ng.“ bo oxlondod lo 891130 to porm.t doLoilod rovlow. 
NANDY.F n Soulliorn Caklofma Ediaon Co. OO/lO/OG Documonl Control Branch 
(Oocurnonl Control Dosk) ip G 1409: 103 51490.103 


8910160273 Genetic Lt/ B9 22 :o d 1 1 censees o? operflt.ng foac^CfS & TcIfJers cf CPs re 
polenhal Id/ incteasod ^oof 'oacis & piani a/ea hood njnoif depih ai I censed nudea' 
po*vef plan’s d^e to roceni change a P^'P cnteria Svc list enci 

PARTlOW JG Associate Orrec!o: to.' P/o.ects (Posi 87041 1} B9/10/19 ConscLdai- 
ed Ed.son Co of New fork, inc 39pp 5162? 069 51022 106 

89 10250032 Pfov dos update of ut.l respoi-ses to NRC feC0.'nn-endai:0.ns & co'nmonis 
re procedures genoraton packa5e Socloh 4 5 of Wr.lers Guide lev.scd to pfov«d0 
scaled instructions 

NAHOy.FR Scuihetn Cai'omia Ed son Co 09MO719 Document Ccniroi Branch 
(Document Contro? Desk) i7pp 51599 323 51599 344 


cjyiUc^yu*ii opuciai m Ii/ 

valtfdS FCV 111? & CV 305 nppoarcd rot to munt rof|uifum<JOtH ol dusifin Lns.^ 
single (ai'ure mado. Assessment ol opofiidon w/o bncKup rviroytjri tiricl 
RAY.HO Southufo Ca'ilctnia LMison Co 89/10/10 Documofil Control ftmnji (Do 
mont Conitol DosK) Opp 51505 307-51 505 3 1 4 

89TO20O277 LtR QO COl-Ol.On OOOlOO.obso/vcU lliat rooclof v£>»t*oJ ItiuniMl sh.o'O 6 
port block bolts cut Of loleranco.CAusotJ tiy liinlicycli) flow ri!ii< 
v-bfat‘on.Conc<7ptuai dosign & p'an for tostonny tiiotoial elilfftii fiufiiioil Iniiaintj 
091010 Itr 

MOHGAN.HC- So-.ithom Crtlifo/nio CdiSon Co 00/10/10 Upj>- 51G30(:01 5io:i0,0 


O. Inspection reports, \B Bulletins & correspondertce 


V. Operator Exarnlnatlona 


8909010338 NRC fnfo No-C© 89 065. Polenhal tet Stress Corrosion Ctacki.-'g in Steam 
Generator Tube Plugs Suppl cd by G&W " Svc l-sl enci 

ROSSI, CE C’wiS'Cn of Oporaiiona* Events Assessment {Post 870411) 09/09/03. 
Consoi'daied Ed son Co cf Now York, fre 108pp 51349 100 51349 206 


8910030224 Provides info to gonohe funJarnontolh ovarii sattlori tjf ficnnslog «vr |i 
oxam to bo a<Jni“nisto.'ud on 00 1 004 

KIRSCH.D F. Region 5. Ofc of Iho Director 00/00/ 10 nEtU(in„l xSciutlicrn Ca foi 
EdisonCo ip 51390 270 51390 2/0 


8909060284 NRC fr/o Nonce 89 066. 'Cual hcanon Life of Solenoid Valves' Svc lsi 
enci 

ROSSl.CE Drvis.on of Operaional Evens Assessment (Posi 870411). 89/09/11. 
Ccnsol-daied Edison Co of New York, Inc 105pp. 5 1 33 7 095-51337 199. 


6909270029 Oscusses polential nonrad.o‘OQ cal safety preb'em in PASS rontro? pane; 
room confned area post'nq SuLj item w.l. be fo lowed up during s'^bsequent insp 
CARSON.LC Reg on 5, Ofc of ih© D/octor 89/09/19 WENSIAWSKI.F Region 5, 
etc oUhaDreeVot 2pp 51 336 056-5 1336.057 

8910120157 Ferwards tnsp Ropis 50 206/69 23,50-361/89 23 & 50-362/e9-23 on 
8908 1 4 1 8 No vio’aticns noted 

YUHAS.GP. Req-cn 5, Cfc ol ihe O.ioclor 89/03/20 RAY,H.B Southern CdMotr>i3 
Edison Co 2pp 51490 221-51490 229 

-8910120159 frsp Repis 50 206/69 23,50-?6 1/89-23 & 50-362/89 23 on 890014- 
18 No vio'ations idem fxod Mayor ar©e& nspecied radwaste sys.fol'o-wup ol open items 
& tours of faci'ity One tri'esoived item identi* ed re scopo of eud.is 
CiCOTT£,GR, RUSSFLL.J. WENS! AWSKI.F A Region 5. Ofc of the Director. 69/ 
09/20 7pp 51490 223-51490 229. 


8910200111 Cor.frms that ull w.ll provide response to notices cf violation 8 deviation 
by 89l027.p6r 89091? dscussdn r© Insp Repis 50-206/89 16 50 301 /e9- 16 & 50- 
362/89 16 

NANDY.FR Sculhern Ca *orna EdiSen Co 69/09/20. ZiMMERMAN.R P. Ronlon 5 
Ofc of ihe Direcior Ip. 51568 205-51569.205 

8909290026 Responds to NRC 890825 Hr re v.o'ai'On8 noiDd In frsp Repta 50 206/89- 
18 & 50-361/89- 13 Equal-ring valve Closed on B0D720 foHow.ng discovery of condilion 
& va%e successfoiiy lestcd 

RAV.HB Southern California EdisonCo 89/09/22 Ooci.mentConirolQ/anchfOocu- 
men Conl/ol Desk) 6pp 51360 0C5 51360 010 

8910130019 Forwards fnsp Repts 50-206/89 26.50 361/89-26 8 50-362/09 26 on 
890828 0901 A acceptance cr.‘cria.No viO’atiOns or dev.olior.s noied 
YUHASGP Reg on 5. Cfc of The Oi.'ecior. 89/09/22. RAY,H B. Southern Califorr>ia 
Edison Co 2pp 51499 204-51499 216 


50-206/80 26.50 361/89 26 8 50 362/89-26 on 090828- 
0901. No viofahons noted Major a.'oas inspected plant water chemistry conirol i chom 
ical ana^sis.radiochemical ana'ysis 8 OA ol plant chomisiry activities 


^^M^s^'^Svc^st^nci’^ 09 066, ’ Evaiuahoa of Instrument Setpoints During 

ROSSl.CE (^is on of Operaionai Events Assessment (Post 070411) 89/09/25 
Conso-idaied Edison Co of New York, inc I06pp 51337.200-51337 304. 

Ls” erlcl'^ M&rq>n Caused by Channel Bo> 

. [^sion of Opraiional Evo-nts Assessment (Post 87041 n 89/09/29 
Consolidated Edison Co of Now York, fac. 106pp. 51531 001 51531 ;106. 

^U^rSiSs •• Svc'"list'enji®^“^^ indications of Misrepresented Vendoi 

Cpe/aionai Events Assessment (Post 870411) 89/10/ 11 
ConsoJidaied Edison of New York. inc. lO0pp 5l63i;i I8-51531 226 ^ 

Nonce 89 071 ' Diversion ol RHR Pu.Tip Seal Coo'mo Water 
nncc9r ^ f^oifow.ng LOCA " Svc l.st end. ^ 

riS.^1 /? Operational Evc.n!3 Assessment (Post 8704111 89/10/10 

Consolidaied Edison Co ol New York. foe. I07pp 5153 i;227-5i53 1,333 ” 


8910190155 Informs of oxpirailon of Ruocior Oporaior Lirutisd Of^ fiOi'O/l for DA He 
dire 10 Scoll trensforr.ng lo p03it‘on ihni dOQS not roRuIro Iconstr 
MCRGAN.H.E Soulfiorn California Edison Co flO/iO/06. Oitjuirrminl Canlrcl fitrii 
(Document Control Desk). »p 51565 266 51505 286. 


DOCKET 50-213 HADOAM NECK PLANT 


F. Security, medical, emergency & fire protection plana 


8910100107 Forwards insp Ropl 50-213/80-12 on 800/26 0005 No v;olnl)oris notuil 
WENZINGER.E-C Region 1, Ofc of tho D.roclof, 00/00/20. MnOC/KA.i: .f Co'moi 
cul Yankee Alom'c Power Co 2f>p. 6 Hfi3.0?0-5 1463.037, 

-8910100109 Insp Repl 50 213/00-12 on 603/20 0005 Nu violnliorru nolnil Mo 
areas mspectod pfaol opcrailonfl.rntj.atlcn (iriiloclkm, f 

pro!ocilon,soci.ri1y,tnalnt.hurvoilianco tostmg.l'Ciinsoo uvonla.opun Hiirtn ft opni-rj 
new sccurily access poini 

HAVEHKAMP.On. Region 1. Olc Of if 10 Dl/ecior. 60/08/20. Ilrin 51403 0; 
51403 037 


8910100193 Provides Clarification of uhl juisilon ro nmorgonLy ru*lifiCn1i(>ri sys (I.NJO 
health phvscs network (HPN).Uili ifilonrts to nrovido two suparfitn qua'ifml ir.i]iv..l.i. 
(or ENS & l-IPN commurlcafons during ovorcisrr drills 

MROCZKA.E.J ConnocllCuf YanKuo Alomic f*owor Co. MROC/KA.I- J Nurihonct t 
clear Energy Co (atbs ol Noflhoasi U11 1I109) MROCZKA.E j. Nurtliojint Ut lii:o3 8 
10/02. RUSSELl.W.T Region 1, Olc of ilm p.rocfor. 2 ()jj. 614611 1463 OOO 

^ 'G'rnr.for of Siatlori Cinpryiuncy O/iOfalnriB ' 
MCCANCE.W.T. Connocilcul Ynnkoo Atomic Powor Co. 00/lCl/():i. 1 /(J(> GI52(J M 


^ ^ 2- “f^olfficaCon & Cominunlcal-on " W/rriv.-scil indr 
MuCANCe.W.T. Connoctcut Yankoo Atomic Powor Co 80/10/04 tViip 51463 0-1 

.n 1 4^ AO MRO 


iw I uirrofi/o nuv 






1OCFn2.79O(0)l 

MnOC2KA.EJ.. SEARS.CF Connecticut Yankoo Aioniic Power Co MROCZKA, 
Oocumonl Control Qrnncli (Docianorn Conirof DooK) 

2uU'5M57:?8d 


^ ^ "Contonmont Curio LOvol Estiriiaiu." 


'CIYC 

pc 


8910160076 Slates boliof that dovolopmont & addihon of now pxocorJuros to imn'ci 
coniinpancy plans of plants as roqurod liy lOCFfisO. 34(d) nddrossns 
veil Co bomb.por provisions of Gonoric Llr OD 07 & Biinnl 
MROCZKA.E j. Coor^clicul Yankoo Atomic Power Co. MROC2KA.4 j. Noriiionsi 1^ 
NorUioosl Ulil.llos) MROCZKA.E J. NuftNonel Ut.l.tK.a 8 
51520231 Conirol Branch (Oocumonl Conirol Desk). 3jip 61520 


r niuuiiiuu 




■ ixi 1UV 


iviwriiu:* nuv t 
lOCFR7321(b)& 2.790(a». 

Connocilcul Yankoo Atomic Powor Co. MROCZKA.F J Norihoasi 
5f579 043^^'^ Oocumonl Control Oranch (Oocumonl Control DosK). Ip. 51570 


S. Reponabfe occurrences. LERs ft related correspondence 

6910050037 Supplemental Part 21 rept re potcnf.al problem w/si* specific eno no r 

GwenTppluGO^?^^^^^^ Affiha 


J. Inaurance ft iwlemnlly inlormalion 


lorFRijn H rnuomnity Agreomont U*32.roiroct/ng ctiangr 

P . ^ Increase (rom primary layor of nuclonr cr>ornv lah.l.w 1 

WaSg I “PneVAnderson AmonU Ac^Vf ^ 

D.recioraio 1-4. 89/09/20 MROCZKA.E, j. Connecticut Yn 
Atom c Powor Co 9pp 61410 230-51410.237. '-onnocncui yn 


BB10100100 \o <or adUl iri[a ro o'oclnc.il iJif»W«l)ul.on »ya iJomI'i 

caiotl w/now switchQoar Nu^ bw.lcl.guaf lildll jirovMoH af.ji(itliinllv [o rninlinl/d 
denomlonco on moior ccoircl cif 5 & luvol of noK 

WnOCZKA t J- Connoclicut Ynnkin) Alomc f’owor Co MFK>(:<(fKA.I J Nofl/njiif.l Ulil 
,1:03 fl9/0y/29 D()ci»ngni Conirol ffrantM (fjociimunl C'lirUrol l)iir>k) 7ji|i 
5H65-17Q 


891011019^ Forwards ulil ruspnnso to Oi'iinnc I ir fo ijiil<liinri» oo (Iiivnlft;ilii(| m: 

coDiabJo inso^vico lost pfOQfnma 

MROCZKAEJ f :ono<ir,l cut Ynnkoo Alotn c f’*>vvi>f Co MflOCZKAJ; J Noillufiud Nu 
c'oa^ Fnofny Co (suha of Noril'.oaM UiiHlUbV MHWZKA.t j NiaMmast UHiiuvb \w( 
10/02- Oocuicont Conirol EJtaticIi (Douanuiit Conlrol Doak) ifipjr. 

514B3'?5-1 


•>8910110195 Millalono Nuclear f^owoi filiUuxi Uti:l I losinvlco runt IWji A Vjilvu 

^^^o?th*nasl Nuclonr t'coryy Co (auliH of NoftPunat Ulil.liurO llf'ipp 

51483 000 51483 254. 


8910170034 FcrvvQfda ruhtionbo to NFIC 8110/ tO «atuoal f<M arid* uifo to NllSt^d llkl. 
■‘Haddam No^;K Plgnl SmaV flruak I.OCA AiinlyMfi- Zircnlo/ (.lad I'uoi;' oulmflluii lo 
NnC by 881230 Jlr. 

MnOCZKA.L- J. Cnnnocllcul Ynnkoo Alonilc I’owuf C:o MMOf./KA.I J Kofir-.ounl 111! 
ilios 80/10/00 Upcuraonl Criolful ftraiicli (Onciituuiit ('oritfid Honk) 52pj> 
5153S 3G CM 536 042. 


8910180050 Ack meu pt of Involcoy 100 1:1.10004. :fl0r>(i A lOOlft for litr.t iiwaiUiity mnl.ill 
mont of 1000 annual fen pur lOCf f1l/l. fMyiautit will ln» wiru ifaunfuffuil <;r» IIOIOJI 
MROCZKA E j ConnocMCiil YanktJU AU»4nir I’owof Co MfUX VKA.f .f Notllioani Nu- 
cloat Enc-foy Co l&uCs oUir.illwoAUiUSMinv) MM(K'7KA.i: ,t UoiltwaM UtMiu'.i mf 
10/08 Document ConliOl ttruncli (Docunionl (aniUol Dunk) Ip fi1*j3/;'H/ 
5153/ 20/ 


8010160250 GonofIC Llr 80‘21 lei nil liokfurn of 01 « A ef'n fur run lunr prnvui run« Inrii 
conc-'ornlny roOi/ost lor inlo to alnUiu ul lirpUmumhiliiiu \l‘ul unnuuw IWc lr*4 
oncl. 

F>AHTLOW.J.O. Assoclnio Ol'cictof for J'roiedn (J*o'J 8/0411) im/io/lil CunMC.dnl 
Od Edison Co. of Now Yo-'k, luu QOpp 5 11122 081) 51022 0r»ri 


8910180273 Generic I ir 88*22 lo oH icujibnuH ol opuratinip rn.jetufii A liuMinii ut l’.f’>n ru 
poionlinl for incronnurf roof foadn A plnul ntua ffoml runoff ifupth ol llruincl nm fu.ir 

f iowor pluiUa d^u to rocuril cfinn(ju m f’Mr eriierin Svr; tit»l uni;i 
’AflTLOW.JO Aasocmio D.rL'Clor for f'ri>;r»(.in (Dubl 8/0411) li‘j/ 10/10 (Or mol do I 
od Edison Co of Now York. Inc n8i»(). 51022 000 511122 1 00 


I). Porlodlc oporntliiQ reports & rofated corraopondonco 


0010080105 f niwnuK lll'uaritlily Oroiirobb flupl 18 ro new bwilrfijUMr tililn i onfil 

MfKXVKA.I; J Connni:t-(:iil Yankuti Alnir.ic f*Ow«jr t*o MflOC/KA.E .f Npriluinal Ulil- 
Itlun 00/08/2/ [IdCiiirufil Cntdrol flrannlHf^ocumnnt Cutitiof Pur.k). fipp 51458 35'/* 
‘il450:ihl 

6010170100 Monthly i)jiernilr.y ri^'l for tiufil 1881) for IfndtMrn Nuirk IVnnl VV/881P15 
in 

VVAll.KC. M(IH-.FU)I1 Cmir.uf.hciil YutiKeu AUinilc f’rjwur Cn. 8l)/0!)/:i0 mpp. 

iiir.:i8 120 515:1(3 120 


8 Floporloblo occurroticoe, lEHs & rolnlod corrosponcfonco 

0910020250 SpuernI lujitnrj llOOU I /.(jnntlufly tiola dnbu ll nl of 10 mr,'iil fnr finlilu 
OOHun utruuifud Cnuranf hy irupar.ihcnimri of runrdor ccxiiiinl m-ncafunl w/fi'(|fior than 
ncitninl rad niic:tivii (in') cunconiral-nn DuyabifK'alinn nrcr usn coiVipInUnl 
WUU.lVOl' i:onv.»n.lv.\A V011V.00 Alonio F’urwof Co lS'.)/0'W2o Ccohol 

I f ran< Ji (I )acui mini ( Control I lush) 3) ip 5 1 388 243 5 1 301 J 2*1 5 

0910100276 I I ff 811 014 ut) on m)n'J()4,avc waiter pumps A A fl how ikilnnni'Ujif lunn 
Itiiin (lun'yn luimb 5ir Muduo 1.2.3 A 4 dt,rino ini.uiv*co irmp lo4l.('nuriOd liy fniluru to 
prudiiit iiu'iip piirfarruaMcii I’lirrurmancu rubtiaud W/tloion:) Itr. 
hri AWllf.N(.i;,J , Mini. HDD Connect cut Yankiiu Alonu; 1‘uwur Cu fl(>/IO/u:i 
r.pp 51*180 118 51480 122 

8010100351 vrU ll‘VlU5lXlon 2A uinprunnty d.ov.ul \i\'mpi1W>T tuun> 

ifiiyihi' iuil.ruiiJurln^) lire deior iiiupnrntj'u Firu waich not uoiafil blaaf Ciiuand tiy pur 
Mint'ul (h.funliny dcxir kih fiiii(| mm.lKiul'tin Hourly (irn waich nn1iibl.n1i(>d W/HUHKl.l llr 
KA/HKYNAS.1 , Mil II h.DFl CoriruiCUCut Ynnkuo Alonilc f'uwnr ('d. 811/18/(13 4p[) 
51488 1 M 51488 11/ 

0910250260 Iff) 88 818 88uii 8!l!l822.(in;) nucriny annlytihi ItJunllfiod 15 VVu!>llr‘.ohi>u!iii 
411(1 vu'i Lirenl tirunVuro w/faull intuui«pl,ri|| i apafn'ily InS'i tiinn putntif nlly nvn:lntilii 
r.utruril'i Cniisml liy dUbidu ilutiLitaicy Firunkorii lo lio ruplnrtiil W/flll1(120 Hr 
fU TSCMAIJMI K . MUll Fl.DH Coimru.K* nl Yunkuu Atunur. I'nwur Co 8«1/18/2(1 
5pp 51811 25fl 51811 282 


DOCKET 50*210 OYSTER CREEK NUCLEAR POWER PLANT 


0. fnspocllon reports, IE Diillotins & corresponcfonco 

8989010338 NRG Into Mohco 81V 005. ’3’oUmhrtl lot COiu'sn Cr,ii(v>lun i'lai >, m Sluam 

Gonnratof Tuho Plugo Supplied by ffAW ” Svr Ii'jI oncl 

ROSSI, C.E Division of OnoratnnnI Fivonta Ar>?am'ifi5jril if *0*8 8/0*111) ii'.>/(l8/8H 
Consolidotod Edison Co of New York. Ino lotitif) 51340 188 51340 20H 

8900080284 NHl/ Ir^lo Nokcu 81) OHO. “(iunlilieoilon life Pi Suh»iu).i) Valvufi Sve linl 
unci. 

ROSSI.C B Division of Opurnllorml Fivunlo Assuoaniunl ll'u'il »/iMll) 80/08/11 
ConsolldaiotJ Ed-son Cn. of Now York, luu io5pp ?)133/ (Ju5 513:1/ loti 

8009200010 NHC Info Notcu 60 088, ’'Lvoluniion pi Inbiniiniint Suipnirita Durinij 
Mods “ Svc list end 

ROSSI. C.E. Dwlson ol Oneral-onnl llvnnta Afinosaniunl (fkml 8/0411) 88/00/25 
Consol dated Edison Co of Now York. Inc lOtiijp 5133/ 200 5l3:i/ ;i0't 

69 10 100346 rorwarUs Safely Insp HpjjI 50 2i:l/no M on fliioin 1*15 No v.u’alinnu nr 
dovrfllions nolod. 

BELLAMY.n.FI floQion 1. Ofc of the 0.rocior »0/00/20 MHOC/KA.t j Connuciu.ul 
Yankoo Atomic F»owox Co 3pp 61401 150 51401:188 

**8010100350 Insp nopi 60*213/09*14 oji 800011*16 No v.olainnb or iluviahim'i 
nolod. Major G/oas Inspoctod aoHd rarlwaalo sya. iroribporlnlfnn.i'rpiul A y.ua'oiia uF* 
fluents proorams, Including mgl cnntrolo.auditfl A OA 

FUniA.J.. EJOnES.n. Region 1. OFc of llio Dirocior 8U/09/21 Upp 51181 158 

51401.166. 

B900260262 NRC Info Nohco 60 OCO. “Lohs of Tfiornmi Marpn Cauuud try Cfiarinnl Ho* 
Bow." Svc list oncl. 

ROSSI.C E Division of Opornlionnl Evonie Assussnmnl if’osi 8/0411) 88/0U/2‘J 
Conao’-ltialod EO son Co ol Now York, inr lOCpp 51531001*51531 H>8 

8910100107 Forwards fnsp Ropl 50*213/80*12 on 800728 0085 No viplaliim eutud 
WENZiNQEn.E C. Roglon 1. Ole of Uin Diruclor 89/09/21) MROCZKA I’J Commcti 
cul Yankoo Atomic Power Co. 2pp 51403 025 51483 037 

-aoiOlOOlOO Insp Ropl 60*213/60 12 on 800720 01)05 No viofni-om nniml Mn;Of 
areas mspociod plant oporat ons.rod'niion prolor.tion, f,ru 

pfOlocflon.SQCunly.rnalnLSurvOillanco toshnn.liconsoo ovonts open jton^s A open on of 
now security access point 

nogion 1. Ofc of Iho Oirocior 00/09/20 lipp 5 1 *103 027* 


E. NRC Safely Evniunllon fYoporl fSER), aiippla A corroopondencQ 


6010000076 f utwiitdn than NtJtll:(V 1382. ' ViVR ru Fun*rurrii Dpnra1.r>g Pcomu for 
Oyf.liir Oui'k Nijcfnnr (frinurall-ij Sinliun, fnr ruvluw 

Slot/ Jf I5u;uci DirucionUu I *1 ll9/(Ul/20 I IT/F>ATf tlCK.i* Gurmral IHitiliC Hlil Him 
(.orp (il'lj Sr rv.cu Cr;tp lOOpp 51432 ()// 51432 2/8 


F. Security, modlcot, etnorgonoy A firo protection plana 

00 10230 IG6 nuspnmh to NRC 890015 lU ru v*ufnUims rmlud In tiui() Ropl U) 210/80 ;U) 
A fiuanann leviow Cturoi-t.vo nclkm lUjfpafl'C'pnnls id uinufuuncy |)ru[iarurfriusa uxnr* 
( iCn ficenanos irmirwr.lud lo rint nssisl porlu'lpat fin jiruaorifiul. 

nr/t»ATfm:K.t; llnnuml IWm UIiMIuo corn * GfU) ScrviCU Cnrp 80/10/13 Dour* 
rnuril Conirol Itrnnch (Dui.unioni ('onlrtjl Dank) 4[>p 51580 l0/*5 1 588.201) 


II. Qonorai correapondenco 


6910160036 flmvn'Bla vetilK'fthon t« lbcknvj«vs ut luuia a1 ttlou Wile (3m» A V'.lo imw 
Oy&tcr Crnuk bliortxJ uf) torus 

KTSSNEfl.J WIXF. I'nsi Syratusu, NY. 89/08/03 JOI INJWON.W. Fleglon I. fjfc (d 
llui tkroclot ip 51528 139 51528 139 


J. Inatiranco A JncJomtilty tnfornintion 


0009260 lOS I orwarda Amend 14 to Inde.muly Agroomorit R*37.rofloc1ing chanuna ir> 
10CFR14<J. Tinoricijl Rioleciinn Ro<]uirurnunla A Inihuiinlly Agmomunla. ' uMni.livri 
on 890/01 

DftOMf RlCK.AW Project Diroclornio I 4. 09/09/20 Fl r2f»ATIllCl<,D Goiioral f5ib1 c 
iJtiMios Corp * Gf’li Service Corp Opt) 51340 032*51340 040. 


P. Operating ilconae stage documonte A corroapondence 


800026004 S Provides revised waikdown scfiQdufo for tnaoluiio-n ol USI A 48 
rir2F»AiniCK,F: Oonoral f>uljl.c UM.Iius corn • Gf9l Horv-co Corp 80/01)/ 16 Finiiir 
muni Conirol Urancli (Oocumuni ('onirol Desk) 2pp 51345 35 1 .513*15 352 


ag 10200072 of S^n.r.c^ni uce^seo 

89/09/28 ne0.on1.OlCoimoOrec.O. 

;pp 51^e>3^>9 ^»^7 360 

t:r^Atn<i ai^ess-nent of cfasv^^abon 01 simclures. ccmpor.enfs & S'/S 

'.le^ SEP »op'= '■" Map 5'®a"' P'P"3 ''O”™" ''®’'‘’" 

■ GPU S«<v^o Corp 89/MJ23 
cy<e o' riucieif Peac'OJ fiegu'aMn, Otectot (Post 670411) J8pp 51420 152 
SH?0 199 

8110120084 Responds tO Gencnc Li/ B94)4. Inservic© Test rrograms- & requesis ex 
'e-r. 891003 duo dale 1c« cC7rrp/.&liCft of 96nenc lU 

Fjr^PATR CK E Gene/aJ Putik UlLbes Cofp • GPLf Service Corp 89/10/03 OdCu 
Cortiol Branch iDocurrHrni Control DesM 3pp 5>490 071 -51 4:^1073. 

AQiniAntni rnruwa/ds safety eva.'uatxxi accepting utl 890516 response fo addi info re 
NllREG 0737 1'e^ i.)03 4,concetn.rtQ con'jol room habitaty'-ty Tech Specs lOf chlo- 
rrke deiection A r^n ae f'ow lo contrcl room should be subrnitl^ . n ^ „ 

DROMER-CKA.W Project Direct orafe 1-4 89/10/03 FlT2PATRiCK.£ General PuK'C 
LrJitves COfp GPU Service Corp 4pp 5l5?6 290 5 1 526 239 

a-89 101601 12 Safer/ evaluaUin accopung cU &90S16 tesponse lo regoesi for add* info 

^oSe°*cf°^^^fleactor Regu-aticn, Oi/ecior post 070411) 89/10/02. €pp 
5^26 294 51526 299 

6910180112 Summary o1 890327 meetr-Q w/uVl vo RocKv\lo.W0 6.ta ppec«f.c seismic 
respor^ spectra Attendee l-sf agenda 4 pfesantabon end. 

DROME RlCK^W Project Directorate J 4 89/10/10 Pro,oct Directoraie 1-4. 69pp. 
51540 337 51541 045. 

6910170119 Ap^aPon tor amend ID btenso OPR l6,cori3i»l,tvg o1 Tech Spec Chang© 
Request 16 7. Rev 1 re repfacemonf of organ./aiion charts w/moro general organiza- 
tion reosjwernenta 

Fir^PATRiCK.e Genera* Publ^ UM.ies Corp - GPU Service Coip 89/10/11. Docu- 
menl Convol Branch (Document Cor.'jol Desk) 4pp. 51536083-51536 1 10 


--6910170122 Proposed Tech Spec Change Requesi 167.R0V f.replac-ng organizaf-on 
Charts vr/nore gene/af organr/atioo /equiro.Tients. 

• General Publ*c Uttlt^es Corp GPU Served Corp 89/10/11 24pp S1S36 087- 
51536 110 


691017028S Forwards Site Specific Response Spectre Oyster Creek Nec'ear Generat- 
ing Station •' 

CflONEBERGER.O General Pub'ic Unities Corp • CPU Service Corp 89/10/11 
Document Control Branch (Documorl Control Desk), ip 51527.034-51527 334 


W£N2lNGEaE. Region 1. Ufc Ot mo iJirucior ouriu/iu. r i 

KKeaCcip.- GPU Serv-co Corp 2pp 61607 241-5100 / 2fi4 


-8910260037 Insp Rept 60-210/89 17 on 800730 0002 No vIolftton'S nolod Ma^ 
woaaWecwd observation & /oviow of plant oporaiioiml nvonO.orfortB lo iniincoR/ 
radiation lovela & obuo/vailons of survo.l'anco porlotrminco. 

COWGILV-.C Bog^on l.Ofcol lh« O^rocior 00/ 1 0/06 I2pp C> I (107 24.I-Jl(i07 254 


8910040381 NRC Info Notice 89-070, ’PossiPIo intiicnt'ons ol MiiiropiosnnhiO Vondtn 

R^&!c E.^lSv^sloTof Opo/anonal Evonis Aaaossmonf 80/ 10/1 1. 

Consolidated Edison Co. oi Now YoiK, Inc lOOpp. 61631.1 10-51 6^ 1 ^20 


8910230048 Provides 18 months of odtil dam for all &nc awilcliOH w.1f>in scopo el Bn otn 
86 002 "Sialic O-Rlhfl DillotonUOl Pro&s^jto SwUchos " livuliiullon of aw awi.cfioi 

wilh‘n long term correcTive action program fotjuostod 

FITZPATRICK E. GenornI Public Uiililios Corp - GPU Sorvicu 13. Uotu 

mom Control O/anch (Documanl Control Desk) 26()p- 5l6fl0.20d-6 1 fiflO ,. 29 


8910230188 Responds lo NRC 800815 Hi to violnliona nolod In Iw8j> Hopl 50 2 ig/6'J 20 
& scenano review. Corf a clivo aci'on: nonpari'ciponfs In omoiooncy fJiopmocfiKioti uncr- 


else scenarios insirudod to nol assist par lldpotmjj pursonnol. , 

FiTZPATniCK.E. Gonetal PuUUc UtibUos Cofp_ - GPU Smvfcq Coip. 00/ 10/13 Docu 


menf ConiroJ Branch (Document Conirof Dosk). 4pp. 51680:107 5 1 GOO 200. 


8910130014 NRC Info Notice 80 071, "Divorslon of nuR Pump £5oriJ Oodlmg Wa!©' 
Flow During Roclrcu-'afion Oporetion Fol'ow.ng LOCA " Sve lial or id. 

ROSSl.C.E. Owlsioh of OpcrflllonBl Evunle Aasobameai (Posi D/iMti). nfj/iu/l0 
ConsoLdaiod Ed-son Co. of Now York, Inc. I07pp 61531:227-616.3 1 :B33 


R. Periodic operating reports A refalod correapondence 


8910280183 Monihly opotftlinQ topi lot Sopl 1080 lot Oyfilor Oopk Nuc'vai (louu'nlr'^ 
Stailon.W/69l0l6 Itr. 

BARAN.n.. FITZPAIRICK.E- Oonora) Public Utilidns Corp. - GPU Sorvlco (’tap W 
09/30 6pp 61620 025 51620 030. 


8. Reportable occurrences. LERa & refatad correspondence 

B910180170 lER 80-010 00 on ODOOn.oniurgoncy dioeol (jcinoJftlof boemre 
fnopOfabJa.Caused by dirt on w'por of molonzorf poloniiomolor in nmihinu load cmM'ol 
circuit & laioni heel expansion of ono<no Fuel injociors rqiiincod.VV/fFO lOfl lit. 
HAV/LEYAL., FlTZPATRlCK.E, Qohoiel PuWvc. UNlltos Coip • G(Hj i'A^vi ^0/ 

10/11. 4pp. 51537:025-51637.026. 


-6910170791 ' Sfte Specific Response Spectra Oyster Creek Nuclear Generating Ste- 
tson ' 

• Wesion Geophysical Corp 69/09/30 General Pubic UbUties Corp. GPU Service 
Corp 3O0pp 51527 035 61537 334. 

89101607SO Gervmc Lb 89 2 1 (o all holders ol OLs A CPs for nuclear power reactors 
concemsng request for ir>^o re status of implementenon of USI requiromenis Sve list 
end 

PARTLOW.JG Associate DrecTOr for Projects (Post 870411) 89/10/19. Consolfdat- 
ed Edison Co. ol New York, tnc 60pp 51822.003-51622 068. 

6910160773 Generic Llr 09 22 to a'l licensees of operating reaciors & holders of CPs re 
potentiaJ for increased roof loads 8 plant area tiood rurxofl depth ©i iiccc\8ed rvucleai 
power pfants due to recent char>ge In PMP cnioria SvC list end 
PARTLOWJG Asioc»aie Ouociot for Piojecls iPosi 870411). 89/10/19. Consolidat- 
ed Edison CIo of New York, (oc. 39pp 51622069 51622; 1 06 


0. inspection reports, IE Bulletins 6 correspondence 


19^10336 NRC Info Nouce 89-065. ' Po’.on'ial tor Siress Co«os‘on CtaciwhQ k> Sleem 
G^aior Tube Flogs Suppi.ed by 0&W." Sve i-si enci 

wSSiCE Ornsjoh C^ai)onai Evenis Assessmeni (Post 870411) 89/09/08 
Consobda'ed Edison Co of New York, me 1O0pp Sl349 100 51349.208. 

Notice 69-066. ■'Qaau(«:a*;ort Uf© ol Solenoid V&ives." Svc list 

^©9*0*' V Gfc ol the Diiecior 89/09/22 FiTZPATRiFir F GnAort^i 

Pii^cUtt-MsCcp GPU S«~k: 8 Corp 2 pp SI39i /m1i3S ?W^^^ 

“SSSsr 'pswumen* Stitpomis OurVij 

Ojwstenal Everns Assessment (Post 970411) 89/09/25 
ConsoiidaieO Edoon Co ol New York. Inc lOOpp 51337:200.51337 304 ' 

8910040060 Responds to ihofabona rvotod in Inso Reoi An Dioina la 

'0 -"V.e’^ct o^/o’riSfeJrcfnXr 


8010190262 Special Hept 80 03 on 600004 .duimq wQukly suivoUlancu ol bnt li'iir u 
doors.door bolwoon liia zones RD-FZ-lE & RR.f'Z-lF4 d'd tuil munt accopm.'ict] 
cnlertaOoD? unaWe lo lalch w/o osslsiancoFlro walch (lainWi&horl & ilnni inp.iie-) 
FlTZPATRlCK.E. Qonoml Publ'c Utilllioa Corp. • QPij Service Corp ■110/ 10/ M liocj- 
manf Control Branch (Documont Control Dosk) Zpp 01603 330 6 1 Gfin 337. 

8910230171 LER 00-020 OO.on CU0015.oporoto/ irnineQ iifeiil/fiod Ihni Kii.lo owiicfi used 
10 select dc control power source lor 460 voH oo unll aubetatinn Iii2 w-i* 
selected. Caused by procedural inodoriuacy L'noup atieol u9ud W/6fl 10 13 Mr 
GODKNECHTsM , n iZPATRiCK.E. Gonorol Publ-c Ulililioa Cotp • Ol’tJ Survlco (inip 
60/10/13. 5pp. 51562.013-51662 017. 


V. Operator Examination* 

8910160313 Docurnenis 000926 lolcon ro riuafilicollon roqu-remonin for Iniiinl nppiica 
iKjn tor reactor opetaiot Hcons© vimJor lOCFR 55 .Plants Initial bconao oiiotiilot Ho n-n^ 
program will bo revised lo Include 0-monlh rofuilremont. 

REOlER.P B. General Public UtiMlos Co/p. - Gf>U Service Corn- 60/ 1 0/03 Docu'ncn 
Control Branch (Docu/neni Control Desk) 2pp 61632 001-51632:002 

091011 proposed rev lo Toch Spec 0.4 fullncimn rovlsot 
10CFR55. ’ Reciuafificdllon Programs for Liconsod Onuralora of Prorliiclion Utii /a 
bqii Faclii'es....’ Requests commitmont to mool Rev 2 It) Ron Guido I 0. 

STOLZ,J.F Prolacl Olreciotaio 1-4. 69/10/20. FlT Z PAT RICK. Goifcornl PuWfc UW.iO' 
Corp. - GPU Service Corp 2pp. 5 1624 103-5 1624; 104. 


DOCKET 60-220 NINE MILE POINT NUCLEAR STATION, UNIT t 










890727 Hr ro vlofaiiona noted in Ifisp Ropia 50 220/ 
Condctive actions-sito wide double verification process imn'enu 
m ^ taiiialion area doors/ galos. 

^HKUAnDT.L Ni^ara Mohawk Power Corp. 69/09/16. Document Control Brar 
iDucumorn Control Desk). 5pp. 51366 263-51300 267. 

fb NRC 681222 Itr ro violaiions noled In Insp Hopi 60 220/ 
actions ;t el alive status ol f.ro proloction items comparod w/oihor ilc 
TtQov quarterly meetings of upper mgi & open Hems trackod 

^ Mohawk Power Corp. 80/00/29. Document Control Qroi 

(Document Conirol Desk) 4pp. 61430.050-51430.062. 



lh<* Difocto.' Ip 51520 130 51020 139 

8910040000 f^tjSpRfi<J» 1o 000915 l(r in ngiinmtOil rnitritl iJ.Kn for f<n (My Ul«l nnlu iiirilui. 
Ihal facl ity will lio ruaify to roiHart in rnkf lO lain Nov 1999 AU:lr«ifc;i til Ho 9 «uii IV a.I 

WtGQNSJ-T^^ney on 1. Ofc <>^ Om DifOdor <l»/{)9/2« J‘f:APn,W(', Afhlal.rui Nnl 
Assigned 2pp 51397 IflV 5l30/. 109 


MLVIIH.O fOiQloii 1, Ofc of ifm Urnc'or. UO/09/01. ROQ on 1, Ofc of Iho Ulrocfor 
2pp 51500 244 51566 245 


0900010330 NFlC Info Noiico 90 01)5, “f‘nl«n1Uil (or Slfusy Corrosion CrocVing In Slowm 
(lUiKiiainr Tubo Plugs Seiipl uil tiy ll&W “ Svc li&l oncV 

ffOSSl.Cf; Oivifelun of OpfJOflonnl F.vonis AsBOSSmonl (f^osl 070411), 00/09/09 
('onso'KJatiHl f. risen C'o. of Now York, Inr: lOUpp 51349 100*51349:203. 


~fl0 10040006 ncqiinsis Ifttnal Ofiorallny ilaio for fncilHy A aililroH:, of H<*ijluu IV <liini.lor 
PFAfUWfi Affiliation Nol Asslgmitr 00/00/15 flUSSf-fl.W Hiiglni* 1. f)fL nf tlio 
OtGClOt. 2pp 51397 16'J 5I30/-10U. 


6000060204 NfU^ Info Nolicn 60 009, ‘ Qualilicnilon llfo of Solonoid Vnlvefi,'' Svc liSl 
iMiCl 

UOSSl.CL I3ivl*vpn i>1 (^potaOwa^ fMenl* A«tHO93ni0r>l tP03l B704ltV R0/O9/1V 
Cnnsnl il.itorl l:tllBon Go ol Now York. Inc I05pp. 51337 095-5 1337: 100 


j. insurance & indemnlly information 

G0 100402 14 Forwarils Amond 10 lo Indoinnly Agn 11 :iO,fnlnii ii-ig ch.mgiT, in 

lOCFni/.0.0ffecA'vfl W00701 

SLOSSON,M M frojotl lJlro( loriili* 1-1 09/09/25 HUf|KMA«H)l .1 Nini|.ifa Mnfmwk 
Power COfp- fipp 51307; 1 7 7*5 1397:102. 


p. Operaling IJconso slngo docnmonis A corrospondonce 

6010050213 Rosponda Ui 000023 Hr rn NftC AuijnuHitcil Insp loom ruvn'W ol liiOl :,|:|ll 
of radioacuvo moil ni fne lily. 

CARFI.K M. CommiSB OnOfO 99/09/19 WAI SM,J 7 Mninn t>r lli-p Ip 51451293 
51451:295 

-6010060219 Ccmfirma convQtsnilono ro 1970 spill nf radinin Hvi* itinll .il lam'iiy A n* 
Quoaia opnorlunlly to rciviuw finrflnnr. of niiniimntud ln'ifi tnam fnilnw.ng niirJ 

WALSIUT, I fo«<tJO of Fluf), 119/00/23 CAflft.KM ?Pii 51451.201 

51451 205 

3909200098 Gamine LIr 09 20 lo iiH fuol cycln llcriri’jonn pu!i'm:i(.rii(j ii-ilug nr |ir(ii:ii*i»i 
.rig formula quantilioa i»f SSNM rtj p/oOrcInil nron luni) Intm linu'iuknt'ping Svc lial 
oncl. 

MCCOflKLt.QW. Ulvislon f>l SalauirnriJii A Ifftm-iKirl.n-dii (f‘ns1 0/911 1> iio/(J'p/ 20 
Consolidaiud Fiiison Cn of Nnw Ynrk, Inc 13pj» 0 IfpIlFU)/ !il5.i I 11/ 

0010030461 f orwartffl snfuty oyafnniion re» ulIrnHonic lual liuhr iiUori-> hi ftunJw.ntir ir'lnl 
n077lo A UO'fl noQf nn^^lo uiilo nml (iiv NUftf'd tldllf, ‘flWfl I m-tlwalnr Nn//lii A 
CRD Ruliifri lino N<>//lu ['.racking'' 

SLOJ3SON.M.M f’ro;<>t;l nrortorniu l-l. 91)/9»/2il IllJI IKI fAllDt .1 NMi|.ita Vtifiawk 
Power Coip. 3|i|>. 51373 100 513/3 191 

-B910030463 Snfoly ovftl.milori ro ullmsnnit: Itrit Indcfttinn'i in (ninl nn/zin A 

boro. 

’ Oiilcu u1 NutlPOr Rnaciqi IMmrlnr [\\w\ iWdIU) ivMiVl/29 

513/3:192-51373 103 

B910200077 Noilficniion of Siijnificnnl I Icoiuton MtHiling OIMfil w/n1il mi hlJlOb l ni 
King n( fVuasin.f^A to dcjLWRS doscniilion nf fin illty |inw(‘r inctin'i-iiii lu-il prugriitn 
MFYnn.OW. Rngiofi 1. Ofc of tlio IHncior H9/mi/2/. Hngno I. ()f< nf Nm li.riuhir. 
2pp 61500 030 1)1500 030 

G9100B0107 AdviSOS ihni ftl: Marlin nosigiuid (irojtici jn.mngnr Uir far i* 1’<)f>.nfl(‘riivii iin 
891000. 

CAPRAJIA Projnet llfucliirnio M no/09/29 UUffKIIAflin.f N.iiiara MuImwK 
Power Corp 3pp 5 1 4 39 OOU 5 1 439 0 1 0. 

6910060064 Forwards nddl Info rn sinuilalor rnrtilcnilnn Inr far My. imi 9ll09!):i 
rcnuosf.Schudulo nxiunslon vm bally grnnioil unM flOOOlO 

TCnitY.C.O Niagara Mulmwk Power ('dtp 90/09/21) llurumnnl ( <111(11:1 tlrancfi 
(Documonl Corilfol Rosh). 160pp. 51432 205 5143!) 123 

6910100048 Approves ulil 6Q1221 rnstnrl ncfiOn |)lan A conoidntn Cunlinn.i’iiry Actnn 
Ur BO- 17 Action Uoms \ A 2 cornplolo. 

RUSSELL, W.T. Itugion 1. Ofc ol Uin OiroCloi 99/09/29 lllil IK) lAHOI .1 Niaynm 
MOfiowk Power Corp. Ppp 514U3 009-51493 01)9 

60tOl9O2Q0 Forwards Amend 110 lo I Icrinsi) flPH 0!) A aab'ly nval.ialnn Arnufiil to 
visns Toct) Spec Tnl)'o 3 2 7 to Incronsn max nfioratlng inio of nnuifgmKy i:m>!ing oyf* 
liiOb po nl voril lacAniion vaV^os lo 10 s 

SlOSSON.MM. f»fOjecl Difociornlo 1-1 99/10/04 HUMKUAffnT.l Nhiga-a Mr)liawk 
Power Corp 4pp 51503 339 51503 340 

''8910100283 AmoiiiJ 110 lo llconso [)F’Ft OD.rov.B ng Tuclt Spnc 3 2/ la In 
crease max oporaiing (imo of oniorgoncy cooling sys layti peinl vonl I'KPallgn valves 
lo to a A odd'ng on\orflo(\cy cciciLng 5ya drftl’i l’.i\o vmU l*’, of el on vwNna 
CAPRA.RA Pfo;ocl Rlfoctoraie l-l. 90/10/04 5|>p. 51593 342 51593 :Mfi 

’'89101B026S Safety ovniunilon supporting Amend 1 10 to Uccf'so OJ'Ft 93 
• Olfico of Nuclear Heacior flogulQlion, D.raclor (F’ost n7f»4ii) 99/10/0-1 3pp 
61503 347-51503 340. 


8010020100 FlmiponUs 1i> NRC 900727 Itr ro vrelatiuns nulOtl In Insp Flopts 60 220/90- 
09 A 50 410/90 09 Cottocl.vu ncfloris wto wirfo doulrlo voaf:caiiOn procOSB implornont* 
isl wlinn [lurscmiul ortlar or exit ftigh rarlatitin area doors/gntus 
RUf(K|lAlU)T,1. Nvifla-a MofiAwk Power Corn UQ/09/l(J Cocumoixl ConUel Orancti 
(DocmiimUConlrulUosM 5pp 5 1 3QU 293-51399 297. 

0010040227 D-scuafliis Insp Rupls 50 220/96 05.50 220/09-10,50 220/60-11, 50 220/ 
911201,50 220/60 01,60 ^20/00 02 A IrivuShgaKvO ftnj)l 1 60 003 A forwards nolico 
nl v:olnl un l!uncains raised ro re(»jalificai-u') rrs nlng A qucl'lty of tralnlnn 
lUJSSFM.WT noglon 1, OFc of Hiu Rirecior. 90/00/22. DUFlKHAnDT.L Niagara 
Maliawk Power Corp (Ipp 51301 207-51301 217 

-601004023? Nolico of vrolniion Ire-'H irmp on 000222-C002l7.Vlolations 
nrilii:! reiiualif'calior) program riot cornplnfeii by 30 hccr^sod oporeiors.suporintonduril 
not nnl-kurf ifiat tialning nol conip'oted A program InaUequaioly Imploniunlod 
HlfSSl l.l .W.r, Hoglon I. (Jfc of U10 Dirni.ter. 90/00/22 6pp. 5130 1 2)3 5l30f ,21 7. 

0000200010 NItl* Info Notice 91) 1)69, ''Fvakralien of Inairumnnl Solporiln During 
fwlritlft ■' Svc KhI raid 

flOSSI.Cl; Divlaon ol O()arn1ior)0l EvoalH AHSOSSmunl {l^osl 0/0411). QO/00/25 
(!unfiolrfalerl I’r linen Co of Now York. Inc lOOfip 51337.200-51337 304 

6000250252 NlU' Uilo Noi^co 69 Obi), "Latin ol Tber trial Vnrgm CausoiJ by Cbannol »f)^i 
How " Swi: llni er'Cl 

FlOSSI.CL D.vlnlon of OjicfulionnI rvunis AsHonsmont (Post 070411) 60/00/20. 
Conso'idniuil I disoa <!o. of New Yoik, Inc 109pp. 01631 001-51531 : 100. 

0010050263 MaMHjmfs la NRC 901222 Hr ro violations noinJ In insp flept 50 220/99- 
32 L c, 11 m l VO nv.iion^j it'lftWvo alalus of lit 0 piolvclkm iiem^k compatod w/oibdT Homo 
w il be d SI mint'd nl quiiriurly tnaoiir'gn of upper nmt A operr Horns Irackod. 

II MUY.CI) N.aiiafa Molmwk f‘owur Co/p no/Ol)/20 noemnont Conlrol lirnncfi 
{Oaci.nin/il CariHul Dusk) 4p(» 51430 050 51439 062 

00tO1?00bQ f ai wants Augaienled Insp Team fliipl 50-220/90 60 on 690022 26. Ll- 
I iinsun ufui nf riulwaMn UUlg sub busnmntil as lotvg lorm liHalil waalo tOlonUon (ftdlly 
nl a‘anl < uni:nrr)«i NRC! 

KNAIT.MR. Reg on 1, Ole of iho Director 90/10/02 OURKI lAftDT.L. Niaynrtl 
MeliiiwK Power Car p 2pp 5141)0 0//-!) 1460 109 

' 0010120070 Augma/iloil Tuain leap Ro()1 50 220/91) 90 on 900922-26. Violatior) 
ntiluil Miller nitmo InspecUuJ use of radwaste t>ldg sub USacmunl as Ipjig-torrn llqu tl 
wrinin rolonlkm facility 

COM INS.! . l()i;S(:U,R. lAUflA.R lUiflcn I. Ofc Ol Iho f) rector. 60/00/12. 17pp. 
',l4lid()/g 51400 ion. 

6010040301 NRC tnfo Nolico 60 070. "I'essbie Indicatinns of Misrop/osunloil Vendor 
fVrjikiciu ' Svc l>sl (inci 

Ft()SSl,CL Divislen of Opornllonal E:vonls Assussmenl <l*09l 070411) 00/10711. 
Canse'idaU'J t rlsrjn (!o. of Now York, Inc lOOjip 61531 1 1fi 51631:220 

00)0100200 Requusis ndill Isted tofo ro clO!>ooiit el NR(! (iullot-n 70 15. "Deep Drnfl 
Punp Ddfitlenr les." Inclutfing type of purnpa A dutai'od ma nl tilstoiy. 

SlOSSON.MM 1 ’reject Oireclorato l-l. no/lO/lP FlURKUARDT.L. Nagara Mohawk 
P()wiir Cor|j 3pp 615I)-1 066 51504 OBU 

0010130014 NRC Info Nolico 0'J 07I, 'Dlvefsion of nilR Ppinfi Soni Coo'ing Walof 
Idow During Rncircu'at>on Ope/ateon ro!lnwing LOCA " SvtJ list oncl 
MObSI.CE Division ol Orioraiional (: vents Asaossrr.ont ((’oat 079411) 60/10/10 
lUniBQl ilalecl fdson C!u of Now York, Inc. 107pp. 5 153 1:227-5 103 11333. 


R. Periodic opcrollng reports A rolalod correspondence 

9010280093 MoiUtily oporat ng ropt for Sept 1090 fur Nino Milo F’oint Unit 1.W/601Q13 
Ur 

DAHLUERO.K. WIUI5.JL Niagara Mol'awk Power Corp. B0709/30. I5pp. 
51021 22:1 51924 237 


0. Reporioble occurrences, LERs A relolod correspondence 


8910190233 Acivlaos that Ofc of Congressional Affairs provided all tiacmiMinia ava'able 
aflor 660531 ro foslart dolus for faci'iiy 

SLOSSON.M.M. Prolocl D.roclorato l-l 60/)0/10 CAPRA.RA Preject Drontoralo I- 
1. 1p. 61563:100 51563:100 

89(0160250 Generic Ltr 60 21 10 all tioldors ol OLs A (3’8 for niit innr power ruaciors 
concerning roquosi for Info ro status ol implomoniaHon of USi rmiu romgnla Svc I st 
oncl. 

PARTLOWJQ. Associalu Droclor for ProjoCla (f’OSt 670411) 9'J/IO/IU ConsoInKIl- 
o<f Edison Co. ol Now York. Inc. 00pp. 61622 000 51022 006 


8910260280 LEU 00 012-00 on 600017,20 A 2H.foaclor scrams A roactor bldg omorgon- 
cy vonflaiioti sys Iniliahons rocolvod duo to lass of powor lo busCnusod by maltunc- 
lioning voiiago ronulaior Admifiistralivo controls .m(iloniontoiF W/601O17 Hr. 
lAMPMAN.K. Willis, JL. Niagoia Mobowh PowOf Corp 00/10/17. 0pp. 51011:252* 
51011 257. 

8910200070 Partin) rospongo to fOIA rcquosl Apfj C records oncl. 

(iRlMSl F.v.D U D.vision of Freotfom of Infornmtion A Publications Sorvicos (Post 
900205) 00/10/16 SAIANT.J 0. Nowhousu News Soiv.co, Waalilngton. DC 2pp. 
51542 111 51542 117, 


/.iGGNbJT Pogon 1. urc C’ ’no 
Mcha^fk Pc>^e' Co^P Spp S't>V3 3\9 5^^19 327 


V. Opeiato/ Exaftilnd<<ona 


89IM«J!7 Uscussps MSP BepPS 5O «0/ee0S.5!) 220/e8 10.50 2M/efl II. 5O;«0/ 
^ed 201 so 22a 69 01 50 220/69 C? & invcs'- 93i"^& Pep' \ 86 003 & rol-ce 

on N"’c‘= %SMot.u N.a,a.a 

Mcha^k Pov^iC» Cotp €pp 51391 207 61391 2i7 


-8910040232 Notce ol vio.'al-cn f'OT» .n«;p on 860222-830217 Vio ai'Ons 
^•Mfeq;.a f.ca:on p/c^ran noi CD-r^p'eieP W J9 OPCiaJots.sW-f^lender. 

not r-cMiod ihai Pa;^ -n; noi co.rpla'ed A P'Ofi'a.'" 21 7 
RUSSEtL.WT Peg on 1. 0‘: ol ihp Ortc’ot 69/03/22 Spp 51391 213 51391 217 


DOCKET 50-223 UNIV. OF LOWELL RESEARCH REACTOR 


8010040248 PfOvKJes In'o m pinni fonwHsur uuijitifio . * 

a plannmg xl IK.unurH a.wia*t 

p*Cjeci.PpOfOp‘a::e.nemplannoJfOrf O<.flha^^^^^^^ Mumi Y I I- OI/l<! o- N 

SILADVJA CcmmonwL’allh rnl.son (-0 T ' V/j'!' " 

noacTo' nogu'aioaOircciOf (Post 070411) irit.p rii4?J i«K> '. maj 22n 


-8910100097 nov 0 lo “AiARA Plon »Of UpiiMuN P-'03 * 

* Co'n'Tio.nwoallo tdiscn Co 00704/30 22p;» .il4?.1 «'t> • .1 V.W-'U 


8910040200 App iranon ‘O' an:arrtft 10 I c nnaus CPIJ. Ill A 
lo fe‘‘€Cl mods 10 slandby LuuU ronifol f^ya A niJiMk:n tr> AfW.> ri:. .fr u .i..or» 

SltAUVjA Commnnwoa'lh Ldson Co 

Roaciof fleg .iai'on, Dfo^.lo^ (Post 0704 1 1} iPjifi .ii ioi .m i ii ii^. l 2? 


-8910040202 ProposoO Tech Sf:ec3 tn (i-nili-in ( o'lif.lion fi t (ifH-cilnut A bu'vi.lki: 
quiioaioois lot tv.in lOSi caWu ftocioo-uiy ki: fnrir^.iilnli:>n (infMjt |iif) A iiibln.irn 
thal n tales /cci'Culaton pu/np inn 


P. Operaiing licenje stage documents 6 toneapondeftta 

89100401 19 Infcfrr.S of change? n Lcensa R I25,pe/ lOCFRSO 59 m tslocahoh Ol ©let- 
Uoi' cs o^o^p a macr-f-no Shop _ ^ ,f> 

hOGAN.y/ T Lo^a I. Urtv o*. I owe!. MA 09/09/26 Documenl Conko' Qtanch tOcc- 
u/r.ent ConUoi Desk) ip 51 j93 094 5l393 C94 

DOCKET 50-224 UNiV. OF CALIFORNIA RESEARCH REACTOR 


P. Operallrig license stage documents 8 correspondence 

6910060329 Advses NRC of C'cposeJ chafpos m decotrmi3Sio'''n9 Ofgan:7aiiCn 
KfSonr.eUu'-cions & rcspcns b '.ties BJ Ma'^n & RS Paienaudo fesumos encl 
FOWLER, T K Ca>‘orr!a. Ur.v of, Berkeley. CA 69/09/29 AQAWS.A. Document (,on 
!rol Bra'ich lOocL’meni Convol Desk) iipp 51456 280-5 1456 290 


S. Reporiable occurrences, LERs 8 relaled correspondence 

891025QQ15 PNO V 69 061A on 89C818 gnusua’ event . oarti-quaKe lupoaio) Smal.' gas 
lea'i identified m overrhead space heater was im.red,aie y repaired 
weriSLAWSKiF Region 5 Otc ot the O/ectcf. 89/10/18 2pp 51607 276- 
51607 277 


DOCKET 50-228 AERQTEST RADIOGRAPHY A RESEARCH REACTOR 


S. Reportable occurrences, LEfla & related correapondence 

6910250015 PNO V 69 06lAo.n 69C8l8.unj3u3l event . earthquake (updaie) Smalt gas 
leak vdenkked :n cvetthead space heaiet was mtxved aieiy tepawed 
WENSLAWSkt.F Region 5, Ofc of ihe Crector 69/10/18 2pp 51607 276- 
61607 277 


8910100276 kcfw,vils ru^penso 10 Oor.oi.C Lit m IM tu u uu ci 

ab.'e nsorv.co losi ng program LaSallo binn.^n tov k> msurvico liJ-ilnji f.rog'urn t 
tod on 09 1002 OuatfCrt os rov c^podutl \yy W022lt 

RICHTER.MH ComncnwoaimL'dSOnCo na/lf)/i)2 tkK i.n unt (-riiiiro' Hmucli 
umoni Conlrcl Desk) 8pp 51462 045 062 


8910170024 Responds lo MRC retiiiOSl lor aOdl into n: ulil n:iiui!>. 1140224 fi. P 
/espo,ns09 to Gnno.'c Ltr 83 20 ro cquiprnerU ckiH-iilicolldfi A vonifor info 
STOLS.H Cornfrorwea th Edson Co 09/10/04 Munit Y,T 1: OlluMil JiJnck: 
8Cto' Regi»iot-on, Drocin.* (Posi 0704 ll). 4pp MJi.ltj Xiii Mh.iii #/ii'i 


8910180074 Advises innl util fiOOflCI tc’spomo lo NIK'. fiUDUfil Alhiijnlign fll* 
0074 acceptab‘0 Al'egil on (nvtdvorf possltlu iiinpirjymoni il ■irnmir alion hy T 
Inc r> lemi not'O'i of forrror Qmp'oyoo 

SHAFERWO Ronen 3. Cfc qI flm I'lfotlor fui/io/lifi irtlD.l. icannoii 
eilsenCo IP 51566 310 51550 310 


-6910170060 FO'watdS tospouso tp A'UiuAU-att IUUU/ A(HI/-1 cn irri.k 
discriTlnaf cn,py.' EG Grognman flOOH’jl I’r to i: Rnirf 

KOVACH.T J CommonwoMllv Etuson CO OM/OU/I'.I DAVIS, A 11 I. Dk: 

D roctor 3pp 51556 31 1 515G6 313 

8910190005 Fcirwartfs Rov 0 to CO!) 045164. ' I nbrli.nlkin uf I ImiiIckiiiii AcIua 
C resdon/Ouad Cilos Duc'oo' SloiuiriH" & >U-v 1 U> DODlWir,'/. 'OuaDiva 
.Mobil 0.1 Co Groasos Mol:iu< FPO.ERl.EPy K Volidijicii'in 'A\ " 

SfLADY.J A Commonwoallli ttl'SOn Co 119/ 10/ n MIDIUV.I 1 Ollir.n nt ^ 
Ronctof negu'aiion. Drocto' (Post 0/0411) 2|>fi kl'i ll* 10 l MM(»2ti5 

-6910190007 Rov 0 lo CCD 045164, ' Li.tir cAliUn of I mntortii.ti Ai liMlorii nf fifi 
Quail Cit 09 Nucloa-' Siaiions ” 

’ Com.To.''wo8!lft EtJfiunCo 00/00/20. IBpp. f>l5-t0 if)', !il?)4ll 212. 


•8910100Q09 H(iv f to COO 04202/. nl iVotil (kl (..i tiri.iisi'H » 

EP0,EP1.EP2 & Mob igroaso 28 " 

* CcirmcnwgaUh EdiSOi Co 60/00/20 /Otqi 5 154fi 2 IdMfMli 2i)'' 


DOCKET 50*237 DRESDEN NUCLEAR POWER STATION. UNIT 2 
f . Securily. medical, emergency & lire protection plane 


6910160250 GonBt;c Lit 69 21 lo all lvoklt«e nl OV h A <‘.l'n Int tuK kmt tv>wvt n 
concernrg reqvosl for info ro Hiatus of irnp’oniimkiticn nl Util fi*<|iil'»‘rntifilii ! 
oricl. 

PARTLOW.JG AhscciuIO 0 reefor for Pro.ocis (I’osi 8/04 1 1) niJ/1f)/ll) Con 
odEtltscnCo ol Mow Yotk \nz C0pj> 510?? OOO SUTc'^ i;6« 


8910020033 Revised EPiP9.inc:u<J ng Rev 5 to EPiP lOO-l 8 Revs D lo EPiP 107 I.EPIP 
no l.EPiP 120 I.EP.P 120-2.EP.‘P 125 i. EPiP lOO-l.EPlP 135 l & EPIP 140 l Table 
of ccinterMs also e-"Cl 

‘ Commonwoa'ih Edison Co. 69/09/19 35Cpp 51367 001-61368 034. 

8910190114 Revised EPlP8.incluO ng Rev 8 to EG 03, Rev 7 to EG II & Rev 0 lo EG- 
13 

JO.HfrSONjM, GOlDEN.JC Commonwea'th Edison Co 89/09/26 23pp 
51S59 124-51659.146. 

8910200036 Rov 1 lo EPlP 200 V *’Class.1icai on ol Generair.g Slabon Frnei'gcncy Plan 
Cond 1 ons ■* 

HCLMAN.R CbmrTionwea’‘,hEd.son Co. BO/IOno 42pp 51577.001-51577 042 


P. Operating license stage documents 8 correspondence 

8910120070 Provides updaio re ovalual'on of long term improvo.Tients io plant isolahon 
condenser shell side clean demmere'i/ed water supply sys Siaius of lov ew of phaso 
two & three design concepts will be provided w.th n 2 months 
Sll.A0Y,jA Commonweailh EdiSon Co. 89/09/18. DAV1S.A8. Reg-on 3 Ofc of the 
Di/ccior 2pp 51490 306-51 490 307 

8910040122 Forwards Rev 56 toQA Program Top Cal RoptCE-l -A. 

Right ER.M. Commo.''.woaiin Edison Co 69/09/21 Oocurronl Control Branch iOocu 
mont Com/ol Desk) ip 51397 049-51397 133. 

-8910040141 Rev 56 to 'OA Program." 

BIIEL.JS Commonwealth Edison Co CE l A R56 89/09/13 46pp 51397.052- 


891018D273 Gennric Hr 0U 22 ID pit fironsnas of uporniinq rtuicuir-i A tiolilii'q o' 
potonhal for increosod roof foads & plant aron Kootl ruruifl tkifrlU at lictv suU 
povifor plants duo to roconl chunno in PMP cnlona Hvn fisi nnrt 
PARTLOW.JG Associfl’o Droctor for PfOiccls (f’onl fl/04lU flO/lU/H). (“nr 
eO Edison Co of Now Yor«. Inc 3Dpp 5 1 622 OIjO f» 1 822 I Oil 


Q. Jnspecllon reporla, IE Bulletfns & corroeponcfonco 

B9O9O10338 MRC Into Moheo 59 065, "Poioniitd for SWri-.m ('.uiroslon 1‘,rnf.k-n|) n 
Gonoraior Ti-bo Plugs 5iippl:cd hy UW" Sve fi-il r-nt.1 
flOGSl.CE Division ol Or.oioional Evunis AsHOSsrniifil lP<iM tl?l)411) 99 
Conso’idatod Edison Co of Now Ycrk, Ire I08pf> 5 i:mi) 100 51:141) 208 

8909050284 NRC Info Notice 801)60, ' Cual f'cat'Ori Lifn of Soinnuid Vidvos" 
end 

ROSSI.CE. Division of Opcraiional Evonls Anqossfnprii (J'onl ff/04l1) 80 
Conso'idatod Edison Cn ol Now York, Jnr I05()p 5 133/ 005 5 1337 lOU 

8909200010 NRC fnfo Notice 80 0G8. "Evaluaiion of InsKumont S(*1f>i>i-ilS 
Mods." SvC 1 81 onci 

HOSSI.C.E Division of Ocorakonol Events AssoH-imoni (f>c>flt II 704 II) OG 
Consel daieJ Ed-son Co cf Now York. Inc I06p() 511:1/200 513:17 304 

8910Q5Q028 Sutiirils sjpplomcnial rospqnso lo MRC Dulluim 60-11 Dh'-uil cn ' 
sten'ess steel pping in Sys h'ghly djCli'o, fracluro rns'Hinnt maturiul.ficorisco i 
bo'iovq that lull atea broaka could icaksi.ca ly octui 

RICHTER.MH. Corrmonwoalth Edison Co 09/00/26 MURLEY TE Ollico ol 
Reactor RagJolon. n,fucior (Posl 67041 1>. 2r-D 51424 0i 7-51424 016 


GntGEH.L.n Uoyloii 3. Ofc of Ulo Difcoicf. fi}»/ lO/U-f 'ii>p r»i;i4ri «’N<? ti I [>‘lu 

8910040301 NRC Info Nnt-cn HO 0/0 ''PoBfiiUlo InOrraliooB of Mi;im|ir4i‘;uiiU':l Vutulof 
PfO(fuCls " SvC I tit on(3. 

nOSSI.CE- D vision of Oporntionnl {-vonla Ansonsmonl (f>of>l (l/O-lM) flO/lO/H 
Consol Ufilnrt Edison t‘o of Now York, Inc I00pj» Iiiri:n I IH r>lii:il ini'll 

0910130014 NRC Info Nolico 00 071, ‘Uivornlon of flflfl I'linip iuiol f:<ji;li'ig Wotor 
Ftow Dunnp Rockck/lnllon Opo/minn l-otlnwlntj I.Or.A Svc linl onrl 
ROSSl.C F U.vis:on i)f Opcraiifninl (ivontf. AmsorsihoiiI (Post H/o-lll) HO/HJ/lP 
Conso'idaiud Etiison To of Now York, Inc l(J/p/i rjIfilJI \ :i:ri. 


R. PorloOlo oporaling roporlo & rolntod corfospotidonco 

8910190330 FDiwOTih nvjntlily oiHMflUnn Ini ‘'i'pl I OHO tt« Uncln.v 

Powof Sitillofi Unitfl 1.2 A ^lotmal rtitilfuclunjil to pniv:if» ir.oai i:ompfiiliun‘‘,ivo dain 
baso 

EENiGQNnunG.r CninnotiwnullJi FiJi&on Co hi)/ 1 0/0 1 Documont ConUfjl [tfiii:ch 
(Oocumont Conlfct DoSk). Ip 51043 240 51 f>'l 3.^00. 

-0910180335 Munihly 0|H!rcilin(] rnplH lof S«ii1 1080 for lliosiliin Nuduiif l‘ownr Stniinn 
Units 1 .2 & 3 

PARAMOREGM Ctimmunwunltli ('illtinn Co UO/00/30 :npp 5154:12^) 5104:1280 


5. Roporteblo occurroncos, LERs A rolnlod coirospondonco 

8910030107 LCR 00 024 OOoii OUOOIIO.U sujvuroil tl'nl invni irnfitiilinh ftwilch 2 2(’i3- 
72C lO upsctilo pntiUiO.n wlnto rapri-ring tiiinsnn InoGiusuil hy ni(]l (Inficiuncy A 
mlscommanlcnlion Oownscu'o k'p ininuKlnlety Inltlntml A nvont fov-ownl W/IUJ002/ 
Mr 

nRIlEY.S . EENIGLNUUnO.L CoriiinmmoaHh Eilificin To 00/1)0/2/ ipp 5i:i0hO52 
51368.055 

6010200000 lER hlJ 0?5 GOon hll00l5.iif'[>liinnP(J prliniiry coiiinlninont fironp h/ innlii* 
t-on occurred during rnpincernoril nl JlPt.l (lysCaouuil l»y (Ju!)l;iii ileki.liincy i'rnrnilnrti'i 
1o/ roplatomnni ol llPlf, itiOuillnn rovnanl w/pruLanllnnivy fjUilinnerO^Vi) /DO 11)12 Ur 
LIZALL-K.J.. UENlCirNUUFin.l':. Conimonwonhh iNfiBun Co 110/10/12 5|i|i. 

515G2 000-51002 012 

6910300037 Lflt 00U20 00on hun[)24.runrtor blilit vnrUiliilion railMlmrt jvon.lnr 2(1 
SpkorJ oaidicnlly hnlwnun downscnln Inf) A Itr nlarni ooipnnpi CaiiM'il iiy lii()r,n niuni- 
tor tionsor carivoilor cnliln ronnijchoii Conruiciion rcinoklnred W/hOlOll) llr 
UIULEY.S . GENlGl;NUUHG,l; CgimmixwuaUtx Ctkuim C.a idi/io/ui 5i'i» liUnA to/- 
61636 Ml 


DOCKET 60-230 NUCLEAR SHIP SAVANNAH 


3. inBurnitco A liuloinnUy Inlormnllor) 

8010100030 f'crwnnis AnuTil 1] i(i Inderinity Anroomnnl 0.3!) rofluctJnn rhiuiyoa to 
KlCfdlMO. Tiiianc<nl (Votociiiin Raiiu rernents A Irxdernriily Anfoomonis.’' 

JOJINSON.A ('fcjeci Oreclorotij l :) 09/00/27. MCCHL'IjY.Fl C. Hotlieslui Cinn A 
ninr.liic C:orp 5|ip 51460.1 1 l-GMilO 1 15 


P. Qpo/nllng IIcoiiqo stnoo docnruantfi A corrospondonco 

0010030510 Nolilrcnl r^n ol tilpnilicant licnrisee Mi>ot-.nn 80 140 nrilnrconienl cunforoncn 
w/uH ro j)ost fokjo'ing slO'Ui(j/ oui^rnlcn pf<)liltjnis.osiii)c.nl.y rnt>tj control 
VCCAEK .E; C Fteoion 1, Ole (i1 llio Cirodor. H9/0!)/20 i^unnn 1 . Ofc ol ihu tJiroclor 
2pp 513110 1 17.5138811(1 

0000260096 (lOnuric Lu 68 20 In nil linil cy< In llcnnsmiti pos‘jesslii|j. using i>r (uncuss 
inp Eoin.iila qiiAniif 09 Ol SSNM ro iiiulucicd nron long term hontioknerik-O.^vc I bt 
und 

MCCOdKlE.G Vy Oivivon ol Safoguords A Trpnspoiliit ori (Posi 8/0413) 69/00/20 
( 'onsn’idaiui 1 1; dison Co of Nnw Yo/ k , Inc I ;)| i() 5 1 53 1 1 0 7- 5 1 5 J E ; 1 1 7 

8010120050 E orwards rtj)(:l.caliuii for arnnii<J in Uconsu Cf’fl lll.ruflofilno cliungn in vk - 
nirni on of ficonrjo from 0G042fi to OUUDlh 

SMITJMM- Hodiostor 0ns A (iluclric Corp «()/ 10/05 JOMNSONI.A R E'rcjoci O.rtic 
loraiol l 2pp (0400 052 51408 070 

-0010120053 AppLcntion lor nmund to L censo I)('R- iH,ro(loci.nn cfmriQo in uxp.rnilon 
of I ce-nStj Ifom 060425 in COOOin 

nMlTlMir RodmsUif Gas A nindric l'o'r» 09/10/05 I7(>t) 5 1 400 954-61 400 0/0. 

0010200177 Advhnti 8ml iilil coinriiiloienl In prnv.dit slnlt lgcl*nlcal mfvlSOin irjw bo.rnj 
nuil.as ciininiillfnj hi 02020 E Itr InlnruJo In allow ndvisors lo mokn uc.u Pl Iralnmn facili- 
ty A St4l jnool Intnol of NUEU;rt.07:E7,liniii I A I I 

MLCRIOY.RC Mncfiosfvr Gas A Clfldilc CiMjj 89/10/12 jOMNSONAn.('ri)|udOl- 
rndofninl lt 2pp 51570 234 515/6 2:15 

6010100260 Giinoflc l.lf 80-21 lo all lu>!iln»n of OLo A CP9 (nr nuclonr power rnnclOJH 
( (incnfr'lr.r| rui|ii09l for I'do re olnlns nf imptnaujnlallo'i ol USI fuqwiroTunlH SvC 'ifil 
iind 

l*AIETM)W,JG AssodoU) Diroclor for fVojectfl (Coal 6/04 11) 60/10/19. Conupldat. 
od liifisnnCo t)f Nnw Yo'K. Inc l>0|ip 5 Ui22 099 51022 066 

0910100273 Gv«\erie. lu ft!) 22 in ftU Veen^nuu ol uihxqIu'I) madOTn & lioMtfS ol C-Pb io 
IKJ lunlMl fur inertiasnd roof Vrads A |)'anl area Irond rnnofE dcjilli q| ‘leeriGihl rmclonr 
jjuwor (>lanln iliii> to rncent ctiangxr in I 'Ml* rrihvln Sve I si ord 
I’AHlEOW.jn Ar.siiiiaui Ek'ucior (nr I'rojectn (E»ost 6/0411) 60/10/19. CorvsnI.dnl 
ml (.diSonCo of Nuw York, fr.c. Ollpp 51622 089 51022 106 


P. Operollng ifeonao Binga documanlo A corroapontlonce 

6910240117 Advisoa of rnorgan^ntlon of Oiv of nndhU'Oh Snfnty A Rnfirgaardu Cfiiitl 
dop clliip now orriani^allon und 

CLING.W K. Roylon 2. OIr ul Ihu Rirur iar 60/10/11. Siaitli Caroima. SiaUi nf 3(»p 
51604 215 5151)4 21/. 


Q Inspacifon rapotls, IE QullBUna A corcoapondoeico 

8000010330 NRC fnfo Nol'co 60 065. "f’olniilMl fur Slrufl'* Corrosiori Cracking In Sloani 
Ooniirnior TuEmj I'fagy Sunp'icil |jy RAW' bvc liSE onci 

EEOSSl.Cf' Division of Oixifallofial Evnnla Aosn&sinonl (f^inl 670411). fVJ/OO/OU. 
CniiROl dated Eah&onCo of Now York. Inc I08pp 51:14!) 100-5i:i49 206 


0. IrkBpocUon reporlB, IE Oullollns A cor(oii))oiider)ca 

8910030662 Fo/warda InSp Rojil 5(>2:H)/6U 0l on 800906 06 Nr) v.nMIionri (jt duvi 
aiions nolurl. 

CLINB.WE Region 2, Ofc of Hio Dirndor. 69/09/20 WAlf)fU>JM: Snulf) Carohnn 
State of. Ip. 51,100 33/-r) 131)0 :h:i 

-691Q03Q555 Im.p Ropi 50 236/09 01 on UOlVOOOOftND vinlnlinmi ot dnvialions 
noiod.Majof aroas insjjociodfadiaiion protochon oci.viHOS A follnvynp A invluw of k 
Conoco actions ru inspoclor fnllowui) iEopib A (XOvloua violahon 
GASSEIT.CH, MCALfMNH.L-J llugon 2. Ofc of Ifm f),re:;lnr 6l)/llU/20 (Ipp 
51300 330-51000 34:). 


DOCKET 60*243 OREGON STATE UNIV. RESEARCH REACTOR 


R. Perlodlo oporatfng raporta A rofatod cottoapondcnco 

change 8 .IOS 10 A oxpofjmoniB porformod nndof provisions of 
lOCFRSOdO lor TREGA roaciof.lor Jul 1009 - Juno 11)09 

JOHNSON.AQ. Orogon State Umv . Corvaii.s. OR 60/10/02 Docun\ani Comroi 
Branch (Oocumonl Control Goak) 22np. 51630 22/-5I536 246 


DOCKET 60*244 ROBERT EMMET OINNA NUCLEAR PLANT, UNIT 1 
F. SeciirlEy, modlcal, cmcrgoncy A fire protection plana 

89 10060306 noised EPlPtijncludlng Rov 7 to AP-C<;W P.ltov 0 lo Af^CCWl. Rov 7 I 
' Aff eves E.Rnv 3 lo AP-CW 1. Rov 6 to AP-ElFC l.Rov 4 t 

AP-FW.I.Rov 6 lo AF> 5W I.Rov 7 lo AP-TURO 1 A Rov 4 lo AIMURIl 3 W/69002 

^ Roclinsior Go8 a Eloctnc Corp OO/OQ/26 JOHNSON./ 
Projoci OIrecloraio 1-3. 204pp 61431.120-51431 J20 


01)09060264 NUC Inio NoliCO 60 0C0, ‘ Onal.lu Bbon tilu ot tioUinold Vi)*vob** Svc Dal 
one! 

IKJSSl.Ct; Oivlsinn of Oiioraiional Cvenla Aaat'sanieni d»o8t 6/0411) 89/00/ ll 
CofisoliiJatod f dition Co of Nnw York. Inc I05pp 513:)/ 005 SKIS V. 100. 

0010030510 Nolificai on of eigrnlicanl nccntiun Monlinij 1)9 149 nnforconie/it ronfurunco 
w/uiil ro posi rufuo^ng tiiartnp/ oporahon (irob'oinB.outiccinky mod control 
M(X:Aflf-.,EC. Roftiotx 1. ntcol IHO nirodat 00/09/20 Huhnn <Tlc of ll\t) DkocIot. 
2p|> 51360 11/- 5 1380 MO 

8009200010 NRC mfo Not'CO 09 000. ‘ Evo'uniion ol Insirumont fJotpo riO DiJrlng 
Muds ’ -Svc I.St Orxcl 

ROSSl.Cr Oiv<6ion of OncfiHlorial Evonlr* Assutiament (F^ont 1)70411). 09/09/2 G 
Consolifaiod Cdtion Co of Now York. Iric lOOpp 51337:200 513:17:304 

8910110136 Forwnrda Cxnrn Rcpi 50 244/09 021 OL of Onariia adirlnisleroil durinn wk 
of 000807. 

GAHO.RM Rog.on l.Ofc of llio Difodo.' 69/00/27. wrCREDY.n C Rochoator Qna 
A MoctneCorp 2pp 51407 001-51407.060 

-8910110141 L-xam RopI 50-244/00 2i01 on 690607- lO.Exnrn icaultaono roacior op 
orator pasBOd Inillnl wriUon okQrn A oporaling Irjgi A aorlof roacior opomtor taiuUdato 

F wasod ro oxnm of s mulolor porhon of oporating losi 

Uinil.fK:, rSELGnOtH.P. Region 1, Ofc of liio Dirocior. 00/00/19 62pp 
5140/003 514(17.000 

0909250252 NRG Info Nolico 80 060, “LoBS ol Tfmrniol Mdiyln CnueocI by Cliannol (lox 
How “ Svc Ul oncl. 

FlOSSl.l'f: Oiv.flion of Oijoraiionni Cvoriis A«r, 08 sment (Pofii 0704H) 69/09/29 
f:on 30 l'<falod Edition Co- of Now York, fnc lOOpj). 6 1 53 1 00 1-5 1 6,1 1 : 109. 

09 10 190085 foiwarils lr»ti[) Ropl 50-244/09-13 on BU0D07-091O No vlo'ahono 
nolod Staff inquiry Into dallooncy w/cempononi waior aye rosuliocl In cofrochon of 
probforn 

JOHNSON.JR. Rogon 1, Ofc of Itio Diroclor 89/10/04 MECREDY.R fluchotilcir 
Gas A Eloctnc Corp 2pp 51640 329-51540 330 


Flow Dufing Recifcu’aton Opetalion Pc'iowing LOCA." Sv'C 1st enci ^ ^ ^ 

ROSSI.C.E, DivisjOT cf Ope-retional Events Assessmonl (Post B70411). 89/10/10. 
Consol dated RdsonCo of New York, loc i07pp. 51531.227 5 l53i 333 

89 10250 22-8 Forwa.'Js cOTiments on SALP insp Rept 50- 244/67 -99 lor Dec 1907 • May 
l9a9,Ovofail repl good & fa r assassneni of nucfoar operations Concurs w/assess- 
nnent ihat further gains in overa l performance can be improved by impfovirkg irgt sys 
WECREDV.R.C, Rochester Gas & E/ectrc Corp 89/10/20. RUSSELt.W.T Rogon l. 
Ofc of ihe Director. 6pp 51603 ie4-6 1603. 189 


8910190268 Forwards Amend 19 to Indemnity Atfreomont Q.39 ro c 
10CFRHO. "Financial Prolecl on Roquiremonis & Indemnity Agroomonis 
G90701. 

STOLZ.J F. Project Direciorafo 1-4. B9/10/12. MROCZKA.E.J Norlhao 
Energy Co, (sjbs of Northeast Uliidles) 7pp, 51 504 .069-5 1584.065. 


P. Operating license stage docurnentB & correapondonce 


R. Periodic operating reports & related correspondence 

8909280071 Monthly operaiing rept for Atg 1989 lor RE Girna Nuclear Powof Plant.W/ 
890915 Itr 

DODGE.RE. MECREDY.RC. Rochester Gas & Elecmc Corp. 89/08f3i. 5pp 
51345:216-51345 220 

8910260303 Monthly operaiing repl for Sepl 19B9 for RE G nna Nuclear Power Plant. W/ 
091016 It/. 

CX30QE.n E.. WECREDY.R.C. Rochosier Gas 8 E'octric Corp. 89/09/30 5pp 
51 599. 196-5 1599 200 


S. Reportable occurrencaa, LERa & related correspondence 

8910250228 LER 69 01 1-00 on 6909 20. In advertent conta nment voniilation isotaticn oc- 
curred due to spurious event Immediate cause determ ned to be spunous Sye returned 
to SVC A Instrument & control dept :niliaiod iroubleshooilng effort W/89 1020 lu. 
0ACKUS,WH.. MECREOY.RC. Rochester Gas & Elecific Corp. B9/10/20. 7pp 
51 607:352-51 607 .36B 


V. Operator Examinations 

6910110136 Forwards Exam Repl 60-244/89 021 OL of expms admin stored during wk 
of 890807. 

GALLO.R M Regiof' 1. Ole o« tho D rocicr. 89/09/27. MECREDY.R C. Rochester Gas 
A Electric Corp 2pp. 51467 001-51467.089. 

-8910110141 Exam Ropl 50-244/69-2tOL on 890807-10 Exam resulis.one roactor op- 
erator passed Initial written exam 8 operatirg test A senior reactor operator ca nd date 
passed ro exam ol si rnula tor portion ot opera tir^g lest 

PaELUR.E-. ESELGROTH.Fi. Reg on 1, Ofc of the Oirector. 89/09/19 82pp. 
614 67 003-51467:086. 


DOCKET £0-245 MlULSTONE NUCLEAR POWER STATION. UNIT 1 


F. Security, medical, emergency & fire protecHon plane 

flfl1010(K)13 Change 1 toPov 1 1 to EPiP-4112, "Incident Communical'ors '* 

SCACE.S. Northeast Nuefoar Energy Co. (sjbs. ot Northeast Ut ’illos). 69/09/26 5pp 
51460.116 51460.120. 

8010100161 Forwards SAIP Repls 50-245/66 09 A 50-336/68 99 tor 660101-690615. 
RUSSELL.W.T- Region 1. Ofc ot the Director. 09/10/02 M.flOC7KA.6.J. Norlhensi 
Nucloar Energy Co. (subs ol Northeast UL'itos) 2pp. 51460 289-51460.342. 

-8910100170 SALP Ropls 60-245/00 99 & 50-336/88 00 for 680101-690615 
• Region 1. Ofc of ihe Olrecior. B9/10/02 52pp. 51460 201 51460:342. 

8910100193 Provides c'artfi cation ol ul l posiion re omergoncy notd canon sys (ENS) & 
health jphystes network (HPN),Ulii inloricls lo provide two separate -qua’il ed individuo’s 
tor ENS & VfPN communtcal ona d\.dnQ exetcUa dnils. 

MnOC?KA.6 J. Conr;oclicul Yankee /Uomic Power Co. MflOCZKA E.J Northeast Nu- 
clear Energy Co. (subs, of Northeast UhliLes) MROCZKA.E j Northeast Uti ilios 89/ 
10/02. RUSSELL.W.T. Reg on 1. Ofc ol ihe Drecror. 2pp. 51483:065 51483.066 

0910120171 Rev 13 lo Corporate Organization for Nuclear Incidents Procedjrn CONI- 
3 01. "On-Cail Corporate cOC DirecTor- Logislice A Responsibm es." 

MROCZKA.E.J . RODGERS, n.C. Norrhoast Util ties. MROC2KA.E j. Noriheasl Nue'e- 
ar Energy Co (subs, of Northeast Uti'ii es) 89/10/02. 32pp. 51460:310-5 1488.341. 

8910160225 Rosponda to NRC 830031 Hr re violations notod In Inap Rept 50-245/69-13 
on 890517-18 A forwa.'ds payment m amojnl of $25,000 for civil ponafty.CorrecLve 
between Heaftti Phys ca & radiation protection supervisors conduciod. 
MflOCZKA. E J. Northeast Nuclear Energy Co. (subs, ol Northeast Ufilitiea). 
MflOCZKA.E.J. Northeast Uiilihes. 69/10/02. Document Control G ranch (Document 
Conifol Desk) Bpp. 51655:275-51555:282. 

89101001 58 Rev 7 to EPIP 4001 . “Oirector at Slaton Emetgency Operations’’ 
BUCH.W.H. Northeast Nuclear Energy Co. (subs, ol Noriheast Uii’ifee). 89/10/03 
22pp. 61458 304-51468 325. 

6910160076 Slates belief that deveropmoni 8 add Hon ol now procedures lo (mpfemenl 
safeguards conlingoncy plans of plants as reqo rod by 10CFR50 34(d) addresses pos 
sibllity of land vehicle bomb.per provisions or Generic Lir 89-0? A suppl 
MROCZKA.EJ, Connecticut Yonkoe Atorr e Power Co. MROCZKA.E.J. NortheasI No 
NortheasI Ufi’Wes). MflOCZKA, 6 J. Northeast UMities. 69/ 
Ccfiliol Srench (Document Control Desk). 3pp 51620:229- 


89O920DO9B Gonoric Llr 89-20 lo all tu9l Cycfo ficoneoofl possossmg, using ■ 
ing formula quantities of SSNM ro prolectod aroa long-torm housokcop 
end. 

MCCORKIE.Q.W. Division ol Safeguards A TransportpHon (Post 870413)- 
Consohdated Edison Co of Now York. Inc I3pp. 51 531 107-61631:1 17. 

6910110265 Forwards revised Intograied implomentaiion achodulu for fac-iit) 
saloly assossmont program. for review A concurroncojncludlng pubic safe 
averlab l iy A radiation exposure 

MROCZKA.E J. Northoasi Nucloar Energy Co. {subs, of Norlhoas 
MROCZKA.E J NorthOBSt Uli'illes. 89/09/29. Documunl Control Qronch 
Control Oosk) 46pp. 51473 253.51473 290. 

69101 10194 Forwards ukl rosponso to Generic Llr 00-04 ro gu dance on dov 
coploblo insofvpo test programs. 

MROCZKA.E.J. ConnecHcul Yankee Alom c Powor Co. MflOCZKA.E J. No 
clear Energy Co. (subs of Northeast Utilities). MROCZKA.E.J. Nurtiioast L 
10/02. Document Control Branch (Document Control Dosk). 16pp. 
51463 254. 


-8910110105 “Mifstono Njc»ear Power Siaiion Unit l Inaorvico Tosi Purr 
Program ■■ 

* Nonhaasl Nudeat Energy Co. (subs, of Noilliuaat UUUos). 69/10/' 
51403 090-51483:254. 


8910180050 Ack rpco pi of Invoices 10013.10094,10056 A 100 10 for first quad 
monl of 1000 annual foo.por lOCFRl/l. Paymorit will bo wire transferred i 
MROCZKA.EJ. Ccnnocilcul Yankoo Atom‘c Powor Co. WROCZKA.E J No 
cloar Enorgy Co (subs of Northeast Ulilltlas). MROCZKA.E J. Noilhoasi I 
10/06. Document Control Drar^ch (Oocumonl Conlrof Ooak). ip. 
51537:287. 


6910180220 Apphcaion for amend to Licenso DPH-21 .revising Toch Spec 
‘ Coo‘'ont Chom slrv’’ A 0 0.1.5. "Annual Hepts," to rolloci Qonoric Ur 65- IC 
MROCZKA.E.J. NortheasI Nucloar Enorgy Co. (subs, of Noitfioas 
MROCZKA.E.J. Northeast Ulililles. 0O/1O/(J0. Documoni Control Dmnch 
Conirol Desk). 4pp 61553.003 51653 0 10. 

-8910180227 Proposed Tech Specs ro coolant chomlatry A annual ropts 
* Nonboesi Nudeat Eriergy (auba. ol UWilioa). 69/11 

51553.007-51553.010. 

6910200172 Adviaosof minor deviation from Iransportohon roguletions ro lim 
ty radioactive mails shipment to Haddam Nock piont.Ulil Inlllaiod ova'uation 
Ironepofiailon nro^am to doiormino what actions nocosaary. 
.MROCZKA.E.J, ^ARS.C-F. NortheasI Nucloar Eno/gy Co. (auba ol Npri 
lies). MROCZKA.E J- Northeast Ulililles 89/10/1 1. Documoni Conirol Brn 
monl Conirol Dosk). app. 51 566 223-51 506-225. 

89101602£(> Gonoric Ltr 09-21 to all ho'dora ol OLa A CPs lor nucloar pow 
concerning roqjost for Info re etalus ol Implomonlaliort Ol USf roquiromo 
oncl. 

PARTLOW.J.G. Assodalo Dfroctor for Projocta (Post 070411) 60/10/10. ■ 
ed Edson Co. of New York, Inc GOpp. 51022.000-51622 066. 

8910180273 Gonoric Ltr 69-22 lo all licensees of onorating roactora A holdon 
poiontlal for ItKioased roof toads & piani area IIockJ rufiolf doplh si llcos? 

P ower pfoniB due to rocont change in PMP criteria Sve Hal oncl. 
AnTLOW.J.G. AsBOClato DIroclor for Projocis (Post 070411). 00/10/19. 
cd Edison Co. of Now York. Inc. 30pp 5l622 060-5ie22:106 


0. fnspecUon reports, IE Bulletins A correspondence 

8909010338 NRC Info Notice 89-065, ’’Potenllal for Slrees Corrosion Crackin 
Gonoralor Tube Plugs Sunpllod by B&W " Sve fist onef. 

ROSSI.C.E. Division of Oporaiional Evonta AssoasmonI (Post 670411} 
Conaolldatod Edison Co. of Now York, Inc. 10Cpp. 51319:100-51340.200. 

0909060284 NHC Info Notice BO 066. "Qualification Llfo of Sofonold Valve 
end. 

nOSSLC.G. Division of Oporailonol Events Assosamonl (Post 070411). 
Consofidaled Edison Co. of New York. Inc. 105pp. 61337:005-51337:199 

8910040316 Forwards "InBorvico fnsp Summary Ropt for Northoosl Lflls M 
dear Powor Slatlon Unit l 1089 Refueling Oulage.” por ASME Code Sr 
Tech Sjpec 6.9.2.O. 

MROCZKA.E.J NortheasI Nuefear Energy Co. (subs, of Northoas 
MROCZKA.E J. No-rtheast Utilities. 89/09/22. Oocumont Conirol Branch 
Control Desk), ip. 61394 329-51395:220. 

-8910040317 "Insorvlce Insp Summery Rept for Nonneasl Ul-ls Millstoi 
Power Slatlon (Jolt 1 1989 Rofueling Outage." 

• NortheasI Ul.iaiOB. 80/09/22. 2l5pp. 51394:330-51395:220. 


890925025? NMC Info Notico fU) OfiO, ' I »t iluiniuil ('aunnij by I'lmnni'f Hok 

OoiA^.' Svcl &1 crirl ... 

nOSial.C (: 0 vision of OpuraliofDil Lvtml'i A'mi’MMniiiil H/OIH) 

Conso^ulMtd Co of Nuw Yoik. U‘.r UMipi) h f (Ml I 5 1 '>1 1 KVi 

8910100161 ro.'wjaiJa SAi M fiopifl 50 ‘i!> « fiO :nii/r'ft im for mioioi miuois 

HUS 5 iFI L.W T nn^}ion 1, Ofc of tlio tlmnlof. HO/iO/O? Mlinc:/KA,rj Norll;oiisl 
Nucloaf Cnt.-rgy Co (fiuUa ol N(>f1f.unsl Uli'<lli>M ;Vf* M-KiO 

**0910100170 SALf> Hopla 50 ?'il«/0n ‘>0 A M) :i.l(i/»ii i»fJ fi:f lltlOKil imOrtlT. 

' nog 0/1 I. OfC Of Ifio tJ roolOf (KI/IO/O?. b/pp :« HfiO 21)1 SHOO 

8910160226 nnspon;la U) NflC^ nn0n:il Ilf fo v.ulriljii(i:i iidIO'I .n hr-i) Mrpl 50 P'1 5/ HO IJ 

on UQ!]f>l7'l0 & forwivifs pfiyiiionl In nn'oijnl of Ji’S.OOO Itu i lvil pi Coffni livd 

acfio/is rnouling hotwnon lUMufi f’liyMC'i & f.i«1'allt»i p/Dh'ct /»i fiiiiii‘fvi<Kj.'u < o/ul.ichi:! 
MnO('-?KA f: J fJoflfinriMl Nifclonr f "( fllV f*o (M.hs af Nnfliina'*! Ulihlmfe) 

|y*nOCifKA.(: J. Noflliun'il UHilinn 110/ lo/oi’ litM umnnl Ciiniriil Ufiifih (()ocun‘oiii 
Conlful Dusk) flpp fi 1555 27!> fil !/i5 pop 

6910180147 O.tiCuiiHOS <ftipiit.l of Ih' Ijh K lipnr'al I iil ij1 H'rti;l-vu i;i'*ps A npu 

cliil moolingg A clironoluijlcnl l-M or midilti.InMir* A visiln f/uni May HlAO f'ii::l 
MHfX'^KA.fl J, (.'onnocHcul Yanknn Akiiiu. l\>wi'/ i‘f>. MMOC/KA.l .1 Noflliiia'il Nu 
don/ l:f' 0 f(iv Co Of Norllion'il Hill 1io‘i> MMOH/KA.I J NofUionsi Ijlilllon 8!)/ 

10/00- Dnuiiirool Conricl flfnndi {tlorojimoi CnolfDl tlu'iK) lipp fjiM'jpfm 

51545 300 

8910040361 NflC Info NoIUd OD 0/0, ‘‘PoaMli’u Itnl i /ilnvis of Mivit prtj'.orilaiJ VofiiJor 
rrocfiiLls ” Svc 'ml nnri 

flOSSI.CI. IJ.visoii of DpiifniiOfinl I vt'ol^ {f*i)»l ll/(HI1). HO/lO/ll 

Consol OnitO r.il.&oo C:o ol Now Votk. lot loppp M'l vi nil b 15:11 pvvi 

8910160364 llnsncfitlfi to v olnlMifiH noltnl In lti‘i|i Htipl-i .'id P45/[i‘i Hi. :,(); J ill /nil ni A 
50 42;1/U0 15 Cof/odiyii a< :ririJi:i Wonio Ml’ i:irili:i I‘imjii:I t iitfunf oivioi npi 

nhlo lf‘V('l of (iiiifp/rniir'cii In loiiololiiwi ol oiiiM f /nloipi 
MHOCZKM; .1 M«til'rt>nsi Nui lvint I nnoiv rt> ol HtiiiiivnM 

MROC/KA.fJ NdfldiiivinJlililios 8(>/1i)/lP riAlUl.flM Moguo 1. Oli ofllniDfur 

lor. 3f)|) i> I fifi/. 11)3*5155/ 105 

6910130014 NMC fnlo N'otio All 0/1, ‘ Hivi>tiil:>*i uf ItHM rump lUfiil ('ooli'g Wntur 
r:ow Owtiv,) 1 kicin dttlion (HnnatUui ( nUoviftg U K .A ’ Svc Iml tiix I 

nOSSl.CE= Diviulo/i ol Opuriill(io{ii I vuuls Ana {I'o'.t (1/0*111) ll'i/io/iii 

CO(iso!nlnUiij Eidmoii Co of Now York. Im: lo/pp M!j'U gV/ filf/ll rU3 


R Perfoillc oporntmc) rcpoils ft rolnlod conoflpomlQnro 

8010170056 Muriflily opi'fiituu ropi for r.upl lIJiMi U>f Mi ‘.Iduu Uni I W/(11J1010 Hr 
NrWllUliCH.O , .)<*A(:| ,Sr Niifllmnul Nuifoitr 1 no/ipy Co {>iuh‘( n1 Nnrlliuant UliH 
lioft) i>CACi;.sr N(j/ifiond UiiMHJft iH)/oi»/:io 5pp M'i:io lmh M5:io .’’tp 


S. noportnhio occiirroncoo, LERn ft rcfniod corrospoiufooco 

6010040366 Lr:n im OlO of) mi aoOdPP.nlhi NF(C .n'gpm (i>r <1 u oviirml thai iwo rtmtru n 
IriQ molnl iiirnpa or» CHI') hyb hiiliau'ir. imiltnl utnifi Imint) u-i'iNintj tuiimuil 1>y piirtkiti 
nol (jrror iJut* In mlnHino inlu bponln: onniyiu!. Strn(i'i nilnsl/illiur W/I>0(l!)2(l Hr 
OUINN.J M , SCACT.S f- Nnrlliiinfit Nui fna/ I mirgy Cn (Mibfi of Nmlhunfit iHiMiO'i) 
SCAC:E,.sr Notifnignsi i/iii.i(if> no/oi)/pn .ipp *inijn).’5 m:)iu OP/ 

69102W306 i’NO 1 aoOlU tm H'^IUlli.whun plm .iv,> Inuilwalm n'lpilnVitg vnlvu 11 nv> in 
sv(;.f'fiV A fnllod lolly cpo/i Ciiii‘jirig ai.iiti tinbnii in luii iiulmualiciiHy mi filgh nradm 
Vdssol wnlO' luviil wfiu h ( nobotl rmiclm ni m r.ifo (In!! fnuu.J nmlur r.ral 
UAVEHKAMfMJ . COWUlll .C. flAYMOND.W HunMui i. Ofi: of Mni 1>inH h:f HO/ 10/ 
20 l|i 5 1013 252-5 1013 25? 


V. Operator Exnminnllons 

60101QOOBQ NdIHioq ol cHnrigo in otaiiur njiuraim /.iiiiiis orfm.livii (101001. 

SCACE.Sf. NcilliOaiA Niidont Fnofgy Co isuli’g nl UoiHiuaM V)1 iMhj'i> SC.ACr,:5V 
No/Jhaasi Uh ihuy H9/10/00 Docmiimil (auiOnl [traniOi (i)ni wiaml CtiriHol Onsk) In 
51540 101 51540 102 

■**6910160093 f orwnrdb nlnUinnnnlA of puramiiil gii.i’ licol tJii'i n( h'lloii luil vMfiiillb in Siip 
potl ol Uppicaiwo lot ol 0|>nnim UonnoSN/o oiv. l 

SCACD.se Noflhoflbl Ni/doar riiurtiy Ci) (mihs nl Nntliiuiibl Uhl Hun) flH/lO/0fl 
flUSSFLL.W 1 nouiori l. Cfc of llio Ihador ip 515-10 Ul2 !i 15*10 1(12 


DOCKET 60-247 WOlftN POINT STATION, UNIT 2 


F. Socurlty, modical, omergoncy ft firo protocilon pinna 

rorv»finl9 amoioojKy plan tUill o\i)fi(.livi»H Ux uiiuunl iJu' jilAnnod lor 

DRAM.SU ConaoliiHilod Ed son Co ol Now Ytifk. luc (10/03/13 LAZAUUS.WJ 
HOgion 1, Ole of 1110 Dirocior. 4pp. 51344 05/ 51344 000 

8910030136 Rov 3 10 DPlP IP -1021. Manuftl \lpilaU\ll»iuli)i»v ft /or P»invov4 ol 15tjlo»a 
Plan ParamciOf Unla ” W/OUOOIO Hr 

UEDLER.OU, URAM.S 0 Consoiidillod Edison Co of Now Yotk. Inc H9/00/1B 
tlpp 51386,240.51380 256 


r,ui.suu t.u Ol i\ow TivK, me. i3ii* m uo'urnuni unnirui 
(Irnnch (Uofumonl ConifO! Dp&k) ip 51G80.090 5I6GH.O’JO. 

-601 1010116 Flov/fiod pugus lo Uoohs 1 A 2 of (irnninoncy pfocoduroB docunionl. 

• CmmnVliUnd E<Ueo(\ Co ul New Yotk. Hw: OQ/IQ/lO Upp 5Ui(\0 QOl-SlRftO OUR 


J. rnnumneo ft Indomnily Inrormaiion 

6910030462 Cmviftida Anumd 23 lo liv.luiwilty AptotwoiM 0 lO.Trtl'ociirig cHanyoft lo 
ll)Cf JU40, 'Finafitial fYoiochon Uofi'.j'umniiin & Indomnily Agroutnonin," nlmciiv/o 
OnO/Ol Util in.'|ii(!8lctl 10 uiiluriH filMfU’tl ivrinnd lo elguify nccopinnco, 

CAf’(lA.flA Pfi)|(irt DirociortiUi I* f 80/00/25 OnAM.S R Co/ifitilitMlod Ed son Co of 
Now York. Inc /pp 51300 328 51300 3:m 


O. Advinory Commllloo on Dodclor Sareguards roporte ft corresporidonce 

Q010I700S6 RfovkJiin lf>l'owi..p irilu fa luii's discnssod a 1 350m ACRS niuoiinn on 

imofioft 10 

TAYLOR.J M Asamtaril for OfimniiO-ib (f’osi 8110205) 89/ 10/04. FRALtY.U F. ACRS 
AiJvismy C'OnirrlUtin on Mrinclor Sofngjards 0[:p 51533 cf»/*5 1513.204 

'*6907140147 F ofwnftjs ri'tjiiosis mnifw nl ACfiG :i5Glh nioalmg on 000G06 lO. po/ 
nuruoiriiini Uial sniivnory of net ons av*r«o'niif\U,<i'mlo.''.'\V'ril^ A rutviosls rnado dt/'niy 
oricli ronmiilloo mualing wil bo aonl 10 oft; following oach incnlinf) 

F flAlEY.HF. ACflS • Advisory ('omri'lHtjn on Rnaclor Safonuords nO/07/02 
SfELLO.V Ofc ol tho Eitfiititivu Oirucio/ fm OjKirnhofin 5pp. 6l5:i3 276 51613 2/0 


P. OporoUng llconso nlngo documonis ft corrospondonco 

0000270244 F Ofw.iftJa rcfiuas'n for addl rifo ro Sfionl fiiol fioul ronicK RusponBO to 
NRC ovpuidt'tJ (jy H01U20 so dial rtiviaw can lio rmrplijUiJ 

OIIINKMAN.nS f>/o;orl Dfof.loroin 1*1 d'l/OO/IH OllAM.SR f:oii(i 0 ''aatod Edison 
Co iifNtiwYork, Inc Opp 513:H1 ?!)ii 5 1110 304 

6010060036 Notifiialicii of 831003 iii4><>ling w/olil In Rodkvilla.MU lo discoriS facllily 
(liiisi'l ijijiuiriilor 'oadi‘;g uun.iunctn 

IlflINKMAN.NS f’ftiircl fJifULlmatii I I. rtd/0<)/?fi. MlJUl EY.T . SNH'ZEK.J NRC: • 
Nt> UulailuiJ Affilialion (» von MlMA(il lA.f Aiisocatri Onuclor for InspocHon A Tncfinl 
i nl Asr.t'ssrTiiinl (F’o*i1 H/041 1) 3p|> ‘i14fi2 303 51452 105 

6010000241 Nnlillciillaii pf 81)1002 niiiij(rir| w/iilil in MocKvi In.MD to d.sCuga cutrunl k 
( (iiiMn;i act vlhmi for fuc hiy 

imiNKMAN.nf) rfo.i)i:l il-rtictmatu I I. flH/OD/25 MUIILEY.F., SNID?III<.J . 
MINAUI.IA.I . NFU: NnOuia hiii Affnaiijii Ulvoii :ipp 51*131 01(1*51431.020 

6000260006 (Uiriutlc l.tr HI) 20 to all liml i yclti (icunscua pimsimslng. usl/'p or procoss 
inij formula (|iniriliti<is of SSNM ni ^rohlth^d iirua kino (iirm fiotisokooping Svc Ut 
mid 

MCt:r!ffML.O W f)iv.ti!onti( SafonihuilH A Tranarictial on IfYisl 870411). 00/00/2(1. 
Cojhinl'ilgltnil l'd.!mn Co t)1 Now Yufk. Ific Uf))* 5161l;10/*5lb1 1 1 17 

6010120173 Cydu 10 Siadup Flrpl ” W/n<JU028 Mr 
UUWA.Sll Consn'iitalml Eikson C,o «1 Now YOik, Ino 89/00/30. 72pp 51408 00:1* 
5MH8 124 

0010060117 Nolil cation of 80101 1 inuolr-g w/iHil (n Hockv l|a.Mt> to dacutis proposflil 
riintliods lor rupahing btiiani nunuralor gktli wulds 

UlUNKMAN.nS t'roK'U (ktiK.u«Mo l*t 80/10/0:1 MUfU.EY.T.. SNlGZEK.J NHC - 
No Uiifarotl Affilahon (iwon MlHACHA.F Offico of Nudnar flonctor Rogulalion. Ol* 
rtictm (Post Fl/fMI l). 4pfi. 514311071 51418 074 

6010110305 f orwards ftnv 3 Ui ■Iriaorvico loslintj FYogfimi Suinmary for Interval Jul 
1U84 * JiiKi 1004 ” i‘i ruS(>on<io to floiiniic Llr 80 04 

RRAM.Sf) Conso'ii lilted Fdibon (^o of Now York. Inc. 00/10/03 Oocumoni Conirol 
hrancti (nocumiml Control Dosk). Hpp 51408.0/4*61408 320 

**6910110307 Fluv 3 to ‘'irisorv.cn lunilng Progrnm SummnrY for Inturval Jul 1084 < Jpnn 
lt)U4 ’■ 

• Consol ifatotl Edison Co n( Now York. Inc JU)/10/31 20()pp. 61488 002*51408 120. 

8010100011 Summary of 801003 rnunkny w/iitil in ftorkv.l'o.MU rn loniing aonuoricoa 
on plant diosol gunoratpid ft potnniial futuru onliancomonta of gonornlo/B llcunsoo 
ifoscnUotl loadng analysis aioUiodoloijy for tnlctJ'aling foada on nono/otora. 
RfllNKMAN.DS. FYo|uct Diniciorntu 1*1 1)0/10/05 FVo]oCI Diroclorato 1*1 lOpp. 
51540 102*61640:180 

6910190267 NohliCAlion nf 891114 moutng w/ijt'l in Ftockvillo.MD lo discusa now aimu* 
Idler for facility Includ ng p’ana ft ordan./nllon 

nniNKMAN.DS Pfoluct DifOdornto 11. ft!)/ 10/ 11. CAniA.R A Prolocl D.rociorolo 1* 
1. 4pp 51503 353*51501350. 

6010200209 forwards anfoiy Cvalmdion find no tbat urogram dosenbod In procoduroa 
gonofohon package (PGP} subm.ilotJ b-/ 840(i04 Itr k 8/02 1 1 rov lo F^GP.por Qonuric 
rir 82*33 incotnploio ft ncoitoLl in lonVenl Rev TOHor.ilng concorna rorjuoslod. 
nUlNKMAN.OS f>fo)oct O.faciofati» I I 8U/10/IO RRAM.SR. Conso'kJaiod Edison 
Cl) of Now York. inc. Opp 61017 144-51017 158 

-6010260214 Sofotv ovaLrohon coricliiding Umt pfocoduros oonuraiion packoQO (PGP) 
aobmillod by 840804 lit ft tuv lo PGt> auUauUud by 87021 1 Ur atvouid Uo lutdux (o* 
visod to ndoqiiaioly oddross roiai rurnorda in Gonoric Hr 82*33 

• Offico ol Nucloar Floaclcf nogulaton. Dirodor (f’oat 870411} 89/10/10. I2pp- 
51617 147*61617 158 


IQ 1^0273 L*j 09 22 to a » t ceosee'i c« opecst«n<j readers S tio*de/s of CPs fo 

i:or! a: 7d sri rod loads A p:ar»l area flood ri.noff depin ai i censod eudear 

rv Atr D 3r*3 duo ^0 r«?foni cr'aece in PUP cnieria SvC Isi e.icl * ^ 

wntio* JG u-wo. let Pteteea IPosi 8’04»l> 89/^0(19 ConscMaV 

eo EJso'i ^ of Nevv VcfK. in= 39pp 51622 069 5lo22 l06 


O Ir^ipectfon reports. IE flolfetina A correspondence 


890S080040 Forwards rtsuts cf 1939 Steam goneraio' tube mserv.co i<*sp 
progra"! eased on teso‘s cl mod tecifti ir.sps suggests tnai ne>it steam genoraior 

•jb© e»am l><? conducted durrg reil refje- ng cuiage n* . z' * < 

EPtAM.Sa Ccnsc’daicd Ed son Co Ot Ne^ YCfk, 'nc 89/07/26 Documonl Ccnl'Ol 
BrafK-h iDoci-f^enr CorVot D«?sK} 52pp 5C82B 053 5C826 tfo 

8909010318 NPC itv'a No'.oe 09 065. Potential for Stress Corros cn CraeJu'^g m Steam 
Gor-cMfor Tub*? p: jOS Svpp! ed t> SAW ’ Sve I st end 

FiOSSiCE Dr/iS(Cn of Operaro-a' Events Assessmenl {Pest 870411) 8J/O9/O0 
Conso: Jaled Ed.sO'i Co c? New York. Inc loapp 51349 100 51349 209 


8909060264 f.TiC fn'o Nc'-Ce B9 066. ' Oua’il'canon L/e of Sc'onoid Valves" Svc liSl 

pr.d 

FiOSS'CE Dv-sion of Ope-ratora' Evenis Assossmerii (Pest 070411) 89/09/11 
Cof'soi'daicd EdsonCo d Yoik, inc lOSpp 51337 095 51 33M99 


891002003S Responds to NRC 690921 IV re v o-at-ons noied i.*> Insp Rept 50 247/63 
60 Corrects e actions damage lo items re LT'9?0 ropa;fod & heater strp A insulation 
replaced pr.or to restart (fom 1969 refte! ng Outage 

ERAMSe Cor-sol dated Ed son Co ot New Yofk, tec. Q9/09/E0 Document Cqnvoi 
Branch iDocvrren? Cor vol Desk) Bpp 51364 294 51364 301 


8910020029 Suppts 890719 lespo-'.se to NRC eu'ioiin 88 004. "Pcieniiai SaieiyRe^Biad 
Pump loss ■ Mn f ew wou:d provda adequare protection aga-nsl damage prov.dad 
(Turat-on of opera* on at low How does rot exceed 10 h per monih 
BHam S a (^nsci.ddted Ed sen Co of New York, Inc 89/09/21. Document Co.nvcl 
Branc tH Document CorVOt Desk) 3pp 51366 353 51366 355 


89092O0O1Q NRC .'f*0 Nct.ee 89 068. Evaljat:Cn of Instrument Setpoints During 
Mods ■■ Svc tiSl enci 

ROSSi.CE Division of Operational Events Assessment (Post 870411) 89/09/25 
Corsolda’ed Ed.sonCo. of New York. Tc 1C6pp 51337 200 51337 304 


8910040380 Responds fo NRC Bu!-etn 89 00». ' Failure of Wesimohouse Steam Gene.'- 
atof Tub© Mechan-cai Plugs ’ Svc i *e of mechan ca' plugs cafcuiafetl refiocf-ng ex- 
pected ncreaso in RCS average temp 

BRAM.Se Conscidated Ed son Co of Now York. Inc 89/09/25. Oocumeni Contrcl 
Branch (Document CorVOt Desk) 2pp 51436 310-51436 314 


8909250252 NRC Into NoLce 89 069. "LOSS cf Thermal Margm Caused by Channel Box 
Bow" Svc '.isi end 

ROSSi.CE Dmsion ol Operational Events Assessmdhi (Post 870411) 69/09/29 
Cor.sc:.datod Eo-sonCo. of New York, 're I06pp 51531 001*51531 108. 

8910040381 NRC fnfo Notice 89 070. "Possb'e Indications of Misrepresonted Vendor 
ftoducls ■' SvC Usl ©net 

ROSSi.CE Drv.S4Dn of OperatiO-taf Events Assessment (Post 870411) 89/10/11. 
Consolidated Edison Co c? Now York, inc l09pp 51531 118-51531 226 


6910250206 Responds to NRC 69091 1 iV re wolanons noted in Insp Repi 50-24 7/89- 
16 CorrectrvG acLons addi operator aid deveiopod A .oi^ai 1 h noldvcatton made hi at- 
cordarvee w/ regujemerts 

BRAM.SB Consolidated Ed.son Co of Now York. Inc. 89/l0/ii Documonl ConiroJ 
Branch tDocumenl Coniiol Desk) ?pp 51612 017-51612.027 


8910190276 Nopficatiori of 691102 meeting w/ut.l in Rockvilio.MD lo d<scu9S resu'ta ol 
steam generator tube msp A loose parts mgt in steam gonorator socondarv side 
BRiNKMAN.GS Project Directorate 1-1. 89/10/12. CAPRA.R A Prelect Directorate 1- 
1 4pp 51563 323 51563 326. ' 


•■esponw;, 'v O5W0CI III r <9 wBa^^g55es noioo m M8:nt loam tns 
RepI 50-247/89-60 on 690424-0505 A 0522-26 Corrective actions Hsted changes I 
improve overa:! conduci of ma ni inrp'emonied 
GRAMS B Consoiidaied Edison Co. of Mew York. inc. 69/10/12 Oocumeni Conlro 
Branch (Document Control Desk). 19pp 61603 256-51603 274 

891013^14 NBC Into Noi-C^Q 89 071. "OivOfS'On of RhR Pump Seal Coolmg Walei 
Rocrrculaiion Operation FoHowi.'tg LOCA " Svc fist end ^ 

Operaiionai Events Assossrrcnl (Post 6704 u\. So/lO/io 
Consowalod Edison Co of New York, inc l07pp. 5 153 1-227-51531 333 ^ 


R. Periodic operating reports A related correspondence 


B91DD20033 Bovstrd EPiPs.ircMtiMiO 


Bov 5 to CfnP 100 1 A novn l) lo Kf’if* It 
125 1, EPIf* 130 l.CI’lf* 135 I A t f'W* M 


of conlenfs b’SO uncf 
’ Commcnwealth Edison Co 


09/OU/llJ. nOOpp. 51307 ODl-OriOll 034 


aOlOtOOlU Bov.sod EPlPs.lnCludl'Ml BtW fl la EG O'i.fluv / In I <MI & flr.v 
l3 

JOHNSONJM.. G0LI;EN.JC. Comrrofiworillli f-ill'iOn Co 
51559.124-51569 146 


8910200036 Rov 1 to F.PiP 200-1, "Classilicnlian OMnutnlUv^) Sinlitih I mti'yi 
HOLMa/j.R Crjmnonwoalfli Edison Cii flO/lO/IO 42f>(i 515/7(101 5157/U 


P. Operating llconso stage documonla A coireBponrietico 

8910120070 Provides updnlo ro eva'uotion nl lon)i iwm lo 

cendensof sho'l skfo efoan tJcmluoroii/oU wiilor uupjiiy i.yii.StnUis of rovlow 
two & threo design concopta w-ll bo p/oviUod will in i 2 inootlm 
SfLADYJA Common woalUi Ed son Co nn/00/l8. DAViS.AI! Floticii J, ( 
CreclCf. 2pp 51490 306 51490 307 

8910040122 Forwards Rov 56 10 QA fVof|rnm rop-cal fto()l d l-A 
RICHTER.M Co-'h'T.cnwealUi ErJson Cb 09/00/21. Oocuinoiii Cntitro: Itran 
front Conifol Dosk) 1p 51397.049 5I3U7' 132 

-8910040141 Rov 56 to ' OA Pronrom.' 

BITEL.J.S Commonwealtli Ed son Cu (-C-1-A fffiO 119/1)11/13 dfipj) 51 
51397:132 


8909260098 GonoriC Hr 89-20 ro oH luof cyc-'O ficoimuo'i iionr.ur.sing. iiel'i;) or 
Irg formula quantities of SSNM ro prdtoidoil nruii long Inrth Jinuuokimj) ii 
oncf 

fACCORKcE.G.W. Owtetoa of Safcquft'ds & Tiana(ia<lviua(\ (Pohi fl/iMi:i) Q 
Consoiidafod Edison Co of Now York, ire iHig? 10/ 51531 117. 


8910040248 Prov‘(fo9 info ro (ilant rndwcisio imn'Oitu jiro,nf‘l inrik rooni pipu 
mont A prarnirg nfforls to assiiro AlAFtA (Hirnniinol oxpOMjrus nr.soc 
piOiecl Pipo Toplocomenl planned loi f-pviflli OvhiiU>j IDllU 
SfLADY.JA Corrrr.onweollh Ed son Co 8f)/0U/2fF 741/111 1- Y.T Fi Offlai o 
Roaefor Ruguiai-on. Director (F»osl 8701 1 1) 51423 I1J2 5142 1 220 

•*8910100097 Rov 0 lo "ALAnA Plan (or NnrfwaaUi IJpgrnrIn f*fiijii(:l. 8401 P 1C 
* Comnor.woaUh Edisofi Cd BO/04/30. 22)i)i 5 1423 '..‘05 514?'3 22i‘> 


8910040200 App'icalion for nmo/vlq lo Llcoo'io'i ()f*ft-lfJ A t)F>f ^•'25.rnv|•>^l1(3 Tc 
to rofieci mods to aiamfby kquld conirol b/b A nifililion In AIVV!i fu-circu'fji 
tnp. 

SiLAOV.JA. Comrronwonlth Cttison Co 00/00/20 MDflll y.T.I^ Otlico v. 
RoaciOf Regu'ation. D rocior (Post 870411). I2j>(> 01301 34 3 -5 1302-11? 7 

•'8910040202 Proposod Tech Spocs ro l.rmUng condillOft for ojiurnilnri A florvf. 
qaromonts for mo lost cal.br froquoncy for fiiclicuini-ori pijm() trip & Iniini.' 
mat in'rtlaios rocremuvon nutnp trip. 

’ Commonwoalth Edison Co 89/(59/20. 33pp 51301 355 5 1. 392 o? 7 

8910100276 Fonwards fosponso to Gononc Hr 09 04 ro yj dunce on duvo’op-n 
able i.nservico lostmp program LoSallu atntion rov lo lii&(jfv>cii leaiing (ifoyffti 
ted on 891O02.QuacfCiliOS rov oxpociort hy 000228. 

RICHTER.M H CommonwoaUh Ed.son Co 09/10/02 Hocunient Coeifol Hrm 
umoni Control Desk) Qpp 51462 045 51462.052. 

8910170024 Rospofirts to NRC rotiuost for add! rnfo w uhl 8311(15. iM02?4 J 
^sponses to Generic Llr 03-29 ro oquifimont clnasifiunllon & venifor info 
STOLS.R. Commonwealth Edison Co. 00/10/04. MJni.EYj E Office of Nu 
actor Regulalion. 0-<ocioJ (Post 6704 UJ ‘liip. 01030 201-51030 204 

8910180074 Advises lhai utl 000013 rociponso lo NRC 090001 Al'cnailufi 
0074 acceptab'o.Allogation fnvolvod possiWo omploymoril discrrminaliori 
Inc, in termlnalion of former onipfoyoo. 

StIAFEH.WO. Beaton 3, Ole ol m Ditoeior. 00/10/05. nEED.C. Comn 
Edison Co. ip. 61550:310 51650.310. 


rii||-o^-i 




Jt2 — T ivo^uiinu lu niiunaiion m 

Groonman 80000 1 Itr lo C Roid. 

Kuv/^H T j, ^mi^nrwoanh EUisoh Co. OD/00/ 13. DAVfS.A U nog.on 3. 
D.f ecior 3pp. 5 1 55G.3 11-51550 313 . 


8909280019 Monthly operating reel for 
KRiEGER.K.. BRAM.S 0. Consolidate 
51346 120 51346 124 


M 1989 for Indian Point Unit 2. W/890916 Itr. 
Edison Co ol New York, inc 89/08/31 5pp 


S. Reportable occurrences, 


» curresponoence 


8rar>ch (Document Controf Desk). 2pp 51369:167^^51369360°^^^^ Document (.( 


.V Y to CUD 045104, "l.ubrlcntiOn of Ltm.lorquo A 
Cit.O8 Nucf08f Stations” & Rov i io COO 042027. '‘Oun 
EP0.EP1.EP2 & Mobilgroaeo 20.” 
CO’nmonwoa’lh Edison Co. 09/10/1 1 MUMLEY.TG. ONtco 
Roacior Regulation. Director (Post 07041 1). 2gp. 6l64Q.lQ3-5lft4G295 

'LuDricniior) ol l.m,iorq..o Aciuotos .. 
• Common woallh Edison Co. 09/00/20 lOpp 51646 105-51546 2l2 


®EPO.£®PiTpriVob'^S®/o^" •Qu«lil.Mi.on ol Mobil 0.1 Co O.onso 
• Commonweahh Edison Co. 00/00/20 70pp 6 154G 213-51540 205 


8909010330 NRC Info NoUco HO 00f>, -'RolotJlInl ft>r Suoi.?i t^orros-un Crnth ny in Srnnin 
Gonoroiof ^utiO Supp:i0^1 Vxy ' S^f iMir.f 

nOSSJCE D.vislon of OprrnlionnI (:votilft AnsiM(',rtionl (foul «n/0ll/0« 

Con 30 :ioaloif t*Ji!;on Co qI Nuw York, inn IOll(>j> Iiin^lO lOO 2on 


B 9090 G 0?64 NnC InlO NokCO 09 "OuftUu.iVk^n'i \ >fii Snlutv.’.kl VnUoH’ SvC 
onCP 

FlOSijI.Cff Division of Opufallonnl I’voiit'i AtiH(jr.niiiiinl (finl il/i>4ll) H‘J/00/11 
Consol ifatotl EtJ.fion Co. of Now York, Inc 1 ()!j|>p f*i:j:i/.onr> !ji:i3/ li)U 

0909200010 NfiC Inin NoHco 00 OOH. "Lvn’uilflnn of Irv^irumuru Sulj’Oiiiln Ourliiy 
Metis ” SvC fist oriel 

nOSSl.C L'. division of OpotatiOfXil Lvr‘r»in As'infisnnint (l»o’'l HAH 11) 
Consaiidalo:) ritfison Co ol Now York, Inc; lOnff) fii:nW V9l> MtVW 904 


8910050026 Hubrnlts BUjiplomcnInI roHponon in NIU^ lliil.‘nliii HU 1 1 ftiinoil nn fiuil Hint 
SlH'n'oss ylotil pif>lno m svb JiiQfily ifuctln, frar.ltjru rii'tlMinnt rri.ilanni.l cnntiOii (Iooh nrU 
UqI-ovo that lull aroa bronka could roalialicnily ncctir 

ni(-HTEn.MH. Common woallfi L'd.stjn Co n<l/Ol>/;»d MUMl I Y,1 I: Off lo of NucU?(U 
Ruoctor nnij.ilnlinn, Olroclof (R091 07tHll) Ppp MdlM dl / !»1'1 ;m Olfl 

8909260262 NRC Info Notice flO 000. “I osn ol ninnnal Mnniln Cnu'itiil liy r.ltnfniil Hoy 
How " Sve hst one! 

nOSSiCE Division of Oporoilnnnl t vontn AuMttH'.niiinl 0/0411) H!J/()U/i?U 
Conaolltlaioil Edison Co of Now York. Inc lOoj>p iini 'iuvn luu 


6010130111 AcJvistja lliai Insp flof>l fit) 240/uo iiu hIiowM tm i (itrcH icd 1r> r>ri ;f Hj/»li 
06 duo to nefrrin sifnl'VO grror. 

COOREfl.nW flonion 3, Ofe of tlio Dirocln/ nil/l0/O’j Ml l O.t: Coiiiiiujnw«*;iliii 
rUiSonCo, ip 51609 063 biriOO.OIJ:i 


CLlNr.W-i: fltiiilon 2, Ok: of tlio Dirnctor 09/ 10/ 1 1 WOO[)Y.C: O P Inj.ifa f’uwtir h 
I ly ht Cg .l| >p 61 650 20*1 fj 1 f.M) ?on 

69102G0171 f'lnwnnls suirn'ary of 690!) 1!) fniMill'iy w/uM lu ilisrui*! nvernll fitant 
blAliis.rureni n(>crali(inal gvcnl‘).cr‘.y:naL>riii(|.lrniiiliiij 8 liucnnty liiillnlivoa I Isi of Allnii 
ifocrj A vinwympbo oriel Mr^cllny tf'irlctinUi fellow. r't) t^onlmi'nlniy Crdo/ 6/ fl!> 
lillNIilCH.SO Mni|lo,-i ?. Ofc of ifm Oinir.kir mVlO/|1. (tOl 1)f)f flCi.J 1 1 fliM.iln 
fowiir A I lylit Co MOpp 61023 20 ) 5 102.1 360 

GO to 100132 AOvimiH IUaI uUlv/tU conOucl onun\}niv.‘.y plan nti 091130 1 mm ian 

Will invcivn pnric (>nilo.'i liy hu nl oiiiotgency iosp<]n':i) aijaruiuS A nlato (iiiiu'ijijni.y rg 
bjinnsu piiraoniia! 8 w.ll l)0 (ivnlualini uy I LMA 

GOI DHi f IcrkU fnwnr A I'JJl't fui. fM)/l()/1.1 fkic iniu rii Conlri)! Mriuicli 

y 1r,vx.iv,n)9 1 /OtAi ol Douk) Ip ?i 1 55 / . Vfl / M 55 / 1 H7 


Q. Adjuittcatoty corrospondarico 

6010040103 Nfu; Staff ti>S[)Orinr> in liiinrvoicufi imakm foe aKlnnnUiii of Imui A nmlnri 
10 onvisn h(i.iritMj ricfiiHlulo ' C3r fo' Nuclunr llusfinini t4l.1y iPl(}!l#3 nciinui nut 
oiipnaod SnwovoT \n twaaw lucukuj arlwdwki C4'ilOvi»ulVV/<'<»U.i ftln vil Svr,. 

Jlilfl r.f Assi'jiar:1 (Idikirnl (Uxinr.ul for luiatiiiipi A linin'tgiiioril //46U n;';u] HU/UN/ 
Alonilc Snfoly and M::unr.iriy lUiiVd i’aruil Sjip. fillHll l/fl fiCMO l02. 

80I0D40177 llctinsoii rospunsg in ojipuqiiio.n U) InUrrvoriO'n nmlMit for iiKlor'biuii of 
liriin A rnut on In rnvl'jn lionri'in rirfiinluVi * Inlorrvtinnrs flPdUl l niolmn rlnuri rinl cinrii 
onsirnUi ymHl rausn 8 aiiiuj!il on dan rul W/r.iJjifinrlini) mlo A (kirlilk aln of Sve 
OnS.Mf J foridn f'owi'r A I lylit (^n lU IS H f . Nowrnnn A MolN'rindr //4ll0 1);»3I) lUf/ 
U9/2/ Aloiim: Safijly nriJl <cuns ny Hoiini Panel I Ipp 513411 2ri?!i 134/1 ;!li;? 


6910180050 r'oiwnrdR Moullnn lloplr. 50 237/00 2() A 50 24U/fUi- 1i) , n O90U20 in 
non on IN ofcSfiOClIiC info ulil nflroiul tn niov.dn dnrlnn meniiiiii frilnif 
NOTIEHUS.CE fltjylon J. Ofe ol IfuJ iVnUi^r. iH}/li)/ll5 Mi l D.C ItominnnweaNh 
Edison Co ?PP 51645 200-5 1646 20.5 

•8910100061 K^eofmtJ Rojila 00-2:t//6*»7f> A 50 240/6!) lO gti 000021) Mn;c:r ninau 
dlscuasod radiolnnlcnl stalna of filniil rndWiisin Mimlipi innk A gjnnil rnfiiii lank rcuiiiH 
A I'Cunsuu p'ana To efnanup coniainlnailtm 

GMEGEn.l, ri. noQon 3, Ofe of Uio Dirnctnr fl1)/li)/(M -Ijip 51 545 ?l)i’ 51545 i’D'i 

8010040361 Nile Info Noiieo 6U 0/0. ”F5)!i‘ii1ilii Induinlinnrp i>f M '>n)|iroM>nl«><J Vendor 
Products " Sve fioi onci 

nOSSI.C E. Division of Oporniionnl fivonla Aiisna'irin'nl (Pout 0/0411) 110/ 10/ 11. 
('.onsolldalod Gdisou Co of Now Yuik, Inc l0llpi» 51531 1 1d <i1?i31 220 

6910250314 Informs of (>fan to axiond Aflf) ATOM t nnlnd roil diniinjiairniinn fcuornrii A 
porforinanco ol visual control rod mspUt*! iilnmuio to piitfniin vir.ual rnnlnil rgil limp 
ai otul of eyefo prior lo tcuso 

SILADY.JA Communwcaltli (-disrvi Co. 03/l(»/1d MUHII.Y.TI: Oifen id PJurfear 
noocior riogulnlion. Diroclor (I’oRl d7l)41 1) :)pp fMiiO/ 2HS 5 nil)/ ?(i/ 

6910130014 NRC lido Noilco GO 0/1. "lUvur&pn nt UUll Ik.nip iMud t'uoHuy Wplm 
Flow During nocirciilal'On Oparniion rol'nw.ny 1 C>CA “ Sve I si nru f 
MOSSl.CE. Division ol Oporailonni Evonla As'juaniricni (f'oni (i/041 1) dO/lO/H) 
Conaolidatod Edison Co of Now York, Inc lo/pfi 61531 2?/M5:il 33j 


0010130008 Advtsun tliai iiito:vniioin rmilirm fur nidtMii.'Oii id inui A innliun fo' niv In 
tHiudivj uctx.‘iKj5) c<linii‘d no Inrirpu im cor.si Umiil liy (toard d.in lti and* or rud nnriil 
iiatiHl to J’StI of J fcfiiM 

lOMIONJ Cnnior fnr PJucfciV M(mpniisi|i.l.lY KUNON.J. lod<irt. J 0202 Du/ 

00/2*1 COITEfl.f. nAIIUOUM.J, fif tit ill 1,(1 (> Alo;ni>: Safuly rin<l lunnsimi Itnnnl 
Vm\\\ Ip 5 1 4411 '/Oil 514411 20’3 

0010130050 Order * (iriinls In liarl A dnnins In poit InU-rvmvorn inr>ll<iii kir (uleinann dI 
liiriu A iiKitun lo r(ivir.g hearlnt) iichodi.ln In acenrdanen w/lintutl i.clin;fulu VV/f Nnlifi 
ra)o III bvc Vn-rvinl nn fl')U)04 

COfll ll.Dl’ Atomic Safoiy iind Ucunslni) llnaril l\irii>* //4|in U26‘J flU/l()/u:i 
Candor fur NuOnar Hgspi>nni*>i'ity 3pp fil-Ma lot) !i144ll 2U1 

8910130061 Motnnrandi.in * Advinos idat lloard (imunlrii'd Niii Uuir I ruirny A<:r:iiiinl<i|i I 
Ity Projoci rorptooi as •‘I'nlod aimonrancii slaionionl A lic.ml noHilriy i-t oititernerd In 
wnnard act on W/ Corltl onto of Sve Sarviid on 1)01004 

MAItnuUM.J, cniTt ruir Atomn SafolY and I irnn9ir*u floani f'anol HMV) Oi'flU 

no/ m/03 4pp 6144(1202 51440 205 

6010180060 Answer to Diriu.lor'a Docision undnr 10(3 M2 ?(>() diocunflion * lldn .'i iixlnla 
(nt HlKi 10 IftVo jveln'ios toi)uosI»i1 io 1190620 itoPlmo lo i old vDoddowi^ of lov'lilv A 
1100020 putilioii In cOusu IriiiiuKlialo invceiliuat-un (.oiiciini no druii usnna n/n|j!iirii 
HA(*OMirOJJ Nuclaar J’.fiorflY Accnijn1a(i.llY f*rij)oci ^409 ii?lj5 no/H)/(J!i (5nn 
fn:f>Sidrinre ??di|} 51400 231 5141)0 265 


R. Porlotfio oporatlng roporla & raintotl corroaponcfoncs 

B910180330 Horwarda rnonthly opornlinn rcifiis (or Snpi 1901) fur Diesdon Nuefonr 
Powor Slalion Un.is 1,2 A 3 Formal rosiruciiirn<f Ut provalu niorn coniprotionsivn data 
bast? 

EGNIGENDUMO.G. Commonwonllli I'd son Cn (I*)/10/(>1 Dniijninnt Control llraricti 
IDocumonl Conirol Do8Ji). Ip 61643 240516432(10 

**8910180336 Monthly oporaiinn ropls for Gojii ifr(ll) for (iresdon Nuefoar I’owot Slaton 
Units 1.2 A 3 

PARAMOnE.Q.M. Commonwoallii Edienn Co (10/00/30 3ipp 61543 251)0154,3 200 


DOCKET 60*260 TURKEY POINT PLANT» UNIT 3 


F. Security, modlcnl, emergency A fire proloclJon plane 

89 10030267 Informs iliai olil lias inKon sovorat stopa lo u/igiado sornniY pfoomm A 
implomonlat on.rnclud ng mgl changes, componaaiory poais.Ualning A pfomohon A 
hold porformanco ovaluaiions 

GOLDQF.nQ.JH. Florida Powof A l\m Co. 69/09/10 f.liriLlUD.S 1) Hogion 2, Ofe 
Of Iho Diroctof Cpp. 61373: 170*6 1373; 100 

BQ092B0129 Discussos roviow ocllvilios uodoriakiin A progress moflo ro nM offoris lo 
addrofts GAU» Mopis 60-250/8015 A 50-251/60-16 lor Juno iDft?-)0B() J West PP- 
lo now posilion of manager of nuefoar suentdy. 

MARfllS.KN. Florida Power A Light Co 60/00/21. Documonl ('-onfrol Dranch (Oocu- 
monl Control Desk). 20pp 5 1 34 5. 130- 5 134 5. Hi 5. 

**8910030520 Discusses ulil security program improvunienls A provlilos eomprolionsivo 
description A porformanco results acfi.ovotl FM limmons has boon appomloil ooconty 
fluponniondool 

Florida Power A Lighi Co 60/00/10 nnNETEM.SU Mogion 2, Ofe 
of lha Director 0pp 61345:169 51345:105 


6010310125 Mulovtiril Into fr>r cenukJorallon * rxprofiHUS O'nvti coricorriQ ncrinann in i>|i 
nraiionn uf filanl A forwards info on roroni ovonls rn fuossure/lonip In'ilis an npiin 
pnaie te subt of nrocaudings f'erhllcatn of Hvu unci Served on (1U l()2.j 
SAPOMiro.l J Nuclear ( norgy Accou'dabiMy Projucl. tfAm r)3;i<). (19/10/14. Alnirln 
Safely and I iconsinp Uuiin) I'anol iGfN) 61606 1211 61600 (43 

00(0290168 Mesponse o( NfU*. -Stud m suponrl 0( U.encee mnUun (()r nunin'Aiy dirtpntd 
hori ' Mokon Rupporterl on grounds that ficensoe durnorisiraieii nlir,onre If Aiiy 
iriu Issue of mail facl to bo hnnoted A as matter of law. 

JElIl E.P Ass^sianl (lonoraf C.ounsul (or Hearings A (iriforw'rminrd //4Dg UilJO n<)/H)/ 
Ul Alotuic Sfttoiy ami Hcervsxig (lonid Panel 141^^1 61W11 <134 516(11 006 

*•8010260178 Air.davd m support of NRC^ SiaK m&pnnso to licnnson rnetion for aumrni) 
ry d’Spos.lion * Arlvlses (hat author condni Jud ruviuw of filCi'dy inln^jratod 6urvO:llnru n 
program A iouod program accopinlilo.vy/Coftilicalo ol Hvr. 

ELUOTJU. Ofbeo (d the Oonoral Ceuusol ((’osi 000/011 l-|ll€)T.«J Mnlorlale A 
Cliem.cal EnQinoenrig Oranch 80/10/10 iGpp 61601 040 61601 005. 

8910310196 (ntorvonora siaiemool ol mad feels as to wfilcii goruilno issue tu bn hoorrl 
w/rospeci 10 Iniorvonora Contonlioo 2 * 

LOmON.J Center for Nuefoor Mo9pon8.b*l ly. LOniON.J. Lonon, J. /74fif» 0352 (H)/ 
10/10 4pp 61007 023 51007.1/4 

*•6010310197 Irilervonora tOspoasQ lo liconsou motion fur sufiimary dlsposlkon of inter- 
vonora conionllona ' Intorvonors onlitlod lo (avoraUlo doclsion na rriaifor of law.W/ 
ftv^voiing lido & CoiUlcaio of Gve 

l.OniON.J Comer for Nuclear Mosponsibiiily. LOfflON.J lonon. J 60/ 10/ 10. Alnrnn: 
Sofoty and I iconsing Ooord Panof iGOpp 51007 02 /-f) 1 60 7 174. 

8910310169 PAX tiansmssion Of alOdavd of J lorlon (or frroBSSuro/lurnp procuodng 
(Turkey Point) * I'orwards author affidavil to be Increpomlorl w/iniorvonors rospnnfin 
(0 licensee motion for summary tfispoauion of inturvonore contnnlione 
l.oniON.J Center for Nuctoor Roaponsibilily lORlON.J Lotion, J /y4(H) 0161. DI)/ 
10/20 COTTEfUL Atomic Safety and iiconome Hoard I'anol ir^ 51006 363- 
51000 350. 


25 SAPORITO.TJ Affl-alon Nol Ass Qned 3pp 51 749 340 b> 7 
8^10050195 Decision 00 89 08 deny;ng acocns lequesled in 

25 I3pp 51749 343 51749 355 

25 3pp 51749 356 51749 358 


J. Insurance & indemnity Inlormsllon 




BEBKOWHN P.oiecl 0,.6cio,ata ii 2 69/09/S9 GCLOBERO.J H fOfOa Power 8 
bg'ilCo 3pp 5U3Q22V5\430 223 


P. Operating license stage documente & correspondence 

T^T^'SSi.T‘t&S^SVr,V^^^^ 

u »mi» !».-«■■ O" ""«■ 

(Documeni Conirol DesV) 2pp 51346 125-51346 128. 

8909280098 GenDr.c lu 83 20 to s ' luel cycle Icensees possessing, 
ing formu’a quan'jies Of SSNM re proiected area Ipng ieim hojsekeep ng Svc 1st 

MCOJRKlE.GW. Division 01 Safeguards & Tfan3poriet!on (P(^^^ 89/09/26 

Consol qatod 6d son Co oINowYork/nc l3pp 51531 107-51631 117 

6910050214 Advises lhal NRC :niends Ip conducl audil oJ imp!ementalion of 
10CFR50.63 re slalon biackPul on B91017-19 at Juno Beatli olcsiioms 1w Oscus* 

NOnHlS J a" EO.'sOH.O E Pio.oci Oi.etto.a>6 H 2- Sim/M QCL03ERG,J H Rar,. 
da Power & Ughi Co, 3pp 51430 21 8 51430 220. 

8910060226 Forwards NTH-Tfl Ol. * Thermal Hydrati c ^•odel Oual'l cation Decrease in 
Haai Removal by Secondaiy Sys Evenis " Repl presenis genenc methods appi-cabla 
to util nuclear gn ts 8 intended to support p:ani improvomenis 
GOLOQERG.JH Fforida Power A Light Co. 89/10/02 Document Control Qranch 
(Document ConiroJ DesM 2pp 51454.001 •51454:149. 

^8910060230 NTH TP-01 ‘ Decrease «n Meat Removal by Secondaiy Sys/' 
HANOSCHUH.J A Flonda Power A Light Co. 89/07/31 146pp. 51454 003 51454.149. 

8910100152 Responds lo NRC 890604 !if re Generic Lir 87-02. •vonfica’ on of Ses mic 
Adequacy o1 Mechanical & Eiecvicat Equipment in Oporatmg Reactors UHl plans lo 
Submil suppi fo accepiod App 0 1mpi0mer.iat.on program par roquesi . „ . 

GOlOBERGiJ.H Florida ^er A Liahl Co 89/10/02 Document Control B'anch 
(Document Control Desk) 3pp. 51458 1 27-51458. 1 29. 


6910060337 Forwards 'Second lO Vf inservice tnsp interval inservica Teeing Program 
for Pumps & Valves” per Generic Ltr 89-04. 

GOLD8EnG.JH. Ffonda Power A light Co B9/10/D3 Document Conirol Branch 
(Document Conirol Desk). 16pp 51434 149-51434:327. 


-8910060348 “Second lO Yr Insetvico fnsp interval inser\icQ Testing Program for 
Pumps & Valves.” Rev 2 

* Florida Power A Light Co. 69/10/02 l62pp. 61434:165 51434-327. 


8910130037 Requests assisiance in es'abi'Shing status of implemonlaflon of actions re- 
quired by Gonenc Ltr 83-28 Impiementalion intended 10 incfudo 

mod.iesi;ng procedures A training . « 

EDISON GE. Project Oiredoraie 11*2. 69/10/04. GOLD0ERG.J.H. Florida Power A 
Light Co' 2pp 51505 093-51505 094. 


8910180260 Generic L\i 69-21 to all holders of OLs A CPs tor nucloei power teectota 
concerning roquesi for info re status of impiementalion of USi requ rcments Svc list 
end. 

PARTLOW.JG Associate Director for Projects (Post 870411). 8O/1O/1O. Consolidat- 
ed &^lacn Co of New York. Inc 60pp 51622009-51622.068. 


6910180273 Generic ltr 69 22 IP all hcensdes of opera(‘ng reactors A holders of CPs re 
potential lor Increased roof loads A plant area flood runoff depth at l-censed nuclear 
power plants due lo recent change in PMP cntena Svc list end 
PARTIOW.J.G Associate Director tor Projects (Posi 870411) 89/10/19. Consolidat- 
ed Edison C^. of New York. Inc. 39pp 51622:069 51 622-1 06- 


Q. Inspection reporle, IE Buttetlne A correspondence 


of ihe D recict. BpP 


fl9.00302SJ Foma-ds .nap Hopla W-EtO/RO dO & fi 0 25 Un 0 .dO on 050720 

Sehl CW 'nXToSilf mo O.,«clo< 00700721. WOODY.CO Flonda 
llghl Co 3pp Juao 260 51380 203 


»ssr»tSK“'" " 

09/09/19 15pp. 51380 269-51380 283 


09092000(0 NHC Inlo Nolico 00 068. •Evoliial.on ot liialtumont Sotponl 
Mods" Svc 1 SI end 


ROSSI C^'avSon of Oporalional “ 

Conso'ldatodEdsonCo of Now York, Inc lOGfip 51337 200-61337.304. 


A9 18040135 Ack tqceipl ol 090B20 ruspoosp lo unrosolvoil Horn | 

9«ko/nQ (17 A 50 251 /B9 07 RosDPnsu ro niuin snfoty volvo ring antnnns iiv 
GIB^N AF Rcflon 2 otc omKo Dirocior. 00/00/28. WOODV^GO. 

Light Co' 3pp 51392.311 51302.313. 


6910200056 Ack roco pi pf 890001 Hr Informinn NRC nf 8to()0 tnkon lo CPrrrjcl 

TKo'TE.TvXaon® |.To°of.lfo oVocJor n»Jon720 WOOOV.C 0 Ron 
A light Co 2pp 51565:283-51505 204 


6909250252 UPC Info Mcbcc 89 06Q. "LOSS Of Thnrninl GniiSOd try C'li 

ROSSl^^e''oSn of Opofollonal Evonls Asr.oasmonl (Prj'rt I 

Consol dated Edison C'o of Now York, Inc. lOOpp 515,11 0li1-j 1,jJ1. lOh 


89l0t300l6 Forwards pariialiy withhold Insp Ropla 50.250/00 42 A f>8-25l. 
R9(ia28-090t (rot 10CFR2 700(<ll A 73 21) No violitlions or tlovliiljona riolc-i 
STOHflJP Hoglon 2. Ofc of Iho O’rociof 00/00/20 WC)0()Y.G.O. f lO'idr 
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EBNETER.S.D Reg bn 2, Ofc of Iho Dlroctor. 80/10/00 (lOLDIlinGJ 
Power A L‘ghl Co 3pp. 61566.246 51560 240 


8910040381 NRC Info Not CO 89-070, "Possiblo Indicfliions of Misroprosun 
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does a viowproplirj oncl. Moeiing lliTiUidtriri foilowlnn (Torifrnmioiy Onkir 0/ fl5 
GDNETEll.Sl). floti-on 2. Ofc of ihn Dirocior 09/10/11 OOlDllfJHU If rioiiMa 
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Cpiveri fOSuHing in lu.’0i''O runUnrk Cnust' l l>y '.•i.ii1i;.jm.i 1.' jjnii mfiiru *'*< 
prov.do gu'cfonre re ralo rd forl.'Cldn .n rniif lor fniwur lohu-i plijyiit'if VV/iiii- 
POWELL.DR. GOLOUtnG.JH Hor.iM I'uw.ir H UnlA ‘ 1> IVMH' 
5 Mac 265 5148rj 26^1 

6910190123 LEH 60 011 OUcn fliKiniS.rniin.rril r.'m fn' trip ii».li.i(n.J wis.ii i 
to led 'o insert in anlcrvaVc cyi manual i« ‘>\uur*"i I . l* 

docrease Caused by madrciunln lu)*il .iisiai'ai.iju W/fdf i<i ( ? iir 
POwELL.On. MAflniS.KN. Ficnfa Pew.-r A l ig'if Cn dO/lu/l? /p,-. ’ 
51559 060 


-8910030528 D scusses ui.i sccu-nty progra.m iTprovemenrs & prowddS comorohens.ve 
descr pion & perfc»mance foso’ra acbc-ied FW I rrmons lias been appo nied secdity 
ijper ni.gndent 

GOlDBERG JH Florida Power 6 LigM Co 89/00/19. EBNETEfl.SO Reg-on 2. Ofc 
of fhe C>recfor 6pp 51345 169'51345 185 


6910240212 SpocAl /opi providny lisl of frvitiinctinibil f ru tiiiriicir pi.nuiriil i 
fumed lo fupciion status wdlm ? duya f'uint 1 ririfirui.ri tn impl.'rnnfil i i‘i 
mgasiKos Bs app:icab:o 

HAFiniS.KN Rondo Powur & 1. QfH Co n‘J/lO/i:i f):.i.i.riirinl Cnnirul llrni 
mom Conlfol Desk) 4p;> 51569 100 51569 llJd 


8910030382 Forwards Insp Repfs 50-250/09 40 S 50 251/89 40 cn 890729 0825 N'o 
vibfatons Of Cev-ai'Ons noiod 

HEHL.CW ned=on 2. 0?c cf the Orec'or 89/09/21 WOOOV.CO F.'crda Power & 
UG’-lCo 3pp 51380 266 51360 203 

><89 10030383 Insp Repis 50-250/69 40 6 50 251/89 40 on 890729-0025 No v'datiOns 
noted Maior areas ‘nspecied d reef msp at s.te m areas of rno.-iiMy surveiianco 
C>tservaion3.rnor*h1y ma.nl observ aliens & ESF waikdowns 
BUTCHER RC . MCEIH'NNEVJ F . SCHNEBLI.G A Reo'On 2. Ofc of iho OtrcciOf 
09.09/19 tSpp 51380 269 51380 263 

8909300010 NRC Info Not»ce 89 066, "Eva'uahon of InslruTonl Seipcnfs Ounno 
Mods ■ Sve i si end 

ROSSI .CE Dry. Sion ol Operai-onat Evens A&sossmeni tPosi 8?04il) 69/09/25 
Consciidalod Ed-son Co of Now York, ire l06pp. 5i33? 200 5133? 304 

8910040135 Ack lectJpl pi 89C629 resporso lO onresoWed .fern noted in insp Repts 50* 
250/89-07 & 50-251/89 07 Response re ma-n safety valve riro smtngs accep'abto 
G'BSON AF Rog-on 2, Ofc of the Oirecio/ 69/09/26. WOODVXO Florida Power & 
VignCo 3pp 51393 311-51392 313 


6910300056 Ack rece pi of 890301 itr ip'orm ng NRC of steps taken to correct violai ons 
^led \i\ tr.sp RefAs 50 250f89 27 & 50 251/69 27 

SiNKUlE.M V fleoipn ?. O'c of ine 0 rector. 89/G9/28 WOOOV.CO- Floada Power 
A Light Co 2pp 51565 283 51565 284 


NRC fnfo No'.ce 09 069. * loss ol Thermal Margin Caused by Channel Box 
Bow Sve Ji$l end 

RQSSi.CE {^.5/on ol Opotaiionai Events Assessrrem iPost 670411) 00/09/29 
consowaiad Edison Co. of New York, fnc I06pp 5l6H 00 1-5 153 1.106 

partia'iv wAhhoitJ Insp Rems 50 250/B9-42 6 50-251/89 42 or 

WOOOV.CO Flo„<.a Powers 


8910310125 Rolcvarit info fo-' consklo'Pt'o.n * f •rii/rissi 'i ttf.ivu riiiu ' nvi n. rn 
orations of pla/il & forwa'tls tnfo cn ru'Jonl nv<inl> rn fini'isiirn/li'nifr l.iriil 
phat© to Subi ol procood nos Co'lilicnio n^ Svn I'm;! SnrvrrO rm >1t>H>2 1 
SAPOHfTO.T.J Nucloa' Enocfly AceOjAlaUi’ily I'rnlni.t //■llltl itJ I'l nij/Kiy 
Safety and L*cof>S'ng Board Parol i5r)p 5Hl0fl I2<t fjH.oil M.t 

89102110294 LER 00 003 01 cn OOOOOO.iencloi )'.ioWnAn>n SyS n^.h.alu'.t^ i»,.c 
perform'ng Procedure 4-SMI 071 4 C/rubUd hy llKul Irunh In li.rli'nn s.tnp v 
1 on sens'ng circuitry Nnw procedure dovulnntrd W/lJ') lO 19 Itr 
lYONS.E. HARRIS.KN FlDmip Powi-t ^ \\\]U\ Co m>/1ti/in 4)v 
51607 324. 

6910260196 Ib'R 86 002 01 on 050 l30,mnlfur'C|iorr cuiisuij iifiMirtini f:y rJnbi 
A to ho out of SVC sc v.tal buses 3A R 4A dtl not hnvu ncc.nsH lo vrxsiia 
powo/ Caused by short m panel fighi socket Plprii cliiingn/nuid initinicd W. 
HEFIRIN.OW. IfARRlS.KN Fforkla Powi-r & I 'ym Cn m)/Hl/1lt .'tpii 
61011309 


V. Operator Examinations 


8909280129 OlsCussQS review aCkvUiOtt urvk'rlftknr^ & prmjruks lundn ru ijl 
address SALP Ropls £0*250/00-16 H 50 351/00-16 for -lunn 100 7-1000 
pointed lo row position ol manonor ol nuclupr aocumy 
HARRiS.KN. Florida Power & UQtk Co. 00/00/21. Oocrur.onl CniMnA llr/ 
muni Control Desk) 26pp. 51346:130 51346 105 


DOCKET 60-254 QUAD-CITfES STATION, UNIT 1 


f. SecurUy, nredtcal, emergency & lire protection pinna 


50-250/89.42 & 50-251/89 42 on 89002, 
^ 73 21 )Nd v'.o;aiions or dov.aiiors noted Major a.'©< 
Tll?^ A procedures 8 socunty Ofgaf\i2at,on 

51Wll44'6lW1 245”^‘°” Oi/eclOf. 80/09/21. 2p 


6910120086 Rev 7c to Section 6, "Clossificfliion of tmurnoncy Conriif ons " 

• Commonwcailh Edison Co B9/0S/3I 75pp 61489 322-61400 OJO 

691^601 15 Revised proceduroa.incfudinQ Rov 6 lo QEP 730 0 A Rov 3 to C 

• Commor^woaith Edison Co 89/09/26 6pp 51433 299 51433 3U4 


10260051 nev 2 10 on P ?20 2. ‘ nqwi|inii!r>1 A (U)Jiiimit«nilif)n liuJ-j " 
• CommonSl^^ td.aon Co. 0U/U»/10 Hpp 5102-1 2/0 5 UiiM 2«0 


8910260001 novisod nPH’ft.nUuima '* ^ 

MOOGMEnX^D Co. OtJ/lO/Ji ictpii rilU2:Mm> 5152J IlMi 


P. Operating Ifcenso alnOO dociirnotu® A corrospondonco 


8910040122 rorwafiJs flov 50 In (M Ptnqiiini ltij:l;:al l lnpl ( I l-A 
RICHTER M Conin’OnV'fOnllli t-o OO/lW/i \ t1ov\ 

front Conlfol IJtJQk) Ip OlHO/ 1 Jl)/ M2 


Ifiipl ( I I A 

t1ov\»»vv'tu C.oa'.ml Hmm tt tl'iv. vi 


-0910040141 nov 50 to "OA IVoijnifn 
UITEL.JS Co.'Ti'f<onwt?a‘'l» V:2.int;n C.o 
51397.132 


Ct 1 /V 1150 


11‘tfOa/ \\\ 


4i,im 


'll 111 / (152 


090926009B Gononc I tf OU 20 la OH Intfl l:i onMrt'U (Hi'i'-nsf.'ng, uslnq o' i..‘<ici -ih 

iPQ tormuia quanWi03 S’iMM lo ptoloctml iV<'a |r:fni mroi 1uui'ialt<.rpiiig Svr n-d 

MCCOFIKLEGW. DivlS'Ofi of {•idfuiJiiafd'* A rrntr'iHwl.ilion ll'iv>l n/(i4i:i) tl<J/(i'i/2(> 
Ccnsoldalod Edoon Co. Of Now York. Ire Mpp IiHkH 1l)/M;i;i1 IW 


0910050066 Inforr 
roquifOfT'.or^lS 0l 
FIOSS.TM Proj 
Co my 51 430. 1430 ua 

8910100276 Forwards f06PUn‘<n lo Gonoiii I If H'.» 0-1 rn tjnid.in: u i>.-i dnvnloji tii| a( < opl 
flblo insorvicu losling lifOormn Lrtr»nlli> r.inl.oo oiv in uiM-fvIrn itr-.l oji ixoijfaiii -jiihinl 

led onGQIOOZ OuarlC^lloft fov oxpfK.lod iiiu)22ii 

niCHTER.M.H Conirnonwonllh (:di-H>n Cd <19/ l(J^l>2 Dm mi't’Jit CooUnI llnioli (Dm; 
umont Conifol Doak). (lpi>. 5140? 045 5M(i2(l52 


thni i.eensun piojio^inl lyiio a Io-ii •,( ta-a.io Uir p'lint iiiiiipi:o'> 
lOCf-ftfiO.AfJfJ J.ruK.t-Ofl ll(ti/<l A rtppli; alilii loi ti npm: A .iCia-jll.itilii 
’Cl CifPClOfnlo <11*2. (i‘1/d0/2l1 KOVACIM J CnrtiMKiiiwrnltli I di-ioii 


8910100281 Forwards rafiponso ti> NHC fnnuii-d li>f c JiintK .ilmii of M'.HIHO I -il'if?! 

for amonda io Licdnsoa I)['(V2ii A m Mi’( i A Dcic lln/.-iud i*i 

170 K.boBod on fmpoll C'off) calunlidKifi 

STOLSn CommonwoiiHli Ed non Co hi)/ 10/02 Ml MU I Y.1 l Dfico of Nnrl.-m I in 
QClOf nodulalicn. 0 rociof (1’o‘il 0/0411) Opi* 5l4!.ni)d/ M d.iHihii 


8910170062 Forwards ovofVifiw i>l iinrmiictimriilH filiintiiM) in hiif>n>vii ciiinlily i*l omlidril 
FSAn A rosponaon lO cOnc'iiSlnn a1 fov.nw A f udirUJ i rniilii-nrd Iti IM liu!:'’. iriOl O/ 
lU A dscropancy dosetdrud in 1 (• llf(Minninn hOl)/l‘) <if rn ln:.p ri>|>l-i 
STOLS.H CommonwoiilUi Udsem Co fill/ 10/02 MUMi I Y.ll lllhrn of Ni.‘*:'rnr Hn 
aclor nogulaiion. Q.rociOf (I'oiil 0/0411) H.pp ni'.'i:i 145 


B910170024 Rnaponda (rs NfU/ rntinuHl Un nild' ifd<» rn nhl M.ll 105, <140224 A UflO iOd 
rosponaos lo GonofiC Ur <J'J 26 fti ui|ji|irriunl (.Inanltmitinri A vnmlof min 
SrOLS.n. Cofflmonwonllh EUiaon ('o 80/10/04 MUJIK.Y.I f Off.di *d Nii::l<Mir Mn 
actor Rogiiloiion. Diroclor (Pool 0/041 1) 4(iji 5l5:i(i 20l*!i1Ml<> 2lM 


091O1BDO56 AdviBOa ut Ul'l ruviuw A (ipjir(;vn1 (>1 Cyi ln n rnln.n1 A linwnnlTi t orn oih‘1 
ailag (Imlls ropl ICOLR) lor npcon'lnt) cyeln per ((I'ru’fic I If Uf> tn Im li liprc ( li.'iridnn 
toIncorpo/oioCOLnauDm.Uod 

SILADYJ.A. CoainioiiwPnIlh Fd.sofr Co H'J/IO/ll MUMI I Y.TI f)Mi(n uf N.n lofir 
noacior rtoguiation. I^ifocior IPosl 0/(141 1) ?jj|) !il550 244 SliiMi ;'1>4 


-8910160083 "Coro O|iornlinfl lirnia Kept ln( (Jufid tnlon NulIh.k F’ownr Jjinlmn Unit 

l.nekiod 10 (C^cio 1 1).'* 

’ Commonweal Edbon Co 00/10/ 1 1. iOh) 240 Ml/Al VM 


6910160077 App’Icotori for amondfi <r> (ironariH Df’M 20 A DPII [lO.niod fy-nit Ti:(t» 
Spec roqniromonls for |ol pump flow md rnuon 

5TOLS.H. Common-won nil Ediaon C.o 1Y1/I0rn MUllU Y.1 1. (UW-o ot KneU-at Un 
odor pogulai cn, Dirociof (f’oai 070411) 2pp 51550 314 5155(1 :i5!) 


'8910160084 Pfoposotj Tocfi ,Sp0C5 Socl'on :i 0/4 O.mod.1y.nt) truiniromnnlR fof jnl 
purnp (low IrtdiCRliOn. 

• Commonwoallh Ed son Co 00/10/ 11. ?2pp 51050 :mo r»lS5ii:(:i/ 


-8910160067 "Saloty (:vnliraton lo Juslily Djinfalion W/l n-‘,!i ul Ji*l iVnnp I low Iful-ira* 
tion lor Quad Ciiioa.UrUia 1 A 2 “■ 

CHAO.G.H . HAMON.O.A . S0Z2I.0 1. Oonoral riuelnc t\) l:Ar> (1/ 0200 KOI 00/1)3/ 
31 21pp. 61550:338 5 1006 350 


8910190006 Forwards Rov 0 la COt)Q45l04. (ubricalion 0l limilonino Aciuainm ol 
Oresdon/Guad Clllos Nucloar Sialions’* A riov 1 Irr (:Ol)04?h2/, ' Ooall caimn o! 
Mobil Oil Co Gfoasos Mob lux EP0.(ilM.Ef»2 A MaDilgroaqu 2ft “ 

SILADY.J.A Commonwoaliti Fdiflon Co ft0/10/ll. MUMlI Y.TC, Olhco ol Nudanr 
Reacior nogulaiion. Dlrocior (Posi 870411) 2pp 51G40 103 51540 205 

-8910190007 Rov 0 lo COD 0401C4, ''li/hfiCAlion c>l Limitorouo Aciiinlors at llrosdori/ 
Quad CHIOS Nucloar Siailons " 

' Commonwoallh Edison Co 09/00/20. Iftpp 51540 105 51540 212 

-0910190009 Rov 1 lo COD 042027. "Qiiniificaiion of Mob I f)>l Co Oteasoa Mobfux 
Er0.EPl.EP2 A Mobllgroaso 28 “ 

• Commonwoallh Edison Co 80/00/20 /Opp 51540 213 51540 205. 

0910160260 Gonoric LU 80-21 lo n3 holders ol OLs & (3>8 for jujcfoiir power roaclora 
^oncernlng roquoai lor Info ro etnius of implomontniion of UHl roquirumcnta Svn fial 

PARIUOWJO. Assoc«flto Dtrocipf for Projocia (Post 870411) 60/10/10 Consolidal- 
0(J Edison Co. of Now York. Inc OOpp 5 1022 OOD-5 1622 000 


Cnriso'idiitnil rdiacti Cn of Now York, Inc. I0<lp|) 61340 100 5 13411 200 

OOOOOQ0204 NIIC Info Nol'cn ftO 0(i0, "Ou<il«liC!it on lilo ol Ko'onf>.i,l Valvos' Sivc list 
t>rirl 

fU)SSI.{M; (?ivison of Opu'iiiional Evenlu AhStiS*jir.<ini (Post 1)70411) 00/09/11 
I'onsiibl.iUul FdifSOii r.o nf t^ew York. InC Uiripp 51337 Ol'F. 51337. IQ'J. 

00002QQ010 NIU: mto Nnlicn 80 000. * I'v/n ii.llion ul Instrurnoni Sntpolnia Purino 
Mniln " SvC I -4 onri 

MOStil.lU; U.v1«r*(jn ol Ojioiaiinniil Uvt.nltj AHsOSSirfuil iPosi {170411). OO/UO/25. 
(‘nnselif.iu’il Erli-ion Co of N<!w York, Inr. lOftpp 51337 200 01337 304. 

0010100114 l uiwnnD Imp Koptu 50 254/(19 ll> A 50 285/81) 10 un 61)8021'25 No v.u 
laliufi'T r;oii?;) 

liKl lil-ft I n. Ftngion Olc nl Ilur flmclor «l)/(Jl)/26 RI'UP.C CoiniXfiwnnllh 
f ili-iiin Cn 2|;p 5M61 183 514(11. iOJ. 

-6910100117 (nip Kci|it<i f O 254/80 Hi A 50 2()5/f8i 1'J mi 89Uft21 01112 No violalmnn 
unhid Mo.uf rirna’) n<>(Hiri0ii nonlnriiaiufy mnnsoroinenle A rA<ll<ilo(j'cal onvron 
riiiin;5ifiiip.ln(:lmfif‘cj rnvirw ol oinm ilnma A and la A iipiunHa's 
JANUSKAA(i. SCHUMAChnVM C Kngcfi 3. (Jfi; of llm D.fnClof <l‘l/«)n/2H llpj> 
5l4(i1 1115 51481 lOJ 

8000250252 NIU^ lofrj Noi:co 80 0(*0. ‘'Dn'i Ol IJK^onnl Miif|) n Causod by Cf-anf.o! Rox 
fhiw " Svr llsl r.‘>u:l 

KOSf5(.(U: Dwisinn of Cli)i;fcitaMHl I'vnnls A-iStiRMn<;nt (f'usi 870411). 8!J/(ll)/2d 
C(;risu‘idnlpJ Edi'ion (^o or Now Yotk, Im; lOftpp Gl531.8:jl*5iri3 I 10(> 

8910170002 forwards overview of enliarcrimnnts |iliirinod hi i:i‘(>rovn cinnltv nf iiiiiinhfd 
I SAK A ronpiinann io ronulii-i-oii of rovlow A fiodnga conUiried In IM floss flOOOP/ 
Mr A d liirep.incy clnncribed h f Cl Crrour'rnan 890/11) Ur rn Insp rufUO 
SrOlS.K Hnnimoiiwenilli Fil'Soii Co 80/10/02 MUMlFY.r.f: CJlIito of Ni.-Chinr Ro- 
netcK Morinlaton l)re*;U-f (Post 8704 1 1) iGiip !j 10-33 345 51533 IfftO 

8010100236 t}isi.usrn’i KiSC.C nsfi plan NMC nnriiiid to conSlifnr allorrmiive losf) fro 
(1111 -m y fnr p.fiii lo< k weM In ovnni (if rninslal'.ilion of plpo lock 

lUcH^.U ConmoiwoAUU (-.o iWf 10/85 MUIlU.Y.ti: OlCitO of NiicUmr Mo- 

n<‘l(ir Hegii'ai-on, l)i'ni:lor p'osl 11/041 1) 2l>P 51543 20fi 51513 207. 

6010100247 C<inwnt-nir. no U!)U(ift0 iinloly uval.iaiion of fiic.l ty rCiSC^C* mip pl<)ri A ro 
p.Vin i.nf'.iInVAi-d itniii'i) 1 nl IIV.W iOf\>o‘im) r.nltUio 

STCllf5.lt ConirruniwerilUi IMsanCn 89/10/05 MinilCY.f 1‘. (IffiCii Ol Nncloor fUe 
nr.Uir Knunlnlmri. f).iecU)f (P<isl 8/0411) ip 515;i/.2ftd 5l5:i7 200 

8010160277 l o'Winih S.ifnly ln*^^p ller'Vr 50 2fi4/Vl9 20 A ' :0-20S/0'.l 20 C.n 600020 
0!I23 Viof.ilinnn rotuif 

SHAHK.WI). Kugion 3, Ofc of Iho IMcrior 80/111/00 KFIID.C Conn non wrjalth 
I ih'.iir* lai 2pii 515-15 0711 51545 0!)0 

-0010180291 In'.ji Kefiia 50 254/ftO 20 A 13) 205 /(ill 20 f>n 800820 0;»2n. Viiilplinrm 
riDiod Major nrnas nsfieclod'ininseo nel-nni O'l provkiiifl ilnrns.tJ'Aiil 
(i(uiriiinris,ffiilM'(it|lt:al cr ntrnls. mnurgoncy iweparntfnosn.aor nrity A nu nt/fiurvulF 
lanrn 

I { III3I.K M Knulon 3. Ofr: of Uio Oiroctur ft(f/ld/dft I3(ip fi 1 645 0/ ft 51 645 ftJft. 

6010040361 NHC Info Nalico 89 070. J'nftsliKj IntJcnilons of Mi-.irofirosonlod VoridOf 
I’nafnctH " SvC I ai ufx( 

MOSSI.Cn D.vision nf Oneraionnl Uvenift Assusanient ((»nal 8/0411) 89/10/11. 
Cnnsnlidnlirdf'dison ('d (jf Now York, Inc lOOpp 6153 II If) 51531 220 

8910130014 NflC Info Noire <19 0/1. “fJivorcon of KIlR r*urii(i SortI Cool rig Wtilor 
P low l)(-rmg llocifciilniinrr Opcirnhon f o'lnw-ng l.CK'A ” five l:Sl oncl 
KClSSI.Ci Pivrsioji of Onufflliorml Evurilo At»rir>samoni (Post 870411). fl!)/ 10/10 
(3iiinril.ilatml i'drSon Co of Now York, Inc. I07pp. 51531 ?2/-5l53l .333 


n. Periodic oporAlIng roporls A reinled corroapondonco 

6910160021 Monthly oporainn rupta far tiopl 1080 for (Dirnil Cillas Nuc-onr Kowor 
Sint‘Of».Un.l9 1 A 2 W/091002 ilr 

llf.T( fiVNOnil.L . RODEY.RA Commonweallti fidison Co 0l)/0[l/30. 25pp 
81523 100 51023 214 

0010170233 Forwards l.sl of ctiangos.tosi A oxf>odmoni4 comp’otod dunm) rhonili of 
Sctjl 1060 A summary of sofoly ovoluobons roporlad In conifr’inricu w/IOCFflOO 50 A 
l0Cf-fl50 /l(0) 

MOHFY.MA Commonwonlih Edison Co 80/10/02 Olfico ol Nudonr Konclor Flagula- 
Km OnoclOffPosl 070411) 13pp 01536 104.51030 20G 


S. Reporlebie occurrences, lERs & rololod correspondence 

at) 100S0405 lEK BO 002*01 on OOOIOO.lolftl of comAidiyd local look tolo icsi lo'.Ofval on 
MSIV oxcoedotf spocifiod survoilanco inlorvnl of 1ft monilia Cnusoti by niisiniorproln' 
lion of Toch Spocs Toch Spocs rovjsod W/000020 Ur 

PAllurZ.J f’ . OAX.ni Commonwoaiifr Edison Co. flD/09/29 4pp 61436 040 
01430 052 

801006Q409 lER BO 001 01 On OOOlOO.nCKi pumji d schnrgU iriboord Isoffiliori vnlvO 
failed lo opon from full closed poaihon. Caused by bind-rm of lurriuri swiich on volvu 
oporaior Switcti replaced Roporinbilily per lOCr'n2l posbimoV// 600020 Ur. 

HILI.K J, RAX.n L Commonwoallh Edison Co 89/00/20 6pp 5143(J.030'5M30 043. 


DOCKET SO-2S5 PAUSADES NUCLEAR PLANT 


f . Security, medical, emergency & fire protection ptans 


6910020007 Rev & app'Oval su'r.mary br Rev 5 to Secicn 6. ”S*« Emeroorcy Plan 
BRUNET J R kOZUP.C S , RiULL Y J Consure'S Poiwer Co 89/09/07. ?pp 
51365 094-51365 095 


8910050008 Rev & approval surrmary to Rov 3 io Procedtra El 5. RoGntry’/ Recov 

BRETT.NK K02liP.CS Consumers Po^A<ef Co 89/09/25 7pp 5M30 156- 
51430 162 


89t0040067 Adnses tnai 890823 ROv 23 to security plan moolS provisions Ot 
10CFR50 54(pJ 8 accepiatle Enc' wtnheW (rot lOCFn73 21) 

GREGERLR Reg on 3. Ofc Cf ihe Di.*ec*or 69/09/26 JOHNSCN-0 D Consumers 
Power Co 2pp 51393 081 51393 0B2 


8910100149 Forwards Satety frsp Hept 50255/89 21 on 890716 C03t No violaio'is 
noted 

AX6LSON.WL Reg on 3. Ofc cf the Director 89/09/27 HOFFMAN.DP Consumers 
Power Co ?pp 51458 104 51458 128 


-8910100150 Insp RepI 50 255/69 21 on 890718 0831 No v.o'ations deviaicns Of un 
resolved items rioted Major areas inspected conliguratipn conircl program 
review, ope rational safety vet r-caiion.reacior inp.secuniv A generic iVs 
BURGESS.BL Reg:on 3, Ctc ol the D'ecior a9/C9/?7 21pp 5U58 10&-5145S 126 

6910190198 Rev 1 1 to Emergency tmpie mentation Proccdu'e t't*3, "Commun caiicns & 
No* f.cations ” rev 8 approval si.m'rajry 

BRUNET. JR Consumers Power Co 89/10/02 2pp 51564 057.51564 056 


6910190202 Rev 0 lo Emorgency tmpiemeniat on Proceduro EI>12 3, ‘Search & Roscuo 
Team Respons b Mies ' 

GADO.'E.K Consumers Power Co 69/10/02. 3pp 51557 349-51557.351 


8910190213 Rg-< 2 to covetshfioi ol Emergency imptex^niation Ptocedjte Ei-15 2. 
■ Commun cations Tests. ‘ rev & approval summary. 

BRUNET.J.R Consurrp'S Power (!:o 69/10/02. 2pp 51563 357 51663 358 


8910120016 Requosis sddi I'-'o re ebsDOut of lE Bu'ietm 79*15. ‘Deep 0/aft Pi/n-p De 
hcier.cies ’ for one mobr dnven 8 two d esef driven Wortnlngion fre protccl’cn 8 
emergency cool ng backup dual purpose pumps br far My 

OE AGAZiO.A. Projecl Oirectoraie ml. B9/1D/03. OERRY.HW Consumers Power 
Co 3pp 51469 319*51489 321. 


89101Q0068 Conected Pages 13 8 14 to Temporarv Change TCN £1*89 003 to Rev 8 *.o 
Emergency Implementation Procedure Ei 7.1. ‘Posi Accide.ni Samp'ro - PCS Uqod' 
Gas 8 Conlain.T.eni A'r " 

* Consumers Power Co 89/10/03 3pp 51522 199*51522 201 

8910190197 Rev 9 to Emergency fmpbmer.’al on Procedure El-15 1, "Tfanng 8 Drills" 

* Consumers Power Co 89/10/10 7pp 51558 355-51558 361 

8910190203 Rev 6 to Emergency Ifrp'ementation Procddure El* 10. ’Acclde.ni Enwron 
Assessment ” 

* Consumers Power Co 89/10/10. 5pp 51563 244*51563 248 


H. General correspondence 

8909220163 Responds to 890815 Itr re K Dames concerns regarding safety at 
plants Advises that io daie.releases from pfa.sts remain well with n accepted sids 
TAVLOn.JM. Ofc ol Ihe Executive 0.‘ecior for Operations 69/09/13 UPTON F 
House of Rep 6pp 51302302*51302 309 


fhOMA JO Pro:oci Dirccicraiu III I miruiiMi* nj|i .i i i lu cc.i ui.r.u 

“8900280003 Snfoly uvaloftliO'i suppr i;tn{j Ari ond 12U In I Icunfu? til'll 2(1 
• Offi'o Of Nuc'onr Roactof Hogii>aiinii. Oi'untof (Po'ii n/()4ll) ii'J/0ll/l6 
513GO 232 51350 23A 

8909280090 Rov I lo opphcnl-on for nn cr'il lo I Icrrvii' DPlt ;'(J.fH>fn‘i|iin() nijq of 
afcb PORV fd 'ow temp protiH tKin H int m.isn fn>mp.'ur‘V) f 

(funnn p'anl hoaiup & ccdirlown 

BERRY.KW Corsjmors Power C:o ti'j/l)*t/22 llixuninnl Conlrot tVHH< tr ftlocir 
Centro! DosK) 6pp 5l34ti 205 5 IJ4 7 Oit/ 

••6909280092 Proposed To^fi Sjnics juuivitnu] u‘*<i of vuiml;l<* I’CHV frr! "I Viifvj 

K ent for low lorrp ovO'Q'OSsuro priiiu*c1io'i 8 ii‘<.ron*.imi cipfiaiirm mnujn di-: •'y ( 
eatop 8 cccldown 

* Crns-mors Powo: Co fl0/0!)/?2 '>ljiji 5 1 :i Hi 21 1 5 l.t-in 2i>' 

-8900280097 Pov 0 to low remp (Jvf>f|ii*iNsiiri> f 'rniiu li.i'i Ih'iii AilJi’n Pros 
Overshool ‘ 

GEnLlNr..nj rensnmers iWv* Co I A Nl no M I Hf:i) tlll/ivt/ I'J 3 
51340 262 51346 292 

“8909280100 "Pal-snoos Reaclor f'fOHMi.*ii VnssiH fuiiip 1 Inut'i I hitcnn nation * 

» Consumufs Powor Co CA A PAl, »'J OHH Ol Oli/OO/M 1 1U|ip 5i:i/.»} 
51347 052 

•-8909280102 "Prossu'o Rosponsu EHort of Vnri.itilu I ow Irwrp ( lvurpfi.*^t,«i*u f'r 
t cn W/nopi«< ornofil PfinVe *' 

• Consumers Powor Co EA PC t'O’J » :t HO I iiit/Od/.'O 4'ipji f*i:i4 / (J5 j 51347' 

8909290109 Forwards propose d To;.fi Spec FLigiis :t ii ;i lu A :i 1 I niiiJvorlri' lly ; 
tou from 89002? s -bmitia' 

SMEOLEY.RW CO'’si;frofS f’owc.T Co nn/()il/2f> flu. inirfil Cn'ilrcl llra*,i:l| (P 
rroni Ccnlrol Dosk) Ip OKIS? 032 5(35? 015 


‘•8909290110 Proposoff To: ft Spur s I'.uio*** 3 ti t Ml 8 ;t 1 1 wliu li wr ro i r«t»n d 
oniiltoo from 690022 sutim Nnl 

* Co.'isurrofS Power Cu 09/00/?'i 3pf) 5 i:if»? fCIJ 5 i;tfi.> in'. 

8900280098 Oonc* c Itr tUt ?0 to nil Inul r.yi In lu.nnsfMi*. p<is.>ti i<.iiii|. ij<i luj or p'lK 
inQ formula quantities ol SSNM ro proiiM.loif nroa fond lorni lioiiHi.'koi p r.ij Hve 
GncI 

MCCORKIE.G.W Oiviskm ol Sritogu.iitlH K Trnn't|i;irtMliim (t’<i?.l (I/(M1,I) Jt'J/rjn 
Corso'idatod Edson Co. Cf Now York, fur Itjip :il5;il 1(1/ '.i 1.31 ii/ 

0910100249 ConMrna Iconsno C'livrriilriUMit lo < oufonn w/Ciiumr 1 Ir flO 01, C. . ;‘i 
on Dovo’oping Accupinbln Insorvicu Tosiirid IVniifprus " 

RERRY.K W. ConsuT.OfS Power Co flO/lO/O? (initjiminl Cdnlrul Hrnrirh tlic-cu* 
Conircl Dosk). 2pp 5 MftO 28 1 G 1 400 ?fl?. 

8910060273 Noiiliciil'cn oi (lOlUOfi iiiooliuii w/iilil in Mm Kv.llu.Mli lu if'scu'is Sl.11j 
cortam issuos ro Iransfor o* owiuitfihip, .‘irufuu* rnuvnrsliin A iilmim gunoiriilcr (» ff 
moni 

OE AGAZIO.A. Pfo,0Cl Difectcralo III I fU)/10/t);t IlfOMA .JO Pro;unt CIcclordl- 
1 3pp. 51452 314 51452 3 tli 

OD1024D002 Advsus ft'ni t.tl dUOOl? low lorrp ov< fjxti'rioiu (uolncllrin fevN i 
Change roquOSI co.ild bo issikkI l>y find Jan lltdO. h.fv:u ut I mdi: aluij lh.it moils c 
procood w/o omond & plant could bo ojioruUid usliio nxirdiuij lucfi Sfictli 
UEAGZIO.A Projecl O.rectoraio 111 1. m>/lf» ij jn HMV.KW tio.nounmrs K'AO- 
4pp 51501 067*51001 060 


J. Insurance 8 Indemnity Informailon 


Amend lO to indemnity Agroemont e 40,teHoctmg changes lo 
1^FH140, ’ Financial Protection Requiremems 8 fr>denin.iy Agreements " 

Reactor Projects - lii.iv.V & Special Pro.ocis (Post 8/041 n 
99/10/11. BERRY.K W. Consumers Power Co 9pp. 51627.068 51627 076 


K. Ufillly Final Safety Anelyala Report (FSAR) 8 amends 

691M40143 Rev 9 lo updated FSAR for Palisades Plant W/e90929 Ur 
HOFFMAN.D P. Consumers Power Co. 89/09/30 400pp 51420.257.51421:338. 


M. Aniftruet correspondence 


8919110142 Discusses poient-ally un'awful consequences of changes proposed by ui 

Tab ST ol ownership ^ 

^ Spiegel & McD'anoid 89/09/2? RUTBF.RQ J Aasis 
eni General Counsel for Hearings & Enfo.'cemeni. 7pp 51468 059 5M68 065 

appropnaieness of anintusi review concernin 

P'"'"®''- P"'* & Tfowbndga CHAHNOFF.O Consumers Pow( 
Pa'isades Genecautw Co. 89/10/11. RUTBERG J OW ce ot ih 
I 51565 352*51565:358. 


General Counsel (Posl 860701). 7pp 


8910100250 Genu.'<c LU 89*21 lo ell huldrirs ol (1| «• ft (J’h fur uucUi.ir ()owi-r rca. 
concurring request for Info lo ftlufus of Imjiloriiuiiint uo of IfMI ruqu nviitrlQ Sr: 
onci 

PARTLOW.J.G Associaio Oil odor lor Ptojoulu {\Um 11/1)411) lUl/lO/lO Cc-'.'f') 
od Edison Co cf New Vo'k. tnc. G()p() G1()?2.C0rtMf>?? tUifi 

8910180273 CiOhOM: ut (10 22 lo all iK.nusnoH ul ojuirniujr runr iciffi A fioklcrflot t V 
potential for incroasod rod londs & pbul artm fiuod runoff dujiUi iil I ccr-ind ni« 
power ^a<il9 duo to rocnul ctmnjio in f>Mf> critixin Rve llnl nnri 
P/IHTLOWJG Assooaio O rociof foi Prclucib (Po^i iv/iun) U'.l/liinii i>mvc/. 
ed EdsonCo ol Now York. Inc GOpp 5J022 009 GiOP? uio 


8910240124 FofWflu}& Rn*<s 0 & iO ir> i:PC.2A, ‘ QA Prourj.m DoHCr.jilion tor Opera 
erd ^ Pbnis." Lists of nffnciod pnjjos In ftnva H ft Id & chnngo n-aO 

BERRY.KW Consu.mors Power Co 80/10/10 DocunuuM (‘.oniiul IlmrKh 
Control Desk) l?pp 51501161*51501 357 

**^Flan?'s ^ P«mrnhi Dt>iiaij>uon Ini Ojininlipniil F* 

NOFFMAN.OP. Cofisurtuire I’owur Co 8070J/20 D 

DibUl. l/6'51501;267 

f’rojjrarn Dnscripiion for Oporniion«il Nuefoar Pi 
SISo'i^OB^SIm/osT^^’^ Coiisumoffl Powor Co 8G/1l)/0? 9 


RQnQ^7n967 no8()on(ib to ooomi Hr fo vIolutKmg nolud In Irisji Flopi tjOy.Sb/DO 
in rnrfocn^n ocl'Ona rnomo dotu-iKio pri>i:utJufnl fcinuifonmnla I'jsuwl \o all liconaail 
rtnorninfQ A H'l stvil fti.pijrv.fiorB A oiin.nonffl couf>8ora(l on oxiBlIna lorjuiromonla 
pcnttVKW Conauinorti Powor Co Al^OD/tO. Pocumonl Conirol llfar^cli (Oocutnanl 
cl^ZoZ) W &ia3b077.f>ird-,070 

fl(Sinn5f>232 Forwards Jii3|> Unfit r.O ;?/ on tmoyio ono&l^ouf violnllone niilotJ 

bo ng roviowod for polunlMl oacnlatKcl onlorcomnol nchons A will l)0 tJ-SCUBBod w/«lii 

QnEE^MANtiG Honlon 3. Otc uf IJiO Difoclof BU/0I)/P1 IIOJ-FMANJ) F\ ConSuni- 
ors Powor Co. 2pF^ 5hBri 2'J0 0i;U‘>‘\ .?■!«. 

8910020233 Insp nopi 50 2ti0/au 2/ On (if)l)/ It) 0005 Vio'niiong notuil Ma.or nrons 
** nsneclcd conin nmool :niuflnty A rnpoi«nl)!o ovonlB- Wonknosfios alGo noierJ In I cons 
OQ corfociivo action A nitont on to iloiml ro prior conin nnuint mioiinw issnoft 
QUnOESS OL noO'On 3. 01.: nl iho Difoclo/. <m/0D7»D Opp 2-11.5130-1 240. 


B909200010 NnC Info NoHcn an tinFl. "f-vnlunKon of Inotnimafit Solponlf, DnrinQ 

nOSSlCC^ Division of Onnialiu'ml rvonta ARSonsinofU (I’oal fl70'1lt|. 00709725 
CoMBolidOtod td son Co, of Nnw York, Inc lOUpp 5 1037 200*5 1337 304 


Q910040340 ConlUmfl 000020 nnfortf.mnni confnrpnco In Hoo'on III ofc to ifiscuas ap 
oaront Violations ro contaitiinont fninnlrnt'on local look rato Inatinn. 

GREENMAN.E.G llogion ‘3. Otc ot Urn OiiOC\Oi. ^0/00/20 UOm MAW.UP Consvmv 
ors Powor Co. ip 51430 35:1 51430 353 


8910040424 Summary of 000012 ineoinp w/uiil to pfOPOQod sloam goruuator luho insp 
gfoaram lor p'ani List of ntti.nilno'i A profKir.otl titan ntitni's onci 
MASCIANTONIO.A Pfojoci t).f<xiofnio ni l 011/00/2(1 Pfo»acl Olfoclamiu lll-l 7pp 
51436:161*51436 107. 


B910100149 Fofwarrls Safoly Insji FU-fil 50 265/1)0 21 on 0907 1 0 003 1 No vMalions 
nolod 

AXEtSONW.L. nopion 3, (Me of llui firucUif. nn/09/2/ HOM MAN.U P Consninoru 
Powor Co. '2pp. 0t4f^.0: 104 51450.120 


>B910t0Q150 Insj) Nopl 60 255/an 21 on HUO/ia 0031 No viOlaiions. ifavlallons or un 
rosolvod Items noted Major nroivi in&poclod conliguralion entrtto'. progtam 
rov.ow.oporotionol safoiy vonlicaiion.roaclnr If.p.socwriiy A gononc lirs 
OUnOUSS.D.L noflon 3. Ole of tlio Dirnclur 00/00/2/. 2lpp 51450.100 51460 120 


B9 10030068 Discussos scruui of I nil lOOn onlay » Gleam yoni'fnlor UiUo inBp.Fiur uid 
000030 commiimcmi flesult'i of inr.|is will l>» usod lo dolonnlno M any expansion rmc* 
Qssary subsorjuant to Insps 

FRlSCH.n n. ConsumerH I’ownr Co 09 / 09/20 Doenmont Cnnirol (IrancU (DoCumoiU 
Conirol Desk). Ip 51300 330 51309 336 

8909260262 NRC Info Nolico 00 061). ’l.nfjn of Tliormnl Margin I'misnil by Cfmnnei Dox 
Dow." Sve Ii6l onef. 

ROSSI.C.E. Div.sloti of Ojitirulinnal Cvants ASBUhamonl (Post 0/0411). 00/09/20. 
Consolldntod (id-son Co nf Nuw York, liu: lOOpp 61531 00 1*5 1031 100 


6910100246 Ro&ponds lo vlo’allnriH noted In leap Hepl 60 266/00 23 Lisi nj corrocllve 
actions end. 

GERRY, KW. ConBuriiois f’owar Co 09/ 10/02 Oocumonl ('onirol fliancfi (Oociitiioni 
Control Dosk] 2pp 51450 349 51450 35(> 


B9101 10064 Advisos of comjiloiion of lamrnlimootB rimdn in rosponso to violations 
nolod in insp Ropl 50*256/00 2(>R<iHnlls (if rovliiw of porioJic A pfodotntminod adivi 
ty conirol program procons riiriuirumnnis lor ncilvllioo oncI 
DERnY.K.W. Conanmota Powei Co Docomonl CoiAiol Utantb lltotunvonv 

Conirol nosk). 4|ip. 51475 220 51475 229 

8910120016 (loqnosts ndill inlo ro ctuooont of IE (Jnlloiin 79*15. "f)nop Omfl Pomp fio- 
ficlonclos" lor orio moior ddvon A iwo tl.oool dnvon Worlftinolon liro proiocilon A 
omorgericy cooling backup dual pnrpoao pumps fur fncilily. 

DE AGAZIO.A Proinci (Wocluralo lll.i, 09/10/03. nERRY.KW. Consumors Powor 
Co. 3pp. 61400.310*51400 321. 


89100403B1 NRC into NoGco 00 070. • pos^lo ifvdlcaUons of Misropto&orxlotl Vootlor 
Producls." Sve l:8l onci 

ROSSI.C.E. Division of Oporailonal Evonts Asaosamont |Poai 070411) 00/10/11 
Consohdalocl Ediaori Co of Now York, fne lOOpp 61531.110*51531 220 

B910130014 NRC Inlo Notice 09 071. Divoraion ol RliR Pump Soal Cooi-no 
Flow During Rocifcufallon Oporailon FoUowlnfl LCXIA.’* Svc lifil onci. 

ROSSI.C.E. Division of Oporalional Events Asaossmont (Po9l 0704 U) 00/10/10 
Consolitfaiau Edison Co. of Now York, inc l07pp 61631.227*51531 333 


R PerfodJo oparallng reports A rointod correspondence 


sadoa Unit l ” ExproH&oa duslin to mvasiigaUi ail (oturu Class IE ilnvlcoo fn lures In* 
rfopin 

mAzUMDAFI.S RoaclOf OFJu/nlkir»s AnniySia Rrar^ch 90/00/20. nOSUNrHAL.J E 
Reiictor Ofrornllons Analysis Rranch. Ip 51452 1 70 51-162. 100 

-0010060318 Tocitnical Rovinw Flojil AEOD/TFUO. Tol‘e/o of Ovorciirrnnl Rrutociivo 
DvvrtCAj fti Pftkaados (ina l.” 

MAZUMOAR.S. Ofl'cu for Analysis A tva'uatieri ul Oporalional Onia, D.roclor 09/99/ 
20 4pp 61452 177*51452 100 

0010260111 iER 99 021 00 on 000010.iilnnti5efF posRibiiily for rii^glo rulay failuni loav- 
iny conPol room FIVAC Uoln in normal niodo wJ nri omenjuncy rnodo would l )0 
dosl'od Swilcfwvar ( Ifciiilry nol dnslpnod In maul singfo Faliim cnlcrln W/d9l0l9 Hr. 
KOZUF’.CS. .lOMNSON.OD Consumora Power Co 09/10/lli 5pp 61007:347 
511107 351. 

0010240052 LEFI 99 022 00 on 9U072:].do1urm runf Ihat ruM censing habis m-aUiii wfrch 
<fuFinud radiolonlCAl Lonsni|iiot)ces nl solely injociion rnlnuian walor Innk 
rupUi'e Caused by ovors-ghl by all pnrilc fMUls flenrii) In t a' llcoUHlilfi \A//90lOI0 Hr 
Ka2UF»,C.S, JOllNSON.HD, Consumers f\)wef Co. (19/ 10/ ID. flpp 61600.201* 
51500 290 


DOCKET 50*260 OROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F. Sdcitrlty. medical, emergency A (ire protection pinna 

OOlQlQQtQQ (TrwtoQd Conltol amoreeiKV ceixUol cU EPU>6.li\c''.titrrj Ruv 5 Id t*FHf>a 2.3 
A 5 .R 0 V R to [;PIP 4 A rinv4 to CFMF»8 7 A OW/ 001004 :ir. 

HAY.M Tonnusuee Val oy Aellujrily. wO/Ofi/ 11) 37pp 5145(1 106 01460 253 

0000280003 Provides tJaMIcdl on of cyr fo ontirpes when 1 ovol 1 A P projocifl ere lo Ikj 
impromontod Foiwanh roplecurnunl pageo to hro firoieciinn rept suppi, Section 
lll.uparncfo prourara 

HAY.M. Tonnosacio Vn'loy Awifiorily O‘J/O'J/21. (.)ocunir;nt Control flrpncti (Docunierrt 
Cotitrel Desk) 2PP 51345 320 51345.347. 

-8000280100 Replacuinont pagos lo fre prrrlecbon rc'F:l snpfH.SecHon III, upr]redo pro* 
Of am 

* ronnosjeo Valloy AolhoMy 99/00/21 Ilipp. 61346 33 1-61345 34 7. 

8010160106 Fleviaod (iPlPo.ncUalrrg lUiv 4 to liFdf^'l.nnv 5 10 r:PIP*8,ltuv 5 lo ElMP il) 
A llrjvG ialiPIP*l4 W/(l‘J092» Hr. 

MAIIKS.IIK. RAY.MJ Tunnosseg VoHey AnlFituily (10/09/20 C4pp. 516:12 00.1. 
515:12 090 

6010160(02 OiQcessoa tnnr.irlroriny of pfryolcel Hocunly/cunlinguncy plan rnanenla lo 
allow for more accerniu nrcounlal>iHy.Now talis. covor b'lpn.ftplrxjs A offocilve |)ngo 
liBt.nn8 onci. 

HAy!mj Tonnessno Vailyy Auihonty 00/10/05 Document Control fJranch (Oocu. 
nioni Control i)08V). /pp. 5U>1>1) 2/:i*5 1509 2/0. 

0010300013 Forwards Rov 16 lo Bocunly poioonnol irarinij A <n la 1 1' cation pianHuv 
wdtinold (rol lOCrR73 21) 

RAY.MJ. Tonnoasoa VaUoy AulliorUy 09/10/20 Document Controt Dmrxcli (Docu* 
mom Conirol Do&k I- 2pp 61044 121 (j1 04 4. 122. 


H. General correepondonce 

8900280202 Rosponila lo 090000 Hr 10 Chairnian Carr ro RWCU aya samplo panol 
boing infltnilod at plant Poiontial ol g'aas rotamoter lo rupUrro duo to niQChnnicnl lall- 
uro of votiffow proGSuro ragulating valve assoeaod 

CRUKMiriELD.U AGsoclalu Director lor Special I'tolucifr O'osl flOOlOl). 00/00/10 
nUOOS.U 0. Affilalion Not Aaslgnod. 4pp 0i:)50 040 51360 054. 

.*8900280204 Exprossos concorno ro rnoiornt on of RWCu eye sanipio panol A rolabon 
of fftdioacuva water ftowlrxa Ihrough RWCU anmnlo panot lo P'nni. 

OUQGS.EO. Affiliation Nol ABsIgnod 00/00/06 CAfin.KW CommiGflionurs. 2p(>. 
61360 063*01360 054 


J. Insurance A Indemnity Information 


0910160199 Forwarda Dnocuiod Amonda 15.0.3 A 3 to Indonmlty Agrcornonia R'52.n. 
02.R 00 A G OO.roapocivoly. 

RAY.MJ Tonnosaoo Valloy AulborHy. 00/10/10 DlNlTZ.l Ootumom Conltol OioncU 
(Oocumonl Control (iosk). llpp 61650:1 10 51660. 120 


86 10020003 Forwards monthly irem) nraph ropl (or Jan Aufl lOOO.pof commitment 
made In 800725 Idcon 

JOHNSON. B.D, Consumofs Powor Co 00/00/25 Oocumonl Control Branch (Oocu* 
mom Control DobK). 4pp 61360:172*51306 175. 

10 160222 Monihiy oporaung ropl lor Sept tOflO lor Pftksados Nudoar Plant W/ 
o9 1004 \u, 

WLYNAREK.M Q.. QORaLSKI.G Conaumors Powor Co. 00/09/30. 4pp. 61520 005* 

^ I ^9n*AQQ ■ • 


P. Opefftllng llcenae stage documente A correspondence 

6910060104 Nolificailon ol contract oxoculion.Mod lO.to ‘ Ugo ol TVA Haacior Simula* 
lor FaC'l.lios ai Challanoopo.TN for Training on Drowns rorrY.Soijuoynli A Rollofonto 
Simulators ’’ ConifficlorTVA 

CRAMPTON^A, Conlract Admmistrot on (jrnneh NRC 05-04*163. 00/00/10. 
SPESSARDRl. Office for Analysis A Evoluat-on ol Opoiaiional Dotn. Dir odor ip. 
51452.020 51452.031. 


; cr'’£)s-- f*:'r co-T-Q GieoNoico a so 

r . ' -, '-f r-ovC’s f-'5'C9'ia K'NoSlf: 1^.0 0 Ton“esSi'0 
hl’/i' •& If'? 


ayiuujv'HJj 

VViLSCfV.rlA AsssMol rn- Itv Ur,|M.rHim 'n m ^ 

lc*nri(jSSOC VnUov ''V’i' ' ' ^ 


(I M\\/\\r HIM) <■ 


-av.::oU3 
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’ . X 
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4 * ' 1 : . 


■* m;* & 10 L'CCf.iCS l}?R 330P«6i; S DPP £8 

V^t ' -s ^0 Opc^ct; '/ cJ co-vc) /ocm cxe ge.-^rv vent 'a\, on 

..^.r: 8909/18 ?7pp 51393 n6 513?:* 141 
, . .• s-.p.^/i '9 tn.\n & M2 io 0=H 

r V, - v on D-tc'j.* (Pcsi 87041 1) a9^09M»- Cpp 


‘S' ' 

4 » A ■ 


' ' r . tf Anfr-i!, 171,1 73 S N 2 10 l.cerscs OPP 33 . 01 ^^^ 

■ • yir-x Mi ft. se Tech 5pe:s lo pe-'/r-i op0.‘a!.:n o' Un.i 2 icr 
r.r'-P' i tv'll i Tcioenc^ com“'e:^ j 

• . • ^'^:>‘:I5 69'09/l6 2pp 5l333 151 51393 152 
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DUOOSG.OJ. Conlract Ailmiolslrullon nrrtrtdi FIN EJ-U/lZ-O. 00/00/22. 
SPQSSAHO.f 1 1 Riv.s on of Optjfotonal Assossrnont iF'OPL 070413) MILLER. (. NfIC- 
Wo Dofftliod AIM ouon Gtvon Ip 5152 6 207.61520:209 

-60 10160260 Mod lO.Ordcntlng umorgoricy diosol gonorolor cour&o at no addi cosl & 
lormmailno loaso of flaridv.ilo Cno'hooring rnodol.lo "Uao of TVA nooctor Simulaior 
Focililioa nl ChatlanooonJN.Ior TrO'rdno on Urowria Furry ..*' 

JOE JOHNSON n Tonnosaoo Volloy AuOioriiy. OGLL.S. Div.slon ol Conltaoa A Ttop 
oily Monaoornom (Post 000205) HN f! 0717.U 69/00/22- 2r:p. 61626 206 
51620 209. 

6910040276 Conlwina 000926 mooOng 'hImIX to oUctyjoev ol aHt)UM\ ixocodutos ft) 

(v?LSON.BA Aaslsloni OifOClor fot Inapoction IVonrams (10/00/25. KiWOSLEY.OO 
Toonosaoo Vnlloy Awlhotity. 3pp. 51430 206.61430:206 

8909280098 Oonndc Hr 00 20 lo nil fuel cyclo licnnsoos ppftsoasmg, using or process- 
ing formula quanliilos of SSNM to prolociod oroa long torm houflokeoping Svd Hat 
enci 

MCCORKLE.O.W. 0*vision ol Safognarda A Tronspor lotion (Poai 070413). 00/00/28. 
Coosoiidatod Edison Co of Now York. Inc. I3pp. 5 153i: 10/ 61531:117. 


-M130M3SJ SVir, 5-> ac«p:n9 ..ri .etpo'sei i cc^i-l-ooi ad.a-se lo qua'.iy 

O-wto: |Po5i 870411) 89/10/03 5po 

5 <4*4* j.*6 ^145/ .1;0 

89fOTOOO60 E'jTrar^ ct 8^305 m.:e"'g w^uJ : o C.-c3tL-r AL re '.censre cafa sopara 
• A'«^cvcJar.:« ^ , cc-j-o 

GEAnSG E IVA PfC.<iC»9 Or/s.cn 69/lO'03 7VA PfO.ads D-vis-on /pp 51JS7 2 j2. 
2j>i 

-89101MUO Of 630906 a 07 rrea! i n DecaV.AL !o ^SCu^ sra|f 

Q<’'-<va*i?4 .‘iVifeS icW'l'^'9 f'cn' te re^ d TVA s«*irrrttal cn eloc'/ical separaicn 

7VAV^cc-cts Dr/;S70T 89/03^23 BtACK,S AssSVa<‘’ CtOc'-O? fCi 
Prcr^C^s 4CP 5 <457 2 j'5 51457 230 

89tD120042 S^tiH- * til of ur-^-ja'- ed coain~s oo cocnpcoe'-s .rsfaled 

.n Of .Tar, co'“ar'r.c»-l Dv*etn.''3!cn Ihaf ampu'-i of e» s!.ng coaf.'-gs less iran 
a t v^r - h vvcu'd a<h e'Sdy ai‘eci t CCS p-rr-p ptrlo-mance r oied 
RAV M J TenTjOSSoa Va“c/ Au!.*iOf>iy 89^10404 Ooctm&nf Co-'itfCl B'ancn (DoCu- 
rv'-i Ccrvcf Desk) <PP 51490 <60 5*490 1BI 


MI0260183 Forwia/ds A'ne'-.d 174 ro License OPH 52 a sa'eiy eva'uafion Amend adds 
Tocfi Spec Seci.ort 3 5/4 5 M a mcorporaies feq^remenis le »earo/ cote neimai- 
h: stab-' fy 1*1 Bd'etn 83 007 « , 

E:l4CK5 Ass.vani D'eclot 'or Pro, eels 69/10/05 KINGSLEV.OD Tennessee 
Va v/ A,;*.»-/or'.r< 4pp 51627 Q77-51627 106 


m^oeciQd dos-g-i crilo.'«a & poiconi worn cump.fi u.. ■ 

osGdjTpaci Of new ampiifiorl ^ 

ChENG.T M TVA ntv»s-o:x Tr.RAO.O r<i<.llncMifitn! Rfftttf li 


3910050335 Fo'watds Inso Ropl 50 2f;0/3^l CtO uO n»0-n ;i ;m No 
LIAW.QD 7VA Pro.ocis n.vi‘.icti KINI.SU Y.fU/ 


vLr'ti* 
I ^■l‘|• 


•8910050309 Insp Ropl 50 ?60/fl9 :i0 on mHyn:V24No i« 

^nsc^cled O^sflntial iJosign caicn'di'ons unifnf Otfil Citluul.ilKin ri>v.i.‘»V| 
CHENG.TM TVA PrrjorlS Div.s'un ILHAOJ) l-fi(|liint!f.nif (K'l'H l< 
S1452 UO 5^452 ^27. 


8909280170 Responds 10 NRC fJ'JOOnt) ilr rt) vlnUilions nolnil ‘o liisp 1 
97.50 260/89 27 S 50 206/Q9 2/ Cof/odivu dcfOiiTi (tiknn r.ij'vnllViinv 
& s^iN lechn.cal ativisot siynaff addotl io fottn Riuni Mnnii!H.ir ifiMtruri 
MEO^ORO.W. O Totineasoti Vivlluv AuduiUy <10/0'I/;’1 Dui'HI'Mi 
(D ocurrenl Convo' Oosk) 1 Opp 5 1 345. 1 2f) 5 P Hd.V I ;AP 


3910050393 Forwards InSp F^opl 50 260/00 :ih on OUOH^H OrkH No >«; 
LIAWDD TVA Pro.ects Divison 00/00/21 KlNG^^l f'Y,( J N f 
ihoMy. 3pp S1452 085 51-^52 iCii 


.8910060395 Insp Ropl 60-2G0/09 3ti on mj:/A2n OWOl No 
areas mspociod smal* boro pui-nu d inslmmenl Inhii ij lunumm 
FAiR.jR TVA PrOiOcls Dvis'on TLMAO.n Ijiuirnuiffnir Hr.irich 
51 452 CBB Si 452 106. 


-8910260165 AT.e«'.d l?4 lo L/CO'SO DTR 52 add ng Seci-Or.s 3 5/4 5 M & ncoipcMa'.rQ 
fC<;uyeTV>r/s re reader core iherna’ h^drdj'.c slab My in Bu'ler n 68-007 
DlAC-^S Ass.s!ad Drcctor for Prc;eci5 69/10/05 2lpp 51627 081-5l6?7 10?. 

-8910260169 Sa'eN cua-uaticn support ng Amend 174 to L cense OFR-52 
• O^co cf NjC’ear Reader Heqi-'lat'Oo. D rectc' Pcsi 670411) 63/ 10/05 4pp 
51627 103 51627 106 


6910160094 foreards d6\a>a & summary ol ceceiMly convple'td lest-ng cl cah'e 
ccr' /g^.'aronssLmmary of scope & resells of ampacity evaii-atiPns & radon cah‘0 fi.l 
* TT. n aay per NRC 890710 reqjosi. 

RAV.MJ Tennessee Vaioy Authority. 09/10/06 OocumenJ Control B-'arch (Oocu 
nr/cr t Conte I Oc si-) 0pp 51 522 206 51522 213 


8910100095 SubfT's reso’is ol enaiySiS Cl spwed samples ol radonuc'ides for NRC 
CcrMma’ery Moasa'amerts Rrocram Sarrp'es a^al/^cd for 5R-09 & Sr-90 by power 
epetatons frajn.ng cP fab A H 3 by plar; rad ochemisiry lab 
RAY.MJ Tennessee Vaioy Ajthoniy 39/10/06 Ooctment Centro' Brarch (Docu 
montCorivcrOe^l 2pp 51521359 51521360 

6910160097 Forwards m’o r0 secondary contp n<r-e.'il penplrai-on program 
ccmp-cton.for revipw & ccncu-rence Pip ng p©nolfati'*g secondary containironl 
boundary presents i.sled mieaHage Low 

RAV.M i Tennessee Va'Ny Auihonty 39/10/06 Oocumem Comtol Btfirch (Oocu- 
fTieni Control Desk) lOpp 51520 065 51520 0 74. 

6910170347 Informs of pfans 10 imp'emer.f Rev 4 to 0WR Owners Group emergonev 
procedures guKtel nes ir^to emergency operai'ng instruct ons 
RAY.MJ Tenrtessoe Va^ey Authonty. 39/10nO Documeni Ccniici Branch tOocu* 
men Coniroi Desk) 6pp 51537 125 $1537.130 


corrected Page 2 to Amends 171.173 & 142 to Ucenses Or‘’R- 
33. A DPR 68 Oa*e of irptemertaiion in Paragraph 3 reads as slated 
BLACKS Assistant Director lor Projecls 69/tO/l0 WNGSLEYOO Temtessee 
VaJley Aythonty 2pp 51589 071 51539 075 


^ Amends I7t.l?3 A 14? to Licenses OPfl 33 OPR 
o ‘^TespacLveychanging Item (2) as stated 
BLACK.S Assistant Oirecior lor PiOjecie 39/10/16 3f>p $1589073 $1589075 

^ ^^9 for nuefear power roactors 
c^emrng request for Info re Status ol impfemonfai.on of USI reqyr^xdMs Sve Isi 

Director lor Ptojccis (PoM 870411). 83/10/19 Conso'idai- 
od Edison Co of New YorV. loc 60pp 51622000-51622.060 ^ ^ ^ ^nso.ioat 

89 10160273 Generic Lb 89 22 to all licensees of operatu'ia reac’O'S & ho'ders- ot CP<4 tn 
potenu^ lor increased rod loads A plant area fto lnoff depth at 

C0««wa,. 


0. Inapeciton reporta, IE ButfeUna A cortespondencB 

NOC inlo Noko 89 066. •O.alifKJaMA L.le ot So'enokI Valves • Sve .'i 


8910110129 Aav.sos itmi 0604 U rt’Sponso tP NIK a IhiVtiliu mtPOl. i 
Of Woslinqhogso circuit b.'ookors n siifuty nilnli^f fiptr’iciilifiM^ at j>liii 
QlACK.SC. TVA Pro,o;:is Div.-flioii 6!J/r>i)/22 KiNCkSl.l Y.f ) f) Iinu 
I honty 2pp. 51468 130 $1408 139 

6909200010 NRC Info Novco 00 000, ' f;viilun1i:>n uf fniitru-ncnil 
Voda " Sve I St onci 

HOSSf.CE Diuis'cn of Cpernlionnl l-Vonla AHSiis^irniifil (Pont H/i 
Consol daiDd Edison Co ol Now Vi>ik. im, lyiijip fir.i3/.2(ii) bl'J'i r 

8910030142 Rospenjs to NRC 0UCH24 Hr ro vkilnlinnH rioUul lo lir^;* I 
33.60 260/8V-33 A 5Q 2UQ/Q0 33 CcffUfJtvij uciioufi cniiipltitii;l 4111 
ton roviowod A doick-ncy notnri dunno lircfinliM' ruvlnw rwi ni«J/20. 
MEUFOBD.M.O loTtnossoo VfilUiy Aollionly 119/1)9/ 2‘i l)iiro;n<»ii 
(Document Cor‘'oi Posk). 0pp. 61370 3f*:f 5i:i/0 .Hid 

3909250262 NRC Into T-lCitiCO 00 OOQ, "LoH'i nf l(u>rrt<il Caunu ■ 

Ocw ‘ 5vc 'isi onci 

flOSSl.C E Division ol OportiliOr’jil V.vPiilb Arnii>‘»srtuiiil O'u'il H7( 
Conso’idaied Ed'Son Co. 0/ Now Yo»h. inc ldd|ip f.l5:ii tjui fiifi:)l 

6910Q50QS5 Responds I0 NRC flOOO'n lir tii vibUilinii'V iiuliul in U\sj> I 
35.50-260/09 35 & 50-290/00 36 Cotmciivri niJiDnn plant ofiuruin' 
se'ed lopiDp&Tly tosD'ivo nbrormtif ChtnlilioriH A luioil liink l ri,il iriK m 
RAY.MJ. Tonrossoo Vol'oy Autliarity 0U/d0/2(l Orjcnrtiifni Cdnln 
menl Control Desk). 4pp. 51416 270 $141$ 2/0. 

8910200087 Ack rucept of 000011 Hr rnforni-riij NRC of Mups tirKnri to 
noted in insp Ropls 50 259/60-17. 50 20D/00 1 7 A 66 200/00 1 7 
WiLSON.B.A Rogori 2, Ofc of iho Oroctor. ni}/id/o2 KiNliSlI.v 
Va'ioy Aolhof.ty 3pp 51500:130 51560 14 I 

8910200116 Forwards fnsp Ropia 50 259/01) 30,50 20d/0t> 30 A 
&90Q16-091$ A noi:ce ol violai’ona Violnt-on invulwcrl iwo «nfiifripl*i<: 
ma.ni toshno 

WflSON.B.A Ass Siam Diroctor for Inspociiori Pronninn fill/ 10/02 
Ternossee Veloy AulhoOty. 4 pp. $1507 26 « $ 1 $G/ 314 

-Bt >200119 NoT-co ol V.clai'on from Insp on 000010 0015 ViOlnliO 
conduci adequate post-mami lostiriQ 

WILSON, BA Ass'Stant Difoclor for fnsnnctlon fVnnmms 00/10/92 
61567 291 ' 


-W10290123 insp Ropls 50 250/00 30.50 200/00 30 A 50 200/08 
ORIS ViolallOns noted Ma;of arons inspoclod inoint Ql)sr?r\ 
observat on.operet onal safoty vonf-cftlicn A ronirof of liconBOd 0 
mods 


■ LITTLE.WS Rogion 2. Ofc. p 1 
10/02 23pp. 51567.292 51567.314. ^ 


8910130107 Advises that NRC w.ll cond.rci soismic cJosinn insn 
moeiing to be conduciod on 001027 in accordance w/ normal [jroc 
bulletins oneJ. 

BLACKS Asslaia/n Oiroclor lor Pro.ocls. 60/10/05 KINGSlf 
Val.0y AulhOffly 3pp 51501:234 61501 230 


89 10230 T63 forwards Amer^d i 7 a Id Llconso OPR 52 & sntoty ovolui 
tech Spec Soction 3 5/4.5 M & mcorporatoa roqiriromonla ro rna 
hydtaul'c siaWity in BuHohn 00-007 

Diroctor for PrOjociS. 00/10/06 KINGSLC' 
Va'tay Aulhonly. 4pp. 61627 077-51627:106 


Litnnso DPR-52,addinrt Sociions 3 5/4 
flrW^ i fe /eacror co/e thnrmai hydraul'c smbllity In Bul-'ntln I 
HLACK.S Assistant D./ocior for Protects. 09/10/05. 2lpp $1G27 < 


09l00403Bf NFIC; Info NoHuo HO 0/0, "PoH'Mhlo lfnl:t;ol on» or MisroprufJiinlud vomlo/ 
HioOucVfi " SvC \ oocl 

nOSSiCt Divialon Dl Opo.'iilionnl fvonlH AtiUO»<iiiiunl (I’O'jI ir/()<1ll) HO/lO/ll 
C:onsaUf<3tcU ['(JisonCo of Mow York, lor lOUpj> ;??0 

a0 10100066 noiiuoflta dial dotu for iitl i:orrim.1nu>iil li> |ifyvldu ionliirnnlofy vdoflor info 
10 iJfOpoNy docuntinl snloly tivalualiOJi for Dooion Crvmgo NnKco n:i6!jOA hrj (»x- 
lonUnfliinfil 00l02/.pt>f TVA 61)001 1 roojii>n;in to v.()lniicn9 

RAY M-J- TonnoGono Viiifoy AuUionly flU/10/1') [Jortunont (.onlrol Rrnncfi (Docu* 
moni Control Dusk) 5p(> fiftOI HfjO SlSOI H'j-l 


60 10240 175 rofwafils insji Hopl Wl-i'OO/HW-no on fll)lUM4-lO R folicii of 
V olot on V:olallon Involved tuoilolinu urior in N9SS uuismlc iinnlyHlB Anm^ iixanilnod 
during insp included Gt jiolnrilliil fofiodnble conifillon of CflU riouyinp seismic onnfy. 

LIAWOD IVA Projocis Div.«Uin H‘J/lO/13 KINf'iHliy.OD runmisnoo Vnloy An 
fiionly 4pp. bl5n«i 07U. refill 

-0910240177 Notcu of v.plnt:on from liir.p on HW'l^fi 20 Viiilni'on iii>lod ticnnsoo failnii 
10 havn nduoniOO diisinn eonlrol niiuisufos m niaco In verify ndoiiuacy of so sink: rnl 
eolations for ronctor prussiifo viissnl.iniiifiiiiln A niippoftn. 

LPAW.HD TVA F'fojocis fliv.ykjn H0/1f)/i:) 2f)ji filfiflb COO rjlf>ll?> 01)4 


891024017ft Gcp\ b0 200/6U OU on 00(1014. lO V/.ol.illon iiniuil Major ornaa 
inspoefnd, final gIt fMrt Jfl (jvaluaton & open ituniB IdiMU-liOiJ in Insp llupl bO 200/fll) 
31 

ClfCNGJ-. II0U.8,, rfiflAO.ll TVA Pinjnf.tM flivisinii 00/ 10/ 10 IDpp 5 1 fiDO OOr,. 
G15H5 007. 


0910260102 Ack roco pt o1 flOODOS & 10 Ifffi Inforininn NMC nf slotm Inken lo corioel 
volat'ons & duviPt oriH noind n Innp Hepfs r>() i*fi0/li0.2O.G()-2f)O/ft0-20 & i:0.2tH)/ff0- 
20 

WILSON.fi A AsHlstnril (iroclor for lrir.|iiH:ti<in Prnnrntris OD/lO/lfi. KiNtiSl l;Y.C) I) 
Tonnosstio Vn'Iay Aultioniy 3pp. biti^;) li’3 DI0lM. i2!i 


6910260104 Ack roculpl of H0l}P2f» Ur inforn lim NM(; of fdupn loknn In rcitriicl viclaiinnn 
noted in Insp Flo()tH Ii07r*0/6U 33. !>0 2fi»/fll) 33 A fiO PdfJ/fliJ 33 MUC iitcopi (Ipninl 
of soconrf oxampio of VIoiailaii A [*xnriiplu will hti dolnled irom fpconl 
WILSON,!) A. Aasislam O.rc'cUir l(>r ins|jin3 r)n I'rngrntiiG ftU/1V)/10 KlN(iS\ UY.O 0 
Tonnoflsoo Valloy Aulliofily :ififi. ri1023 103 510i'3:MtTi 

6910130014 NRC Info Niltcn 011 0/1. ‘Divunioti of MMFI IWp Sunf Coalny VVnlor 
flow During flocircn'ailon Gfioralion f'ollow.ny 1 OCA " SvO (inl unci 
ROSSf.C.C Division of Clpornliorml livnnin AHsosiinunl (fk)nl ff/04ll) 00/10/10 
Consolidated CdiH on Co of Now Yoih, Int: lO/pfi filfj3l 22/Mb3l :i:i3 


R. Perfodio operaling roporte & rofalod corrotponcfonco 

6010110111 “Alnbama Dofil o1 finvirnn Mgt Di5Cliari]o Mnnllonim Mupl Aug lOOO.’* 
SCUMlcnnACU.M Tennuasoo Valkiy Aultioray. HO/Oll/31 12pp. bl4/&(>l0. 
51475 021. 

6910170314 Monihly o|reraiiiin repfs for Sufil lOfU) for Drowns Furry Nuctuar f’fnniw/ 
60 IQ 10 Itr. 

RATLIFF.SA., flAY.MJ Turirwsnoo Valley Autbordy. nO/OfJ/30 12pp 51532 205. 
51632:200. 


8. Roporlobfe occurrences, LLRa A rolaioct correspondence 

0909260106 Pan 21 ropt re rlofucl w/lwn riir condilionlng umfs provitiod by CHiS A 
Walls Causod by undocumoniod olocuical comnononta A calling tn unilo TVA will uso 
addl nrocufumoni rocoipl intps of enfoly rulaiod mall 

MEOFORD.MO. Tonnossoo Vn'Ioy Auihoniy. 60/00/20 Gffico of Nuclear floncior 
Rogulniion. Diroclor (Poyl 070411). 4p() 01300.030.?> 1350 033 

B9 10120007 ion 60 000 03 on 0U0300.uloclrical fault on etakon evo transformer 20 
cousod ESr actuation A loss of aliuldown bus 2.(xausod liy inadoquaio msulalion 
above bus Joint & condensation Stable olocuical power roslorod W/fi00020 itr 
BAXTER.J R.. OYNUMj.R. Tonnossoo Vnlloy Aullioniy 00/00/20 lOpp 51400 234* 
51400:243. 


V. Operator Examinations 

B9 10030369 Rov I lo Notificnt-on ol 600014 mgl mooimg w/uM in Rog.on II ofes to dis. 
cuss Meraior roquaMicoUon program. 

LinLb.W.S- Region A, Ofc of tno Diroclor. 00/00/06 Region 4. Ofc ol the Diroclor 
4pp 61384 224.51364 227 

89 10040036 Revises lime for 0006 1 0 mgi mooting w/iilil in Region II ofc to discuss op- 
oraior roQuQl.ficailon program 

WILSON. D A Assistant Diroclor for InspocHon Programs 00/00/06. KINGSLEY. 0 0. 
Tennessee Val'oy Authority. 4pp 61436 303-51436 300 


ulions noted 

CUNE.Wr Region 2, Ofc d tho Oirociuf 69/ 10/03 FURY.L W. Carolina Rowor A 
ligmCo Jpp 51409.164.51490 167 

-0010130027 Pofllal y wilhhold Insp Rupl 50 201/69-21 on 69091 1-15 (ref l0CPfl2.700 
A 73 21).No violallons or duviailons nolui) Major aroos Inspected physical yocprity pro 
nram for povirur tonciors 

MASNYK.OM. MCCUJIflC.DR Rugiun 2. Ofc of ifio Director 60/00/20 Ip 
51400 107 5140U.IO/. 

8010240131 Revs 3 lo Fniofnency Plan A fVocuiJj/es f>E‘P l6l). ' Emoiuoncy Security 
Team Loader" A PEf» 502, f'ersonnol AccnuntaUi'ily." W/61)10I3 Hr A two ovoisi^o 
inb'os. 

MORQAM.n.C CnroLna Power A Light Co 60/10/13. 12pp 51023 063 51623 003 


P. OperAlIng license stage documenls A correspondence 


0000260160 Forwards SEM ru 600623 roriuosi fur ruNif from ASME Code 
roqu romonis Ru'iiif Rurt.iost 15 for nilurriat.vo OKnrn nccoptablu RoNof RoquOSts 1U 
16 ilorlerf since nppllcolion fa kid to show why corrospomfing ASMF Corfu rriprucllcal 
ADfLNSAM.t (T. Project Dirticloiolo if 1 611/09/10 L-URY.! .W. Corol na Power A Ligfit 
Co. 2pp 5 1330 .347 0 1 339 .3 53 

-•60092B01Q4 SIR ro roqiiosl for rulluf from ASME Code roi|ijirijinoril9 Flolof ftoquofil 
in granted A Ruiiuf Rorp.t'slB Ui-IO denud 

' Ollico ol Nuclear Reactor RoguViiio-n, nifoctor (Post 07041 1). 00/00/lfl 6pp 
5l330.349-5in30 353. 

8010030 Tift i orvrarvis ttikll IPlo In Guppotl o< 600506,0427 & <1505 ((cunso omotul to 
qtJOsiD ro liaunniifi/ctintgurs.bailcry ctiafinos.MCCU irihiing A d osol fuel oil 
8urvo:l'nrice,»UbfiOCliVO*y 

fUll rrn A» i:aroln«4 IWer A Llgfit Co 60/00/20 Docuri.oni Conirol Rrancfr (Dock 
mont Uontrul Dusk) 7pp 513/3.106 513/3 1/4 

6010050016 Nolificiit on of date efrango for 601010 mooting w/uM in nocKvi ld.MD 10 
dscuys auwl'ary feodwauu hyn operttbibty iSBurm A plonl ruslarl Moot ng orlQlnnlly 
achnilu'cil on OQOdPn Aquiida enef 

lOR.fl Project Drocto-'nlu II 1. 66/09/20 AUFNSAM.E G f’rojud Diioclorrtlo If.). 
f>pp 51430 049 51436644 

60OO2BOODB Gemone Hr 60 20 to all fuel cycle Icun&oos possess ng, usng or piocoss 
ifig forrru'a quaniiiios of S5NM to proiuciml arua long lorm housokoophO-Sve llsl 
oncl 

MCCORKLl^.G W Division of Sal(«guards A Tiansporiaiion (Post 070413). 80/09/20. 
(^onsolidAlorJ Edison Co of Now York, Inc. Clfip 51f»3l:l0/*6l03f : 1 17. 

6910200102 Noll lie alien of onlorcornont coriforuncu mooilng on 6U1002 w/ util In 
Atlanta.GA lo dscusi auwiary focdwoior dos'gn doficoncua winch roBuUod In shut, 
down ol plant on 660622 

DANCC,lKi Region 2. Ofc of tfio Diroclor 69/00/26 Region 2, Ofc ol iho Director. 
2pp. 5I660.MO 5IC00 111. 

0910030497 Forwards list of riuesilono ro ouxi'iary foudwalor eys. Response requoslod 
wilfi.n 45 (fays 

LOR. Project Direcioralo 11*1. 60/00/28 EUflY.l- W. Carol na Power A Light Go. 2pp. 
51373 167.51373:166. 

6010170276 Application for amor^d lo License Of‘R-23,lncroa8lno quaniily of d-osol gon- 
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f) 180/ ;)43 5180/ 346 


DOCKET 60 266 QUAD CITIES STATION, UNIT 2 


r. Security, modicnf, emorgency & fire proloclion pinna 

8010120080 fldv 7r lo Seci cn 5, ‘ClaSHilicalion of rnieryency ContMiunn " 

• Comtnof^weallh Edison Co 09/00/31. 75pp. 51400 322-514110 O.'in 

80100601 16 RuviSdd procedjres.iricluding Ituv 0 lo OEP 730 0 A Ibiv 3 to (JEP /:iO.I2 
■ Commonwealth Ed.sori Co. 00/09/2.5 tipp 51433 209 5 1433 304. 


C^<'a' Orl'AJ0 5^ *:3' CC^.ro^ 

Rt^cnD C'CCI;-«D'«I0< 89/10/06 IJPD 51545 078 5IMW90 

? mG^P 7tf0 2 gQupmeni & Cor-'rLn.car-on Tesis 

*’• Cu^*<‘l'f'fd.vy>Co 89/10/16 9PP 5I6?4?7« 51624 986 
wnwoool P.4. 6P;Ps ng Rpv 3 (0 CEP 400 O.Bgv 3 10 OEP 400-51 8 no» 
^.^ifEE^O Ccr.Tcr../..-oEO.«loCo 69/10/31 lOo? 51633 166 51623196 


p. Op«f3br>g bcfrn»« 3ta9« <iocun\«nt8 & correspondance 

toiocl e-anch ,Ooc« 

«-4fr* Ccf 'P 51357 035 51397 132 


■*6.I?!!'rs*’o^'.-ro '«eS!l'E^“^’co CE I-A 056 63/09/13 49pp 51397 052- 
132 

a509?8009a Itr 69 20 lo al! fuel cyCla I censees p0S3SSS.ng u&ng 

^ Q..arires of SS*.M fp p/c!oc»«J area lo-ig tetm housalteeping Svc i-sv 

MCCXlfiKLE.G W tXtS.cn 0* Safeguards A Transportancn (Pcsi ewi3) 89/09.'26 
Ccr.so da’edECbcnCo of f^ew YoOi. Inc I3pp 51531 107 51531 1 >7 

89T0I00276 Fo^wa'ds response fo Ge-'^enc Lir 09-04 re guidance on develop r.g eccepi- 
db-e •nso'v.ce lest-'-.g prog'a.'n LaSa ie s^anon rev lo -nservice lesim^ piogtam avitini.i- 
trjd c.n es 1 00 2 Quad O* as <ev e*pected by 900228 . „ ^ 

fj CHTfR M H Co-Tf^r Aeann Ed son Co 89/10/02. Oocu-nenf Conypl Branch {Ooc- 
uTnefl Co.'Vof Des>^) 8pp 51462 045-51462 052. 

8910100281 forvka'ds response fO NFIC requesi for cfari'.caricn of 690803 appl-CatiOn 
a-Tcnds !o Uenses DPR 29 i DPft-30 te HPCi & RCiC Revised lonvp s«po.fti is 
1 ?0 F ba<4ed on 'Tpe ; Corp caicuiauon , ^ ^ , , . . 

5TCLSn Comrr.orryea s‘i Edison Co 69/10/02 MURLEYJE. Off'CO of Mudoar fle 
dCiorPegVat/On. D’rcc’of tPoSiB?0411) 3pp 51458067 51 AS8 063 


8910170062 Tcr^ards ovofvert cf c.n h an co me nlj* planned fO improve qual ty of updaiod 
F5AB & respo.'ises to co-nc^Sion cl leneAi & l-npings convamd m TM Ross 89060? 
'v A d screpancy descnoed m EG GreenTao 690719 iir re nsp r^pls- 
STOlS R Conmonv^eaith Ed son CO 89/10/02 MUHL6Y.T E Office of NuCfear Re 
a: lor Reguipucn. Oi'ocloi iPosi 870411} I5pp 51533 345-51533 359. 


8910170024 Responds to f.'flC recuest fo^ add. in?o re uli. 631105. 640224 A 890403 
tesponses lo Genetic Lit 83 2B te equ-prr.enl ciassilic alien & vendot .nlo 
STOt-S n Cc'T.monweaith Ed son Co 89/10/04 MURLEY.T E Office of Nxlear Ro 
actor Regulation. Oirocter fPosl 870411) 4pp 51536 291 51536.294 


8910180077 Appi.cat»on for ame-nds to licenses OPn.29 A OPR*30.modiVng Toch 
Spec requirements for (el pur^p f'Dw ind<af70n 

ST(XS.R CCTr(vonv.ea'*b Ed son Co 89/ 10/ ft. MURLEYJ E. Offtco of Nuclcat Re- 
avtor RegLlalion. Oirecicr (Pcsl 07041 1) 2pp 51556 314 51566.358 


*>8910180084 Proposed Tech Specs Sect.00 3 6/4 6.tTiodifywig requiremems (oc jei 
pump flow tndication 

» Commcmwealth Edison Co 89/10/1 1. 22pp 51556 316.51556337, 


-89t0l80087 ■ Savory Eva'uaton to Justfy Operatpn W/Loss of Jot Pump Floiv (nd ca- 
bon lor Quad Cii.es.Un.is 18 2 ' 

CKAO.Q H , HAMON.O A . SOZZf.G L. General Elocfnc Co EAS 07 0289 ROl 09/03/ 
31 2ipp 51556 330 51556 356 


8910190005 Forwards Rov 0 fo COO-045164. 'Lubrication of Limitorquo Acfudlg/a al 
Dresden /Quad Gtios Nuclear Stations ’ A Rev 1 lo COD-042827, ^ Oi/al fication cf 
Motrti Ol Co Greases MobiVux EP0 EP1.EP2 & Mobi'grease 28 " 

S'UAOY.JA Commonweaiih Edison Co 89/10/11. MURlEY.T E Office of Nue'ear 
Reactor Regutawm. Director (Post 870411) 2pp 5l546:193'5l546 295 


•*8910190007 Rev 0 io COD4)45i64. ' Lubocat^o/i of Um-torquo Actuators at Dresden/ 
CXiad Cibes Nuclear Stations “ 

• Comr>oow«aJihEdiSorsCo 89/09/29 I8pp 51546^195 51546212. 

-*8910190009 Rev 1 to COD 042827. “Ouaiihcation of Mob I Oif Co Greases Mob lux 
EP0.EPI,eP2 A MoWgrease 20.’' 

* Convnopweatth Edison Co 89/09/20 79pp. 51546 2 13-5 1640 295 


8910160250 Generic Ltr 89 21 to OT hpldots of OLs A CPs tor nuclear power leadots 
concerning request for in«o re Status Of impfemenialion of USI requirements Sve hat 


kahiluwjg Assrxsdte Drector for Protects tPosi 870411). 89/10/19. Cpnsohdai 
ed Edison Co of New YorX. tne 60pp 51622.009*51622060 


89 to 180273 Generic iv 80.22 10 a:i i/Censees of operating reactors A holders of CPa i 
poienoa ftx irKreased roof loads A plant area flood runoff depth at licensed nuefet 
goww plan'.3 due lb leceni change rn PMP entena Sve Jisi end 
^RTLOWJG Assoctaie Director for Proiecis (Post 6704111, 69/10/19 Consol da 
ed Etf^on Co of New YorK. Jnc 39pp 51622 069 51622 106. ^30».oe 


0. loepection reports. IE BulieUns A correspondence 


f 894)65. ' Potential tor Stress Corrosion Ciatkino in Sleai 

Supplied by 8AW '• Sve fiat end. ^ 

Of DperasonaJ Events Assessment (Post 8704111 as/os/fti 
Consdidaied Edison Co Of New York, inc lOflpp 51349:100 51349.2O8. 


GREGEni R- Wogon 3. dfe of trio rj.raucu.-. uum, 
Ed.sonCo 2pp 51401 183.51401 10J 


**0910100)17 Insp Hopfs 50.25'1/DO 10 A f>0*205/fllMl1 opi 811032 1 

noiod Major areas mspociod conlitrnalofv miU A < 

mnnloj.no nt*wdr^fl ivivrow Of opon ilnrne & ourfilb A iij)j)/nlsil s. 
TANUs£?rG S&fUM nogion 3. Oiu 0 ) tlu» )>rP.-c 

51401:18551461:103 


8909250252 NRC fnlo Uolco DO 009. "Loss of THornml Miifijii 
ROSSIGe ' Division of Opomiiorial t: vents ! 


8910170062 Forwards ovorvipw of onhanconionls plnnimd to in\i»'vir 
FSAR A resporrsos lo conclusion of review & fifuJi/uis rnnln-rir: 1 1 
fir A discrepancy dascr-bod m Htl "K' 

STOLS.R Commonwoolth EUibcn Co. mi/ 10/02 ' 

aclOT noei.4al‘Oiv Diroctor (Post 0704 ill ' 5pp 51 633 34 , . ■ 5 1 . i.i.i . 


8910130163 Forwards snfoty 0 valuation acco()tlnn utl irisp.ri'[>ftl‘6 A 
Susceptible to IGSCC poTloir^orl duilrrg Sprn^ lUtW 


ROSS TM Pro oci Duociorolo Jlf*2 OD/lO/03 KOVACH, fJ Coi 
Co 4pp 6l50r226-5l50r23n. 


-*8910130104 Soloiv evaluation accnpl'nQ ui'l UD012?.00() l.R? 1 4 A 
msp rosu^s.m figaiion.llnw ovakrniioris & ovoriny /0().iirit <:> vr> 
ig5cC to support oporallon o1 Uml P.lor onoilmr Ul monlh li)v4 cyi 
* 0tt.ee of Nuctenr Rtuiciot Royufauon, Oirodar (I’onl D/041 
51501 230 5l50f 233 


8910186277 foiwflids SaloV/ msp Rcpis GO -2 54 /till -?0 A Gil ?l.'’ 
0923.Violat'0.ns noted 

SHAFEn.VV.O. Rogion 3, Ole ol mo Ulronfor Dlf/IU/On 
Edison Co ?pp 515450/0 51545.080 


.0910160291 msp HPpld 60 254/00*20 & 5n*2nfi/no*2(> on flOOf 
noted Major areas insPncloiMiciirisou iitilonn nn p’« 
opotaions.radiologlcai oorxlrois, oruorgoncy prriiiaro‘lru!iiH,ar>Lijii 
lance 

LERCrf.n M. Rogion 3. Ofe ol if 10 Director . 00/10/00 13j>fi 5154! 


8910040381 NRC Info Notice DO 070. ■‘f‘OB0llilu Jnilii:ii1lunft of 
Products ’■ Svc lisl end. 

B0SS1.CE Division ol Opomilonal Cvonia Msaarvnvnnt ff’rvii 
Conschdared Edison Co. of Now Vorir, fnc. lOOjip 5 1 fi3 r 1 1 li 5 M». 


8910130014 NRC into NollCO 08 071. '•Divorf.lon of til 111 I’euifv 
Flow Oor ng RocircuUillon Opoiat'Qn roilowinn l.Ot)A “ Svc fiPl or'i 
ROSSJ.C.E. Division of Oporotional Evonla ABsufinmonl (f’osi 
Ccnsol'daiod Ed son Co ol Now York. Inc lO?pp bl53l:2?/-!»i5 


R. Periodic operating reporla & reintod corroaponclenco 

8910160021 WontWy cpomimfl lopia for Ropi 10011 tor ciupo C 
Station. Units 1 A 2.W/DD1002 fir. 

DEEISYNOER.L, ROBEY.H.A Cornrrionwonlth CiUaori Co 
51 523. 190-51 523:2 14 

8910170233 Forwards hsi of cfiongoa.foaf A oxperimenla conuilu 
Sepi 1909 & sumrpofy of saloly nvalutiDona rofiortorf in conifiliari 
l0CFR50?f(e} 

nOSEY.R.A Comrrionwoollh EUiSon Co. 00/10/02. Offico of Nuc 
tion. 0.roclof (Post 070411). iDjjp. 61630; 104.51 BOD 200 


S. Reportable occurrences, LERe A relflled corroepondenco 

8910100090 Advises lhat co-joi lit 10 LER 80 082 Inailvoilomiy tol 
requests that fir bo bo aifocfipd 10 ropi 

BAX.R L. Commonwaallh Edison Co. 00/00/20. Dociimont Conin 
CqiMtol Desk), ip 5 1458.348 -51 450 348. 


DOCKET 59-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency A fire proteoffon plana 


f nopis ou iWjrbV-y i 6 bvJ j 

• Mar f009.LHif commonis.aummarY of 000027 mooling boiwooi 
lion of util comments wiH bo lesuod ae app lo onci ropF 
DAVIS AS. Reg'on 3. Ofc of iho DitqcIot. 80/00/06. PAY.C 
Power Co. 3pp. 61558.001.51658 034. 


-0910190090 SALP Ropis 50-288/09 01 A GO-DOl/OO Ol lor Oci 1 
Region 3. Ofc of ihe Director. 80/00/06 3lpp 6 1 568. 004. 5 16^ 

89101^198 Revised EPlPs.inclutfmg Rov 23 lo EP 2.0.Rov 32 10 
App D A flov 6 lo EP App J. 

FaY.C W. Wisconsin Efecinc Power Co 80/10/03 32pn 61520 i 


Ifjri0ii3 r.ctoci WhJo» arons ifispotioti rmplonK'iilfillOri of icnfiHOi) l.ro |)/OU)Cll<)ii pfO 

P/oLMESJ. GAntJNrri.n N. Hoylon J. Ofc of Iho Uroclor OO/IO/H r>pp. 
5>53b 15-V51&30 l&a 

8910100009 nasp0i’<f6 1o Ciom-vc l.ti 00 0/. ■f’owof Plu.l::lor S«foi|.iaf(Ja CofOinijrincy 

Plaonlrn for Su'fm:o Vo)‘.iclo tfomho ” Ulil rnoiHiiiiJ onfoqunfdH coiiinyoacy lOniiiuij 
to icJonlily forrm ncHOMS to pfOttjra fKjninHl rnd olotjlcfil HOUolayo 
rAY.CW W.iiCOO'iln LloCPiC Power (-0 00/10/11 [hicumunt f:o.-»lrol {IrniKti iDocii 
moni Cofilrol i*np 5l5r>/.170 f»ir»S/:r/7 


P. Operalfng Jlconao atnyo documonU & corroapondonco 

8909270236 Forwarda anlulyr oval.jaHori si.t)|rorlirMl I'OI fOi|inist to (junlify i:oo 

In nmonl Ifn-r loak « tiaso cOnfiooto aa inloy/ol lion of rooiaininonl I rw p’ohi 
SWGNSCN.Wlf f^rojoLl fjlrocloroto Ilf 3. Hrt/09/10 f AY.CW W-^iCOnslii (3oClfic 
Powor c;o ?pp 513^-1 on 01ft 

-8910020122 Safety ovai.rallon ro coninlninoiil ir'o^ lirnk choao chnnnul 
vpntinp Concurs w/limn^im ltin1 plpnl rfouB ncil luiod to vonl rooiahmuml lioor vwokl 
loak chnso dinririplw rfuriny lo6l 

• Olfco of NuCloar ffencior lluyiilniiot^, l)‘r«»cior (I’ost tl/O-lll) fin/OO/Uf flpp 

0910030141 App!i^;aton for nn^oods to fconuon h Uf’M ?/. conBlsilny of locli 

Spec Chnnyo Ffoiiuusi 13? ruvlbiny Turfi Sjjora to ofititUlibh fin‘il.rn| COiufilloiiii lor op 
urnticjn for safeQunrds busoa In nlnclrlcal dirjr.tintion ayii. 

rAYC:.W. Wisconsn Etccifi:: F’owrir Co ft‘>/0[|/?? Document f:onlr(rl fuantti (f)ocu 
moni Control Uosk). 5pp riia/l:1 7fl.f,i:i71 Iftfl 

-8610030147 F^ropriaud Tiicli 5>jiucojiQla1j|.aFiirig llniil.r'.ij cor-ifitijns lor oprinit-on for 
aafenunrds Uiaaa in olucincnl d ainliunon nya 

• WiSLons n r.li‘Clf<o F’owof C'd f)ll/()n/2i^ upf> M3/ 1. Mi;i ?ii:i/ l:in» 

8909280098 Oufiur'C l.lr liD ?0 1o n'l f(j<‘l oyclu ficor>r»oo!i jMi'Jf*o',Hliig, uBnij Of pfor ttr.a 
' 0 ^ (Qrrni’a (\iiantilins of SSNM rn (irolonou nmn longionn iiiiiinuknup iirt Hvi; fist 
oncl. 

MCCOnKI.'r.O W. nivlsion ol A iNiiiBporlrtlujii |l*o'jl fl/04l3). 00/00/2(1 

Consolulalod EdiBonC'o til Now Yorli, Inc l3p|> J>(rp:n 1 ()//»( 631. n / 

89100401G6 SuppI to 0001117 ro5|)Onfio Ui otat-nii hlockoul oilii.nildrtina mj NFU^ com 
munis from tov ow tnara oxil fiiuoilriy on nnuflld (toliiil>il.lv iiroyrnm For gns luihnn 
Uolng dovu'ojiud & locl-.idno 1t[>% rolipliilily gonl A t)imriotly luiniiui tinitnn 
KAY.CW. W'sconolii Eifar.lrlc f^owor Co Hil/0l>/?n Ooriiir.t»iil CordrnI llrancti (Oocu 
moni Control Dofik) :it»p. r)Mij2n/fi fiHf.po// 

8910120082 Tonvardfl trj6()(in&u to (iiifu*nr; I tr PlKM, * Cliidaiu:» on liiBurviLO Tufllmy 
(Programs" Arcrlunt rogvil'oil Flows kriuwii tml InipUmiiMiling procoiluros ruiorl to t>o 
CliftfWJd (0 eoSo'O full How Uuo'.ii.lU vwlvuu achU'vod 

TAY.CW. WISCOiiDn lifccinc I’owrrr Co («l/ll»/0:i Dordrnniil (toolfi;l lirancli (Dtico 
mrinl Control Dusk). 2r>|ip f, 1 4 HD I *imi 3 1 ? 

0910160077 rorvvnrtfft mod lr> Tech S[)oc Clipriini Hiiqooftl 1?ll dtrl IM10003, cononjlmg 
ol rovisod r guro 1&.3 l♦l,por W Swenir.on HHiJft'M nol’-'lcniion t»f npjnironl tlscfopan- 
clos bolwDon p'opouod linniup limit coivti A cnii riinUui corvo 
ALIDOO.n A WiBCOnoifi litocinc Powor Co 110/10/03 tlocomunl f'onlrol Ikni^fii 
(Document Control IJoak) 3pp. 6lf>?;i.iu:i r»lS23 in/ 

-8910160080 Rovibnil projipsod Tocti Span F igiiro \U:\ M.riitiociiing imw Imalup lioiil 
curvo. 

• VVisconsn Elociric f»ownr Cu. 00/ 10/03 Ip. fil02:i Hi/ !>iri?3 10/ 

8610230011 Floriuosla ntlill info ro ftOO/OO amuntl roqnosi r.oiU'oirtitm riuc'oor fuel 6lor> 
ego onrict'monis For filnnt. 

SWENSON.WH. I’/ojoci flrocioralo lir-3. no/lO/Ofi I* AV.C W Wisroniln Dochic 
Powof Co. ?pp 0 1 6 7fl OOG 5 1 f> 70 000 

8910230210 Roqiiosle opportunity 1o conduct piiiaiiritalion to inciuifo gonotal 
lons.cepabilillos.sinlus & co/tiHcot on of plani oimulnior proincl Proposoo prosoninuon 
0 mado during F^ob 1000. 

FAY.C.W. W.flcortsin Efocific F»owor Co H‘J/10/U I lUNEMULLlLM.N Docuniom 
Conirol Oranch (Ooc umont ConFfOl Dosk) ?pfr f> 1 5 70 037-G 1 070 030 

8610160260 Goooric Ur QU 21 to A't ho'dorg of Ols A C1*8 lor nuclear power roaciots 
concomloQ foquofll hMo io stfvVuft ol mvolomvuMftbon oi USl loowlionwoVs Sve lift! 
oncl. 

PAnTLOW,JQ. Assocato O.rocior for Projocis |F>oal 070411) Oy/lO/lO Consolitfal- 
Oil Edison Co. of Now York, Inc- liOpp. 61022 009 6 162? OOfl 

8910100273 Qonofic Lif 00 22 in nil liconsoos of onornliny roflctors A lioldore of CPo fo 
polonlial for Incfeflscil roof fonris A pfnni area f/ockJ runoff doplh at l.cori 80 <J nudoor 
power p'anis duo fo lotont ctiango in PMP cnlonn Sve fist oncl 
PARTLOW.JQ AssociQlo Diroclor for Pfojocls iPoot 670411) 60/10/10 Consolldnt- 
od Edison Co. ol Now York. Inc 3Upp 51 022 Of iO 61022.106 


0. Inepectlon reports, 1£ Bulletins & correspondence 

6610190090 Forwards SALP 7 Hoard llopls 60 260/00 0 1 A 60 301/69-01 lor Ocl 1007 
• Mar lOflO.Uti commonis.summory oF 000027 moopnu Imtwoon NRC A util A diaposi 
^^JHimonta will bo isseotl oa app to oncl ropF. 

DAVIS.A.O Region 3. Qfc ol tlio Diroclor 80/00/00 FAY.C.W Wisconsin Efoclrlc 
Power Co 3pp & 1650 001-51560 034 

•*8910190066 SAIP Ropls 60 206/00 0 1 A 60 301/69 01 for Oct 1007 • Mar 1089. 
Region 3. Ofc of tho Diroclor. 80/00/06 3lpp 51550 004 61560 034 


MUiis 3VC I.SI oncj 

ROSSI.C (■ Division of OporHl-onnl Evnnlii Asaussmont (no's! 11704 11). 00/09/25 
Consol-dalerf Fdibon Co. of Nnw York, Inc. lOfifip. 51337 200 5 1337 304 

B010040I73 Informs Ifiat l-oad insl of bnUorius D105 A Dir)0 rortuired tlurlriu Pal 
11)80 por Tech Spue 154(10 4 ns fiunril to 800021 fOspO.'iBo tn NRC 00072) Itr fO 
vicilallona noUid m Insn Ropia 50 20rJ/nD-2l A 50-301/80 20 

FAY.CW. Wiscfinsrn llucfric f’owor Co. 8ft/OU/2fl Documonl Conirol Ornnch (Dodu- 
rnont Conirol DosV). 2pp. 51423 323 61423 3?4. 

0009260262 NHC Info Nol-co DO 009, ' I oaa of Ttwiiinal MarQl'i C:aifaod tiy Clianrio! fin* 
Oow." S\rc l.8f end 

itOSSl.C.E:. DiviBOn ol Opornrona* EvonH Afisoaarnonl |f*08t ft/041 1) 00/00/29. 
Co nsol dniei I Edison Co. t>f No w York, Inc I OCf if >. 5 1 53 1 00 1 5 1 53 1 . 1 CO 

8010110206 Fonftfiuds rlPbcrpilon of roviscsf bailoiy luStiny proyraai per E100721 
rutpiusi Llaltuiy w.ll bo sub.rcUnl to IEEE SM 450 108/ sve loaf ro miilnljosting A rn 
n'acon'oni of load Ualionoi* pur Insfi Elupls 50‘2l»b/09 21 A 50-301/80 20. 

FAY.C.W. W,scpnsin EEacli.c E’owur Co liO/On/20 Otjcuiieru Conirol Drnricli (Docu 
m pm Control Doek). 4pp 5M73 327-5 14/3 330 

8010040381 NflC Info Nolico nt)-0/O, ' rossili'o fndicfitonS of M arijpfoaonlod Vorufor 
Products ” Sve fiSl oriel. 

nOSSVCG. Divihlor^ ol Ofiorallonnl Evonis Assobsinenl (Post 8704)1) 89/10/11 
Conso'ld.HO:J Etjoon Cn <ii Now York, Inc lOOpp 51531 1 1ft 5l 5.3 1 220. 

8910170130 f orwarde Stdoly limp noplti 50 2(»d/fl0-25 A f>0a01/flU 24 on 0tJC0)4-1U 
A 0015 No vloJal'OriH nolotl 

COOPE:n,n.W. nog on 3, Ufe of ibo D.foclor m)/1()/i1. FAY.C W Wisconsin ElncInC 
PowoiCX> ?pp bl53C)52-r>l53« \£1V 

-0010170142 Insp Ropls 00 200/ 80 25 A 51) 301 /8U 24 on 090014-10 A 0910. No vlo- 
taflons nntmJ Maior nnms ir^fiocludamp'tmKjniatiun of inmsoo tiro protoclion pro- 
nrom 

MOLMES.J. OARDNEn.nN noipnn 3. Ofc of itm fJIroclur. ft9/l0/n. 5pp 
6)630 154-6 1530 ir.ft 

0010170205 Ailviauo ihal noni iimr> o) ronclor prosonrn vobSPl Haw aclindiilaU for Gii/ing 
lOiJQ refuQlno oiiiagoDato for oxnin of Haw nnlklpnlod to Im botwoari 000414 A 20. 
FAY.CW WiBCO’^ln Eleclic l»owcu Co tJO/lU/11. SWIiNSON.W.H f>Jo,c’cl Diroclor- 
alo IN-3 4t>p. 51530:285-51630:208 

80101300H NMC Info Noico 00 0/1. ' OiverGlon of ItIjR Ebirnp SonI Cool rii) Wnuir 
f3uw (luring floclrculaliun Cjiordton E-nrowinQ LOC:a*' SvC 1-91 luicI. 

(l03SI,(if; OiviBOn of Operat or'nl E-vonts Aaiiosoniur^l (f*Of»t 1)704 11) CO/IO/lO. 
Coi'Boi daiod Ed.8<in C^o of Now York, Inr lOVfip. 51531 227-5 1 531.333. 


n. Perlodio oporattno roporle A rolnlod corresfiondonco 


0010180000 Monllily opotaUng ropis fur Sejil FOflO for J>elni Doacli Unl9 F A 2.W/ 
801008 Itr. 

KflAUSE.CW. FAY.CW Wisconsin Cluclrir f*owor Co i»0/0t)/J0 Opp 61640.153- 
filfilO lot 


8. ReporlabFe occurrencoe. LENe A refated correepondenco 

0010030620 Nf^DlIH noncorn|il prico nniifirnll-onori 800710.24 A 0004,loinl rualiluni 
cblDnnD 1 rmini-on o^CDodoill’ACmou intik A conlriliin'otil dko ropanod A pofsonnul 
counselor) 

FAY.CW. Wieconain Elocinc f’owor Co 00/00/20. Wisconaln. Slain of. 3pji. 
61302:132-61302 134 


DOCKET 60-28? FORT BT. V«MN NUCLEAR OEHERATlWO 8TAY10N 


F. Security, meiflcel, emorooncy A tire protooHon plane 

80002!00037 Rasiioads lo NRG ftOOOlO Ur ro violallona notod in Fnup ikpl 50 207/89- 
17 Corroclivo nctiune procoOuro cliango inlllaloO ro Drnoiy lusllnQ ol roncior prolucllon 
aye A conlrollod work msirucilons (iropnrod ro firo pun.p ovcrepiioj trip. 
CnAWFO/tD.AC Pub'lc Service Co ol ('olorado. OO/O'J/15 Documont Control 
Ofonch (Documont Conirol Doak). 4pp 5 1 350 . 1 0 4 -5 1 350. 1 07. 

8010100272 Forwards Rev 22 to aociirily plon.lRov wilhholrl (rof iOCrn2./00(cJ) A 
lOCFn?3.2)> 

FUULER.C.H. Pul>l‘C Service Co. of Colorado. C9/09/22. Doc u mom Conirol Drancb 
(Documont Conirol Desk). 2pp 6 1457:272-514 57: 2 73 

8910130161 Advised ihet 000421 Hov 22 Fo pbyaical securily plan conaeloni w/provi- 
eions ol IOCFn6054(p) & eccoplobCo 

NULHOAN.J.L. Rofloo 4. QIC ot live Dlrocvof. 00/ 10/04. CRAWFORD.A G. PuW^C ttotv- 
ICO Co. oF Colorado 2pp 51501:165-51501:150 

6010230081 Oiscuaeos oveluailon ol ulil OOOOlO Ur doalng w/(<ro proloctlon morla ru- 
qulfod by lOCFflSO.App ll.Ubl porlormnnco In moeting etatod ectiofluloa 
unoccopioblo NRC w>ll cons-dor facility in vlofAtlori of lOCFFlGO 40 as ol 691031. 
IIOLANH/VN.Q M. Dfvisvon of Ooncirir Proiocia - III.IV.V A Spocial Rroiocts (Posl 
670411). 09/10/11. CnAWFOnO.AC. Public Service Co o) Colorado 0pp. 
61677.320-61677.326. 


- .. t * ' • i-k - * • •■.'k iCc's^es DC^sess ng uS>'9 pfocess- 

:,iv ij a eV lo'g.cn bcts.kccp ng Svc IM 

^ c , . r. , k- c- Cjv-^vdS & Ttav:pc^*a' On \Pos< e7CAt3^ 83/03/P6 

wir "c .3^P 51531 t0; si531 117. 

sai:o«0C4i Ci e^iou Ppck-.'p,MD :o dscuss p'.am 

Dc:o'r^.v,cr.'«g 6 Ecxvfcn Prq Oaec^aie 
■V- .VlT;. -*.K ^ ,\eiSS S for Pc^er Reacror. O^cori'T ss cmg A Enviror 

fr 51452 300 51452 313 

ait0i0024l a;p (y ’d ucense DPR Sfi.fGv.sog Tecfi Spec 

I !?-r% 4 , Vm ^ ;c-:c> t, & c^-c'cve gas caste.per Generic Llrs 

j.’n =0 S.'!:? Cc-aa^o 69/09/30 S « Nc^Pc^. 

^'•ii:*y C^c'r'-iicrrg & En.'on Frci D ec'Ora’e IPOSI 990730J 3pp 

5U»{' Cic 514^, .-35 

-4110100242 <4ic :i‘ :*! a-rs’-d 'O L ce'sa DPR 3a.c**an3 ng L'^ t.fg 
Ct».'fa*''r 4474449i 5vr»6‘ 'aTe Req.rcnenis 54i4S54l5fa chlpnne do- 
'-'* 'T A a a""i ^.s A c-j-'r;* roo'n tTCfcency ve'‘fal«cn s>5 ^ ^ 

(’fRA/.fC^3AC Pot. c Sen, :o Co ol Cc’c'ado 89/09/30 4pp 5U61016* 


-4910100243 Pfcpoit J Te<- Spets ro cl‘‘on'-9 de‘ect-cn A a'a'm SjfS & cont/ol tocm 
* Pjt^: Co c'ic-C^aJc 69'C9'jO Mpp 5 1 46 1 022 51461 035 


8110100167 Fcf*a/ds a;;p cd! ?n for ariend to L cense 34 n'cCilyng jcense con- 
'.: n: -.-do s: 31 ct.:'! that fac-' ty w i not be opcraieo fC' eiecmc power produc- 

t-*r» 27**51% 

lPAAFORDAC Put c Ser. te Co cf CoVado 89/10/01 WEiSS.SH Non Powef 
^idyy OvLCt^r iicr.r,g & Er.^ rcn Prq DfCCiC'aiO iPosi B90730). 3pp 
5»4572’a 51457 297 


-8110100112 Apf. cd’or. ia» io Otense OPR-34.m-ocJ(V'''9 icerxse coro'xon n 

(r<C '^7e s’arcT^''* 'hat *a; "r ^ oeprated Jor eiccinc po^er prcKJuchcn afie' 

c>76lfi 

CRA,vFCROAC PL-b c Se?N.C 0 Co cf Colorado 69/10/01 3pp 5i457 2ei- 
51457 203 


PARTIOWJO Assocoto D.f.Tlo/ la- tl';.-.! H/IJinj. f.i>'in/l» I ' 

Od Edison Co of Now York. Im. 60;.^) 5H»,*2ro!i . Ih, ^ Ol'/i 


8910180273 Generic Lit 60 22 Io ell l■cx■ln,l.l.■■* (jl (ynfHd.nr !nm A nn Kxva C 
DOierrtlal lor rrcreasod roof foa'li A n nnl r«'‘'n runulf i.h pth .i| I . n. *»■.! 

power planis duo lo ruconl ciianju m l MJ f f.Hif..i .wt ni l•^ll l. 

PARTLOW.JG Assocmio CfOCtCf for l'fi)j<u:l‘i |f omI H/o-IM) 


fiM/inr lO ( oi 


Q. Inspection reporte. IE DulloHns & cnrroepondonco 


09090 t033B NRC fAip Notco »f) 065, "f'ciliMil .il fnr Sii,.n*. < cfK fiMn Cr.if MnO i*' 

Gonoralof Ttbo P'UGS Suppiiuflhy RAW ■' Svt h'd tiril , 

flOSSf.CE Oivs'cn of Cpo.'fll.rfOl J-vtmin Asiri'ivroiH () inl 11/0411) fl.». 
Consolidated Ed-son Co of N(»w Ycuk. Iru MiMp;i n:ii '.kmO 2Mi 


8909060284 NRC Info NoiiCu QU CUi(i ' Oonlif'* ution I 'fi* <il tinN-ni' f Vn vyn 

TOSSf.CE OiviS'on ()f Ciiornt of'nl Lvijnt*^ A‘i3Hi-(Mnirit (r<:4t h/04ll| xi'l 
Consolidated Ed son Co of Now Y0f^ (m: Ui'-Pii f.nn/ Dil’- M :CI/:1’»'7 


8909280037 Responds fo NRC «0()6ir) Ilf f.i vf:ljlu>'i:i nulml Jo l<'Sj|j Ikiil - 
1? Corfoctivo adcnspiocoduro mii-iMnit ki luiviy UMitr ti cf ivw- l « pn 

SyS & centre lod work insiruiUons pn piirnU rn fi/o piiiii|) oyor npm-il rnfi 
CRAWFOnO.A.C Pubic SoJVi.to <:«; of < clirfiiiJo PP/iJM/ll. riocii rnl 
3f8'*ch iDocumont Ccnl/ol Dnsk) -if-p MUM) lo-l MrP;(i H)/ 


8910030084 Ack rocopt Ol 600906 lie fi’Ofinli'p NiP - nl iiO'jj-i toki-'i in ci-»fi»-.' v 
rcicd in Insp Rcpl 50 207 /flO 12 

MtlHOAN J L. Rcflon -t. Ofc Of itio Cu'i inr tm/oij/iv < M AWI Ol lO.A t; I i* ' 

CO Co. of Colororlo. 2pp 5l000 2(!f) MHIIO ‘.'M 


8909200010 NRC Info Notcti 61) OhH, ' I 

Mods ’ Sve I St end 

flOSSt.CE Oivlston ot OpCSMlro^Ol An'^,nS',« ni\l <1/01111 6-1' 

Consobdatod E(J son Co of Now York, rnr lOfipii fi 1 i;i/ 2<:(1 »:M/ JIM 


-8910100<53 Pfc-pcsed Tech Specs i$ end of ope'a'ons 
* Put v Ser\ :eCc c^Co oradO 69/10/01 4pp 51457 284 51457.287 

8910160101 Fvr*»a/ds re/;L-osis for ddsi n'o re deccm.T.ssicnrg fnancisi S prel 'T'naiy 
decc — -.ss-orr-g fans i.'-Cijdng nelhcrd o* fjnds acci.mj'al0n 8 provSon Of trust 
gqfee'T.e-ts 

£RCkS 0NP8 Ncn Porter Reac’cr. Deccin.Tpsson ng & Errvron Pro] O'raciora'a 
iPosi 8Xi730) 69/10)04 C'lAVSFORO.AC Putt 3 Serv.c© Co cl Colorado, lipp 
51522 22*3 51522 220 


8910030150 Forwaids Insp f1<)/»1 50 2II//HH lti nn riiio/ 1IH)||IM H r n’l’ ii <•' v. 
MILROaN.JL Rogen 4. Ofc of IIui titfiJcjf iuM))/;'<i craWI < JJm.AC ' jt- 
ICO Co of Co'orado. 2pp. MODI) I'.Ol ’ii:imi uin 

•*8910030160 Noico ot vfOlAlvou tiv>«' <»n U'mnti nirji V/IiV.a' aii u<iU‘ ( U>.i» 
ony neora workedon snfnty ruliitad to'ii of ti>iir Inr i nrii liiiyr:ri<l lii: 'i tlpairi ‘ 
documontod aulfiofi^aion 

* Region 4. Ofc ol fho O-foctor H<j/(ii)/2ii tj> i:n):J (i:i;( '.liiim ntn 


8910170111 Pciwa.'dS i-'to cn pole'-tai do^ciency ro Fo/bO'o N Ell 8 N.E13 trarsmil* 
ters cor'ia nng 10 50 nA typo amp -'.er fr*g between Jan i960 • Sepi 1989 
B r»iSH Fc»tK>ioCc»p 83ri0rC9 UA'DUKR NRC • No 0618 led Ail/, aiion Given 
I8pp 51536 159 51536 176 


8910170067 N'oiificaton cf 691025 rreeirg w/uti. in Rockv1.I0.VO to discuss dafuolng 
rEiTNERKI 7/<^nPcvl.er Reader, Oecemrr ss'on no 8 Envron Prcj O./ocloraia 
(Poll 8907 3G I oorioni WEiSS.SH Nc<vPo«ei Readof. Oeccmtri3sicn*ng 8 Efivv 
ran Proi Oirectora'e |Pos1 890730J 3pp 5l532 377.51532 279. 


691D190352 Advises ol i.n*eniicn to el rmaia ASME Section in.Class A status of main 
siean r.ngheaders on 12 steam generator modu’es at fac-'ity Basis for eitrinainq re* 
Qi^enents for sob^ COrr.pof.erts I S*ed 

WAREMSOURGOW Pub‘.c ScfVico Co of Cg’orado $9/10/12 Oocumeni Control 
B/ar>ch (Docurrieri Centro? Desk) 3pp 51557 346 51557 346 

8910200037 Forwards app'icat.cn for arr'e.nd to License DPR 34.rav.s1n9 Tech Spec 
Se<lKjr> 6 1 re (50*uei ng phaso dOCtment design features 

Colorado $9/10/13 Oocumeni Conirol 

Dr anchiDocumemComroi Desk) 3pp 51576 238 51576 250 

-8910200041 Appkanon for amend lo L-censa DPR 34.revis ng Tech Spec 6 1 re do- 
lue^r^g phase document design Jeaijres y )r uo 

51^76 2?3^'^‘^ ^ ^ Colorado 89/10/13 3pp 51576 241. 


-8910200042 PrOfMsed Tech Spocs 6 1 re dofuo»-ng phase docurrem desion fefl*ufe« 
Public Serwco Co of Coiorado 69/10/13 7pp 51576 244.5i576 250 ^ 

69102M262 Forwards app:.cdiion for ame.nd to License OPR.34 surerswri nn limHn 
^tioos for Operauen 4 12 ltu<yjqh 4 1 6 SviveiJa^ 

CHAWFCwVa C* /equMlpet tsicon T/^fiC 

i„HAWhUHu,A ^ Pubi-c Service Co 0 Colorado 69/10/13 wEi<;qaw cionAa.rg.*.! 
lj.e,£rten»K>nP.o,ec.Di,«:io-al«X S°61 5 286 51616 Oil® 

-89102S0263 Appficabon for amend to License OPR. 34 dAiftUnft i ^ . 

^1^4 12 ihrougi, 4 16 6 Su.ve, iar.c, R^7,e^,t 5? iT ?! nT^lV' 

5f6^5 2?2 • «''»''3 9?P 51615 281 

newly added re aewity control ftoclion .s* i v.o i.j a 5.15 ■ 

• f«*c S«vk;«Co oicolo/ado 8J/10/I3 62pp 5161529851616019, 


■8916030162 Insp Ropl 5O 20V/W) iri o*i v\tK>/ 1i» nn n Vlolnluni nqUdVnji'i 
inspeefad on$lto fo'IOA'i/p of l.Ell.fO<owu|> un viiiliilliir<'t.fiil'i>wtif> of u;ii‘ri i^im 
of Pa.'t 21 repis 8 roviow of ILomslvi (inli*in nf nvniiln 
WESTERMANJ.F nog.nn .1, Ofo u* itiu Dn^. ln' iii)/fM1/.*<*i K'l p 513 
51300.010. 


8909260262 NRC Info Noticu UO flfiO. “I oh'i iif IJinrirai Miiriim <ui'i*;i:if t</ Ohn* 
8ow.“ Sve 1 9l OhCt. 

ROSSI.C.E. Division of Oporaiion.il rvnniM AiiMinMiumi (I'li-it h/0lli) rs' 
ConsoTdated Edison Co of Now York. iiii. i()i>f>p ?»i*i:ii ooi simi icii 

6910080077 Ack rocoipi of 00063) Hr ntorinn[| NItt: of r.tuijfi iriVmi lo runvci s.i 
iv)'.edin Insp Ropt 60 267/60 OK DiiifotMnnOs llial nwi.m) flow 1i.n1 kii vor.Mi 

ceduras porlormod on 800021 A 0021 8 crcjb!! to vtilvi»*) ilIrciKud 

MILHOAN.J L. Region 4. Ofc of tlio U.foi for hi)/ 10/02 f.lfAWf OJifl.A C ('..l* 
ice Co of Colorado. 2pp 5H30 fifl5 bH.'in oo;i 


6910100134 Ack rocolpl ol 600D16 Mr l‘ifo.‘iirnj| Nf<(: rjf ntopo lnhiifi |0 co.fu::i v- 
noted in fnsp Ropi 60 267/8r). 1 7. lirp'x'riituiintion r)f xririticlivo nr.tioris w I U 
inod during fulurp losps 

MiLHOAN.J.L Rog on 4, Ofc of Iho D.fcctor. Ill)/ 10/02 Cf fAWf f )IU) AC J^il- 
ICOCO of Colorado. 2pp 51458:342 5145034/ 

8910120071 Forwards Insp Rupt 50 2n//fl9-1«J on n0f)Jl2l .2ti A 20 30 No vIcM 
daviaims noliid. 

MILHOAN.J L. Roglon 4. Ofc of llio Dirc'elOf 8U/ 10/03 CUAWf OHD.A C Rtl 
ice Co. of Colorado. 2pp. 51400 3 H -51400 32/ 


ai'Ons no\ed.Malor areas Inspuclnd nog on 10 cnt) nason.hly 

kXJh Rogon 10 CRD clovis ijo'.i fiii’uroo A fiUipni ucnc 

header problems ^ 

5U90 3?e-5i490 Region 4, Ofr of ifiu Drnctor. 60/l0/r 


P/oducts ’■ Sve tis\ otvjl 

r<'rko«i‘Ho^^4?'^4®*°'’ /?^ v,^i'uittuujiui evonre /^HSOfi3rnur^| [f'oM (j/U4ii 

Ccnsol dated Ed.son Co of Now York . Jnc 1 0Opp 51531110-51631226 


I’fVPlH.U QU 








Ewnl?. A»so»3mui.l ((>qnl q/04 1 1) 


^ 50 26//60.IB on 800011-15 No vO'alcn! 

nn V D-foefor 80/10/16 CflAWI-OJUi.A C 

lea Co. ol Colorado. 3pp. 51500 283 51580 2U0 



inioJSi'-CO faC'lity is Ar-.i.lioi l>afli.‘i,i lyfUJ ulirtk >/<ilvim kait^rl in 



odic operating roporlo A rofnloci corioapondonco 

0002 "NPOES tJ.sdinmi) Mninloiioj fUi|i1 far Aun ’ W/niMiiniJ Hr 
VrOHO.AC Publ’n St>fVlCi» Cu. nf (ailnriuJo au/l>n/:M fipp IkUl- 

2 3A5. 

srtoblo occurrences. LERs & rointofi corrcsfioriciotico 

0206 l-FM 00 010 00 on at)UH;*!j,limK in rnnlii MltJinn nn|jlii!.'iif<if df c>;:o nf i of>fi I 

1 gonOfOlor mpdu*ns rlftcnvunnl A cm i mc I* m<lii..it-iM)?i n Jti- 

finnhoneJors-invoatignticn ici^ jifnnui'ifi IMcml ’ihiii clown i-n riii(iri;’«j VV/aiic) )?ri lie. 
>NLITT,S.W-. f ULLun.Cll I’ukl c: Soiv.i i* ( c> <>< Colo.'inln app. 

?: 206-51362 293 - 

0020 LER 00 010 00 on OUO'IOlJ.Hh'n'ri cmlnrt'ii iiisriiin ciit a r hoiUlor A O.jilnii 
p of oiiisido auK'lary (jo:luf {'iUi-nul by livi.rc (if (frck vnlvn whili aHowt’cl 
I to flow inlo SVC tiif IlniJ.Aif liuiiOi'r blown down ^ iltufd out W/ll'lMHUi Or 
iNUIT.SW. Pab'i; ta:v1(,n ;‘,o nl r.o'niaiti> »H>)> 

). 100 51400' 167. 


T 60-2ft9 OCONEE NUCLEAR STATION. UNIT 1 


rity, modfeal, amorgoncy 0^ lira protoclloiv plans 

}300 PorWA'da piiljlc vi'Cfion nf riiviMi'l (ii^n imp iiii|i!i ainciImM 

dufoft.cona si nn of Uov :56 to f'Mir-i.linv :iii u» oMilMi, Uf»v :ifi in t.MlI'-/ A 
I lo CMIP-12.W/600020 raloasn 

En.H.O. Duke PoW'or ('o 6 n/<U>/ 0 t dm (annul c'diiird Miain.h (( 7 ia iiiiiniil Con 
uak). 3pp- oi:i50oni ‘ii:)fp!) i:iii 

20GQ6 Putilc veislon of rnvisc'd ( nr. >> ingt Iiii|iliinniii1iii|| t roi (‘Cfiirni ( oii‘.'<it’np nf 
0 1t> CWIP-l.nov 36 lo CMli' O.Mnv :1S to CMII'-/ ft Mnv 'i in i Mil* K» 
o Power Co. 09/011/01. I5l1p|l 1 jI:IM><III 4 liiriMJ 1311 

focvfonJ^ IVjUx vvac.'on Ht'V 31 in M',)V n«\>> 6f M.alo.d SlA- 

* Hoir ofloctivo OOOnoi 

ER.H.B. Oukn PuwOr Cn M9/0'.l/()'i dm (ai-.mil ('nn1r<il (biirii'li (I )(i( niiiniil {inn- 
JSK). 2pp. 51300 2D1J 6i:il)l>:il'i 

30121 dov Dl 10 "r.rmiN Moi 1''an Inr NnrU'iir SLiluavi ' 

EH.n B Ouko rowor Co. H!i/0;i/ni. jMpp fjcmi) iw-:.i:i:):) < i6 

)03T nov I to CrcfilS Mgl I'lctn linplcrnnnliiiii Pen: crOiirn I HA 10. ' j iiv ron Moni 
for bfOOfflOncy Conditions for Di nnun Nik fiior Mat mi VV/lfitiln nf (.iiiitnnt'i A 
10 Ur. 

HS.R E , lUCKER.I I fj dukn l*i)wc’r t’n 60/()0/Pi J'fapp MiruHjfifl 5 IH Kl 0I12 

)0f2 Forwards Insp fU'nis !.() 2 fti>/no ;»/.5o 2/0/nii 2/ A *.(i pfi//<i'i :v on 
!1-22No Violations o: (fovintionn nnlnd 

iN,C A. FToglOll 2. Ofc of llin d-rnclor aij/l 11/0-1 lUCKl M.MH Oiikn Piirfirfif Co 
il666 142.51600 100 

00013 Inap Roptfi 60 2ni>/ai> 2//i!> 27n/fm ;*/ A On ;»0//nt» ;*/ cm nuilfi^l. 
violallc^ns or dOviAtoris Idiiiililind Molnr oraan ln*‘,iiiir.nM| opun itnms In fru pm 
1. 

IIS.J.R. Reg on 2. Ofc of lf»i tUiLior nu/ti'l/Pti /pj> 144 61666 I 60 

Forwards Flov 6 lo ifn'niriii A t|iniMn ailtin planitnv w ififvold 
ER^H.Q. Duke PowcK Co. divenmard (VcaUtt^l tOivi.wwvtal <’.on- 

ML). 2pp. 51557:000 5156/. 100 

)239 Rev 5 lo Crisis Mgt Imploinoniinn i'rucoihai'S (^MlP II, "C*cisr,if.cal on of 
joncy for McGuiro Nucloar Slnrtm ‘ W/liinOia Hr 

US, RE.. TUCKEn.M.Q Oliko i'owof Co m)/1l>/16 31pp fil'iUO nv‘*16ft1> 1 *H 


enco A Indemnity Information 

An^oneJ 15 lo lodijn;niy Agruonu^nt H 4 foliar. ling clmrigon to 
H14\>. rinancial Prolocl on noon rornc^rMs A Indi^inniy Agroomofilfi.” for sloniv 

FfOjoct D.fociOfa1o It :i. 69/00/21) TIJCKl It.H fl DkKO Pownr Co 
1 1 352. 1 50-51352 1S4 


WIXJORKLG.G W D.wiblorf of Sfif«»y*jards A Tfonsfuntaiiori (f’osl 0/041 J). ni)/0l)/26 
ConHO'idaiiid EiLeon Cr>. of Naw York, Inr i:lpf> 6 1631 I6/.5 1531: 1 1 / 

0010050304 (^or^li'iMH verluil (anntirio <>l l■^)lnp3fnfy wnivur of cornpUanco f/oin fotiul't;- 
inentH oi Tncli Suun 30 3c To allow (nio/mijuini nsa of conlni'',rTit;iil pnnoirni on 63 lo 
cJinrnu enro f'oixl tank A 

LMNAS.CvC niOv^lO' tt« ll nontlorii. 60/09/29. TUCKER. It IV Hnko 

l*ow<if Cn. ?p|> 514:10:326 51430 22 i). 

0010060100 App'-ctihcn Icr arnonifs lo I ion i mas OPR.GO.IDf'R 4 7 A DPR 05, roqj.rif.g 
If ml lyfioC locdl leak raio tasi ft;r poiioirnLo-i 03 ho po< formed 

OWl-MAV M. Ouko F’owf'f Co llO/OO/P!) liocnnioiil Cohircl Urunch (Docu.Tonl (.'onUol 
Diiskl 6p'> 51452 22U 51452.200 

00 10000301 I’fcipnsod Todf Specs ro roq^irnmnnl lor lypn C focal tonk rntn lust for 
r.muacftVxai 63 lu» cq (vatfctnvHl 
djK'l Power Co 00/09/20. lU|i|> 51453 2:12 51452 250 

0010000261 fUarllios Tucli Spue rov.corisislmu i>l c:fmii{jus to App J lost ronu rf<nninl6 
fo.' vnivus OA.27.NP-165 A Cl' 47A*I finns !(*nifiiiy Ifom nuxiliufy iildg to vnfvns III*- 
1f>5 & CA 2/ mamlninoil mirirnlly isulnlod lt‘ro..gfi closed ninnimf va:v<n> 
nrCKf.n.lltl Duka Power Co f)9/()fl/2l) Documofil Co.vVol iJrnfich ([locnmeni Cuo- 
tfCl da&M 2pp 014:13311 51433 :M2 

6010100020 To'v/Afds mvisvat 4 4*i:i Ui Wll Owiicv 0QC020 cipp'.iCAlloK tOf (Vm^mds 
lo l It rr^siis l)dM-36,UI*n 47 A PPFt'OO l5>f;elfiil on 03 iiut priipor ly 1(»3leil dUMij Tyf:o 
A tiisi 
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Powor Co. 6pp 51534 054-5 1 534.056. 

6910160190 Grants 000022 request lor pnriinl o*omplion born FYOO onnwof looe for 
plariLDocumonl showing refund calculations (or each umi and 
TAYLOR.JM Ofc of iho f:xoculive Diroclor for Opurnlions 60/10/05 TUCKEFt.Hfi 
Duko Powor Co 3pp- 61557.100 51557:100 

6910170116 Forwards Amends 170,176 A 173 (o Uconsos DPft DO.OF’R 4/ A DPR- 
55.«especivveiy A saEoly cva'uol-on Amends rovl&o Tech Spec 4.4.1, Table 4 4-1 to ro* 
quire local leak ralo lostrng of Conlommoni Ponotraimna 39 A 53 
. Proioci Dirocloraio H-O. 60/10/00. TUCKGR.lfO Duko F*owor Co 4pp 

51634:165 51634:183 


8910160270 Oonoric Hr 00 22 fo nFF liconsoos of oporalino roaciora A hokfors of CPs ro 
}in(oniiaf lor Incronsod looF londo A p’ani nron Ifooil run-off dofrlFi al liconsotl nucloar 
I lower plants dun t-o roconi ebango In PMP criteria Sve l>9t oncl. 

PARTl.OW.JO Aasoc'aiu n.fOctor for F>foJecl8 (f’ost EJ/0411) 00/ 10/ 10. ConsoUWh 
od Fdison Co of Now York. Inc. 30n(>. G10P2.000 51022. lOR 


O. Inspocifon roporlo. IE Oullotlna A corrasporidonco 

6909010338 NRC Info NoHco 60 006. ' Polorillal for iitross Corrosion Cracking in Stoarn 
(Denorator Tubo Plugs Siuppsiod (jy RAW.” Sve lisl one). 

n05Si.CE. Division of Oporftional Evonls Assoasmool (Post 070411) 00/00/00. 
Consolulnloil Edison Co of Now York. Inc. lOEipfi. 5 1 340: 100-5 10 40. 206 

0909060284 NRG Info NoUcn 00 066. ‘'Qualificolian Llfo of Solunoid Valves" Svn hsi 
oncl 

MOSSI.CE Division ol OporoHonal Evonls Assossnienl (Posi 670411) 80/00/11. 
I'criso'idaiod Ed'Snn Co 01 Now Voik. Inc. lOSpp. 5 1337:005 -51 337:196. 

8909200010 NRC Info Notice 00 060, "Evo'untion ol Inatrumoni Solpolnls Dunng 
Mods." Sve liOt oncl 

fiOSSl.CE OivlB-on of Dporallonal Evonis Assossmcnl (Pofit 0704 11). 09/00/25. 
(Jonsoliifaiod Edison Co 01 Now Voik. Inc. lOOpp 61337:21)0.51337 304. 

8900250262 NRC Info NoHco 60 069. “Loss of Thermal Margin Caused by Channel Rok 
D ow " Sve fisl oncl. 

nOSSl,C E. Division of Oporaiional Evonis Assossmenl (Poet 0704 11) BO/00/20. 
ConoolidaioJ Edison Co of Now Yoik. Inc. lOQpfi 61531:001*51631:100 

6010160039 rorwofds Rov 2 10 “Inaorvico imp nopl.UniV 2 Oconoo 1666 Doluolng 
Outaoe 0." 

TUCKGn.H.B, Duko Powor Co 60/10/03 Documuni Control Drnncli fDocumonl Con- 
irol Dosk). 2pp. 51526 200 51526:277 


t 3 tOJOOOT 7 formaTtii insp Repts 50 - 26 9 /fl 9 - 27 , 50 - 2 70 /a 9-27 & 50 - 287 / 69-27 on 
£X« 2 i '22 No viofations Of d€via?>on 3 noted. 

iUi'A.'i C A Rwcn 2 . Ofc cf me Director. 09 / 10 / 0 - 1 . TUCKER, H.B, Duke Power Co. 
;;:ti T 42 51556150 

102000 1 3 frsp n>:?pt 5 50 - 269 / 09 - 27 . 50 - 270 / 69-27 & 50 - 287 / 89-27 on 090021 - 
^ 8 ^<'^atons kJentifjed.Major areas inspec(ed:open items fn fire pro- 

E. Region 2 . Otc of the Director. 89 / 09 / 26 . 7 pp. 51566 : 144 - 

79-02 a 79-14 re pipe support 
ct ,/O- 270 / 88 - 23 -Ol,O 2 & 03 .Ajl mods completed & Bulletin 79-14 
’:? 0 ? corr^pfeles outstand(r\g item. 

Ti 't #»n M n rS'Lo cn/«nfAi^ i 


uianuii (LyuLUfiiuiii LvUiiuui UDSK;, op|>. OlQflO: 


, rept corr^pfeles outstandir\g item. 

Con- 


^ -^■2fl7/09-2o.COrfeclwa actions: procedures & changes Incoroo- 
^ concerns of mcidenj reviewed & method of handing bistaElo 


r ranged “-'-■uun* i^viewea a memoo or fiandfing bistable 

Control Branch (Document Con- 


Misrepresented Vendor 


1|ESiSS^iS«ffis«ar«ia; 

trof dieski ?p^3^f585°048^^5!58l^076.^^ Document Control Branch (Document Con- 


water 
. 89/10/19, 



R. PertodJc operatJr^ reports & related correspondence 


f fc>r Sepl & Aug 1989 for Oconee Nuclear 

t'ol Desk) Ip Branch (Document Con- 




' Duke Power cS? 69/^^3^^ tp^51558;104‘-5?65l??04^®^ « 3- 


Dry cask Independent Spent Fuel Storage InstallatJone 

Specs for util ISFSI at plant 

51475; 120:51475^ 89^10/06. HAG^Duko Power Co. 22pp. 

5ie032rs.516^80 '13 89/10/16. TUCKEH.H.B. Duke Power Co. Ip 

^J^on epplicelKio for amerxla lo UcenMe^S-RlasT DPR'47"ti « signilicani 

f- S-turtty. 

'1|S£:^7;7 "r 

®o Nuctear Power Corp. 2pp° 

Vermont 

»„,ro,a.eo,ia 

•♦lOMOMO F». ’*«’• 5'3«.344. 

'Tggd Ofwards Safety Jnsp Rept 50-271/09 tp 


Tech Spoc Soclfon 3.1U.D,2 ro raniniinarttopy f.ri> v>.iWi 
Vermont Yankee Nuclear Power Gorp, 89/10/ 10. Ip. fi 1 581): H3f! 


Q. Adjudicatory correapondonco 


^^utari^fnJ ftnn M ^ conriJrcwioo ffiiiu,' Gtwifimwo 

LAZO^RM^ A rtmi? *Si]^?‘"^^Wyr,W/Corllficnto of t>ri niWUi'D 

51340’245'5mQ'246 i-lconslofl IJonrif PnrKil. HAm 




irilStaiirsi^SSM^^^^^ Cornminnion. //41M) OlHi/. |,!,/iw,i 




H. General correapondonco 


™ lo-rgar w/.Smin Vt n,„„ 

5 MKi 077 . 5 H 35 !b 7 ^*'"° r'AIItTlL.fT.M.U, l’fo|iii:l l/ifci.ii.raia i 


J. Insurance & Indemnity fnformnllon 


^^^OCFRMO.SSw AfjronmerH 0.41),fori.»/MHt <!-*'■ 

suranco, «-Jurui,wfilcf> Incronoo prlniHr/ Inyor of nuctofu im 

Nuclear Powor Cor/x 6p^* 5 Tf t i :M 1 1 1 AV, I . A. Vrir «i k^um 


000^9^3 raqimsT^^^^ oxoculod Amend It lo Irwloomlty AipnnniurU (I 4 lip 

TRFMRI I A A i.i . 


UWUWCO roquosi. P' «4a.iirffiiikjr II 'IIP 


nwni Conirci Briinch (DMumont ContrS' D^skM^ 
p. OporallnB Hconeo eleoo dooiimonl. s cor/oepondonce 


'^“=IPa'PoworCof|i.4p“5tMD726i:ia^^^^^^ TIU-:m|IIAV.I A. ' 


*° Tuoh (liMK, f(, ,>h„,n.i 


fli»/0>/l! 


■ teloa7™RMoZ^ lo l.lc<jii.iunf>lf.ffl 

61369:304-51360:300, fiooiilallon, Director (Pou! (l/tMIIF 90 


MiSrphyV^V^'*”™^^^ «“l'-n8fio»ii<ntml |ir,)B<e->ii 

Brandi (docuraonTcSol to k). 4 pp 7 l 372 * 2 a 7 .BYf 7 P^nr?“'** ()oc..rr«r,, ■ 
190926000# fi—.,. ' ' 


Coneolklatod Edi8oK°d Now vTk? too.® Sprsl D 3 1 ",7!^ i" [ft 

mannAAc J'iu/-jibj[:M7, 


8910110044 P ''^«Ji:iu/-oib3|:M7, 

(Bocumom Codlrol D'o°sk,.tp™6, 4 i“ 7 r;fe.^l“d 6 “ 7 '!lo’l?'°''- 




Brer^K (BoctopStt,. ->Pcpn,o.,. 

8910170320 Pn ' 


TREMBLAY LA Ve,#, , v LOCA en^' 




.B910170042 Fualci to AfiiantJ 1 10 lo L cnnso l)l’Fr?*>.ft>vis f c> F‘)i;|ii ?<)i> 

• Pfc|oCt D.'(!Llo'dUj \ ‘J. Da/ 1 0/10 If) i'lM ?tiA 

1910230224 Applirnt'O.*^ ftjr r<7 Iicouho UF=F l ;'M.favp'iiii(| Fn;:(' Spin* Sotno i 

3 13 D ? to forluco IfiMiunn-cy of f<fo w.nfrFi fiont rgiit r iioim in iiol li's«^ iF'.io com pci 
hOi.T prov iJcO f-rci tlntcClioo :ivs opuratifu 

MUOPii'/ WP ViifiFifjiU Yonkou N .c'oni F'-o^Aini ijiwii tiO/IO/io ()o.\:fiicnt (’.o'Uiol 
Gfflficfi inocufiioiit Conlfol 3|i|i J»FMlO Hifi 'ji;»ML5 HiO 

•B0 10230226 Pfoposi'J TolFi Spoc Soi;lioti 3 i:M)2 ft' i on pf>(is.nti;iY ^f»'vi.nii luis 

• Verrrunl Yar'Kuu Ni:( loa' l^uwur ('orF> OU/FO/Ki tp iilTaO iltji SlMi:) M>0 

91Q1602&0 Goiiorin 10 DU-i?l lu <ill Fio!(J<vii of ni.-i S ( I'** lot F:i>vwnf tiia:.lots 

co<"-corti ny roquost fot tolo m slatii!) Ol nitpli'tiicnLilioit ol US' tcnti ipi Svt: l.st 
unci 

PAflTI OW. J-fi Ahsorutlu 0 mciii' lo' I h (IVist 0/(M I IJ Hrt/u)/in I'onsoltFol 
odLtJsonOo of NnwVg/h, If'c 00;iji. ?> iKJ'F 'j iri2<'.l)t>fl 

910160273 Ut'Oti'lc l.lf DP ?i? to all l.rt^oscn't ol ooctiti- a tnOLlot^) K tiiiliK^iN of C'I’s to 
pQlunhV fct inriociiutl roof loath & iildoi arno h.imII itirpiii ai I.: ddsikI oi.c tiot 
power p’aniu duo lo ruruiiit chanao I'l PMP criicr>a Hv( I**! oii:.l 
PARTLfJW.J C> A?iso;;inlo Oltut.lO.' fO' f’to.ccih <l\iHt «/01 1 1) <l;1/U)/HJ. Coiisf:! ilol 
tui EtJson Co of Now Vo<‘h. Ific. .3‘ipp 'iitJi^J'.prifF iO(i 


F. Jnspocllon ropofU. IE Bulloilna A cortoepondorico 


909010336 NFK; Info NJileo UO 003, "f’Dlutiliul for Slrus-i Cuirosion Cnit ^lr p m Stua-u 
GcnorntCf Tr.lio F'luys IvipplU’d by flAVV." Svi- lisl cii; I 

nOSS',('E Hivisioii ol OiHirntonal I vt’Oin AHMiS'iuinni n/tl4li) Fi‘)/(i’i/(di 
CoiiSO UfalU:) l:(1 son Co Of Nuw York, lu( Hlapp Ol 34*} ItJlF M Mil Pill! 

0Q0Q602Q4 MIlC \u\\'y lUi'.co WVOCa. "(ivKV »l t t »lu i,< ‘‘.oViv.mI VnU% s” 1st 
unrl 

FlOt>Sl.t/L l)ivi3inf» of Oj>Oful!oiilll f vuiit'i (Rir.t <l/|M11) 1 

Conso'ufaieil Cdsoji Co of Nuw Yofk, itir loi.pp 51 :i;f/ ii’j', ' ji;i i/. I ni) 

900260140 ( (vwarifH Faifdly Inr.f) Ifcpt 50F'/l/fi‘.} i:) on »i<>0(iii/ || A Oi)Oi Ni> 
violalk'MS fotuil 

lJP.llA5W.nFI H^■y.all I. Ok, ol tlin tv,)ju\\r^/ MUlli'rlY.W i' Vts'u oM 

Yankt^a Nne-rjar ('owuf Cr;rti 5i:|4M 34:^ 5i:Mfl 3511 

0909260142 Irmfi fUtpi 50 P/t/riD-ia i;t» liUfiilu/- 1 1 A DFI^H (I'JDI Ni> vioMliurs <it <Jt> 
vialicns nijtfd Ma.or ar4'a& ltis|>c( [tsl (lauctuia A ’iqml uiq .ctil i n'lttn s un id 
radwaslu.NUfIf-Ci fn'Iowiip ilnivb A inuhionyoi) rii F>t{;i|raii> 

JANGJC llOfll=S.flJ Hi-omn 1 . Oft (if liiu t;nn.l<if m‘i/(mi/;>i ifipp 51 :mh:m4 
61340 350 

900200010 NIIC Info Nolion FlU 0i>6. ' I viilitalion nl In‘i1tirrii)ni StOiminls 1 lu* luj 
Motfs SvL liol nricl 

nOSS*,Cn. Oivislon of Oporalional ( vunln A'lsu-tintii'nl ll'nsi a/ii4ll). lia/()3/^5 
Conso ii/rik':J I;iJ son Co of Now YotK. Inc H;<l|jp 51:11/ ^Oi>-!ilj:i/ 3:M 

910020200 forwards Sttfoly Insp (Ji’pl 5()7/l/Hd i;’ un m'IO/ I ff 0l<05 Nn v o'nfo'ts 
noluil 

JOHNSON, Jll l^iiyon 1, Ok: nl Ihr* Dinado' mj/(iU/;'5 MUMl'iiV.W P Vrnao d 
Ynrikuo Nue'ear f’owor C'tFtp 4pp. 5 inOfi 332*51 :nui :i:t5 

6910020202 kiHp flepl 5tJ-2 7 1/011.12 on FldO/ 10 D'I05 No vn'ol-o.i'; notml Malnr 
aroas l'•■spuclulj fifov Oiis mop f ridinys.oiiurnlujnal «iafiilv.««'(;ijriiy p'ant 
Opera I ions, main I & serv«ii3aiir.o. oriiiinonniiQ nnriporl.l I Kf* A |>i>rodt n>ph 
DlOUGFlAn niFpiuri I. Ofc ol lliu IJIfuclor. 110/00/25 l/prr 51300 :i.l(J 5i:hiti:i52 

910100156 Ack f(?ct)pl of IMIOOM iir inluriric^i NFIC: rd ainp-i In v r>'nPo'h 

fiDkiU in Insp Onpl 50 271/69 DO 

Uunn.JP. nni)on t. Olc o1 IIhj OMOcfr.i. (WUOO/25 MUfU'nv.W I' Vunvont Yni'kaa 
Nuclua' f'owor Cofp 2j)p. 5MQ1.272 5 HOI 2/1) 

009250262 NflC Info Not CO PO 009. "UrsH tjf Minrutal M.rri|iti CaiisnJ fiy f'twumol Hrr-if 
Dow." Sve Ii9l enci 

nOSSl.CE. O.vielon of Onoraiior^al Gvrrnlfl AHf»ossini*ni (I’osi H/Olll) fi0/0‘3/2D 
Conso'wniod Criison Co. of Now York. Inc lOfJpp frlbdl 001 51531 lOO 

1910040361 NRC Inlo No! co 09 070. "rObS'bln fmlicnlions nf M.srujcosanUid Vufrfdf 
ProdviClS ■’ Sve fi8l cr.cl 

nOSSI.CE. Division ol O/wflllonal Evurils Assassmanl (F’oHl lJ/0411) U!)/ 10/1 1 
Con&ol dated Edison Co- of Now Yoik, inc. lOOpji 51531 ii« 51531 ??0 

910130014 MP\C Inlo NoliCO 00 071. ' O vdiSltm ol Ul1f\ Pomp Sent Coolr»\j V/olor 
f low Duang nocifculalion Oporaf'On Pol'owInQ l.OCA *“ Sve lint unci 
ROSSI, (‘E Division of Opcrai-onat EvonlR Assossmunt (f'csi D/O-lll) G‘J/lfl/l0 
Consolidaloii Ed-son Co. ol Now York, inr I07pp 51531 227 515J1 333. 


t. Periodic operotlnQ reports A rolotod corrospondonco 


1910180210 Monihly opcrniiny rupl for Sopl lOIJO lor VornionI Yankno N.JCloar 

SlolionW/agiOlOhr 

WALLIN.GA, MUnPFIY.WP. Vermont Yankoo Nucioar F>owor Cerp 69/09/30 7pp 
51520 054-51520 059. 


F*El H- ULn.J.p' WANCZYK.n.J Vormoni Yonkao NudoPf flower Corp 09/10/ 1 1. 
4pp 51520 015 5152G 010. 

8010160360 LLn UO 02*1 00 on 9000 13.nolcjd tlini rcri-.irevnuni from prriv.ous insoAr'ica 
<osi iirograni Nav 0 rn leak losing of valve ViO-UJ noi incorporaiGU A 
Iri'iHarnenlocf ('aused by Inconrp'oio rnvlnw A omiss on PrococJino chongos 
W 79910 13 tt* 

l»l:llC flCFl.JP, WANCZVK.H Vnrrncnt YonKoo Nudoar Power Cotp 09/10/13. 4pp 
M51/ CGO-51537 000 


V. Operator Examlnalions 

0010120160 7Jo:ilica! (:t» of contract nxocuiio'i.Tofik fl, Vorniofii Yankoo ftr<ioalifirnuon 
r^Knm,* to •N>(:fincrt< Abaistanto to Srjpp-nrl Oporalor l.lcensirg Aciiviiens* 
C ' r)riirocd( IF sSotial ysts.lnc 

[IUI;NNAN,F»A Contract Adrninl6lra!lr!n Omnch FIN I l2n0 0. 09/00/27. WEST.K 3 
O'fcii of Ni.cloa' Hoar.lor floo».laiit)n. IDrector (F’osi 070411). F->ULSlPrlEN.I< NRC 
No l)i.>ialij(i Aff.|laiiO.'i Glvnn ip 51406 250.61400 200 

.-6010120161 Lfr Conlraci NRG *)J tJO 031, lASk O/dcr G oli’iDalmg funds li> ' Vurrnoril 
Va- kun fluqjaiikraiKin Uvnin '* 

FIL L I S Division Of C'orUfiicW & Plono.'tv Marianomorit (F»o3t 690205) FIN 1*1209 D 
119/09/21 I’lirFnsiN.L R Son.Vyata, Inc .tpf> 51400 257.51 490 2GD 


DOCKET 60*272 SALEM NUCUEAH OtNEnATINQ STATION. UNIT 1 


F. Sociirily, modical, omorooncy A firo proloctton plans 


Q01003025B Flovisud t f»ll>&.lnc:udiny Rov 3 to F'lNF* lOOD.fkv 5 lo FP.P lOO/.Rov 1 1 lo 
1013 ARuv llv^rplIMOH 

• Ikihic Snrvicii Eloctnc A Gas Co ol New .Icrsoy F)'J/01>/15. 76pp. 51300:1/3- 

6010039209 Mcvised CPiPH.ccrvs at nij cf Rov / to f F>iP 901 A Rdv b to 002 Rt>. 
viffil Idhlii ol contonls a'so prosnni 

lllJftGIN.DS Pubic Snfv<co l:l(j<,tr|c A Gns Co of Nuw Jaraoy 09/00/15. 2Ppp. 
513/3 314 51373 342 

0010Q40150 llovisodEI>.t^s.rcUidii() Ruv 0 to LRIf' a02.Rov 7 lo Ef’l(>6D3 A Duv 10 to 
ipliV* r^r ionlenlR 

• f’oljli,-: Siitvicu ElecItH! A Gaa Co of Nuw Jersoy. 00/09/16 lOCJpp 61303:16:)* 

2/1 

691005003B Flev :i to i:FTf^ 006. ’ CjiiGr() 0 (.cy Nowd C:tr Comniunicailons Supurvisor/ 
SI off Mo&ponbo ENC 

• I'l.lilc SorviCi* Ulacu.t A Gns C« ol Now .for&oy. 00/00/16. 12pp 61413:100* 
M4l3;llin. 

6010050103 fUiv 2 lo ''Evord C:in»iilliCiiticn G'.ildo *' Tati'u uf contonls also oriel 

• Putitic EtecATic ^ Gqh (>j ol Nuw Jat«ov lW/00/15 22pp 61424 001* 

61424:102. 

6910020100 f'Oiwords aimn'inry of fttlOOlG nit>aili»o 8 final SALf> Roplg 60-272/OG. 
09,50 :111/0(1.99 A 59 364/f30*nO>fopo CtnoK rioocN to luduco porsonm?! orrotb l<i 

1 sled aroos Salom parfotniunco n operaliorip mnint A amcrof'ricy prr'parecfnobs (Jo* 
cl and 

lIUSSl-Lt .W.T. Hunipn 1, Ole ol 9iu Chroclor. BO/00/26. MU.TtNBEnOER.S iHibl.c 
Snrvco E frjcU c A flas Co uf Now Jersey. Ofipp 5 1 35Q 1 00 51366 359. 

..0010020201 Final SALF' Repta 50 .272/68 09 & 50 311/06 00 (0/ Jon 1006 ■ Apr 
F9fl9 

• flngion 1, Ofc uf IfiO Director. 00/09/25. 33(Jp 61359 260.51 350 320. 

6010030430 Rovisod CPIPs.lncfu(lirio FTov 3 lo EPIP lOlS.Hov 6 lo EPIP lO^S.Rov 6 lo 
F.f>JP lO.TS.Ruv 4 li> GF^IP IOaS.Rov 0 to EPJP 204S.ncv 6 10 EPIF> 302S.no v A to 
EPiP 3035 8 Rov 5 lo Ef9P 30.1$ 

• Pubic SOfv.co E'ecfrJc 8 Gph Co. of Now Jorsoy. 60/09/26. 110pp. 5(374 240 
61375 054. 

6910120200 FIav 2 to F.rTXU^^orcy Wow Ctr (F.NCl Ptoca'iurQ GPlf^ 002, * ENC Mana^r" 
A Ruv B to inO'o ol coritonla. 

’ Public Sr^rvico F.loctric & Go 9 Co. of Now Joreoy 00/09/20 13pp. 51466 297. 
61466 :iD9 

6910160047 Fluvs to uvont cloftsl (^cation nu Jo.incluUina (lov 3 to laUlo of conionis.Rov 

2 10 Sl(|rip(ii.'o l.lO.Pagos l A 2.nov 2 To a.Qnaturo aliachmorit. Pages 1 A 2,Rov 1 to 
Sor.llon i.i.Pnoo l.Rov 1 to Soclion W.Paqos 1*3 & Rov 1 to Mtnclimonv 16. 
FAWCEIT.D. Pubic Sorvico Elocirlc 8 Qas Co. of Now Jorsoy 60/00/29 IGpp. 
61520.1 10 51620 135. 


J. Ineurar^co & Indemnity InforirBlIon 

8010060303 Forwnrds Annnnd 14 10 indomrilty Aoroomoni n-74 re cf'angos to 
lOCFRiiO, ''f^-naric-ai Proiocllon Roquiromonis & Indfomnity AQroomonis" & Pneo-An* 
dcrson Araor.ds Act of lOBQJor s-gnntu^o 

SFIFRAKI.C.Y.. STONE.J.C Piojoct Dirocioralo 1-2. 09/ 10/02. MllTENOERGER.S. 
Publ.C Sorviro ElOCiric & Oas Co. ol Now JoisOy. 6pp. 51435 000 51435:005. 


:,.r'‘ J P/antft tDoCU-t^r.l CO^UO' -V/' 


-«9lWQ2ai f*':cO$<rJ T6r;n 
•■- v:* j ^ e . 4 * >P e» I ec n ^fx. t.3 

3 5 ^4 2*7^ T? 3“3^r3l?lTT«h iSr/Zj 2‘^^^eaMS 

-«9I00»»J r.-^«sJ iMh Spec Ijftiee 3 3 I.3 3.3,4 3 l.-IS-S.JS S « 3 4-1 8 Spec 

^ V''i*^S^7u>.ll7/rGTr^''’o’l New 3e<sey »9'W''3 38PP 514S4 368 

^*4*4 

.9 <3. 13039 Pc^»4.J9 .e.:«c. oases Pa«s B3/4 8. 1 <o. ircc^anoe sale Ucehso 

-';M Ccr-J y/a-^Ch (Docymer: CcrVol OosM 2PP 51466 121.51466 124 
^1101 1009 » l^evsc^ ptopc^ed Tech Spec^ te 8C sources & onsile power dismbulion 

P^ESrO‘<eA Served Eiecinc 6 Gas Co of New Jersey 80^09/22. 2pp. 

5i4'£'6 i2J 51466 i24 

esioojojeo focus Arenas 103 4 80 10 licenses DP^»* OP”/*' J’f^f?',’'®'!’,,^ 

^•-»V e*a‘>3!.iX> Ar^cnds modily survol a^co recronemeriilS 4 1.3 4 6 4.1.3 6 le (OO 

rji;^£^"''1?oi:^.“(>;ec^O,X^^^ 89/00/35 WILTENBERGSR.S Pubic Se.-v«e 
E^cct-'ic & Gas Co of New Jersey 3pp 51371335 51371 350 

-ag 10030363 A.-neftOs l03 & 60 fo UcenseS OPn.70 & OPR *7 5. respectively, modifying 
su'.e* ATKo fequ^re.-ner!s 4l34&4i35fe/oO posmon venficahon after rod motion 
b'JTiBHWR PrD,-ect 0»reciofdie1 2 89/09/25 lOpp 51371338 51371.34?. 

-8910030368 Safer^ eva?i;dUon supponing Amends 103 6 60 fo L.-censcs DPfi.70 & 
D<^ 7i respecTrvefy 

• Ot«<e cl N^Jtieat Reactor Regulation. 0/ector tPosi 870411) 69/09/25 3pp 
51371 349 51371 350 


6910040400 Fpfwa/ds Arner/ds 102 & 79 to LiCahses OPR* 70 & OPfl.?5. respectwoiy & 
safev evasion A'nends rev.se channel descnpuons & trip setpoinis of second level 
ijr«5er^0i‘3^ prcfect^jn sys reJayS 

SlONHjC Pri>;ecT Dnecioraio » 2 89/09/25 MIlTEHBERGtn.S Public Service 
Electric d Gas Co of New Jersey 3pp 51392 081.51392097. 


-8910040402 A-nends 102 8 79 to licenses OPR-70 & OPR.?5.f0Spocijvely. revising 
cfyafnei cfcscrsO’.rons A. tnp satpomis of second tavei unrtervoUage protection ays 
relays 

BuriER.WR Pri^l Orecforale f 2 89/09/25 10pp. 51392084 51392 093 


-8910040404 Safety eva.'uai/on supporlng Amends 102 & 79 lo licenses OPR.70 A 
DPR 75.fcspectvety 

* OHice c4 Nxiea; Reaciw Regolaiion. Director )Posl 870411). 69/09/25. 4pp 
51392 094 51392 097 


1909280098 Generic Ltr 89-20 to all fuel cycle kenseos possessing, using or process- 
ing formula r^jan^'wea of SSNM re protected area long term housekoepino Svc ' sV 
©nci 

WCCORklE.G W D%mon of Safeguards S Transponation (Posi 670413) 69/09/26 
Consowdd'.od Edison Co c4 New York, Inc. I3pp 5l53V.107-51531:ll?. 


. , nnnPrAlinii _ 


cen3©9 urir-ry o • 


"oPn^foToPrl'/lrosp^^^^^ 


nofniAmai Discusses bologicnl nssossrtiutil nf /riiinu iii> I’ 

“loK PW NHC tolcon ..Dlllylnn bj.11.' »l .yi>< Auil.' ... 

liieiuco moiiauiy ol “«?, 7 ';i< INI I c: N 

rOaFnTHALER.n New Joisoy. MnU' nf ll<I/IO/ni .lirnvi 
Affi'iat'on Given 5pp 5 1 556. 1 04 5 1 550; 1 06 


6910180124 Granla Icniporai)/ Wlilvnr rd tonH'llniu.n Inuii ‘ 

DPn-7Q & 0Pn.75,rospecl>voly.rii eurvUllUirKn r(itjijr«iiii«''it" Mr. 
vent sye 


OOGGR.B.A. Assistenl DiruClor Ic' nnipiin MIh.u.Iv'mi I 

'■ -ino & QitaCo. of New Ji'fsciY 'i|'P f ■' 


Public Se/vico Elecino 


8910180165 Applicailon tor nmo/uiM in ‘crninon um /fi /I f jf f 
to 800629 runjosl fO tornpornry ru'Kil lu riiijuriirnrjil'i ol ii" ii >1' 
& 63 1 to porrril if^divWuflf jltsumo lUdieB ol ojuMitUufiM iiiiii'nuiir for 
MlLTeNQGRGER.S PuHc Sorviui Lfoi;liit| A ^ 


.89f0l80f87 Proposed Toch ftiu'iifu'- iiv,k><til.iid 

dulipsol optirailoris iitftmvgot.w/o Cucrnnlly liDldmu fionmr ruji hu i 


period of 1G months 

' Public Soivico f.icctric A Gns ( o nl Nnw Jnriiny 


HI)/ 1 IV VI 


51545 165. 


8910200224 AppliCallon for nmorids to llrriniui-i n/'ft /<> A III H /.«»i' 
voH bailery espncity Tocti Kpoc iKirvr'.IInnrrn riiinrifniiii'iihi 
MiLTENOtRGsn.S PuWiC Snrv.co I Uu.im; A Oih Th id llni^ h'M i 
umonl Ccnlrol Orflrvch (OociimoiU Cnnlrnl nuuk) fipp MMiiv (Jf-l • 1 


.8910200227 Proposed Tucli Spucfi.niiKlifvlmi I2f* A J'tivnti i riHi" 
lanco roguiromonts , , ^ , , 

* PiA>V:c Sorvlco ElOCltlc & CnlU VU) nl Nnw .Inn.oy tin/ 1 11/ 1 / 
51566 073 


6910240127 Pfovictos flddi info fO ififlrf(K|ij(i1u coii) i;<kiIiiii| j>i’f 7/i<f- 
890726 Iclconln'o lui ng Subrn.Uorl nlinr rliui dnin. htii'.lltn ;iiii' 
IABRUNA.S. Pubkc Sorvico LloUiC A Cum i:o nf Nnw Juftinv fi!i 
Controf Rmnch (Oocumoni Conuof (luak) dfiji filfiiM i'lii filfiii l .V 


8910240144 Amends 690731 rosponso lo NIK* rornui'H Inr ruMl 'hlit 
RoQdObl 88*14 concornmn proacuro ion ip Um.ln Mnvhmd rpurd-.tit 
vised Toch Spec Tnblo D 3/4 4*1 oncl 

MilTENGEnGEaS. Public Sorvico tluiilric A One On. nf Nnw Ji ra 
umoni Conlro) Dmnch lOociifnciril I'onunl Dunk) iij>|i MtiH4 VJP !> 


-8910240145 Proposod TecU Spoc TnliUi H :)/.l«1l. 'flnnrtrj' 
Daia.” 

* Pubic Service Efjclric A Gas Co. nt Ni»w Jiirnuy. li<Viii/il 
51584 230 


8910160260 Generic Ltr 00 21 to eft liolitrixn of (II n A Dfn tor riu: 
concerning ronuosi (or info ro fliOluS nf inifikMiuifilaliori nl liM ri 
end 

PARTUOWJG Assoclfllo Unoctot (or (ko|ocin (Pnal n/tPil i) 
ed Ed son Co. of Now York, Inc 60pp. 51022 000 fji Of ill. 


8910040104 Forwards corrected Tech Specs Pages B 3/4 4*11 A 0 3/4 4-17 ro 
Arr»onds 181 A 78 lo licenses DPR-7D A DPR.75.fespectrvely 
STOfilE JC Pr^eci Dtrecioraie 12 89/09/27. MILTEHBERGER.S, Pubkc Seiv.ee 
Eiectnc A Gas Co of New Jersey 3pp 51393 089 51393 093. 

Pages B 3/4 a n a b 3/4 4 17 lo Amends IDI A 
76 to Licenses DPR. 70 A DPR 75respocuveiy. 

* NRC • No Detailed Alfiliatioo Gven 69/09/27. 2pp 5 1 393 .092.5 1393 093 

9910050396 Application for amends lo Licenses OPR-70 A OPR ?5.modiNtnfl rhr 
seipoini to refleci operabon of sys after removal ol flHH autr^.'osure 

nM^iOCK 

W'lTENBERGER.S Public Service Eiectnc A Gas Co of New Jeiaev nnr 

umeoi Cor>r,,of Branch (Documeni Convol Desk) 5pp SHi?;?! 5 5M1IS23 


8910180273 Gonofic Lif 60*22 to all tlconmoH of onurnlnu fr^af lorn 
potOhtiRl (or incroasod fool foftd^ A plaril otort llnod n>unlt 
power plants duo to roconl chango In PMP cnlorln Sve hni rinr.l 
PARTLOW.J.G AssociQlo D.-rocior to/ lYcfocio (Post H/04M) fiU 
Dd Edison Co. oi Now York, inc 3Dpp 51022 oob 5 1022 ion 


0, Inspection reports, IE Bulleltne & corrospondeoce 

8909010336 NRC Into Noiico 60 065, “Potontinl for Rlrrms (:orf(iSK). 

Supplied by DAW ” Sve IibI rjrK:l 

ROSSI CE. Division of Oporalional Evonie \S*\n\ 

Consolidated Edison Co of Now York. Inc lOOpp 5 I:hO. 100 'ii:i‘ 


Proposed Tech Specs re ven(«:auon ol atrtomai.c iniertocK funebon of 
514^23^^^^ ftocbK: A Gas Co of Now Jersey, 89/09/28. 4pp 51415 320 

*yj^Pv^^'^Va?/M^®2lS)^ryMns^ ^ -'Inservice Testing Pirj. 


6909060284 NRC Inlo Notice 09 006, ■‘Ounlificnllon Ldo ol Solnni 
encl 

ROSSI.C E. Division ot Oporallonal Evonls Aseoasroonl (foal 
Consolkffltod Edison Co. 01 Now York, Jnc. i05pp 5133 / 005 513 


89092^010 NRC Info Notice 09 000, ' Evaludlion of Inslrurr.oi 
Mode. Sve list encl 

ROSSI.C E. DMsion of Opornlional Events Assossmonl (Prtsi 
Lonsoiidaied Edison Co. of Now York. Jnc. lOGpp 51337 2(X) 5 13 


r*f*a\ SALf> nopi GO 3[i4/n» 00 rof noonaoocMrm. 
eglof? 1 ofc of lho0.reUof.00/U0/2f. :Mp|. iit:iGn.3?i-bi:Jf>H 

50262 NRC Info Notice GO OfiO, ' l.osa i>f Kiertnnl Mnto''' Cuiir.c*il hy Crionf»ol Uox 

^Division of Onnrnikinol (:vontii Asutiasmoel (f’eal 0/0<1tl) ft0/0f>/20 
iSOlidatflU Et^isor^ f'O of Now yurk. Inc I00f>(> f. 1 03 1 00 1 -G 1 031 100 


•Byiwwjwjofl ruui.c vofsinn oi foviKc^o i:i-’<i'a,inc'uaiii{> unv ii lo Lr 4i ,'»i,riov n (o 
Ei> HD o.nov fi 10 CP nn ii.nov 4 lo rp rq-m nnv lo lo ep er-i a fiov i i io rp 
UR 2 

‘ pHClfc Grto A nioctfic Co. oo/un/os. inspp siaosni i Gi3tiG:M0- 


H. Qonoral corroapondeoco 


60208 FHosponiJn to NnC 000024 Jlr fi» ilevintlonfi nolOiF lit Insp Uepia 
0 CQ. 31 1 /ODO O-CoTfOCVivo QC11UT\% umWinf ftat4jlv rotH Hwtfle -hVA bO 

tied "to corrocl ropi A fipocify Hmt oil Bup]il.uil lo tl-O!i0l yonurntor 
TFNBEFIGRH.S. Ruble Soivico Clocinc » Ghh Co. of Now J(>fot>y fi0/l()/02 Hoc- 
>rtC 0 Alfol □ionch (Documofil Controf Ot>8k) Opp 51003 :«) 7.01603. 114. 


6910240300 Discuagas rcajtonse lo Goosson concerns ru cfiHposal of spenl foci & 
oiriCrQoncy response cnpnItilltY tU plonl Issuo of forg Uinn Btoragn of hgh level rad 
wiiJile boifio nififroflsod by DOE w/ifovo'opntnnl of Yircc n Mounlnb reposllofy also 
UiocuHSnd 

TATUM J. Project aroclofftio V nO/10/17 KNIGHTON.G. ProJocl Difociornto V. bpp 
5 1685 3111.5 1 6«5 344 


30089 Forwards foeponco Uj Cuinoffc Llr lin 04 A l^ov 2 lo * Inwrvlce Toat ny 1 Vo- 
lt for PeinpH & V/ilvos for 2n(J lO-yr fnSfi Inleivnl ■ 

MMINST M fVljlic Service lUeetilc A Gns Co of N<iw Joisey. 110/10/03. l>ocu. 
It Control DroPCh (nocumont Cofitrol Doah). fijtp. M40fl 2l)/-5lf.i)0 20fl 


1130092 nov ? lo "Insorvtco Tnoliny IVoyrain for l*miipu A V.ilvcio lof ^fiif 10 yr 

ubllc'servico Eloctfic A Qns Co of Now Jnrr.oy 80/10/03 IfGflpp 5141)0 302. 
00 260 


140381 NRC Info Nollco 00 070, 1*osr.'hle IftUicnliona of Mibrej’ionenUnl Vendor 
^ucts.” Stfc list onri. 

5SI C R. Division of Opornlloiial llvnntii AsHenBn«?nl (Poui 870411) iiy/io/ii. 
iSOlWoiocJ ErliQOn Co. of Now YorK, Iru; lODpp. M51 1 1 10 51531 .220 


J. Insiiranca A Indomnlty Infonniitioii 

0010040071 Forwards Amend tO lo liKVtrnrvty Ayrniirntjnt (J.76,r(!floclin{) chartyos to 

lOcniHo.orroct.vd noo70i 

nOOD.M. DItfialon of 1 1 doctor f’fojecla • Hl.lV.V & Spec -a? Projorla (Post 0704 1 1). 00/ 
09/20 SIllfTEIUn. Pacifir Cl as A Clecirir Co /pp 51410:307-51410:313. 


K. Ullllty Final Safety Analyala Rsport (FSAR) A Amends 

0000200110 flov 0 10 updated FSAfl for [}iuble Cnnyort Unis 1 A 2.W/G0002U Hr. 
* Pncif c Gns a Rloclrlc CO 00/09/pO OSCpp 5 1340.00 1 -5 1 342- 100 


'60142 FofWartJa fol'owup roafreiintr In NftC llul!et>n flO OO4.rtiflnHlii0 lnior»l rnsulls 
100 / 60 ■l-Rond nun piirnpG roviow 

IRUNA.S PublJc SOfVlco Gliiclfic A (Tnu <'»- «f New Jersey. 00/ 10/ Hi (lyrremtml 
ilrol Branch (Documenl ('orilft)l f)esh) ?pp bill 1 7 355-5HM 7 3Gf) 

60006 Ack rocolpt of 000802 Hr Inform ny NfIC of n1(<n*i inKim to oorreet violet one 
wl in Insp nopI 60 272/80-1/ NIK: fioslllori that vlcilnilofi numl nol ho rowrilioii 
0 ricensoo pionnnij co/recllvo ncnnrir, nddrussed a<i of NFIC concerns 
IH.JP, Rpnioii I, Ole of Hie Dlfi^cier. lUl/lU/ 1 / Mil Tl NIIKFUUiH.S I’eb’it: Sorv- 
Rlocinc & Goa Co. et New Jor&oy 2pp 511)24 238 -51 21 U 

30014 wnc fnfo Nolico (I9U/I* ’D.vrrfalon ol HUM F’liinp Sen) fViolpy VYftUv 
V During riocircblnilon Opornt on I olnwlnu I OCA." Sve liul ejicf 
3SI,C.R. Division of Oporntioni)! Uvenia A»ifirrr,armiril (15)51 8/i>4ll) fid/ 10/ 10 
►sclidaiod Edison Co. of Now Yerh. In:: 10 /pp 51531:22/. 5 153 1:333. 


riocllo operating reports A related corroapondenco 


70007 Mortlhly 0 |)eralina roirl lor Any 1989 for Snluin IJnll 1. W/800011 llr 
riCQLLE,A.« Mll.l.En.L.K., WfilH^F* (‘ul)!ic Siifvico (JociriC A Gas Cii. pf Now 
)Oy. 60/00/31. 0pp. 51330 2/1 51330:2711 

160220 ■•NPOnS Dlsclmryn Monildriny flO|il for Awy 1989" W/flyO(»2I» llr 
LCH.T.K. fVlblic SofVloo Lkn.lric A Gnv Co ol Now Jriraoy hO/00/31. 
’ORALE.G Now Jnrsoy, Hintu of 2?|jp 51 f, 21 29 /-fi 152 1.3 M). 


poflabla occurrencost LEPe & rolnlod correspondence 


100107 Inslrucls tilil to /nrjilufTmril iirocednma U» rodi.co mortakiy of Imp oped 
ino terllos.Utd should nlao (ilnll5t<ca<fy Htuify lirrilo lni(>inyun)<iiii corrolailon w/loc- 
I whicti may itelp preUicI whon irnjnnyomopl moot iFtoly. 

ITANEO.L.T. Now Joraoy. f.tnle of. 80/08/10. SFILSSIAH.J A FVjUI c Sorvicu UiDi:. 
A Gas Co. or Now JOfsoy. 4j)p 51503 3r/-5l503 320 

160002 Spodst f\opl Q0-5on OQ02t0.t)vie6tionttWo nwdicol el RliiU 

lagor discovorod Causod by inaUoi|iiol(i ndivlriisiraiivo conlrula iissoC’aioiJ w/ Im* 
rientailon of ciinnoos'n 108/ MiitFieal losiiny cornp!otnrJ 

LER.L.K, Public Sorvico Rlocirlcr A Gob Co of Now Juraoy 00/00/27 Documonl 
)irol Branch (Oocumoni Control Desk) -ipp CI4H5 070 51405 082 

)40t76 nOroh 000030 & 0005.8on lurilufi (mpinyeil on iranh pare ol circolailriQ 
or sys initiko.Causod by inabiiily of luriluB io oscapn inlako voleciiy imako now ob. 
Q* f089l onco ovory day. 

TRNDERGEn.S. Pub'ic Sorvrco L-lochlc A Oas Co of Now Joraoy 00/09/28 Doc- 
am Comrol Oranch (Oocumoni Couliol DosK). apjt 51410 2/0 51410 270. 

160207 Supplomonial Special Popt G8 3*14 on 860720 QOOOO/.firo bnriior ponoUa- 
I sgqF Impa rmords not roaioroU lo fenciional aialus witbn 7 daye Cmisod by oooia 
I limo. Hourly hro walchos oslnblishod 

.LERi K. Public Sorvico Eloctrlo & Gas Co ol Now Jorsoy. 00/10/95. Documonl 
"itr of Branch (Documonl Control Oosk). 11 pp. 51520.102 5 1 520:1 12 

RO:on 0 00923. ono Komp'fl Pidloy son lurlio Impingod on circulaiing walor 
Un.t 1 Inlako trash bars.TrQBf) bare obsorvod al loost once per 0 h slill A cfoanod 
east once no f day 

-TENaERdER.s. Publ.c Sorvico Elociric A Goa Co ol Now Joreoy. 60/10/13. Doc- 
ent Lonirol Branch (Documonl Contiol Desk). 4pp 61576001-61670004 


rv Opernling license stago docunaonta A correspondence 


8010020017 Forwards app'icoilon for nmoiuh to (Icon sea Df’fl 00 & OFF 1 02, conslBiing 
of l.iconao Amend flo<)uo5l 00. 1 3. revising Toch Sf)cc0.0 to change ruportrig rofailon. 
Bliip of ons'Ui nntuty l□vl^)W group. 

snif f UFl.J U racillc Gas A CloLlrlc Co. H0/0f)/2b Docuniuni Control Drench (OociJ. 
niont Control Desk) Ip 61305170.51300.181 

“0910020023 Ap()llcnllon for nmonilH lo llconsos IIRR 00 & DI’H 02, cons-sllng oi 
Amend Uoiujo^il 6\)-13.*ev1slr)g Toch Spoc Q.O ro OdiTlrlstfahvo conbofs 
SM(i f f*ll.JD IMcific Oaa A l!lrn.1ric Co nn/i)0/25 Dpp. 5 13(15: i/ 1.51306 175. 


“601 002002 S i’leposod Tech Hpoc 0 0 ro admlnislraiive controlB 
* Pocif.cCliui A Clecifit: CM. 8ft/00/26 flpp 51305.170 51.305 184. 

0000200000 Ciorieric I tr flO 20 to all fuel cycle liconsuns poseostung, using or pruenss- 
lug lernuria quaniiiiuB of SSNM ro probiclud nroA fGng-hjrm hoiisoVoeping.Svc Mat 
unci 

MtUXMlKK^G.W. U.vislorr ol Sologoarda A Trer^Hnerioton (i^>si 870413) flO/09/28. 
Conaekdalc'l ( aUbowC^o of Now Yotk, li\c lUpp 51G3 1 ‘.107-51631 . 1 1/. 


00100S0113 IV>rwartis (u repla lo rosponsna lo lon(j-ierm selumlc progm i) & guoailons 
on Ifmil rr)pl ol long lorm BeiBiiilc progrnrn conlonis wJI bo discunsoJ al QHl 102. 
03 monllng ro noil 8l rue lure Intoraellon. 

tIOGU.lf PiojoH n iocforftlo V. 60/00/20 SHKM-l.n.J.l} (VcciUo Gfls A RlocftlG Oo 
17p() 51420 200.51429 215. 

6Q 10 100162 ne(|U0Bl9 concurrenco to Inter rr^l(•ul illy rorouto A diacliarge firownier from 
nuxilinry Ball water cool ng ttya Olucfiargu OU 1 tl.pur onci d Ofl/enr 
TOWNSGNO.J.O. FacWo Gas A Eloclnc c:o 00/09/20 IRONAftDvWFl Ca'ifornia, 
State ol 3pp. 6)459 139 51458 341. 

6010130000 F-cirwarda doscripilon of uM ovalimtion ol vor^dor audit propraip A analyeoo 
A roaulig from mall losllng of anchor Uo'm from enmnononi ceol.ng water ()ump 

S edoeta’nqsu'tBConlurn that Ijolt fabricnlud froni AS1W A.32D Typo 1 eloGl. 

niRf f:n j O Pacific Gas A Clocinc Co. 80/10/02 MAfUlN.J.O. nog-on 5. Ofc of the 
OHoclor 20pp. 5)400 280 51490 200 


6910160080 Nolificnlion ol Q01 102 A 03 moulings w/ulil In San FVencisco.CA to d scues 
BQd etrucuiro inioracilon panel Quosbons A aiirjit eolociod cnlce’evo-na ro pinni long. 
torn) Bchmlc prdprata 

flOODII ProJocT Droclorolo V. 00/19/04 KNIGHTON.O W. FVojoct Dirociorato V 
5pp 5 i 52 3 2?8- 5 1523:232 

0910170003 Forwarda documonle A roouosts oddI into ro rovinw ol plant long-iorm sola 
mic program Addi info roquirecl by 80 103 1 . 

nOQDM. Pfojoci Droclorolo V. 80/10/04. SHlFFEnjO. Pacific Gas A Cloctric Co. 
4pp 51534 Of) 1-51634:053 

*-6910170006 "floviow ol Sya Analysis in DCPnA-Diosol Qonerolor A D.osol Fuol Trans- 

Uof&Ki.Q., FlT2PATftlCK.Fl , SABRK.M. D/uokliavon National laboraiory. FIN A- 
3050 00/07/31. NRC . No Dotalod AIM-aton Givon. 61pp 61534 005-51634 053. 


6010160111 Forwards Amonds 44 A 43 to Uconaoa DF'D-OO A Ol'R 82. rospoctivoly A 
Bofoly ovoieolion Amend fovlsoa Toch Specs to cf^ango dioeei gonorator nliowod 
timo Iron) 72 h to 7 days ^ 

11. Project Dlroctorato V 00/10/04. SMlFf-CfUD Pacific Qns A Riociric Oo. 
3pp 51540 226-51540 330. 


ouiaoo 

noob. 


“6910180117 Amends 44 A 43 lo Licenses Df’R-OO A Dpn.02.ruBpoclivoly. changing 
diesol gonoraior sltowod ouiago timo from 72 1 1 to 7 days 
KNIOHTON.G.W. ProjOCl Duoclorato V. GO / 1 0/04. I Ipp. 61540.220-51640 230. 


t ► 


A 


tj ^ 


F -c Cc e9M0/% GR'VESB Ov.s'cn m- 

,Vl J 4 1 1 J ' 3 2V •>^‘>V 297 

* * ^ - 1 rj-*cr 1 rx.i Kpl fo/ Cyde A. -ostityrng ccmpaW^jHty 

, ' ; 3, -"t.V? w/Va'i’aqe 5 <ucl assem-hes n iransi- 

■ ";h 5*E >0/^0 Oocom^-^t Cortol 8mrch (Oocu- 

\;-r « j 4 '* > -ISIA 06A 

, » . o . v, .r*j ior\.v^:m se s^n c program (LISP) scism c 
’ V’ V‘« i'aVj- 21 /epf re 6905C8 10 meer-ng cn SSC 0\ 
, : > 1 1 /*-■ \o^ec - r>Q & in t&pl ib BOOSOa tO 
'w4-- V c9 1C/13 SHIPPER JD Pat f'C Gas & Efecmc Co 


' 4 . j • . I 

• ** 

• : I” 

(j':ct:i43 ct 


.it. :< c» ct -;ye S’p re.trse & ihr^sl latUng ♦rom 8909D8 

, 1^.- /5«.- >;:aiS--r.6y 69/09/25 ROTHMAN R NRC- No 

4;p t\6i7 12/51617 130 

■ s ^0 nc€!ng m RcckvLo.MO ro SPiSmiC SOurca 

. J' # Pcf'O. 7JV 69/09/19 ROTHMAN.R NRC • No 
V- r" 5*617 131 5 >617 155 

. . c*:-.ie Arr.<>na Request 83 I3.ro vis r.g Teen Spec 6 0 ' Ad. 

■: .'KQito'h^e organ'/ahcnal & GCNPRAC clr.ango3 Requests 
r-y. '.4f c"-c<f be c*'3.ngcd as irdcaied.per NRC /ecoTmonda* 

~»as & E .'ctric Co 89^ 10/ 16 Docvm&m Ccrvol Branch IOocm- 

; Si 5*5ri ^35 51565 005 


: v.v ^321 13 at oi CLs & CPs fer n-c’oa.' power reactors 

• j ■. ; • IT '^r r'a fo s*a‘js of ifppfe'oe.ntai'cn of USi requira.Tcnts Sve 'isf 

" a A i V VO D-acty fer Pro.ecls t^ost 87041 N 89/10/19 Consol dat- 
. : t ' ' # rr^h. f .c 60fp Sl6?2 009 51622 068 


9910J80116 Mcwliy tx.0<..l.-,fl ruj.is Ku S„i.1 lunil In, I••■ 

BFOESEM.P 10WNSEHn.il> I’ncilc ti"’ & l,l«*l'n: i''> •!.; 

5162? 123 51627 133 


S Reportable occurrences, LERs A rolntiiti cotroaportilonco 


B9 10050098 Ferwords Ar.cnor/Da'l.nti bfiOS Mi Odum' at t 

loiteiorce -a 90 oNboI appl'cotioiis Ur ^ '.V/.V J'l / w ' 

MARTIN T T Rog.on i, Ofc of fJio Di/OCtor. RiJ/Oll/l? JlHAl-fl,! W Vinml 
lonBrarich ip 51415292 61416 301 


-8910050103 Pad 21 A doficioncy ropi rtr rn)Niflf"il fuM lunriirii <»/ Muili k>'m v Ik | 
AncbOf/Oail-no AO S900 ftHutluml plUirtt<»u.,U & mihIi K- r IrMv *■< Ah . 
snL'bbors.Siluafion discussed w/uMh Involuittl A lunlluf (,<irisilliui‘d i In >•■■! 

KEVFS STEWART Anchor/Uarl ng Vnivtr (:i> UubS Ot Aii: lH«J/noi .‘Ml 1-*^' i 
Inc > B9/C0/29 Rcfl.on \. Ole ol ll.o Ouacior Ppp MA 1 f» ;'fH .ill. nn 


8910100176 Forwa'ds final fOpt on rosulls iit P'lUit nol'in rniliul'-'n ^ 

Sshod to 'nvestHjato spuious coata nouml i/Mnlilpilum Pinliilliui i';il'.if ;:i % A II U*' 
00701. I 06 015 01.1.87 093 01 A I OO-Old ill 

SHIPFER.JD Pocilic Go9 a L'ecinc Co. m>/ 111M2 tiiu.nnuMNM r.vtr^A iv 

moni Control OosKI. 5pp StAfil ?45 blAiil :^^IPI 


•8910100176 lER 88 007 01 pn U607l0.1‘i A nomHoniMa- M ut <* ' tc '• 
vonilai'on ays ccci.rrod Cpusc’d l>v spuriouii iiiilso J.'OtmIfi mi .lUiirjinie-'il a.; f.,'. 
SjppI/ I nos limo delay ci.'cuitfy inairiilnd A Mitrunnfinl Irpirind 
GnEOEE.T I Paolvc Gas R F.iOUik Go OO/ dpp fi Mtl t M Aril i ' 


•8910100177 LER BC OIA OJ on «809lfl,aintftil fouMi vdiililMiOti tiyti A«i!of..,a*. f fx' 
ed bom noimat yootuatvon mudo to inoason^cibnn nunln (:mi'itiil fiy r 

s'gsaf from mon tor Ratf'/K-on nionli<M.f>g ayn iiptifniln iirrHpnrti luiinlo t 
GREBEL.7.L Poc fiO Qns A Lloolhc Co 110/10/1)2 *<pjt JiMllI .'MTMAHi 2i.d 


a 9 ? : * Ki73 )• L *j f 3 22 O a : I ert-^seos oi operei ng reacfc'S A holders of CPs re 

. • ^ * f * 1 re.rf i:aJj & p’a.'d a.'ea Hood rorcH depth ei l.cense0 nuclear 

« N ' c i t tj 'n; chinoe n FMP enteniSwe f:St erci 
■ i •*, J J D/.'cUr for Pro.ecrs (Pcsl 870411) 89/10/19 Ccnsolidai 

in- :• ci*.-w 'TCI* *<>: :'3pp 51622 C69 51622 loe 

Q reports, IE BuHeUni A correspondence 

' *3 K:\:e t9 065. Poteo! s'‘ for Stress Cc'/os.on Craclvng n Sfeam 
V Tjt« P .*-;s S-JDp -e J ty SAW ' Si/C I si enci 

r r-*ri.’r^ Ope/e:*:,rj! g^erts Assessment (Post 070411) 89/09/08 

•. .r V -..•i'ol i iw Cc Cl New tcA. if< lOajyp 51349 1C0-61349 2C6 

)rd0906C3B4 ViC '-*0 7*c*-ce 69 066. Qua'/ cat. on Lfe ol Soienod Valves" Svc hsi 
e'* 

E C>v s.cn ol Operat-ofuJ Evcols Assoss/rent (Posi 870411) 89/09/11 
to oUiew Yo»V. 1r.c I05pp 51337 895-51337 199 

NR4^-‘o l'*cue 89068. £vatLat»on of inst.'urreni Seipomis Ojnng 

~ E (^s.vn cf Operaforjl Events Assessmen! (Post 870411) B9/09/25 
>* wii'fe-: E isor Co ci Nt-w Vculi. me I86pp. Si 337 200 5133? 304 

u?encf’' t9069. Loss cf Thermal Ma.'g-n Caused by Chaanel Box 

y r' C^3tor,ai Ewe-Iis Assessment (Pcsi 070411), 89/09/29 

<« EiiW'Co otNewYoiK. ir.c I06pp 51531 0D1-5l53l;i06 

50-275/89.21 0 50 323/89 21 on 890730 0909 S 

SH'FFERJD Pacilc G« & 


■ 0" «9073»C9(l9 V.O'a|.on noloO.O |.j.« It 

■ >•* HiAE «*^-.n V Ct ol ms Oyecloi 89/C9/J9 ^pp S1545,I69-5IS« 169 

ut.,0‘>Si'A wwBtcira/'i riir Insp icilv.aes 

” <'>« e9/09/?9 J3pp 5|SJ5,|70 

” mip so^edu.e & ,epops„ pck o 
lorjji mImM 7*^539099°® Control Branch (Oocu 

,ho,ca,«na o. M srapraaonied Vontte 

1919190175 Ac 4 of fiOOAAa i<t > 

‘..a»A£.©ct.'cCo fp 51S57 39/10/13 SR, FF£fljo PaefK 


-0910100178 LER 00 015 01. on fJUlOOl A On.iudoiii.iliu idofnlinii dl 

laiion sys occarod C qusoO by spiuloiffi nolfiri o'unaVi 1 in'll! ibd.vy riin'-liy *o 
mo/ii von(iia(>on Isolation rorfiniion n'.onifors Inrilnihiil 

GREBEL.T.!. Paci'tGan A ClocificCo 00/ MJ/D?. 0pj> ii lAiH ;*fl I MAf.i /<■) 

••89f0l00170 lER 07 003 Ol.on 07Ol2d.rti(1Ofnar.u l/iili|i1ifiii of i.nnM -khm i* '■ 
isotailon sys occurred Causod by apurioun nois^i fiiijunl I linn JiAay i r^i. by hi « «' 
rrent venUaiton i®>olftVci\ tadmbca nvocitotft intatPiUmJ. 

GBEOEL.T L. Pacihe Gae A ElocinoCo np/Hf/o;' A(i|> ‘iMfJl ;?fUi M illi /■ ■' 

89(0200088 PNO*V 89 050d« ftdtooa.rcauor blji A nidaly tnldtUrin 'urn I Mi'.. 
occt'rrod duo lo Insirumnnialian (Hoblonia. fUitun'inil <iiiliiipi f" lu)d,i ikI f'l Ik j m 
& rosia/t W.11 noi bo AltemptrU 

MEKDOiNCA.M. NAROUT.P fUyiOn 5 Otc nl iMi Dirc-i.l-^r ll'l/lH/iO 
5156823051588331. 

8910360117 PNO V'OO OBl on 00101 /.(larlfiqiiiikii octihtiKl In iiad I /A/m in o t 
0 fell Within proteciod area of fncl.'iiy Ground riccolenitbin wnn dOo-l-lij I •.« 
ple'.ed «\sp of ploof & oo dnmftQOt* fdonilfioiJ 

MENOONCA.M. Rogon 5. Otc of (Ju> Dlrnclor. f 10/ 10/1/ Pp|r '.IfiKl 2/,' Mi 'J 

8910268015 PNO V-80 U6(A on 0OOOlDAimi9\>al <»vuiil • nnilfiiltmlin bi;ulrtb'l '• ^ v.'- 
foak tdenhhori in ovo/rJioad opaco fiuniur wah rfiinuahaioly fnji.iirfid 
WENSLAWSKI.F. Regun 5. Ofc of Iho fbuininr. fli7/1()/|fl iV-p Mf.J/ 


V. Operator Examlnatlona 

8910030042 Providos l.nfo w gononc |iindamo/iJol‘i oxnrii anciloti (Jf t «» * 

wriiion oxam to bo O'.kf.tiMahMOd on fiOlBOA Mop nl nron.iini i)l livd-inu A i-ii- i', 
Instfuci ons lor lakirg oxam oncJ 

WRSCHOF. Reactor SaloQunrdfl Draoch 00/00/ 10. MARFlN.r. J'acfit <Jm A I 

inc Co. ip. 51387 277.5138? 2/7 


./uwrvci ntACH BOTTOM ATOMIC POWER BTATIOH, UN«T 2 


F. Security, medical, emergenov * fli*® pfotecilo« plana 


'^rJnTomoK^foSn,^^^^^ ^0.27//»U.?f) 8 '.0 .VP 

00/00/26 M(;Ni£,Ll..(: A I'MprlP-irh.. 


"noSSkS « 50 VO/OU 20 on 0007.10 «!K)2 No ^r -r, 

o?accoS?'« togi/lor. backfifidi map (23(1 li Unu 2 115 /if' 

OOERFiEiN i^T t?o ? :i.O(>ofniional sMiMy & aacuity 

SPeS^OQ ^ ® l^’tocior. n0/0B/2l I0|>J> 


^VEOFH?a^(tinn^^rnmm',I?^^^ fOCjuirod ro omofOoncy opera trc-nJ 


Q. liiBpoctloii roporto. (E Oullolins & corrospoiidonco 


Affil anon Not AusignoiJ ^PP 


6 If. HO 


tn^urancQ A Indonmlly inforniallon 

910110104 ForVfjutJfi unoxoculiKl AniiiniJ 2? to It^ili'pn'wty Atj'conionl IJ ;!fl, 

Channos 10 l0CFfll40 ro ificrcia'»i id r nin'uv lny<u iiiioloiH otu rgy Iv^liHv' In'-uf^u’cn 
proviuod 1)y ANI & MAHLIJ 

FniCKSO.N 1’ Nod I’nvvop Uonf-tor. Ocroonn n-j A Ijwiron Proj Dircotoraiu 
IPOSI MAmiN.n.P- Ptojocl DtfaatuaUi I ?. OMMO/01 lUlf4ai U,GA PU.t,i 

iJnrptiia Efocinc Cu Gpp JiMf.fl OGll f.l-KJH On. 


. Operallng Hcon&o alago dociinionta & cotroapoiHlonco 

910200093 rOlA ru^fuoril lot tuconlb rn NHl'^ Ottkirtip r.liulPOMo ol Ur^lri ? A ft un 
070331 j)04l BluliJowrt ititfcnf {inliona of hiibON lt>f fihntdowti & poyl t^l uldoArii l■^v^101l 
gallons 

JONES.N-K Shaw. r.Hinrtn. I^)IH A Irovvlithliio NIK: No Dulailn:! Alfili 

Qlion G von 4pp fjirj42 M7‘r>i;i42 1^0 

91011D06S l omanls otiviion ahhnsr.nurnl A linili.g'k o\ t o jilgolKonl iinpaci to fth0v>00 
applicailon for anioods ru Insto'lnhori of niiill Irntibfian'or lo Mipply OlfoUi piiwor in 
Slaton 

MAHriN.RE- Pro;ert f).ro(,lOfnlu I ad/0U7llJ MUNCil fUiA f'dliid(>’phla Eifoidnc 
Co 3f)p. 5I52G id? SI 520. 1 -in 

89101 lOOfifl Unv.ron A. hiuliug o1 im> a'-gn litatP tnipai.V pio 

posed nmofids to Lironsn DPI 144 A Df'H.'ift. rnvhjing Tot lt fipnc'j in rnlifcl ’osinl'.i 
hon of adill transfonnor to uujiply nlltiiln f>o,ve/ to ttlol-on 
UUUEn.W. Projiicl Dl'ucinrnU) !•? nd/OU/iO *ljip 5l52lj.i:i'tM5?ti nil 

]10050285 TorwarJa SEM riunpottliig um) nl f ftOfiSN.Y Inal potfoitrinrirn ( Oifii il<» 
scf'lvcU m Trvplcal Mepi FWfvtVri, ’Sioady ‘UnUi Timl IkHlntmum-n Wnlktjvls 

Itopl " Addi npnl cations of uulij cudo rMriinru Nl IC ruvinw A ii[ prnvnl 
MARTIN, RE Proiuct Difur.tOfiitu I 2 fl'.MtJfJ/? 1 HUN<ilH,(iA. Ptidadit'iifilri riot lri!: 
D) 3pf>. 51430 000-51 430.0 /H 

6Q09270195 Topicnl Rufit nvaUialinn nf Pf]('.C) I MS 001. ‘ ‘lltiiuly Sinlo I at>l J'ntlunn 
twico Moili'lds l^opl ” Ropl lUAH'pliUtUi lc!( tnl lu avrtUialv.jn u\ ii*n.iU euUiAxl powt < t.v.o 
analysua sitnfiori o1 raloivl hi riih no 

■ Oilico o1 Nuclonr Rnartiu f lunulat on. lErttcInr (f'nst 070.111) M'j/il'>7:i0 ppfi 
51.130 071-514.10 0/0. 

309280090 Generic Hr 00-20 1u n f Kml eyr.lo lf(:<*/ia<'tt«i |ir)!,!,ii'i‘iiii|j, oBing nr proritss 
iny formula (\i.iai\Ul‘<»a of flSNM rn pioUK lud antn Inn^iU'im luHiaoVeepim) Svu U^A 
end 

MCCORKLE.G.W Oivlsiuri nl Safniiwanla A rninr.puilfilian 0/04 1:)) 00700720 
Con^ol.Llnloij ru soti Ot) f>l Naw York, Inc lllpp (il.MI 10/-Mi>:n 117 

310050042 rorwa.'Us Arrands HO A 151 luliCunBnn DpJf 44 A DPM fill, rosjiniihviffy 
A sofoty Ovftiunilon AmociJ clntilitis Ti^ch Spnr,a fnr r.nn'ponnnln nl c*oittuiiaiinf\i cnol 
ino syS A nliorriaio E(XIS ayn compnnr'tP InMato. 

MAnTlN.nn. (Vojnci Difeclofrttn i ? 0070072/ HUNGEM.GA Ph laiJi.'pMn I fni.lnc 
Co. 5pp 51430 001-51430 011 

0910060046 AmoJKlo 140 A 151 lo Lli:er»-»nn [11*11-44 A [ll’fl SO.d.infyini) epnea fo.* 
compononte of contnn.Tmril rooimij aya A niinmnin I <:f'f> rompiineni inalnij reuntij. 
mofils uiion mopornbi’ity of Ulosol oonoratrir 

OUTLER.WR P/oJoct (li'oriorrtio I 3 OO/OO/?/. ^Opp 51410 000 51410 025 

6910050046 Snloly rtvalimiiuii Gupfturinig Amunds 140 A 151 to hennsna DJ*R 44 A 
DP R • 50 ,ro spec lively. 

• Oifeo of Niiclonr Roaefor Roo-^fahur^. ti.rectnr (f»csi U/04M) hu/ 00727 fjpii 
51430 0?G-51430.0:M 

910050112 rorwnrds euniniary of isbuus rn vcrllic«l:nn nf <ji>nlply nf cerian lyfie^ of 
acfiviilos [toflormutl for mode ai fnci'lty Moils r:nw«>r nulomnilc iliiptossuii/nliori sys/ 
MSIV Instfijo’ont n.trogon nccumulntor A sve walnr fapo repincontuni 
OUTLER.W.n. Proloct Orottofnio 12. 00/00/2/ WCNI-JLL.CA lUntmlcIpli a rieclnc 
Co. epp. 5l4l5 302-fil415 n07. 

910060126 Forwards Ainonds HO A 152 lo liconsns f)l*R-44 A DPR 56, rospoctivefy 
A safoty ovaljaiion AmnnUn rofleci lnsinilt»t-on of atJilJ iransfnrmur (sinrti.p Iranalorinor 
343) lo supply offsilo powor to eiailori 

MARTIN.R.E. Projot;f nifoclornio 12 Oy/10/0? HUNGtJf.GA l>h IrtUoiph'tl r.lnalf.c 
Co. 3pp. 5 1 403 334 -5 1433 351 

6910060127 Amends 140 A 152 10 I Iconsoa DPR-44 A nPR-50,rosjj(iciivo!y. n:lle(;?!nt| 
insiallaiion of aUUI frnnsformer (siarlup iransfotmcr 343) to supply olfaiio power lo ela- 
tion 

BUTLER.WR. Projaci Diteclo/nfo I 2 flO/10702 Hpp 51433 13/- 51433 350 

Safety ovn'ual on enftpofling Amuncls HO A l52 to l.iconsoa l)f*R-44 A 
OPR 5C,ro8pociivo!y 

Nuclear Reactor Roguiai-on. D>rector (f>05i H704 11) 6<j7i0702 Gpp 
51433 351-51433 363 

810120091 Grams lormlnniion o1 roqnironionls sol forth in Soci'On VA Ol Order lo 
permit operation ol both un ts ai full power 

nusSEU.WT. Region i. Ofc of the Oitoctot UU/ 10/05 MCNEiLUCA Phiiadoipli..! 
Efoclric Co 3pp 51400.074-51 400.070 


D900010330 NMC Info Nolico 09 Otib. Tototdlrtl for Strosy Cofrobion CtauKng li| Sleam 
Gcjr-craloi Tuhu l^“llgs Suppliotj l>y RAW' Sve hid t/nrl. 

nOSSl.C L Duilvun of Opciniiorwil Rvonla ABHOSSrPunt (f'osi 970411) I)l)/0U/<IU. 
C:oiiso'idniOil rcli30.nC'o of Now York, Inc 109pj>. 5134U IUi)-51:MP 206 

0000060264 NRC Inlo Nniicn fll> Oflfi, ’’Guahliraiion l ifn nl Solenoid Vnivtia*' SvrC lisi 
on cl 

ROSSI.CI' tlivision ol tlpcrailopal (-vordH Asst^ysnxmi (Posi »704ll) UQ/uO/ 1 1 
Ctinso'idalnil f-dison Car of Now Yiah. Inr 10 Gpp. 5 1337 OHfi-5 1337 IDO. 

G000290221 NciMicoHnn uf SH|flln:uril L constai Muuhcn UO 143 vv/uir cfi 090010 in 
Dalln,l>A rn SALP 

I)(3lJirH;iN.l T Rucian 1. F)1c of ll-o ffretdoi 91»/0'iM2 M4igoJi 1, OIr: ol Iho Dmc- 
lo.' 2pp 5 I:Ki2 16;i 51352 IfM. 


G000200010 NUC Info Nct«co AO fXiU. 3:val.jal‘oii of tnalro<r.ool Sdipoiata Dnrliisj 
MoiN " Sve I SI onci 

nOSSI.C L DJvihcn of Otjcrallorial tvonln AssotiHmont (Poet 67041 1) fla/uy/25 
CnriHUI dated rihson Co of Now York, Itu: lOGpf) 5 1337.209 5 133 /:3'J4. 

9010020200 Forwunla Rnfila'l Toani Safety Sisp flnptH 50 2/7/fHl-20 A 50 2/6/H9 20 
nrt S90 730 0092 flo vKi'oilons nolud. 

KANf-.W.#’. Rogiuri 1. Oli: ol ihn IJIrnciof tm/<}»/25. WCNEH.L.C A. l*fi ladolph a Hfnc 
IuqCo Vpp. r*13G6 IftO 51305.209 

-001G020216 Ittip RdjiK r,0 277/l]i}-20 A 50 270/99-20 on S9f>V:)0 O!)02 No yiolnlions 
noiodMeJo'' aro.is inspetlnO ons.Ut fu;j..lar. l>nf;helnll aiBp (2.30 ft Unt 2,135 h Urll 3) 
nf picu&iiihTtj poillo'is til Un 1 2 A G.oporavona* Hiiloly A suenrity 
IKH'RI Ll’lNj F ftoijlon 1, Ofc Of the Ofoctof. 00/U9/Pl. lOun 51305 191 
M365 m\ 


0009260252 NRC Info Noilco 00 Oflf). ' losa of Tfuttrrmi Mfinjn C\in5Cid by (Xuifi/iul Rox 
flow *' Sve liHt urel 

RClSSI.Ci: Divibot* uf Oat riiiinnal fivonl*. AsiunstHonl (Ptjrd 970411). (in/Ol>/2n 
enabl'd ijiiuul fidisen Oo of Nnw York, Ir'C lOOftp 5)531 09 1 f) 1 bill . lOO. 

0010100143 I ofwnrd9 Sn'oiy lpr,p Mi pty !i(> 2/7/09 2 1 A 50 271I/I1U 21 uh 000901 No 
vIo'nlionH lUitorl IriBp C(iiU;'ufJud Ihnl .rnprovinnirdfi In nuiio'onlcill contfuK program 
lievo boun filow Atl.lf rngt nlt4?nlioii t<i |irer)3iiii vvarrunlod 

llELtAMY.H ft. Utifinn 1. Ofc i>l Uiii IlftrcUv. 99/03/21) MCNIill.l.CA rUiiimlulpIro 
( loLlni; I'o 2pp f>l'15H:100-ril4fiH 102 

-0010 100 M4 liHp Reply 50 2/ 7 769 21 A frO-2/fl/A9 21 un 9'IOa20 0031 No vioint ony 
nokulMninr niiMfi Iniipiir.tt'ij posiinu A f«iltn*iri|], orgnm/ahnn A rjfnffif'tj tml allon worN 
jH:f<iiils.aljn*u»oiuid r«idw.i<,1o syn A awifillffl. 

DRAGDUN.r.. ItfOMAS.W, F‘ASCIAK,W Rttpum 1. Oii: nf |lio Director a'J/ni)/27. 
iiprr 514511 1HU 61466 102 

00101 10030 t:N-n/ U2GA<in flOlOOri.NRC: inleruls U> Issue Hr In olil It) term niito ruiiiilre- 
tiiunia ol onitir issirct) on 070JJ1 tJ06C<l nn Inct Dint a I conihlipnn ol erdpr Imvo nonii 
ninl A stnlf snt sHorJ w/l conseo nnrforrnnoco 

IIJEJIMAN.J . Ul'.m-RMAN.J Qfo Ol Cnforconinnl (Poll H7(J4i:)). OU/10/02 Ip 
5US/tma 51407 060 


0010040361 Nfl(; Irdo Notice 110 070. ' RessiljlG Intlicallons ol Mi!ifo(>ro3cnlcd VorHfor 
IVod-.‘Cls ■ fjvC fiul end 

ROSSl.f'tr Divison ol Opomlional Evoals Aasnsamonl (Post 6/0411). 09/19/11. 
Consol Unit'd f'thson Co of Now York, Inc lOOpp f>isjl lin-si 53 1:220. 

09 10 100041 Advises of nvioilng scftodnled fpr (ID 1023 lo discnss lioallli |>tiyalcs A 
omornpccy fifoimrodnoGS pronrftm ovorsigno in SALf* 

llElWiO.IrR I'lii'nde'pfi’ii l-fociric (^o. 09/10/11. Oocutmni Contrcl flrancli (Doep 
rneril CoritrpI Desk) Ip 51550 OGO -51 GOO 000 

8010200099 lo&pr.nso tp roiA iot)yx')>v A lecoids nml & rwadnbio tn 

(»OR.App 0 focoftls pari ally wHhhofd (rof rOIA Lxompllons f> A OJApp C rocorda to 
talty ■wilhhdM (rol FOIA L-Komphons 5 A 71 

GRlMSIEY.DH Divison ol rreodorn of fnfofriiaiion A PuUlcntonR SorviCoa (f’osi 
600205) 09/10/10. JONOS.N H Rhnw, hiltnnn. Polls A Trewbndno 7p|>. 51542 151- 
61543 014 

-080)040465 Subm.18 'ntorim insp lopt on fitci'ily opertilor rohnbll.lolion iraicinQ pro- 
gram on 670021-25 f'u/poflo ol msp included obsorvaiion of *‘rnoplP Tiio FotindaUon 
ol Excellonco. ' iramng program A Inlon/lows w/oporalors 

PCRSENSKY.J J. Uumon l adora AssnsftfUcni Branch 67/12/20 KANE.WF. NffC: ■ 
No Oolni'od Affil allo.‘i Given l3pp 51542 207-51542:210. 

-0010200103 f-oi wards hsi cl escalated onforcemonl «c lions for Unlla 2 & 3 from Apr 
1001 nrilii 6/033) order rtulntod info oncl. 

GALLO.RM Region 1. Ofc ol fho Oifoclor 117/04/00. KANt^W F flogion 1, Ofc of 
the Difoctor 37pp 51542 150-51542.104 

-0010200104 Forwards fiotf okplanotory memo ro foci'ily invosliQaifpn.for info RelpldtJ 
info onci 

MCOOLUniCK.jO Phi*aUolp)ia Elocinc Co « 7/05/26 MULlEY NRC - No Oolii.lpd 
Afliliahon Givon. l2pp 51542 105-51542.206 


.0 «a.<h .<y s .a access p/ocess- 

’•i " - . ^ . UV. „ 1 O-c at ire OxeclOi 07/03/27 MOBlEY.TE. KASc.W. 
Mi^:-:VVPC AY aronVcen 2PP 5,Sa3O,2.S.5430M 

.,.3,wo.4 /..^c m-.cc 6307. '"“’■” 

',r» V Co of Ne'- Vofk. 'oc W7pp 51531 ?27 51531 333. 


H. ueneraj corrosporiuunw 


fl910230030 Ack ^occipl of fi9002l »r o>ipioa5i»\} rotu'.ofus cn 
f&!n^‘n9 la»-rto<fal svcs Ui ftocurou ofoaa. Acc<isq lo tfpocif.( nmno . 
Gd need as wo’l as "unoscortod ' accofis eimija . 

VARGA.S A O-viSiOrt of HoactO/ ^ ’n ' S\7lMl 1). {\ \/ U I 


J. Insurance A fndemnlty fnlormoUon 


n ftrvodic ojx^sUo^ report* A reUled correspondence 

MnSMTOS Mc^Y.y CC-C/J%N '«•> S«P' "=' ^ 

pip'il't/j SMirnOAi Ppiadc'cc:3 Elec'Jic Co 89/C9/30 Mpp 51620059- 


ft0 10110 Forv/aids uftonoouwa Ainonti 10 IruJnrnn.ly Agfm.nioril 
changes lo lOCFflHO to fncropso In prlnuify Inyor of nu: fnnr nnr^ijy i ? 

provided by ANI A MAELL). n 

tRlCKSONP. I>)on-Powof noftclof, wp 

<PqM Q907301. MARTIN n E PfOiocI Oirncloriito I ? fl‘>/ ll>/l>.l Hl-Nl 


S. ReporLsPfe occofrences. LERs A related correepondence 


P. Operating license stage documonte A corrospondonco 


8913030495 l£R 63 01900 on 8908DD.d scPvefed lhai fwe tJoorS fequr.nrNO monimy 
* r^’cra) 1i^s13 Tech SpQCs.nc* i-Kluded on Sv^rve I'anca lesi Caused by do..Ciercy 

in f-rr'^oOCTioor A u^ed <h/r.ng sufve I'a-'-ce W'a90929 .'V 

7 f^SMiTM 0 W Ph<ade'pha E’ectnc Co 69^09/29 5pp 5l3oB.109 


89t3l30tA0 PNOI 6? 082 on 09toOS./eac:or Shu! down for longer than 46 b dua to 
NO APFiM f'u* sjQr.al Caused by pressuie ipko due io closure ot oulbcB»d 
mCv '*»' l rerr^n Shot down to troi/t'es-hool A repar MSfV A other encoun 

Ix'EfHfLE'N^L . L NV.LLE Peg^n 1. OtC of the O:iecior 89/l0;06. Ip. 5150905V 
fi*^3C;5i 


8910200093 FOJA request for records ro NfIC onlurod r.Jmlifiiwi* r>l t 
670331. post shutdown invosligntions or bfiftue lot ahnuiown ft j'omI cf 

SoNeI.N.K, Shaw, PiMmon, Polls & Tfowlinrlgn 60 /(Hi/; Ml NffC-N- 
al‘cn Given 4pp 51542.147-51542 IGO 

QOtQt 10065 Forvi/arda environ osaoasmeni A Imd ngs of nr> rJgn f.cni'i mi 
app'ical.on tor arnonds to insiallnhon oi ndUl UnnsloJfpnJr tn nuiirly t 
8laJ‘on 

MARTIN.RE Pv^^ci Ouecloroto 1-2 00/00/10 HUNU(-H.(1 A rii- a 
Co 3pp. 5 1526. 132-5 1526: 130. 


1910230133 lER 69 020-00 on 89C9lS.d scoveied that RhR purTip motors & co'o spray 
p.'-p nc'crs r^ad ror^cniomvtvg bool tnsia’iavcn ccnf ^ufation Caused by tesa livar^ 
aT».^..a’o or i.xomp'erG procedures Spko con'-guratjcns restored W/691016 (ir 
CP=9ET£ SwiTHOM Ph..‘ade’pha Einctnc Co 69/10/16. 5pp 51582018- 
5nf2022 

8910240195 IFR 69021 00 on 890920 cert itol room emergency venrCaion eciuat-on 
>c :ure-J duo to fa se high radiaccn srcnai Causa unknown Wiro connoci ons lo lerml- 

rx V:p vei-*iOCl O bd bgh1.W/89l0i9 h 

CRSBETE. SMiTM.DM PMadeiphia Eiecurc Co 83/10/10. 4pp 51581 004- 
‘1581 C-C? 


V. Operator ExarnIrutJone 

89042^16 Pecfu^v.s terrvna’jon ot teacloi opeialci l.censi6 loi PE Nielson ,pet 
t.-CFflW 74 

SMiTm D M Ph/iadoiphua Efecinc Co 89/09/ 14 Document Control Branch (OoCumonl 
Corii:4Dodi> 2pp 51351 343 51351 349 

8910200099 Partal rospor’^ to FQlA requesf App A records enci A dvaHablO in 
PDH App 9 records partaJty wrtrhc'd pel FOlA E*ompl ons 5 & 6) App C reco/ds fo 
w‘*jv»©l'3 (ref f O'A Enemp'jfi^.s 5 & 71 

GR wScEf.OH Ornvor> oi Freedom of Inlormahon A Pubiicabona Services (Post 
8302051 69/10/16 JONES.NK Shaw. Pittman. Potts A Trowbndge 7pp 51542 15 V 
51542 206 


-8801040485 Submrts interim msp repi on toc.l.ty Operator reh a b.litai'On Iraarg pro- 
gr^ on 6rW2l 25P».>rpose ol msp tnc’uded observation ot ‘People-Tha Foundation 
c» t nceltonce, ' Ira-Oing program A interviews w/oporatora 

F£RSESS^y JJ Human Factors Assessmani Branch 87/12/29 KANEWF NflC- 
t*o OeiaiieO At»'l»atjon Crven 13pp 51542 207-51542 219. 

'• 0"= 

tmdfirvgs ol Otc of lovosygations Ropl 1B7.003S1 ind caio 
appropnato re w^awontivebos^ pioblem & rnm 

Ofc ol Enlorcemoni (Post 670413) 89/04/03 RU^5Fti w/t PaAmn 
1 OfCcftheOrrecfor IIOpp 51542 220 5iS42.339 ® ”^^ 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION. UNIT 3 

F. Seoirtty. medtcM. tnwgenty A tire proteeWon plans 

^ a 50278/69. 

Inc Co ?pp 5^?65 89/09/25 MCNElLL.C A. Philadalphla Elo 

noted Ma;« violdlior 

51365 2^ ’• O' Oireacl 69mth. lOpp. 51365 19 


-8910110066 Environ asaossmonl & iimbnii ol no Blgnltu fini unpnvl 
posed amends lo Uconao QPn-44 A DPR-SO. rrrvlb'njl 1 r?<Ji >»[ir»r n (rt 
tionol addi irnnstormor lo Bupp.y ollaito powor to alniiiin 
OUTLER.W /'reject arueforoto 1-2 60/00/10. 4/jfi fi1l>;>0 i:)^ 5lf»:^n I 

8910050286 Forwarda SHR eupporling ufid ol FFlCWSriiy fuiil pnifo-nr 
ac/ibed in Top-eef Ropl PElJo FMS OOO. "Slondy-Slnln I uul r'C'ifo.'ri 
Ropl." Adr)1 appl carons of sub) codo fOrjirifO NIK*, rovlow ft miiaovnl 
MARTIN.RE. fed Oifodorato t-2. (10/00/21. UUNCU A fTt'ru 
Co.3pp 51430 006-51430.076. 

-6909270195 Topical Ropl ovoiirotion ol REI*0 I MS Oiy.l. • Rmnily I'linii 
anco Moihorta nopt.*' Rcpi nccopUiblo (oi ruf in ovalimt'on <it iiliii>l ni t 
analyses m suppcM of rolood liconainn 

• Dlhce ol Nuclear Roaclor nonulal'on. I)irrjr:t()r (I’OM fl/U4lj^ l 
51430 071-51430.076. 


8909280096 Goriorfc Lir 69-20 Ip nil fuoJ cycio HcoriaiJoa fXihriOfiSi'i^j. un 
ing lormula qi/onlrtos ol SSNM ro prntoclud nfon )or»g-lorrn liciinct 
end 

MCCORKLE.G-W. Divs'sion pi Snfogunrda A TrnnsporinliPii (f'osi fl/O-l 
Consol-ddled Edison Co of Now York. Inc. 1 3pp. 51fi3 J It)*/- ft 1 53 ill/ 

8910060042 Forwards Amends 1-16 A 161 lo Liconsoa lim 44 ft IffU- 
A safety evafuatlon.Amend cinrilios TocJi Spnea for cornprirurnlo rd rrj 
)ng sys & aliernaio ECCS sya compononl loshnn. 

MARTiN.n.e Projoci OUOdOTftlo 1-2 (J3/00/2r llUN(il-n.<.1 A. RlvlO' 
Co. 6pp 51430.001-51430.031 

-6910050046 Amends 148 & 151 lo liConaoB D)*fV44 ft IlPn-50,cl.ir( 
compenonia ot conlainmoni cookny ays & Rliornnio i:t.v<ntHVf\nbi 
monts upon inoporabi.'ily ol dIosoJ gunoreior 

BUTLEH.W.R PrOjCCI Diroctoraio 1-2 60/09/27. 20pp. GMJOOOfl 014: 

Safety ovafuailon aupporhna Antotida 146 ft Uit Ui IIcgp 
ppR.se.respectively. 

1 Nuclear Roocior Roguiniion. Oiroetpr (Post ii/o^il)- i 

51430 026-5 1430 .031. 


8910050112 Fonvofds sumrnary of lasuoa ro vonflcaifon pi Runlity of ( 
poiipimed lor mods at tnc'lily. Mode cover aulonmlic depro: 
Ol . lY n irogon eccumuialor ft avc waior (Upo ieplflconii>nl 
eUTLER.^ R Project Difoctoraie U2. 60/09/27. M(^NElL.L.c: A PM:a 

Co 8pp. 51415.302.51415 307. 


8910060126 Forwards Amende 140 ft 162 to Llconsoa OPH 44 ft OCR 
ft salary evaluation Amends rofloci insia'lation of mldl iranafofrnnr (air 

ftiirvrklsj rkUbliA ^ ^ 


'0 alation. 

Olfecloraio \ 2 89/10/02. MUNGEn.O A- Rlnl 


martin__ 

Co. 3pp. 51433 334.51433:353, 


149 ft 152 to Liconsoa OPn-44 ft DPn*&Q.fospc 
lion ^ ^ franslormer (alar top Uanstormor 343) lo supply olli 

BUTlER.W R. Project Diroctoralo 1-2. 09/10/02 14pp. 61403 337-51- 


Ibs Supporting Amends 140 ft 152 lo Uc 


DPR.56, r 0 soec ll vel y7 

^ Rocuiatton, Diroclor {Post 07041 1J 


Olives 

51433:351-51433 353. 


jlonlifll fOf ircraaaod rout lOrtds & futioJf (l 0 |Hli ai I consocJ nucloar 

^wfir Dlanis Uuu 10 lOCOfil In f'WP rnlo/ln Svc hilt unCi 

inTLOWJG Ashoolalu l>iM>Uoi foi IWMO/fcy Ci>m.o»Wai- 

j fdisoo Co 0 l Now York. Iiic 3Up|) f»l«2I'aaO 0101?;? 100. 


t^speclfon roporla. IE Dullotlris & cotrespondottce 

9010330 NRC liifo Notico 00 OOG, ‘ Potonlml lot StfOHH CaffOfjkin CfncKiin) m Sloani 
D/iomlor TuUo Pings Suppllml l>y n8VV-*’ Svi: lisl und 

3SSI C b* tl vision f)t Of>(‘rntionrtl [ivoriia AQ60&fiimjiU (Pi>a1 0/0411) n9/t)il/0B 
5nsol'dQin() Cd ‘.on Co of Now Yoik. Inc IQOpp. 20ft 

90602B4 NPC Info Nol'co 00 OfiO, ‘Q^/.ililicrthon llfu of -SolonosJ Volvca " Svc liSl 
icf 

DSSICF. U.v&ion o1 Opomiional I'vcnifi AFi'^tntSihoiU (Posl Oft/OO/ll 

Dnsold-nlod Gd son Co olNowVofkJnc lODiip OUIj 5i:i:i7 lUO 

9290221 Notf'CUt nrt ol .Slgnf:rnri1 I iconsoo Moull/i(j 00 14:1 w/ulil on OOQOIO h 
jHq.PA ro SALF’. 

i^ERflGlN L T flcjQon I. dfc of tliu l)if«>t:tor. fiO/00/ I2 Mugloii I, Oin ol lh«i f) fiic 
r 2pp 6ia{i2-in3-5n&2.lH4 

9200010 NflC Irdo NoHcO HO OftI). "l:vnlirii1l(Fn of Instinn^inl SntpoinlQ louring 
odB.” Svc I 91 OMCl 

5sS1,Cn, Orv-slon ol OpoirtVional Cvnnift U7C4n) flft/ftft/2fv 

jnsolldfllcci Edison Co of Now York, Inc: lUOfiji f*i:i:i7 200 fi 

>02020-0 Forwardn nofllofl lumn Bnfoly ln?.j» lUiplf* n0 27//ni> 2<) & 5O 270/FJ0 20 
I Q00730 0002 No violoiiona OdtaiJ 

\NE W r Roglon 1, Oft: of Hiu DifodOf HiJ/on/2S Mt.Nin ) .C- A PfiimdoljJliln l;luc 
C Co. 2j)p 5i;i0f»: 100 01305 201). 

10020216 Insp f^U[Jl9 60 27//0f)-2O & fit) ?7A/flO 20 on <ll)t>7:u) O002.No v.dollon!! 
dod Mo;nr ureas Inspucknf ontilln rogtj'nr, bacKnhitl insp (2.10 li Unil 2j:ir> h Un 1 3) 
Qccosablo [>or lions of Unil 2 8 3.0f>errtt'tMriil i.nlr^ly & Bocurily. 

DGRFLEIN.LT. Ftooion 1. Ofc nf 1h« Diiocldr. Ill)/1i!)/? I, lt)|>p. 61305 lUl- 
1305.209 

> 2 & 02&2 N1\C lufo Ni»l'.r.o flO-ftflft. "loso of Nuamal Wan)*u Cftoaoti by Cftutmol ilox 
3 w *’ Svc I 9t nncl. 

DSSICn. Div. 9 lviri ol OpnfUtinnnl (ivonlrt Anmiusunnil (J'onl 0/1)411) M'J/0J/2U 
jnBo'itInludCdnoJiCo nlNdWYCFfk. Inc. lOftjjp 51!i3 I 0«1-5t53l , lt«l 

) 100143 rotwudls SnloLy inr.ji nnjjts 60 2///ai) 21 A 50 2/ft/nft 21 on OOUllOl No 
:)l0tions nutod Insn concluduil Ninl linpiovtiiridritn In rnd:o*oolrnl lonlro'B prciprimi 
ivo hoon hlow Atfrl) rngl uUdniiun to proyinmi warcantuil 

■ULAMY.nit flodlon 1. OIC of Uid D-fciilof fl1)/()l)/;>i). MCNl IIUCA hi ludnlpM-i 
OCOicCo ?(:p 51450 100 51450 11)2 

10100144 lnfi|) Fld(>1o 50 27//a0?1 8 50 2/«/F)l) 21 <m It!)mi2« 0901 No vot.illoriii 
>!od.MQlor nrocB inopucux) .& Fnljutirivj, ort|.ini/iilon A Moiling cnd'Ol on work 

)/mll8.nunn(fonorl roilwnsio sya A nuiMinn 

ilAQOLIN.T-. -mOMAS.W, (‘ASCIAK.W lUxplwi C (lie M Uu» lUcodm Oti/OU/2/ 
)p BM50.100 5145(1 102. 

}1 10039 b'N n/ 020A on OOlOUii.NFlC irilondu in lo^wd tir iti uhl lo lrrjiil.'>n(o nimdro 
enls of order isstJtxJ on O/tMSi Imouil on ipci that nil < ondit'oun ol oidiir Imvci ijoon 
ol & sioll sniialioil w/llcnnsou nnrloinmnr o 

JEMMAN.J. LlCtJf-HMAN.J. Ofc iM finlo/cdmnnl (f»or.t «/04i:)> 1)9/10/0? Ip 
1 407; 000-51407 0110 

904039I NFIC Info Nollco flOO/O, ‘ PotSiUlo lnilii:r)l.i)iia of M flfu(»fOSonidil VcJndor 
oddcis " Svc 1-81 nncl. 

OSSl.O.E Divison ul OnornllonnI [*von(B Afisuutirnuni (F^osl 0/0411). 00/ 10/ II 
ensolldalod Ildison Co. of Now York. Inc lODpp 515:11:1 lO 5 l!i3 1 220 

D 100041 Ai.(vIso 6 ol rjCftudviUKl (or OOlO?’i lo dscim Uoft’lh physics & 

nornonev proparndnosa progrpm ovoifildlila In SALf*. 

EtWIG.D.n. Phradofphin I'.locinc Co. 00/10/11 Dncumoni Conirol Urnncli (l)o-cu 
onl Control Desk). Ip 61650 050 51550 000 

020009^ f^nrUal cosponso to 101 A fotiuosl A rucurdB oncl A avallnblo m 
DR App (9 focordB parllrilly wilhliold (rul POIA ExoinplIonB h A 0) App C rocord!) to- 
lly wllhliold (fol rOJA Exomplions 6 A /) 

fllWSL6Y.D.>l. D.vison ol Froo<Jom of Informnkon & F^ublcftlions SorvicoB (F'oat 
)0205) QO/lO/tO- JONCS.N K. Show, nmmnn. F>oMa 8 TrowUridgo 7pp 51542.161- 
1543.014 

01040406 SnhmilB rnlanm irrop cop I on fncliiiy opor«itof rolmlilitnlion ifo.ning pro 
’am on 0/0021.20 Puffioao ol map Includod oljsorvnlion of ' Pooplo-Tho Fonndnhon 
' f’fCdilonco; ’ UafMcxQ A IMocviowa w/opocaloca 

ERSENSKYJ.J. Human f^clors ABsosamonl Hronch. 07/12/20 KANE.WF. NRC • 
0 OoimloJ AFlinmion Given I3pp 61642.207.51542 210 

'10200103 Forwards list of oscaifllod enforcomonl nchons for Units 2 A 3 from Apr 
A,\ ordot.nolatod into one). 

AULO.HM Region 1, Ofc of Uio OIrocior. 07/04/00 KANb.WF. ftoglon 1, OfC ol 
10 Di/oclor. 37pp 6 1542; 160-5 1642. 1U4 

10200104 Forwards Boif oxpionaiory memo ro Inciiity inveBligeiiori.for mfo.Roislod 
10 one) 

ICGOLOF^ICK.J 0 Plinadolphlfl Dlocmc Co 07/05/20. MULlEY NRG • No DeloHorl 
Ifihation Given. I2pp 51542 105-51542 200 


Irndgud Blinulil plart to ornvu si silo 1 h boforo 1 hi sF^dt watcb for a.lo access process 

c8v/rilV.L.O J. Bonlon V, Ofu ot \lio OrOC.tOT. 07/03/27 MUfU.EYJ.C.. KANE.W.. 
WAFITiN.T NFIC • No noinllerl Alfiliniion Olvon 2pp. 51 543;012-6154:J OM 

6010130014 NflC Info Notico (19 071. ■Dlvo/slon of RUR Pu rnp Soal Cooling Wslor 
Flow Ouring FlocircijJation Opofol-on FoMowIrig LOCA.'* Svc list onci 
flOSSl.C (? Oivlson of Oporollonal ITvtinls Asstraswont -(Posi 070411} 00/10/10 
Consol dflioci I'tfiaonCo of Now York. Inc l07pp, 51531 227.5)631 333. 


R. Periodic operstlng roporla & rofatud corroe ponds nee 

8010260205 Monti ily opnruilng ropts for Sopl 1000 for l^oac)i Holtor-n Uniin 2 & 3.W/ 
891013 Ur 

IIAHON.MJ. SMFTFI.DM Pbilarin'phio Efoctrlc Co 09/00/30 Hpp 5 102fl;(}6tJ- 
51020 072 


8. RoportatHo occurrences, LERs A retotod correepondonco 

Q010020273 l.l-IR OO OOP-OOon 80002 O.roncior vosunl lo ‘o lo lovul s giuil genoraiud rii' 
aiilimg in Unit 2 FIHH pump (j.p signal Cuiisod by con‘b nution of (lorRonnol onor A 
{logtAdeil er|ufprtiunl Trip alarms clonrod A isoInt-Qir valve replncod W/D9002? Itr. 
CUlHnF.T.E , UMiTH.nM Phllailolplim Etocinc Co 00/OF)/20 4pfj 61302 294- 

5i:ift2 ?!>/ 

9010100163 LL-Fl 89 003 00. on OOOOOO.stfbsdOucrtl oyB waikilown A analysts rovoulod 
ihui ns fOiirvI cnnligurolion woiilil rof.u't In piping Hires sen ndjacnni to vu voe oxcoed 
inn Code finlie.Causuif by do sign A in&ial.atior> oiror W/GOiOCO Hr 
cniemiM G . smitm.dm n I'ndi/phift Etocme co. oo/io/oo 4(ip 51513103 . 

51513 105 


V. OpOfftlor CxamlnMlopft 

0000200010 RdduiiBls lo/minAlloii of reactor oj/onidir Itconsu lor f>E NIalsori.por 
1 01 ;l 1150.74 

SMiTII.DM I'hilado'pfifl Eliu-lrlc Co. 89/09/14. Docnrronl Conirol Hrarab (Ooenmont 
Canlrol Dnsk) 2|ip (11351.348 61 351;34U. 

6010200000 l*urt'al rusponso to FOIA romioot /h>|i A records (inci A nvaliabio In 
fU)ri App t) roCiirds nnrllnly wilhliokJ Irol FOIA Lxorvptlor^s 5 A 0) Aj)|> rocorda lo 
taVy waixFeUl (tut FOIA r.K<;irpVoiw 6 A ?) 

GMlMSLFY.f) Jl. Ov.slon of FmoJorn of Jiilornintior* A I'ublcaimns Sui\coa (Peat 
ll9l)?or)) 60/10/10 JONL'S.NK Wmw, IMUnnn, f’otls A Trowb/ldgo ?pp. 51642.161- 
51542 200. 

•.8801040485 liubmilb Inidnm Imp JOpl on Incriily uporAlot TOl'inUUnllon Irunlng pro- 
gram on (1/602 I 25(’urp090 of Insp Incbaltui olisorvallon ol *'f’doplo-1 lio FoiincJaiion 
ol r»icuronr»»,’“ tfnl'’.lnrt program A Inlerviowu vv/oporntors 

PEHSEN8KV.J J Human I rtClora AssoG&mont (Poach (17/1P/20. KANF.W f^ NflC « 
No Moialod Airr'ioimnU.vcn lOpp 61542207-51G42;2ll). 

-0010200103 rorwards list ul oscaiatod uriforcomunt oelions for Orbits 2 A 3 from A[>r 
1081 unM 8/0331 orclor.Hol!llnJ info oriel. 

GAlLO.riM. flpgon 1. Ofc of llio Uiroclor. 67/04/Cfl. KANl^lN.F. Region 1 . Ofc of 
HxoUtroclor 3rpp 61642 KrA 61542 194 

-.0010200113 AcIvIqos ihiil indngs of Ofc of InvoMignllons Ropl 1 0/ 003S1 indento 
tfhU rio furifior enrorcemcinl o-ction apnroprlulo ru Ii‘ullonlivono89 p.^oUlom A rngt 
knowtodnu or Irivolvornofit m probloni Roi<i{o<l Info oncI 

LUUlUHMAM.O Ole ol miotcemehl (Poal 070413). 63/04/03. RUSSCILV/.T R agio A 
I . Ofc of ihu O recto.' 1 1Dpp 5 1 542:220-6 1 54 2.330 


DOCKET 60.280 SURRY POWER STATION. UNIT I 


F. Sscurlty. niorffcal, amergenoy & flro prolecllon plans 

8001240348 Forwards irrsp TIupV^ 50.260/fta f>Q & 00-26 WCft-06 or> ftQl2l2-1C.No vio- 
lations or (foviohons noted 

CLiNG.Wb Rofllon 2. Ofc of iho Oroclor 89/01/13 CARTWRlGUr.W R. Virginia 
f’owor (Virgnla Gloctnc A l^owor Co) 2pp 01300 204-5 13 0(3; 2 00. 

..8001240356 Rarllo'ly wiltinold Insp Ropls 60 200/00 50 A 50 201/08-50 on 801212.10 
{fol l0Cr.n 2. 700(d) a 73 2 I) no violations or dovintoriB noted Ma;or areas 
inapoctod physical security pmofom.ingi Bupport.ploria.audiis.borrlors A oasossmont. 
TOO ! N, W J. Roo'on 2. ore of ifto Director 6{)/0l/11. ip 51360 208 5 1380 200. 

09101 10217 ForwordB SALP Ropts 60-200/ao.lQ A 60-261/69.10 for May 1080 - Juno 
1060. 

GONLTER.S.D. nogion 2. Ofc ol tHo D.reolor. 89/09/22. STEWART.W.l. Virginia 
Powroi (Vitg.nla Eloctrlc A Power Co) 4pp. 61474:0 16-51474 055 

-89 10 1 10225 SAL(> Ropts 50.20U/6910 A 50.21)1/89-10 (or Mny 1006 - Juno 1090. 
* RoQlon 2, Ofc ol Iho DIroclor. 00/09/22. 30pp. 51474 020-5 M74 055 

8010200222 Forwards eummary of 690005 moatng w/uM in Roglon II ofc ro program 
dosigriod lo on banco omorgoncy proparoilnoss Usl ol ailondeos A haiidoul also end 
STOHR.JF^ RO0'<ifi Ofc ol Ifio DIroclor 80/09/20 STEWART.VV.L. Virginio Powor 
(Virgioio Eleclflc A Power Co.). lOpp. 5 1670-224- 5 lb 7 0 23 3. 


52 DOCKETED tTEMS 


691012018& F-or\%af(?s Hov ?4 lo secuMy prog-am Bov iv.:f-hBld Iref lOCFR/3 21) 
ST£WART.WL Vi'^na Power <Vi‘yrid Dec^ic S Power Co], fl9M0/C6 OocurtiBol 
Convo? Branch (OocL-mer:! Conrro.' Deskj ip 5i 53? 038 5 1 53/ 0J8 

8910280220 Ccnfi/ms esiOOti lelcon re mgi rreeting 5Chedj'ocl for 691011 m Fleg-cn II 
c^c ro discuss omergon^ p'oparedr-ebS plants 

PEVES.L A. 2. Qfc the O/ector 69/lO/fO STEWABT.W.t. V»rg»'-»a Pov/or 

(V.rgirja E'eciric A Powof Co ) 2pp 51565 204 51 5S6 205. 


P. Operating license stage documents & correspondence 

89 10020213 Forwards resu'’s of analys-s of I'acid samples spikod w? radoruic-'ujea 
STEWABr.Wl. V.rgi.TS Pcw£r (Virgin a Elocinc 8 Power Col 89/09/15 
COLLUJS.O W. Bogion 2. Otc of ih© Direcic 3pp 5l36S 34? 61355 044 

8909280066 Nol-ticaion of 891002 rroofog w/oti| -n Hockvlfa.MO lo d-scuss slatus 0 l 
1 car^s^ra actons 

l3L'CKtEy,0C Pro.oci C.'GC’ora*© 11-2 89/09/21 OfRKQW.HN Prc;eci Crecfcraie 
ir-2. 3pp 51350 034 51350.036 

8910040322 Conrirms 8006 M to'coo re arrangeT.enls tor m;|t rrootrg on 690926 >0 
Ailania.OA lo d-scuss dos.gn basis docLmenia' o-i program 

HEVES.L A. Region 2, O'c of l.hp D recto' 8Q/C9/21. STtWART^VL Vi'gir-ia Power 
(Virg.n.a E'ectnc & Power Col 3pp 51456 lG8 51436:170 


6909010338 WRC Into Notice fl9*065, "Potonlial (Of Stress Corrosion Cracti no m S’ef.’i 
Generator Tube Pags SiippHOcl Dy 6 &W ’ Svc l-sl ervcl 

flOSSl.C E 0 . VIS on cf Opera iiona? Events Assessment (Post 870411). B9/03,'a^ 
Conso -dated Edison Co 01 New YorV, trc lOOpp 51349 1 DO-51 349 208 

8909060264 NRC Into Notice 89 066. Cua'iticeiion Lite ol So-'anoid Vatvos ' isl 
encl 

ROSS?,CE Division ol Opoiahonal Events Assoftsmeni (Post 8704(1). 89 /Q 9/11 
Consolidated Ed. son Go or New York Inc. lOSpp 51337. 095-51337. 109 

8910020051 Confirms 890905 telcon r© mgt mooting sctxoduied (cr 891Q04 at S^lo l> 
diScuSS resells of SALP for May 1908 ■ o'uno 1989. 

EBNETER.SO. Region 2 , OJc of the O.recioT 89/09/10 STEWAHT.W.l VitL-ma 
Power (V.rgnia EloClnc & Power Co ) 2pp 5 13G5 139 51365.140, 

8910040310 Ack rocoTl Ol 89C923 responso lo deviations noted m Insp Tlupls 50 -231)/ 
88-3? & 50 28 1/88 32 Examp'os of Doviahons A A B will bo doloied from tocor«Js 
REYES.LA Regon 2. Ofr OMho D.f 0 cior 09/09/22 STFWART.WL Viroh af'aww 
(Vifgin-a Eloch c & Power Co). 2pp bt436 20O-5U36 2 BV 

8910110217 forwards SALP Repls 50-280/09' 16 & 50-281/69 16 lor May 1988 . j--r»e 
1980 

EONETEH.SO Region 2 , Otc of Ihe D-rocior. 69/09/22 STEWART.Wl Vifoai 
Power (Virg na Electric & Power Co.) 4pp 5 14 74.0 16-51 474.055 


8909280098 Generic L(r 89 20 lo all tnol cycle 'icensQes possess-ng. using cr process 
ing formu'Q quanii!!es of SSNM re prolecteo area long ro'oi houseKeepi-'g Svc i-sl 
end 

MCCOHHIE.GW Div.s on of Safogi/aids 8 Tfa.n5pcftafio.i (Posi 070413) 09/09/26 
Consol daiDd Ed son Co of Now Vo.-!*. Irc I3pp 5l531.l07-Sl53l 1 17 

8910060180 Pfovdes supplorreate! rospoiso lo Gor.e/iC Lir 08 1 7. “Loss cf DHR ’ 
New com^ei'cn date tor revtew/upgiade ol procedures is 910331 
STEWARi.WL Virgi.n a Power (VToi.-i.a Eleclr.c & Power Co.) 69/09/29 Occi;menC 
Conifol Branch iDociimont Co.nVcl Desk) 2pp 51452-290 51452 291 

8910130114 ferwardd Amends l34 to L -censes OPR 32 8 CPa-37 A satety 
ovalyai.on Arr.onis grant .ntonm approval ol changes ID laci'nale mods lo SvC WOlor 

^UC^LEY.BC P/Oject Oirectoraie II 2 89/10/05 STEWART.WL Vrgina Power (Vir- 
gin a E'ectnc & Powei Co ) 3fp 51505:128 51505 1 -10 

-“091010011? Arronds 134 to L'conses OPn'32 A QPR-3?,/Ospeciiv©ly. granting inlonm 
approval of changes to fac Uaie merts lo sve waier pip ngai plant 
0ERKOW.HN PfC'CCi Di-'eclOf ale f. '-2 89/10/05 7pp 51505.131-51535 137. 

“8910130118 Sa'Dly ovarvai.Dn suppemng Amends i34 to Licenses OPR- 32 A DPR. 
37,rospecfive.'y 

' OUico of f^uctear RcBCior Rcgj'aion. n*iec'.or fPosi 870411) 89/ 10/05 3pp 
5 1505: 1 36' 5 1 505- MO 


“8910110226 SALP Ftopia 50'2eO/89 16 A 50 281/89 16 for May 1909 - Juro *9S? 

' Rego.n 2. Ofc of me O recior, 89/09/22. 36pp. 51474 020-514 74 055 

8909200010 NRC Info Noi ca 89 068. "Evaluat'on of instrument Seiponis 0u'if»g 
Mods " Sve l.si end 

RQSSi.C.t. O.visicti of Cperanonai Evenia Assesamern LPosi 870411) 09rO9/i5. 
Co, nso^dafCd Edison Co of Now York. Inc. I06pp. 51337.200-51337 304 

8910100055 Fcrwatds insp Repis 50 2G0/B9 24 A 50-261/89-24 on 8907300902 A 
novco ol v.'olai'on Entorcemont conteronce to discuss v.-olations re high rodat'cn .iroa 
access contro'S scheduled lor 691017. 

EBNETEfl.S 0 Regor^ 2, Qfc o( ihe Ouocior. QQ/09i'26 STEWART.WL Vvuna 
Power (V rg.n a Eiecirlc A Power Co ). 3pp. 51457 239 51457 267. 

“8910100060 Notice o( ve!al-on from map on 600? 30-0902 VioiaOona roted.lelimo U> 
comply w/requ romenis of Tech Spec 3 0.i A procodure for testing of co'^pc'c'f^ 
noi ro.lowod o.n 660601 

EBNETER.SO Heg-on 2, Ofc of me Director 89/09/20 2pp 51407 242-51457243 

“0910100061 Insp Bepts 50 260/89-24 A 50-261/89-24 on 690730-0902. V-oJalieM 
noiedMalof areas inspected plant operations, ma-n l. surveillance .LER review A 
up on .nspeciof idem /led hems. 

HOLLANO.W.E.. YORK.JW. NlCHOLSON.L.E. Region 2. Otc of the Director 69/00/ 
27 24pp 51467 244-51467 267. 


8910170225 Appl.caiion for a.r.orda fo Liconsos DPR -32 A DPR 3?.ctvc:i5-<\9 Tech 
Specs to replace po-nfor) of contfoi rod drop ti.mo frequency requirome.Tt asscc-arod 
vr /bleach of HCS imegnt^ 

SrFWART.W L V^rgm-a Power (Virgirie E'octnc A Power Co)- 89/10/12 Oocu-noni 
Cor>trol Branch (Oocupionl Conircl Desk). 3pp 5f53/:l06-51537;l 13 


6910230002 Noiihcel'Or> 0 ) ontorcomonl co-iloronco mooting w/ulil on BDIOI? 
Ailanla.GA to d.scuss ma.ni rofatod correct-ve actron problems A also ran stion area 
access control problems. 

FREDRICKSON .P. fleaoit 2. Ofc ol Iho D.i octet- 09/09/28 BoQ.on 2, Ole of '.rn 0.- 
rocto.' Ip 51560.23-1-51500 234. 


“0910170228 Proposed Tech Spocs.rcpMcirg pori-on of control rod drop li.me tost tro- 
cjuency reqj romeni assoctaied w/RCS Ihlogniv. 

* Virginia Power (V.rgir.ia Etectric A Power Co ) 69/10/12. 5po 51537.1CQ 5l537 1 13 

9918209163 Summary ol 891002 rreolir-g w/irtil m RocW.lto.MD re sialus ol 'icen$)ng 
actions during Fvao.Addi moot ng proposed for 891004 lo discuss pasi outage -related 
c-ommilrridni itoms deferred for imp'ornentaticridi/f-ng next refuel ng outage 
OUCKLtV.B.C Prcloci OiiectoieiG tl.2 69/10/16. PfoiQcL Diccioiate 11-2 23&o 
61576 339-51576.361 


8910230140 Responds to 8G0623 roqje^r for eddi -nlo fO review of simulalor cetMica- 
Uon pack^e. 

STE?(AH1Tw.L. Virginia Perwer LVit^n^a E'oehit. A Power Co). 89/10/16 Oocumeni 
ConVol Branch (Oocu.tio.'iI Coeiro? Desk) 13pp 61578 022-51578 034 

99t0t6Q25Q Generic Hr 80 21 ID nil holders of OLs A (^Ps lor rwe'ear po-wet loactors 
concorn ng roquosi for info ro sialus of imp'emamation of LtSf require fronts Svc hsl 
enct 

PARTiOwj.G Associate Director for Proiocts (Post 870411) fl9/i0/l9 Cot\aol.dai* 
cd Edison Co. of Now York. Inc. 60pp. 51622 009 51622.068 

8910160273 Geno/lc Llr 69-22 to all ticenseos of operafirg reactors A hofdofs of CPs re 
polenhal lor mcroased roof loads A plant area flood runoff depth ei Lconsod nuclear 
pQwei pUois duo 10 fecenuhartgo m PMP cniena Sve l.<>i onci 
PABTlOW.jG- Associate D.‘recior fer Projocis (Post 670411). 89/10/19 Consoidai- 
cd Edison Co of New York, fne 39pp 51622.069-51622 106 


89102603 TO Forwards Rev 0 10 NE-751 "Surry Unit 1 CycTe lO-A Startup Pnysics Tests 
Rftpi" Outmg Cycle lO.luel la lure in-core 'nOcalod A during m‘d cycle luet msp in 
Sept I066.sinq'e failed fuel assomb'y located A rop:aced 

STEWAnr.Wl Virginia Power (Virn nip Elecfnc A Power Co). 69/10/19 Occumont 
CohUOl Blanch (Document Cor.iiol Do^k) ip. 51624016-51024 077 


“8&10260311 Rev 0 lo NE-V51. "Surry Unit 1 Cycle 10 A Startup Physics Tests flepi.'* 
PlEnCF.N S, TRACE .0 A.. O7lA0OS7,O. Vug'n>a Power (Virginia GtecU-c A Power 
Co ). NE-751 ROO. 89/10/31. 60pp 51624 017-51624 077 


0. inapectlort reports, IE Bulletins A correspondence 


B910230004 Confums 09091 5 letcoh ro ohlorcomonl conforor>ce scheduled cn 89l0l7 
to discuss prob'oms w/rad ai'on area access control A also probfoms w/conocuo 
action lor rraint rolalod vJo'otio/is Proposed meoii.ng egonda onef. 

ERNErEH.SO Regon 2. Ofc ot ihe Oueefot 80/09/20 STEWART ,W.L V-'^na 
Power (Virgh-a Elccinc A Power Co ) 3pp. 51500 235 51560 237 

80O02S62S2 NRC ihfo Noice 09-869. "loss ol Thermal Maioih Caused by Cnanno'. Ben 
Bow.” Svc I si onel. 

ROSSl.CE Division of Operaiiooaf Events Assessmoni (Post 8704 11 ). BD/09/23 
Corisol-daied Edison Co.of New York. Inc. iG6pp 5153i;OOt-5l53l:lO0. 

8910120057 Responds lo N.RC Bijllei'n eS-OlO A SuppI f, “Nonconform rg Wo'dcd 
Case Circuil 0foakqfs " 

ST6WART.W.L Virginia Power (Virgin'S Electric A Powor Co.). 09/09/29 OocuTOni 
Corrttof Branch (Oocument Control Desk) 13pp. 5 M06 262-51480.294. 

8910060017 Forwards safely evo.'ustion ro IE Bui’leiin 80- Tl, “Masonry wall Dosg*’" 
Walls found to be accopiabio. 

QUCKLEy.B.C PfOiecl Directorate fl-2 60/10/02 STEWART.W L Vergnia Powor (Vir- 
g-nfa Elociric A Power Co). ?pp. 5M3B.056 51438 062 

“8910060019 Safely Eva'ualion re l£ Bulieiin 60-11. "Masonry Wall Design “ Wsl.s 
found accop!ab.'o. 

• Oltxe of Nue'ear Reacior Regulation, Dirccior (Post 870411) 69/10/02 3f.p. 
51438 060 51438 062. 

0910110134 Responds 10 NRC 890901 ur ro violalions noted in insp Hepls 50 260,^09- 
21 A 50 28 1/89-21. Corrective actions insirumenf technician devofopmenl tranirg pro 
gram rov.'sed 10 include instructions on use of groundod/ungrounded tost equ'pmen* 
STEWARI.WL Vwginia Powei (Vitgiriia Efecitic A Powor Co). 69/10/02 
Coniroi Branch (Document Conircl Desk). 6pp. 51476 016-5 1476 022 

001028002? fowafds Insp Ropis 50-260/00-27 A 50-201 /09-27.NO vloialiDhS or 
ations noted. 

STOHR.jp. Reg on 2. OfC of (he Diiocior. 89/10/10. STEWART.W L. Virg-ma Power 
(Virginia Elecir-c A Power Co ). 3pp. 51626.073-61626.000- 


8901240349 For^rards Insp Repls 50-280/89-50 A 50-261/06 50 ctx 881212-16 No vio 
fotiuns or deviations noted. 

CLIN£.V(-C. Re^on 2. Olc ot me DJeclor, 69/01/13. CARTWRIGHT WR Virginia 
Power (Vlrgir'la tlecWc A Power Co). 2pp 51360.294-51368 206 


“8910260029 tnsp Repls 50-260/89 27 A 50-281/89-27 on 89091 1- IS.MaJO.' areas 
uTSpocted.revlew of (icensoo ted'aVon protocivon program indudiog foUowup on p'ov.- 
ously Identified inspector loHowup Horns. 

SHORT RIDGE, n.B.. POTTER. JF. Region 2, Ofc of the Director. 89/09/28 5pp 
5 1620:078.5 1028.000, 


“0901240366 Partially withheld msp Repls £0 2BO/08 50 A 00-281/88-50 on 801212- ' 
(ref 10CFH2 790(d) A 73.21) No violations or deviations noted Major aroi 
socunty program.mgt gupport.plana.audits.barriers A assessment. 
TOBIN, W-J. Reg.on 2. Ofc of tho O.fecicf- 69/01/1 1 Ip 5l360 2D6-51366 296 


091OD4O381 NRC Info Notice 69 070, "Possible trrdications of Misrepresented Vendor 
Products " Sve fist enci 

ROSSf.C E. OwiBion of Oporalonal Events Assessment (Post 870411). 69/10/11 
Consol.d&l©tf Ed.son Co of New York, Inc. I09pp. 51531:1 18 51531:228 
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89101901 T9 Ack lecoipi of ifr fosponf.fg to quoslcns fo 8G091*; ou’ag© floguosK 
I fooj/ /osponso fa taquosi for add: mfo ro Insp Hopls 50-2a0'69- 16 R 50 281 /a9-16 
LOJGHAV 1 Vrrginia Co.Timcnvvoolth of 89/10/1? BUCKi r.Y.a C P.'Oiect lOroctcr* 
afoil ? ?pp, 51557 209 51557210 

0910250097 Ack ir.co pl o' 80 '00? lir in*o.*m.ng NPC of 9leps laken io co-rod v-o'aloof, 
rofeo irt insp Repla 50 200/09 2 1 & 50 ?8!/89 2l 

Rr.VES.L A WeQion 2. Ofc of Ihe DroclOf 80/10/16 STEWAMr.WL. Vtc^jn« Pqwci 
(V-'Q ina Elect- c & Powo/ Co ) 2rp 51590 357 5l SOD 358 

8910130014 MRG inlo Nc’ce 80 071, ‘D-wcrso'i ol HHR Pu'rp Seal C'cciing Water 
Fbw Cij/.ng noci/cuia'ion Oporaiicfi FoUow ag LOCA ’ 5vc (i9f onci 
ROSSI, Ct Oifwrscn o' Opciai'onai F.'rfen*?^ Asse^amoni iPos*. 070411). Q9/)OflO 
Coasol daierl EdiSO'i Co of Now York mr I07pp 51531 ?27-5lS3l 333 


R. ParJocfJc oporating reporta & related correspondence 

6910020224 Vcntr.:y op<?rH' cg ropfr. fer Aug lOBD fpr Su'ry Power SffilOn Un fs I A 
?W/e9C9l5 Ilf 

WARREN. L A STEWART.W.l V-rgna Power (Vi'gn-a Eicciric & Power Co j 89/08/ 
31 2?pp 51364.256 5nf;4.282 

8910230097 Vontn'y oporntng repis for bopi 1909 for Sutry f’owor Sinncf' Umia 1 A 
2VV/H91016 Hr. 

ARNEY.C SI EWART, W I Vi'gma Powo* (V.f<},nla Elecir c & Power Co) 89/09/30 
2?pp 51575 111-51570 13? 


S Reportable occurrences, LERs & relaiod correspondence 

S91D020276 LER 89 0?7-C0on BQOBlS.coniairvneoi gAbeous radat on mcf'ifot momon 
tanly .ncroasod abovo porm solpo rtl.ro&.iHinQ m clonuro of cof'lammunt instrun'ont a r 
con'pi'esso' vali/os Cau^iod by rcreaso m airho'ro conconiralion W/690'30B (f» 
KANSLER.M.FI Virginin Power ^Vi'ginia E'ocfn;: A Powo' Co) 00^09/08 
6136? 290 5136? 302 

G910020265 LER 89 035 03. on 590813 of:o of au>ril'aiy vontilalicr' sys fillu/ol oxbausi 
‘anft nufo'TiQl.ca ly /esiarlod af»or bong slopped Ceuaed by •mpropof landrg of provi* 
ous'y Mvod load on pio<v‘iuio rJotsonnui reins'.tod&d.W /59030ft Ut 

KANSLEn,W.n. V.fgirip Power (Vitgtio Elocir>c A Power Co). 80/09/08 4pp. 
51302 3n 51362 314 

0910040121 PNO I' 89 OOBA updoiOR bfafns ol Hurncdfur Hi,go for nuclnar fQCi'il uf* vi 
soulheasl Marring ol InCidoni Rt'S-ponso Cb by Hog on II coninuing 
VLPRELLI.D.M. Rogon 2, Oft: ol ibo D.focior 50/09/21 ?pp S14g3.3 14 51423 :M5. 

0910060129 rprwiircfs AGOH fochriicul reviow ropt ori tfobns ri roniainmont rnc fcoia- 
uo-i pumps No occiirrorvcos found lo mvoNo actual accurrulauon of dulvs wt Cjonuutu 
muni sumps Inrrrorfialu ccrrectivo Pclmns coirp'oiod 

PADOVAN.LM. Hoacior Opo/alions Analysis B'onch 00/09/29 ROSENTHAL JL 
Roactor Oiio.'a'ictis Analys s tJfarCli Ip 5 14«0 071-51409 07fi. 

*-89 100601 82 •Df.bris in Coniei;vnuiil Rocttv/ni on SufTips, " lucbrical roviow ropl. 
PADOVAN.L Office lor Analys s & EvaI.jui on ol Cporoilonol Diiln. Ditoclor B9/09/29 
5pp 51499072-51400 076 

8910120121 LER 69 030 00 nn fluCOOO.nfriufgnncv d osul ^jof'ornlo' 3 sin<U?d when con 
'ro' swilch was pincod from oxcresu lo aulo posiliort during sh-.«l('own aiiurnni Caused 
l:y l.i HI ccnsoqijonco I milmg safogunrtJa signol Procodufos revisud.W/ttDtno? Ur. 
KANSLER.MR Virginia Power {Virglnln Liuciric A Power Co) 09/10/02 5pp. 
51513061-51513.055. 


DOCKET 60 201 SURRY POWER STATION, UNIT 2 


F. Security^ medical, emergency & fire protocllon plona 

6901240349 Fo/wordS Insp Ropta 5D 280/08-50 A 50 261/88 60 on 801212- 16 N;> vio 
l3l ons or dovmlinns notdd 

CLINE .V»( E. Roo’on 2, Ole ol Iho Oitocior. 89/01/13. CAmWHlGRT.W R Virgnlo 
Pow&f (Virg n 8 L’GCif.c & Power Co ) 2pp 5 1 386 294-51360 290. 

-6901240356 F’arl-al.y withhold Insp Repia 50-260/88 50 S 50-261 /a8-50 on 061212-16 
(' 0 f l0CPn2.7D0{d) & 73 21) No violotioiiH cr doviniions noted Molor areas 

rspeciod:phyfj!cal security program, rngi st.-nport p'ans.audds.ba'riofs A ossossmoni 
TOOlN.Wd Region 2, Ofc of iho Pl/octof. OD/01/ll ip 51306 ?96- 51360 296 

8910110217 Forwards SAUP Rupis 50-280/69 16 & £0-261/60 l6 lor May 1966 Juno 
1080 

EE3NETEF1,S D. Hug on 2, Ofc of iho DreclOr 80/09/22 STEWART.WL. Virgmo 
Power (Virgin a Efcclnc & Power Co.) 4pp. 51474 016-51474 055 

-69 ID 110226 SALP Ropis 59 290/60 16 & 50-201/89-16 for MOy 1088 - Juno 1089 
• Ropion 2. Ofc cf ihoDirectcr 60/09/32. OEpp 51474 020 51474 055 

B9I0200322 Forwards summary of 6D0905 motUiny w/ulil In Region fl ofc ro p'Og'am 
dos-n'’0d lo ©nfiQnce emergorcy proparodrioss List ol attondoos S hondnui also oncl. 
STGHHJ P Reg on 2, Ofc ol ibo OTOCtof 69/00/20. STEWART ,W.l. Virginia Powot 
(Virginia F.'ociric & Powor Co) lOpP 51570 224-51576.233. 

8910120169 Fo'v/ards Rev 24 to socurily program Rov wilhhefd (ref 10CiFn73 21) 
STEWART.W.L Vl.'gnia Power (Virgnio Eloctnc & Power Co) 69/10/06 Documoril 
ConlfOl BronemDocumonI Control fjosk) ip 51537 036-51 537.036, 

8910200220 Coniirms 601006 lelcon ro mgi nieoting schodulod for 601011 m Region II 
ofc lo d scuss eniergenr^ proparodnoss plans 

REYES,L,A. Rogjon 2. Ofc of the Droctor 69/10/10 STEWART.WL Virgin a PowOr 
(Vrginia E'octnC 6 Power Co), 2pp 51566 204-51566 205 


P. Operatfrig license stago documents & correspondence 

6910029213 Forwards rosuits of ana'ysis of I'qjid samples sp.kod w/ radionuclidos 
STEWART.WL Virginia Power (Virginia ElOClnc 8 F^OwOr Co) 89/C9/15 
COLUNS,(D.M Rogion 2, Ofc of ihe Oiroctor. 3pp 51305 342-51365 344 


69O928006G Nolificahori of B01002 mooi*.“g w/ulil m Hockvi'io.Mn to d.scbtJS biaius of 

I consng aciicns 

BUCklFVQC Prcioci C recicraio lf-2 60/09/21 liERKQWHN Pro le c t U rector ato 

II 2 3pp 51350:034-51350 036. 

8910040322 Cpnli'rns 893614 telcori ro arrengemenls for mgt mooing on 690926 >0 
AKanla.GA to d-scuss design Casis doci;m&.niatian prog'am 

REYF.S.L a Reg on 2. 0‘c ol ino Director 89/09/21. STEWART.WL Vrg n.a Power 
(Vrginia Elftcir.c & Power Coj 3pp 51438 168 51436 170. 

6909300090 Genoric Ltr 89-20 to a*' luO.“ Cyc o liconsoos possessing usng or procoss- 
-og fevm-ja quar\Mos rf SSfiM <e poveciod aroa long Vettn ftOir?.oKoepir»Q Sve hat 
oncl 

MCCCRKlE.GW CiviS'Cn ol Safegjaros & Transponat'On (Post 670413) 09/09/20 
Consol da*r)d Edison Co of Now York. Inc I3pp 51531 107 51531 117. 

6910060180 Proxrides sjpplomen'al rosponso to Gonoric Lir 89-17. Loss Ol DHR " 
Now con-plehon dale for roviow/ upgrade of procedures is 910331. 

STEWART.WL Vi'gnia Power (Viroin-a Efecinc & Power Co) 69/03/29 Document 
Control Brancn (Oocumonl Corhor Oosk) 2pp 51452 290 51452 291. 

0910060021 Forwards safoly ovaljai?on re relief request from hydrostatic test require- 
ments tcIWmg valve replacen oni ai piaril Peiiof granted 

UERKOW.H N Project DirOCIcraie 11-2. 09/10/02 STEWART.WL Virginia Powor (Vir- 
gcMa Eiocvc« Power Co ) 3pp 51430 066-51438 070 

--8910060022 Safety ovaljatnn ro roiaf from hyd/ostat c test requ-remenis fcl'owmg re 
pificemoni cl valve at plant. HcLof granted 

• Off CO ol Nuclear Reactor Hogulabon. C:recior (Posi 870411) 89/10/02 2pp 
51436 009 51438 070 

0910200106 Fenvards summary of 890901 mgt meeting n Regian II ofc ro status Of 
Unit 2 fosia'l d overview of varouS mami issues. List of aileriddes & hanclOji also 
OlKl 

EBNtTFn.SO. Ffogen 2 Q'c of thu Droctor 89/10/02 STEWART.WL Virginia 
Powor (Vrgnia Elec Inc & Power Co) 23pp 51566 001-51566 023 

8910130114 Forwa'da Arron'ts 134 to Lreneos DPH-32 & nPR-37 & ealety 
nvaluat-on Amends gram ntcrim approval of changes to lac Hale mods ia sve walor 

PJfi'fUJ. 

RUCKLE Y.BC. Project D.fooioraie lf-2. 69/10/05 STEVVART.w L. V rgina Power (Vir- 
gin a Elucific & Power Co ) 3|)p 51505.120 51505 140 

-6910130117 Amorufa 134 10 Uconsos DPH-32 & DPn-37,rosp0Clively. granting niorim 
apivoval of changes to faci'itato mods to sve walor piping at plant 
nirnkOW.F'N Prcjoci Diroctoraio 1I-2 uO/lO/05. 7pp 51505.131-51505 137. 

•6910130110 Safely ovaluabon supporim;) Arnorids 134 lo licenses DPR 32 & DPR- 
37.rospec*ivoly. 

• Ofkce of Nuclear Rnaclor Rog.-laiion. Dirocior (Post 870411). 89/10/05 3pp 
51505 136 51 £05 140. 

8010170226 Appl canon for omonrts to Licenses DPfl-32 & DPR-37.chang ng Tech 
S[)ocs to re(>lace porlion of control rod drop tmu frequency requifomoni associated 
wr/broach of RC-.S Integniy 

STEWART.W.L Vrgma Power (Virgnia ElocbJC A Power Co) 60/10/12 Document 
Control Dra-ch (Oocumont Co. *rcl Desk) 3pp 51537 106 51537.1 13 

"6010170226 Preposod Toch Specs, roplac ng portion of co-.ircl /od drop liTO lost fro 
ronwomenf assoc- &lod w/RCS 'nloovly 

• Virgo a Powu' (VirgnIa E'ociric & Power Co) 69/10/12. 5pp. 51537 109 51537:1 13 

0910200133 Summary of 691002 meeling w/uM In Rockvilo.MD to status of I'censing 
act ons dur.ng FYflO AdrU meet ng groposod for 691004 lo d scuss past outage tela led 
conimiimeri iioms dofo.ued for implnmonini-on during next rofuo mg outage 
BUCKLtY.B.C Pfojoci Oi'oclorato 11-2 89/10/16. Prcjoci 0^00101410 ll-2 23np 
61570 339-515/6 361 

0910230140 Rosponrls to ODO023 requosi for add. Info ro roviow of simulator curlihca- 
t'on (inckayo. 

STEWART.WL Vrrgina Power (Vifgln.a Electric & Power Co) 89/10/16 Dccumeni 
Conirol Granch (Occunioni Ccnirol Desk). I3pp 51576 022-51570 034. 

0919160250 Generic Ltr 89-21 lo all fiolders of OLs & CPs for nuclear power reactors 
concerning roq-josi for Info ro siaius of •mplerr.oniatron of USI /egu romo.nls Sve list 
oneJ 

PARTLOW.JG Associate D.focior for Proiecis (Post 070411) 09/10/19 Consolidat- 
ed Edison Co. of New York. Ir.c 60pp 51622 009-51622 C60 

8910100273 Generic Ltr 89-22 lo bK ficenseos of operating reactors S holders of CPs ra 
potranfal lor increased roof 'oods & plant area flood runoff depth at i.eensod r.ucloar 
power plants due lo reconi change in PMP criteria Sve l si cnci 
PARTlOW.jG Assoc'olo Dirocior for Pro.ocis (Post 070411) 09/10/10. Consohdal 
or) EdbonCo ol New Yo*h, Inc 39pp 5»622.i;6O-61022 106. 


Q Inspection reports, IE Bulletins & correspondence 


8901240340 Forwards fnsp Repis 50-280/00 59 & 50-26 1/86 50 on 061212-16 No vio- 
Idbons or dovlQftons noted 

CLINE.W.E. Ron on 2, Ofc of ihB Dirocior 99/01/13 CARTWRIGHT, W R Virginia 
Power (Virginia tfeclnc & Powor Co ) 2pp 51360 294-51366 296 

"0901240356 Parlia'iy wilhhold Insp Ropts 50-260/68 50 & £0 281/60-50 on 081212-16 
(fof iOCFR2 70O(d) & 73 21) No violations or devrotions noted. Major areas 
(nspecied.physical security program.myl suppod, plans. durtils.barr.ors & assessnr.cnt 
TOBIN.WJ. Rogon2, Ofc of the 0. roc lor. 0D/O1/11. Ip. 51388 206-5 1366 290 

0909010330 NRC Info Nol'Co 69 065. "Poienilal for Stress Corrosion Crack ng in Steam 
Gonorator Tubo Plugs SuppTed by B&W " Sve l-si encl, 

ROSSI.C.E Divison of uperet.cnol Evonls AssossmonI (Post 870411). 69/09/08, 
Consofidaiod Edison Co of Now York, Inc. lOOpp 61349.100-51349:208, 


eficr 

RCSSl.CE O.v son of OperarlonaJ Evenis Assessmeni (Posi 87041 ij 99/00/11 
Consolidated Edison Co. cl Wew Vork, ire. 105pp S1037 09S-51337 19S. 

8910020051 Ccnf'cms 890305 telcon to mgt meeting scheduled for 99100^ at S^to to 
a SCU3S fasiills of SAlP for May 1986 • Jjno 1989. 

EENETeR.SO Reg.Od 2. Ofc of the D rector 89/09/18 STEWART^WL. Virgna 
PcrtQr (Virgin ‘a Efectnc & Power Co.) ?pp 51365 139*51365 140 

8910040120 AcK tecfripi Ol 890823 response to doviaviens rctod m insp Repts 50-280/ 
88 32 & 50*281/86-32 Examples of Oorriations A & 0 wiil be derolcid from records 
REYES.LA. Rflolon 2. Ofc cf the Oiroctor 89/09/22 ST£WART,WL. V.rgnia PowO/ 
(V'ffi n a Elecfnc & Power Co) 2pp 5M36 280 51430 281. 

89)0110217 Po/vvards SAUP Popls 50- 280/00* 16 & 50 281/89*16 for Way 1968 • June 
1999 

EeNETER.SO. Rodion 2. Ctc Ot Iho 0 rector 69/03/22 STEWART.V/L- Virg.nla 
Power (Vifsinia Efect/ic & Power Co) 4pp. 51474 616-51474 0 55 

>*6916110225 SALP RoptS 60*280/89 1 6 & 50 261/89-16 for May 1980 - Jurto 1969 

* Rogiori 2. Ofc of Ihe Oi'ecior, 89/09/22 36pp 51474 020 514 74.055 

8909200010 NflC Info Notice 89 058. “Eva'ualOP of Insfrumoni Setpoinis Ounng 
Mods " Swe list eaci 

noSSI.CE. division of Operatronal Events Assessmeni (Post 870411) 69/09/25 
Consolidated Ed.son Co. of Now Ycrfi, fnc l0€pp 51337 200-51337 304 

S910100055 Forwards fr^sp Repts 50-260/69*24 & 50*281/89 24 on 660739*0902 A 
not CO ot v.otation.ErdojcomGnl toriteienco lo dscuss v.o'8i«or.s re hgn radiation area 
access controls scheduled for 891017. 

EBNETER.S.O Regan 2. Ofc of the Owecio: 89/09/28 STEWART .iv.U V.tgpnla 
Power (Virginia Electric A Power Co). Opp 51457 239 51457.287. 

-8910100066 Not'ce ol violation Irom losp on 850730-0902. Violaf ons rioted fa): uro to 
comply w/rogjiromants of Tech Spec 3.0 1 & procedure for lesting pf componenis 
not (oflo‘^lr©ll o!' 890Q01. 

EBNETEH.S D Rog-on 2. Ofc of the Orreetcr. 89/09/29. 2pp 51457 242*51457 243 

-6910100061 Insp Repis 50*280/80 24 A 60-281/89*24 on 890730 0902. Vio.'di'ons 
noted. Major areas inspected plant operai>cns. ma nt.8Uirvoil'd”CO,L£n rev.ew & foi'ow* 
up on inspector tdentii ed iIbtis. 

HOllAND.W E.. YORKj W, NICHOLSON,! C Region 2, Ofc ol ihe O-rectof. 69/09/ 
27. 24pp 51457:244*51457:267. 

8910330002 Nofificatcn of enforcerront conference meeting w/utii on 891017 -n 
Atianta.GA to d-scuss rna nt related corrective action prob'ems & a'so radiation a'oa 
access control prob’ems. 

FREORICKSOn.P Reg cn 2, Ole ot the Director 69/09/28 Reg on ?, Ofc ol theOi* 
rector. Ip. 51580 234*61580.234 

8910230004 Confirms 090915 teicon re onforcemeni conference scheduled on 801017 
to discuss problems w/radianon area access coniro? & also prohlenrs w/correcLvo 
action for mpini related v.’o'ai'pns Proposed meet re agenda e.ncl. 

EQNETER.S.D Regdn 2. Ofc cf the Direcio/ 89/09/28 STCWART.WL Virgna 
Power (Virginia Electric & Power Co) Opp. 51 500 235-51 580 207. 

0909260252 NRC Info Nciice 89-069, “toss of Tl\Q.'mar Ma'gin Caused by Chaonot eox 
Oow.” Sve fist end 

ROSSI, C E Division of Ocoraional Evoms Assessment (Post 870411) 89/09/29 
Consoijdared Ecf:son Co of New York, irc- lOfpp 51531 001*51531.106. 

8910120057 Responds lo NRC Bu’ietin 00*019 & SrjjJpt 1, "Monconlotming Voided 
Case CtcuiI fireako.'g.’* 

STEWART.WL Virg'na Power (Vi.'nfnia E.'ecln'c ^ Power Col 09/09/20 Occum.ent 
Control Branch (Oocumenl Conlro: Desk). I3pp 51483 282*51408 294 

8D10069017 Forwards Safety eva’uaUo.n re IE Bul‘ei;n 80*11, ’’Masonry Well Cesign.” 
Walls found to be acceptable. 

BliCKLEY.e.C. PfOiocl Oviectoratn 0*2 09/10/02. STEVMRT.W.L. V«Q.nla Power (Vii- 
QinJa Electric & Power Co) 2pp. 3 1 438:058*5 1430 082. 

-8910060019 Safety Evaluation ro lE Bulletin 60 11, ’’Ma90n.7 Wall Design'’ Wal9 
found acceptable. 

* Otl.ee Of Nuc'oar Reacior Regu'aiion. D rector (Post 87041 n. 89/10/02 3pp 
51438 060-51433 062 

8910T 10134 Responds to NflC 890901 Hr re violations noted in fnsp Repts 60 280/89- 
21 & 50-26 1/69*2 l.Ccrr active actions in$:/umdn) technician devefop/nont tra ang pro* 

g ram revised lo include insfnjcilons on use of Q'oundod/ringrounded lest equipment 
TEWART.W L- Virginia Power (V.rginla Electric & Power Co.) 80/10/02. Document 
CcniTol Qrar-ch (Document Control OesK). 6pp. 5) 476 015 61476:022. 

6910280027 Forwards insp Repis 50 280/89*27 & 50*28l/B9*27.No vlolavons or devl 
a* I ons noiod 

STOMP, J.P. Region 2, Ofc of me Director. 89/10/10 STEWaRT.W.I Vi/g-n'e Power 
(Vi.'g'nfa E lectric & Power Co.). 3po. 51628.073 61628 000. 

-8910260029 fnsp Repis 50 280/09 27 & 50*231/09*27 on 89091 l i5.N‘o)or areas 
inspeclod roviow of ficensee radiation pro-taction program incfudng followup on previ- 
ously Identified inspector followup Hems 

SHOflTRlDGR.n.O . POTTER.JP Region 2. Ofc of iho Director. 89/0-9/28 5 dd 
51628 076 61628:080. 

6910040381 NRC Info Noheo 89-070, Possible irdical'O-is of M^sroprosenlod Vendor 
Products.” Sve hsv encl 

ROSSf.CE. Oivis'on of Operational Events AssossToni (Post 870411). 69/10/11 
Consolidated Edison Co. of New York, inc I09pp 51531 ;i 10 51531.226. 

8910190119 AcJi recefpt of Itr respondmg to questions re 600914 outage Requests 
timely response to request for aridl fnfo re Insp Repts 50*260/89*16 A 50 281/89*16 
LOUGH.W.T. Virgin'®, Cornmonwea'm of. 89/10/12. BUCKlEY.B C. Proioct Drecior- 
ala (1*2. 2pp. 51^7:200-51557.210. 

69(0260997 Ack recefpt of 891002 Hr (nformlog NRC of steps taken io correct violations 
noted in fnsp Repts 50 280/89-21 & 60*38 1^9*21. 

REYES.L.A Regdn 2, Ofc of lha Di/ecto'. 89/10/16. STEWART,W.L. Virginia Power 
(Virginia Elecltlc 0 Power Co.>. 2pp. Si 590 357*51599.358. 


now uunng Hecircu'ation uporaiion hoiiowing luoa &vc list enci. 
nOSSl.CE D-vision of Oporaiional Events Assessment {Post 670411) 89^ 
Consoldflied Edison Co ol New YoJk. Inc )07pp 5 1 53 1.227 *5 153 1:333 


R Periodic operating reports A related correspondence 


8910020224 Mnnth'y operal ng repts for Aug 1989 for Surry Power Station Ur 
2w;09Oi0lStu. 

WARREM.L.A,, STEWART,W.L Virgm.a Power (Virginia Electric & Power Co ). i 
31. 27pp. 51364 266 51364 282. 

8910230097 Monihly operahaQ repis lor Sept 1989 for Surry Power Station Un 
2W/89lOl6r!r. 

ARNEY.C,, ST£WART,WL Virgnia Power {Vironia EfocUrc & Power Co) 69/ 
27pp 51578 1 11*51576.137. 


S. Reportable occurrences. LERs & related correspondence 


8910020144 LER 89-003*00 on 09O813.charg'nQ pump B automatically slartOi 
control switch disengaged Horn pulMo lock position Caused by operator not atfc 
ly engag no pu.-mps switch m position prior to evGnt.W/0 90908 fir 
KANbltR/w.R. Virginia Power (Virginia EloClrlc & Power Co) 09/09/00 
51351:095*51351.090 


8909290103 PNO lf-89 065 on 690916,unit manua'Iy tripped dunng startup proc*> 
10 problen^ vr/rod bank overlap.Two addl auiomailc reacior irSpa ©upenoncod 
fostari process NRC 890309 confirmatory action Hr re restart had been l.fted. 
FREORICKSON.P. Rogon 3, Ofc of the Director. 09/09/20. 2pp 5i3e 
51360 234 


8910040121 PNO* 1 1 ‘8 9- 06 6 A updates statue of Hurricane Hugo for nuclear facl- 
90 uiho 88 l Wan.ning of incident Response Cir by Region II conhnu ng. 
VERRELLLOM. Region 2. Olc of the Director. 89/09/ 21 2pp 51423 314*514; 

B910-DB0129 Forwards AEOD lechn'eal review rept on debris in contarnmont rei 
lion pumps No occurrences found lo Involve actual accumufaiion of debr>s In c- 
meni sumps immadiaie ccuociwe acuona compiciecl 

PAOOVAN.L.M. Reactor Operations Analysis Branch. 89/09/29. ROSENTll 
Reactor Oporal ons Analysis Branch ip. 51499 071-51490:076 

**8910080162 ’’Debris in Coniahmanl Rocircu'aiion Sumps/’ tochn’eal review repi 
PADOVAN.L Office for Analy8:s & Eva'uat'on of Operational Data, Director 69/ 
5pp. 51499 072-61499 076 

8910160223 LER 89 005-00.o.'i 690000. two of four condenser waiprhox C'C 
wafer Inlet isofatlon va'ves efosod unexpected.’/ during performance of p 
lest Caused by relay in Hood control circuit lhai did not drop oul.W/691006 Ilf. 
KAMSlER.MR Virginia P&war (VlrgYna Elotitic & Power Co.). 89/10/06 
51513.158-515I3:162. 

6910190179 LER 89-006 OO on 89091 i.eontn.nment parilculate radiation montor 
Hen Increasod above a'arm $etpoinLCausod by high detector readirtg due to o 
ment pressure reduction. Afarm resol & suction valves reafignod.W/69l0l 1 Itr. 
KANSlER.M R. Virol nia Power (Virgin'a Electric & Power Co ). 09/10/11 
51526072*51520 076. 


8910170161 LER 89 000-00 on 6909l6,notod lhai position Indicating lights fer c 
ment Instrumeni air outsiJo (rip valvo not fit & (rip valve fa led lo 
position Caused by loose luso In control powoi clfcuit.w/a9l0i3 m. 
kaNSLER.M.R. Virginia Power (Virginia Eloctric & Power Co ). 09/10/13 
51513:202-51513:206. 


8910170199 LER 00 010-00 on 69091 9. automatic reactor uip gonerated as resul 
lo steam qenerator lovel.Causod by operator raising governor valve posHlo.'i 
moro rapidly than dos’rod Lesson reamed given lo personnol.W/09fOl3 Mr. 
KANSLER.MR Virginia Power (Virginia Efeciric & Power Co). 89/10/13 
61620 023-51526.0^. 


8910170261 LER 80-007 OO.on 0909l6.nianual reactor (rip initiated when deio 
that impfopoT bank overlap exisied botwoon control rod banks A A B.Cau 
found Reactor restariod after review by safely & operating commitieo.W/fl9l( 
KANSLER,M n Vi/Q:nla Power (Vvqnia Electric & Power Co) 89/10/13 
51526 028-51626 031. 


89101B0019 LER 89 009 00:on 8900l6.yoneralor backup diftorentidl lockout re 
(ripped turbine, 'nTialing reactor trip Caused by spurious actuation Of Impedanc 
KD 41. Unit siabiiuecf foHowing i/ip.W/B9l0l3 itr. 

KANSLER.Mn. Virginia PovsOf (Virginia Eleclric S Power Co). 80/10/13 
51528 062-51526.066. 

8910240130 LEB 09 005-01 :on 09D9OB, during porformanco ot periodic lesi on 
b'dg Hood control circuliry.lwo of four condenser waforbox circu'ating water inia 
lion valves closod unoxpeciadly.W/69loi0 Hr. 

KANSLER.M.R. Virginia Power (Virginia Eiaciric 8 Power Co) 09/10/16 
51562:053 51562.057. 


8910260034 LER 69*0l2*00.Qn 8900 1 9, discovered lhai two Individual rod posii'c 
caters in control bank A. Group 2 had d-Hercd in indicated position Caused b 
equate method used to log accumulated times. Procedures modiflecf.W/09lOl8 I 
KANSLER.MR. Virginia Power (Virginia Eleculc & Power Co.) 09/ 10/ 1C 
51011:282*51611:266. 

8910260246 LER 09*Oll*OO.on 09O9l9,found that pipe support rigidly attached 1* 
lory b'dg sltuciure & tacll ty conta^nmenl which vlolaies de^gn roquiremenis < 
by design or/or. Pipe support modified W/891018 Itr. 

KANSLtn,MR. Virginia Power (Virginia Eleclric & Power Co). 09/1O/1C 
51611:310*51611:313. 


DOCKETED ITEMS 55 


DOCKET 50'}s; PRAIRIE ISLAND NUCLEAR STATION. UNIT 1 


F. Security, medical, omorgency A fire protection plena 

6010160196 Ack recepl of B9072.1 Hr ro fov to omo.'gency plnn.Pfao consistent w/ 
lOCFHSO 64 (qi & accoptaO'o 

GREGER.L Reqon 3. Ofc c( Uvo Di'cacr 09/OQ/2O LARSOM.CE ho*tt-.otr^ States 
Power Co 3pp. 51603.315 51503 315 

8910040351 Forwards Hov 0 lo ‘Soc'oto Alsac.onno do Consis MecBniq.ies do M.i'* 
houS© Dresel Gone/aior Ouaiificmion Ropi.” prowid.ng high lovol rni'eslono scHodulo 
fO' ut I project to upgrade satogjArds eloclr cal disiribuiion sys & cooling water purrp 
PARKER,! M N’oriho.-n Stafos Power Co B9/09/P9- OHiCO of Nuclear Boncicr Regu- 
latTClt. 0.rec tor tPost 67041 ti 3pp 5142 1-339-61422 045 

“0910040363 Rov 0 to ‘'Socioto Alsac;onrie rfe Ccf'sts Mnceniquoa do Wulhcuso DioseJ 
Gonerator Ouaii^:caiiQn Ropi “ 

' Northern States Power Co 89/09/29 62pp. 5 1-12 1.342-5 1422 04 5 

8910120069 FctwordS Rov 27 to corporate nucloa' omergoncy p‘ar% implomonting pro 
cediiros otig-nally senl on 89Q721 AcH Hi not tecewecl 

valentine. L Northern States Power Co 69/10/03 Docunont Contrci flrancr^ (Ooc- 
uiraiil Conirol Desk) 2pp 51490 102-51490 220 

69tOl80lOS Rovised EPiPs ihc-utfinij Hev 4 lo F3 5 i.Rev 0 to F3 10. Rov 5 to F3 
l4.2,Rov 6 lo f3 21.RGV 3 lo F3-23.2.Rov 5 lo I 3-23.3 A Rov 6 to F3 29 W/G01004 
Hr. 

FEY.F L noTlhorn Slaloa Powot Co. 89/ 10/04. b3pp 51656 140 51558:199. 


J. tnaurance & Indemnity inforniatlan 

&910350044 Forwards AmonJ 9 lo fndo/rnty Aa'cemonl D 60.reflecli.hg changes lo 
10CFR140. "Financipf Prolociion noq,i.romonts A fodomaty Ayroemonis ‘ 

DilANNf.D D vision of Roaclor Projects - ifl.tv.v & Sprr^al Pro;eci8 jPosI 070411) 
89/10/11. PARKER. T M No/thorn Slafos Power Co Opp 51613 253-51613 261 


P. Operating license etago documonte & corroapondenco 

891(K)20613 Foiv^arils onviori assossmoni & hndirg ot no slg'^nlicnnl inrpact re 800406 
applicaiion for amontfs to Liconsos DPn-42 & DPR CO 

OIIANM.DC. Projoci Di.'ocloroio ll|.l. 69/00/16 PAHKER.T M No.'thern States 
Power Co 2pp. 51366 322.51366 326 

'-9810020016 Envi'on assossmeni & f-nding of no S'Qnif.cant mpaci ro G90406 appl ca- 
lion lor arrenria lo Liconsos DPR'42 & DPR 60, rovfSing Tech Spocs ro fuel onneh 
meni 

CIIANNI.D.C, Pro, uct D-roclorato III* f. 00/09/ IG 3pp 5 13C6 324 5 1366 326 

6910050410 Corrected Hr forward ng Arre/ufs RO A 02 to l. censos UPn-42 & DPR- 
GO/cspeclIvoV. safety ovalual on & nolle© ol iHsuanco 

CIIANNJ.D.C, Projoci Oiroctornio lll-l. 80/09/ ID. PARKER. r.M Northorn Staios 
Power Co 4pp. 5H30.1 17-51430 139 

“6910650413 Arnonds 42 & 82 lo Liconsos DPn*42 8 DPR-60 respociivt’ly. revising of 
feciivo limitation of oxislmg HCS hoolup & f oolcipwn curves from 15 lo 20 LFPYa 
YANCELL.L A Prolect n.rer.lorQto fit 1 80/00/28 t3pp 51430 121 51430 133 

“6910C50416 Safely ovaluailon supporting Amends 80 & 82 to L consos nPH>42 & 
DPR 60. ro spec five Y 

• OfhGO ol Nuclonr Roactof Rogulat'On. D.rociof jPost 87041 1) 69/08/28 4pp 
5 1 430. 134*51430. 137 

“8910050419 Noli CO ol issuftneo ol Amotvls 89 & 82 to Lit ensos OPR -42 & OPR GO.to- 
vsing olfuctivQ i mHaiion ol ovisiing Ties hoalup d rooidown cuivos from 15 to 20 
EFPYs 

DUANNI.D C Project Oirectoralo lll-l 89/08/28. 2pp 51430 138-51430 139 

6909200096 Gonofic Lir 80 20 to all fuel cyCO Iconsoes possessing, using or process- 
ing fortrula qirantitios of SSNM ra protoctod aron long lorm fiousokoop.ng Sve list 
encl 

5/CCORKl.E.G W Oivis-on of Safeguards & Transportailon (Post 870413) 89/09/26. 
Consolidfllod Ed son Co of New York. Inc. i3pp. 5i531.l07*6i53i:i 17. 

0910160280 Gonoric Llr 89*21 lo all hoMurs of OLs S CPs tor ojcloar power reactors 
concerning roqunst for info re siaius of imf/ornentatlon ol USI ropu rernonts Sve <'isi 
Orel 

PARTLCyAf.J G Assol'OIO Director fet ProjociS (V>o9l 070411). 09/10/10. Consoledat- 
0d Edison Co. of Now York. Inc. 60pp 51022 008-51622:068. 

69 1C 160273 GonnriC Llr 89*22 to a'l ficonsoos of oporailng reactors S hcirfors o I CPs re 
poloritiol for increased roof loads & plant area flood runoff cJopih at heenserf rueloar 
power pfanib duo to rocorii change in PWP cnfone.Svc list enci 
PARTLOWj O. Associate Director for Projerls (PosI 8/0411) 89/10/10 Censo'idst 
od Ed-son Co. 01 Now York. Inc. 39pp. 51622 060 51022 1C6. 


Q. tnapeotlon («parta, lE BuUeUrxs & correepondonce 

8909010330 NRC fnfo Not cr? 88 065. ‘ Polontial for SiroRs Coii09«on Crack rg 'n Stoam 
Generator Tub© Plugs Supplied by B4W " Svc list end 

ROSSl.C E. D.vislon of OporalionaP Events Assossmont (Post 870411) 89/09/00 
Consoldatod Ed son Co. of Now York. Inc I08pp 51349: lCO-5 1349 208. 

89(>90B0264 NRC Into NoHce 89-066, 'Ouafiticalion lilo of Solonod Va'.vos” Svc list 
end 

ROSSI, C.E. Division of Oporaiional Events Assosamont (Post 870411). 89/08/11. 
Consol dated Edison Co of Now Yotli, inc. t05pn 51337 095-51337 190 


890925025 ? NRC info Nnl ce 89 069. Loss ol Thermal Margin CauBGd hy Cfmnnul Bom 
D ow " Svc I SI end „ 

ROSSl.C E O.vision of Operaiional EvorUs Assassrnoni (Post B/0411J, 0n/0n/2n. 
Conso'irfaioU Edisen Co pf New York, Iric I06pp 51531:001-51531 lOfi 

0910230235 Artvisos that liHl BB 1031 response lo NRC Bu lelin 00 000, "TI itiIiIo Tul)o 
Thinning in Wosiirghouso RoectOfS,” cons derod adoqueio 8 provides ussuranco that 
rate ol deg'adni on ol tubes wll be adoquaiely momlcred 

DifANNi.DC Project Diroctoraie IH-l 00/10/03 PARKER, T.M Norlhcrn Suites 
Powor Co 4pp 515/9. 121-51579 124 

891917 9245 Forwards Insp Ropis 50 262^ 99*24 & 50*306/69 -24 on 661207* 

890831 Violation rotor J No no:co of Violation issued slnco viointions moot fivrj cnlisrla 
of lOCFfl2,App C. Sechon VG. 

COOPER nw Rogen 3 Ofc of Iho Di'octor. 09/10/04. LARSON.C E Norlhorn 
Staios Powo.' Co 2pp 51637 000*51 537.006 

-*8910170246 Safety Insp Ropts 50-2Q2/89-24 A 50-306/89 24 On 001207 08. 0004 12 
& 0020-31 V-Olat'on noled.Mojor eroas Inspoclod ong'oaor'ng arliviliDB ru'oU.-d to on* 
go-rtg IE Otiiotin 70-14 reviews A Copos Vulcan vafvo discropanclos 
GAVULA.ja.. DANIELSCN,0 M. Rogon 3, Ofc of Iho D.roctor. 09/10/03 7pp. 
51537.000 51537.096 

89 1004038 T NRC Info Nohco 89 070. ’ PosS'blu Indications of MJarrjfjrnscnierJ Vendor 
Prodr. CIS." Svc list crcl 

ROSSl.C E Division of OPOrnlionol tvonis Assessmoril (Pesi 870*111). 89/ 10/11. 
Cnnyol dated F.tfison Co. of Now York. Ir’C I08pp. 51531:1 10*51531 220 

6910260253 EN 60 09? on 6910l0,rolrco ot vvolaton & preposod UnpoBri ort ol Cwil pun 
aity in amooini of $25,000 wll bo issued Aci'oh baaod on inadu({ufilo uvaLiaton i>f 
commo'cio* grnefo cenipanenis ivor lo fnsia'iation rn opplications 
rnOSKOSKI,W., LieaERMAN.J Ofc o? Enfo.'cornent (Posi 070413) 00/10/16 lf> 
51027 245 51627 245 

0910130014 NRC Info Nohco 89 071. ' Divorson Of RUR Pump Seal Coo'i-'g Wator 
Fttyw Ou:vrQ Poc>fc\.lol.cn Opuragon Fotlowuig LOCA ” Svc hsi oncl 
ROSSl.C E D*vison of Oporalionaf Evonis Assossrnonl (Post 670*111). 08/10/10 
Consoldatod Edison Co of Now York. Inc 10/pp 5153I 227-51531333 

8910260043 D.scuS 30 H Insp Hupts S0*2G2/08 201 & 50 386/00 201 on &01625-1 104 A 
forwards notice of vlolai-on & proposerl impus i.-on of civil ponplly.Concorns re weak- 
nossos rotod 

DAVlS.A.Q nogion 3, Otc cl iho Diteciof 89/ >0/19 LARSON.C.E. Nertroin SlaloH 
Power Co. 4pp 61627 255*51627:293 

•*8910260044 Not co ol violetion A proposed nrposltion of ov.l ponoliy from innp on 
OOl020*H04.Vlolaiion nolr.d faloro lo oslnblsfi ode<|uato muasuro.s ro> bolnction pf 
Items p^rclmsod os commercial grudo ossont^al te ays A componunt safety. 

DAViS.AO Rogion 3, Ofc of tho DifOCtrr 09/ 10/10 4pf) 5 1027.250-51027:203. 


R. Periodic oporaifng reports & rofatod corrospondonco 


09 10 f 90 180 Mcnitily operating ropi for Sept 1089 for Fralrio isinnej Nunl-oar Gonr’rnlir'O 
PUmtW/001009 Itr. 

DUGSrAO.D. PARKER.! M Northorn Slotos f'owor Go 89/0<J/30 Opp 51563 IGU 
515G3 ifiO 


S. Roporinblo occurrancQs, LERs A rolalod corrospondonco 

8910030518 LER 00 013 09.cn 890030, f ro zone fltarrn found in bypilBb fo luwir'g lire 
drill ter lower tovol ol scroon ticuso.Causod by po.'Bonnp) error. Dyfiabs dwitch rulurnoi) 
10 norinA> position & proccduro changoa implf}niontud.W/8G0920 fir. 

HUNSTAn.AA. PARKER.T.M. Ncflhorn Siatos Pewrtf Co. 007011/20. /(>p 5ll01;031* 
51301 007 

8910120190 LER 89 0l4*C0on OOOOOS.cperailons porsonriul rncallotl thal SfMOOJ 1 
porfo/rnod two wks previously instead of SPI093 2. Causod by poiborr'.ol urro-' In so* 
foctirg Incorroci procedure. PropOf notificalions made & SPf 093.2 porforrntid.W/ 
09 1 005 llr. 

MUNSTAD.A A , PARKER.r.M Norlhorn SiDtOS f’owor Co 89/ 10/05 4pf) 51513.0:11- 
51513Q34 

6910120202 LER 00 0l5 00:on 800905 & 23.spoclPl vonli^ation ays of conirol roorris 
122 A 121 actuaiod aulcrpaicai:y Causod by fniso high chlonno sigr^ai & broken i:h'o- 
rin© aensitivo paper lopo,rospociivo:y.Oelocio.'s ropa<rod.W7891005 llr. 

HUNSTAD.A A. PARKER,! M Northern Stotos Powor Co. 09/10705 ftpp. 61513.026 
51513 030. 

6910170243 LER 60-0 16-00. on OOOOOB^conlrol room roco-vod trOln D high rptllatlon 
afarrn.wh'ch l.'’itiatcd automatic sinn of auxiliary bldg Bpenal vonll'alion oys Causoil hy 
sp:k© on ladialion ironiior 2n*30.Mo.h:1or upgrade oo.ng pursued W/flO 10 10 itr 
MUNSTAD.A A , PARKER, T M Northorn Si fllos Power Co QD/IO/lO ^np 51620043* 
51526.046 

D910240253 LEFl 0O-Ol7-OO.on 893D14.d scovorod Oiat prosont posilion ol transfer 
Switch lof powor supplying control A prolociion roJay.s for desol gonomtor dona nol 
rreel requirorronis of R. Caused by inadequate procedures W/001010 tir 

HUNSTAD.A.A,. PAHKER.T M Norlhorn Sutlos Power Co. QQ/10/1G Gnp Glf.fll QOft- 
515Q1013. 


V, Oporator Ekomlnationa 


8910040300 Nolificarron of contract oxecullon.Task Orrlnr 5, *'PrairiO Island Ronjalf ca- 
non Exorn" Cc nil actor SonalySls.lfic 

ORENNAN.P.A Contract Adminis trail on Branch FIN L 1200 9. 09/00/27. WEST.K S 
ROSEN! hAL.W.J. Office of Nuefoar Reactor Rogulailon, Dirocior (Post 0704 11) 
PULSIPHER.K NRC ■ No Oeta lud AttiUaltan Given Ip, 51436.309-51436,312 


0909200010 NRC fnfo Nokco 89 060. “EvaVoilon of Inslrumoni Setpoints During -8910040302 Llr contract NRC-03 89 031,Task Order S.obJIonimg funds to ' Prolrio 

Mods ■’ Svc list onci island Nuclear Powor Plant Requalificaiion Exorn.” 

ROSSI, C-E. Division o( Operallonal Events Assosumoni (Posi 870411) 89/09/25. DEll.S. Dwison ol Coniracts & Property Manage menl (Posi 000205) FIN L*l2fl9 lJ 

Consolidated Edison Co el Now York, Inc. 106pp. 51337:200-51337 304 80/09/21 PETERSEN. LR Sonalyais, fnc. 3pp. 51430:310*51436 3 1 2. 
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DOCKET 50-205 FORT CALHOUN STATION, UNIT 1 


F. Secijrtiy, 0i itre pto^ecUon ptans 

89100304S0 > orvva'ds SjTrfiar^ 8^32^ e’^^c1C0Tner»^ conlertGULD Ar.-ngtonjX To 
tfisctiss v.o'ai'ons aoiod in insp Ropts 50 2P6<'B9 10 & CO ?d5/fl9 3l.AllO‘'clarco 'isi 
a‘^ cnci 

MILMOANJL Region 4, 0?c or OiO D/aCfCJ 69/09/22 MOHRiS.Kj Omaha Pubic 
Power D'Str.Cl, 4pp 51332:296 51332 29-9 

8910O3O5G3 Fori^ards insp Ropr 50 235/89 32 Cf^ B9C801.31 Noted v.o'ations noi bcirg 
cired io encourage & 5’jppon ull se'T idc r'.ilica^ on K co:fOCion of pfcWe'OsOr.e unre- 
solved jie/n 0 bcuosed m Parag'^ap.'i 7 a o* repi 

f,/:LHOAM,jL 4, Qlc o1 mo Ctoctoi 69^09/20. VORRlS.K J 0:T>at\a Pub'.iC 

Po^er Drsrnct 2pp 5l385 133 51385 167 

--09 10030565 Insp Rept 50-265/09 32 on 830801 -3 l.V.o'atiO^s nored Major areas 
'nspected LEI^ lo-lowup.opefai o''al safety vOn* catiOn.planl toiirs.monlhV rra ni 
observe I'O ns. mon’f'ly sjfve. Nance ebsorvat-ons & S€Cu».t/observai«ons 
WESTERMAN.TF Rpgon A. Oic of fne Crec’cf 80/09/27. 28pp 51385 140- 
51385 167 

89ICH9Q224 Rev 8 *0 RadiQloQicai F.mecgoncy Response P'an ProCddjie Secten J, 
• PfOlQClfvO Response ’ W/39lOlO Hr. 

FflANCO.F F-. WORRIS.KJ Omaha Pubic Power D.sirlcl 39/10/10 55pp 
51563 263-51563 316. 

8910240355 Hov 6 loEPlP EOF-10 & fossued Row 16 lo tPiP OSC-l.Rov 9 EPiP-EOF- 
n.Rev 0 10 EPIP nR-2lA.R6^ 0 lo EP.-P HR eS & Rev 0 lo EPIP RR 07.W/rQv-sed 
lable o1 cortlents & BOlOiQ ftr 

MORRIS.K J Omaha Publ-C Power District ao/lO/lO 29pp 51509 060 51 599. C9D 

8910240339 Fo-iivards Tea'll insp flepi 50-285/89 29 on 090718-20^0 viclali-ons or do- 
vtaipna nptod Exercise woar<ncssos rotod In omorgoncy preparedness p'ogram & 
sia'f d.d not ascertain hypo’^olcal sou'ce of coniainrroil rad-ai^cn 'oaJi 
WJLtfOANJ L Reg on 4. Ofc of Ihe DirocrO'. 89/10/10 MORflIS.K J Omaha Pubi c 
Power District 3pp 51589.057-51689070 

-09IQ24O342 Team Insp Ro(:l 5Q 285/60-23 on 390718-20 No vo'alions or tlev'Htior.s 
noted Major areas I'nspecfud I cense^ pe/fo<mance A ccpabities dumg anruai exor- 
cise ot emerotiocy plan •& prcccdu/us 

TERC.N.M , POWERS.D A Rog-cn 4. Ofc of iho 0 rector 89/09/20. l ipp 61509 060 
51539 070 


J. Insurance & mtiemnlty Inlormatlon 

0909390051 ForAiaidS Amend 0 lo Irdemr.yy Aotcemeni 9-6?.toliochn9 changes u> 
IOCFf1l40. ‘ F.nancial Proiect on Roqu rerronis & irdeirnity Agraoments.” 
BGUHNiAA. PrOjocT Droclotala IV. 89/09/21. W ORRIS, K J. Omaha Public Pewor Os- 
Iricl epp. 51360 242-5 1360.24 7 

8910110006 Ferwards executed At. end 3 to Indompity Agreement 0 07. 

PETGRSEN.H E Omahn Pubi<c Power District 8D/10/03 DINITZ.I Docume-nl Control 
Drench (Document Control Oosk). 4pp 51472 Ol? 514V2;82D 


P- Operating license stage documents & c-orresponddnee 

09O'920OO9fl Goreric tlr 09-20 lo Qll fu0.' cycle 'ice rsoos possess ng. usng cf process- 
ing formi.ia quaniiims or SS.NM re protected area tong form househeep-ngSvc I'lst 
er^ct 

MCCORKLE.GW Divis'on cl Safeguards A Tfe.nsponation (Post 870413). 69/09/26. 
Consol-dated Ed son Co oINew Yorh. fnc. I3pp. Sl53i 107-51531.117. 

0910100033 ForwarOa "Fori Calhoun Siai on Peho'rpancolndicatorb " 

MORRIS, K J Omaha Public Power OiSlnci 09/09/20 Document Conirol Dranch 
(Oocunnent Connoi Desk) Ip. 6 \ 4S2 295-51403 024. 

-0910100037 ' Foi't Calhoun Slat on Performance ind cators *’ 

* O.maha Pubic Power Dial r. cl. 80/00/31. 09pp. 5 H62 296-51463 024 

891OO0DO06 Noiilicailen ot 6910D5 tneoiiig w/i.M m Reg.on iv ofc to present results of 
I consee nvaluaFen of De;ta T/nuc'opr power devioiion anomaly. 

MiLHOAN.J L Reg on 4, Ofc of ihe 0-rec\or 09/10/02. Region 4. Ofc of ihe Odpcict. 
2pp. 51438070-614 38 079. 

09 1003 01 87 O-scussos ova'uaiiort completed re (nserv.'ce les'ir.g program for pumps & 
valves Based on evaluation soma oorrponants rot capabrs of being tested per c^oda 
renui.'ements Jusi fication for allernaio test moihods included .n Atlachmeni t 
W ORRIS, K.J. Omaha Pub'ic Powar District 89/10/02 Document Conircl Branch 
lOocurrenl Conirol Desk) llpp 51435 078-51435 088 

8910160263 Provides eddi into re uM 890908 request for onlcrcsmqnl d.scrchc«n con- 
corning HVAC sys.par 890925 lolcon Info shou’d fOsolve any questions r© a'lowdh.'e 
filter pressure drop includoJ m S AO-8 9 002. 

WOnniS.Kj Orraha Public Power District. 09/10/04 Oocumohl Conirol Brar^ch 
(Document Control Desk). 5pp, 61520000*51520.064. 

0910160079 Fonwards safety eve'uahon fm-dng that procedures gercrai'on package 
tPGP) svbmilted or» 050301 por Generic Lit 82-33 has del'ciorides Rov ol PGP lo re- 
llact concerns Identified in SER requested. 

BQURNIA.A Proiecl □ rectorate IV 89/ 10/05 MORRIS K J. Omeha Public Power Oia- 
Iricl 3pp 51521:320*51521342, 

-091(1160001 Safety o valuation concljdirg that procedu'es gonerat on packagn subrrii* 
tod by 850301 itr should b© revised to address stated Items to adequate^ address 
roquirQxranis ol Generic Llr 82-33 & to accomplish obj^ec lives o I NUREG 0899. 

’ Office of Nuefoar Reactor RGgu'alion. Oirocior (PosI 870411) 89/10/06 20pp 
51521:323-51521:342. 

0910230009 Advises thsi annual repi on LOCA/ECCS changes 0 WonWUJd Qiigrs wai 
be subm.tlod wilhn 90 days frorji receipt of C-E rept beonninq m i990pGr 
10CFR5D 48(a)(3). 

MORRIS, K.J, (Dmaha Public Power Disirici 09/10/16. Oocumenl E^nirol Branch 
(Oocum0r>l Clontrol Desk), ip. 51579 0B3 51679 0B3. 


09rO33O327 Roquesis ccr))m.tmenl dale be extended 10 900630 to dove'op gonc-ic 
guidance mail lor d©ie.'m.n.ng ftow rates lrfo;;gh leak painways Rowr.fo of procedures 
in procress 

MOnHlS,KJ Omaha PuWc Power O.sU ci 09/10/16 DoCumer^i Convol B'a.xh 
(Docu-Teni Conirol Desk) Ip 51577 155 51577 155 

0910160250 Gennric Ltr 89-21 |o a'i holders of OLs 8 CPs for nuclear power ra3c::is 
concern-ng request for mfo ro status Of ■mpfemenlaiion ot USI requ remonis.SiC lu. 
enci 

PARTLOW.JG. Asscc-ato Oi'QClcr for Projocis (Post 070411) 89/10/19, Cons 
cd Ed son Co. o' New Tork. Inc 60pp 5 1622;009-5 1622.066 

8910100273 Genetic Ltr 09-22 lo a1 ticerrsoes ot operating reactors A hofders cf C^’s re 
potential fo' increased root toads & plant area riood runofi dopih at I censed rjcicv 
ower p'anls due 1 d recent change iri PmR criiena.Svc lisi enci 
ARTLOW.JG Associate D-reclor lo' Pro, eels (Post 870411) 89/10/19 CcnsoKfs* 
ed Eo-son Co o( Now York, (cc 39pp 5l622 ■069-51622 1Q6 

0910260047 Rrovndas aJal info on Human Engirieerino □ofiDoocy 03 re -ndcayir ith: 
bu'bs.per NRCi 891005 request Roplacomoni schGcJulB A prevonhvG malnt task w.l be 
developed as pari of mod process 

MORntS.KJ. Omaha Pubic Power Disirici 09/10/20 Document ConVo! Biaicl 
(Oocumem Conirol Desk), ip. 51623.197.61623,197. 


O. inspecllon reporla, lE Bulleilna & correspondence 


8909010336 NRC into No? C0 89 065. "Potonfiai tor Stress CorioS'On Cracking in S'.oah 
Generator Tube Plugs Suppled by D&w " Sire hst onci 

ROSSvCE Oiv.slon ol Operailonai tvenls Assesf-menl (Posi 070A11). 0O/C0/i)d. 
CensoWatod Edison Co of New York. Inc lOSpp 51349.100-51349 208 

0909060284 NRC into Not ed 69-066, “Oualificdhon Life ol Sofenoid Valves." Svc lu 
end 

ROSSf.CE Division of Oporational Events Assossmont (Post 070411) 09/09/1? 
Consoltdaied Edison Co of Now York, Inc 105pp 51337.095-51337 ID9 

8910030261 Ack rocepi Of 89C828 Hr inform rig NRC of slaps lakon lo correct vC'aldH 
noled n Insp Ropl 50-285/89 Ol. NRC wi’i wiihdraw Items 3 & 4 if review ot sa'rty 
evaluat on dcicumpniation found to bo adequaie 

MltnOAN.o.L n&Qlon 4. Oic cl the DreclCf. 09/00/ 19. MORHIS.K J Orraha Pubi^ 
Power District 2pp 51389 312-51380:310 

6909270100 Forwards response to NRC Du.lotn 88*0f 1. "Prassunror Surge Lrno Thor 
mo.* Suauficahon." Safety Analysis lor Opocailon 00- U & roanplysls ot bangers RC-f 
32 & 33 completed to justify continuing operation 

WCRRIS.KJ Omaha Public Power 0.slfici 89/09/21. Document Corircl Urs'-cfi 
(OoCurreni Control Dosk). 20pp 51344 061 51344 080 

6910030480 Forwards Sumrrary of 000828 ©nforcomont confororce m Arlingto-hlX :o 
discuss v-daions noted in insp Repts 50-285/86-10 A 50-285/89 31 Attendarco HU 
&'so ercl 

MILHOAN.JL Region 4, Ofc of Iho DirectOf 89/09/22 MORRIS.K J Omaha PubI: 
Rower O -ithCl. 4pp 51302:200-51382 200. 

8909200010 NRC info Noted QQ-06Q. '‘Gva'uaLor^ of (naUumenl Seiponta Ounrg 
Mods” Sve list on cl 

ROSSI.CE. D.vision of Oporatonal Eventfi Assossmonl (Post 870411) a9/09/<$ 
Conso'idatod Edison Co of New York, tne I06pp. 51337:200-51337 304. 

8910030563 Forwarffs Insp Root 50-285/00-32 on 800801-31 Noted violatons noi tod/vg 
ctod to encourage A supporl uti' eolMdenlltication & correction of problems One u** u 
solved Item discussed in Paragraph 7. a ot ropi 

MILHOAN.J L Region 4, Ofc ol the D.rector. 89/09/28. WORRtS.K J Omaha Pub : 
Power OisUvci 2pp 51305; I3fl 51305 10/. 

-8910030S65 Insp Ropl 50-205/60-32 on eQ0e0l.3l .Violabons noted Major areai 
inspeciod.LEH foflowup.operalional safety vori lication.pl ant tours. monthly fhai? 
obsorvaiions,month!y siirval'anco obsorvotions & secunly observal'ons. 
WESTERMAN.TF Region 4, Ofc of the Director. 89/09/27- 20pp 51305 14> 
51385 167 

8909250252 NRC Info Nol.ee 89-069, "Loss of Thermal Ma/g.n Caused by Channel Bex 
Bow." Svciist encl. 

flOSSl.CE D.vis.on ol Operat-onal Events Assessment (Post 070411) 89/09/23 
C>onaolWat 0 d Edison Co. ol Now YojK, inc. I06pp. 5153 V. 001 -5153 V. 105 

691013000? Provides followup response lo violations noted in insp Ropl 50-265/69' 
01 Corrective 0Cl(ons;origine0r’ng procedures w.ll be reviewed & revised as nccessay 
& conduit & light fixture will be returned lo original design 

MORRIS, K.J Omaha Pub.'ic Power Districi. 89/10/03. Document Conirol eia''Ch 
{Document Control Desk). 2pp 51501 31 1-51601:312. 

0910040301 NRC Info Notice B9 070> "Possible tnd>cations ol Misrepresented Vendor 
Products." Sve list end. 

ROSSl.C.E. D:v;s*on of Operational Events Assessment (Posi 070411). 89/i0/'.l 
Consolidated Edison Co. ot New YoiK. Inc. I09pp. 51531:1 1&-51531 226. 

6910240339 forwards Team Insp Rept 50*205/59*29 on 59071 6-20. No vio'a'.'ons cr de- 
viations noted Exercise weaknesses noled in emergency proparodnoss program 6 
staff d‘d not ascertain hypeltiotical source of conieinment radiation leak. 

MILHOAN.JI.. Region 4, Ofc of the Director. 80/10/16. MORRIS, K.J. Omaha Pub.c 
Potvof Dislrict. 3pp. 61509 057-51580 070. 

-09 10240342 Team insp Ropi 50-285/89 29 on 890718-20 No violations or dov^alic.is 
noted.Major areas Inspected licensee performance A capabilities during annual oxor 
CIS© ol emergency plan A procedures 

TERC.N.M.. POVrfERS.O.A. Region 4. Ole ol the Dlroctor. &9/00/29. 1 Ipp- 515B9.0M 
51509 070. 

69 10 1300 14 NRC Info Notice 89-071, "Diversion of RHR Pump Seal Cooi ng Water 
Flow During RocTCufailon Operation Fo'lowing LOCA ’’ Sve llsl oncf 
ROSSl.C.E. Division ol Operat-onal Evonis Assessment (Post 870411), 89/10/19. 
Consoirdaiorl Edison Co. of New YoiH. Inc. 107pp 51531:227-51531:333. 
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R. P&ijadfc operating reports & related correspondence 

0&1O25OO4O Mo.Th'.y Operatirig lepA lor Sept tfl89 let Fort CalhDun Station W/ 60 tO 13 
;*r 

STICE.D-L . MORRIS.KJ Omaha Pubic Power Cislnci eO/00/30 23pp 51616 020- 
51616042 

6910230229 Forwa'ds b I monthly status repi tor plant radiation protochon onhQOComoni 
program lor Ang Sopt lO&OStP hem M con'p'oVo & no turthor topts neces- 

sary 

MOnOlS.K J Omaha Public Powor Distrioi 89/10/ IG Uocumoni Conrrol Branch 
iDocumoni Contiol OeskJ 3pp 61680 01 6*5 16B0 020. 


5- Reportable occurrences, LERs & rolsleo corroepondonce 

8910030058 PNO JV-09 OGl on 890924, hcensoo mtiatod rnanjol roacioi Inp frem 7?^ 
power in order lo preserve reactor coolant purrp A upper thrust boanno Longih ot 
ojidoe to ma^e ropa rs ostimaiod by hcensen lo bo aboji 2 wks 
MJLllKIN.n.P, Regon 4. Ofc oJ tho Oireclor 89/09/25 Ip 51371177.513711?/. 

8910050415 LER 89*014 01 on fl905i9.auj<liary foudwaier panel insirumonioho.'i out- 
Sido design basis rovoalod Caused by dehcionclos in insirurncnioi'on Firo watch ostab- 
tishod & staled abnormal cpetaiinQ ptocoduro mDditied W/D90929nr. 

LEHMAN.L L . ^ 70 nniS.K J Omaha Public Power Oisir-ci 89 / 00/20 4 pp 51436 02 /. 
51436 030 . 

89I0230D26 Discusses evaluation ot Dolla-T power anomaly re 890013 incident invoiv* 
mg reactor protection sys.lnvosiloaiion into ovorti prodjccd l.sicd rosultfl Facility will 
te relumed to lull opejaiion.basoo on conclusions ronchod & aevtons takun 
MORRIS. K J Omatia Public Power DiSUIci 89/10/04 Documoni Control Branch 
^Document Control Desk) 2pp, 61 500 202-51500 203 

8910190284 LER 69 012 0l.on 6905U2.main loodwalor isotodon valve to steam genera- 
tor A found inoperablQ duo to improperly set torque switch Caused by inadequato pro* 
B«atn for man! ol motor operated valvoa. Torque swacbea roaot W/091013 iti. 
HOLLING5EO.M , MOHHIS.KJ Omaha Publ.c Powor DiStncl. 89/10/13. 6pp 
51559 036-51559.041 


DOCKET 60*288 INDIAN POINT STATION. UNIT 3 


F, Security, medical, emergency & Nre protection plana 

8909280111 Rov 20 lo Vol II lo omorgoncy plan proceda'o "Emorgoncy Rosponso Actl* 
vatjon.*’ 

WCGOUGH.M.. OIAUOARO.M., 0V>1NN.D New York Powbi Authofily flotmfrtly Power 
Authority of the Slate of Now York) 89/09/10. lOpp 51340; 110-51346;! 19- 

8910020291 0:scus&es Insp Bopt 50-286/ 83. 15 on 690605*07 & lorwards nollco ot vlo* 
IQI on & proposed imposillon of civil ponolty In aniouni of $50,000. 

RUSSELL.WT Region I. Ofc of the D.foctor 09/00/ lO. ORONSJC Now York 
Power Auihonty (loimorly Power Authority of tho Stato o1 Now York). 4pp 51364 351- 
61384 358 

«89t002029a Partial y withheld notrrn ol vio'akon & pro)ioao^l Imposition of c-vil penally 
in amouni of $50,000 Oof lOCFn73 21). Viofal'ons noted nil provisons ol physical so- 
cunly p!an not fully impfomontod A mamloinod 

BUSStt-UW T. Rcg'on t. Otc ol tlio O'ructor. 90/09/19. 4pp. 51394.355-51364 368 

0910190315 Confirms mai nood (or tomporary addendum lo socurdy plan, submtted on 
600\03.Oiipiicd.On &OOOt6.6ilQ retunvod to yrermanoni Bocurlly contigurai-on idcnlit od 
in security plan. 

RUSSELL.J E. Now York Powor Authority (formerly Power Aolliorily of tho Siaio of 
Now York) 60/QQ/20. BELLAMY ,R.R. Region 1. 0(c of the aroclor 2pii 5 1461: 177. 
51461:178. 

8916160321 Revised ePIPa.incJudinQ Rev 11 lo IP.IQU.Rov 3 10 IP lOlO, Rev 17 to IP* 
1021. Rev 4 lo IP-1023.HOV 6 lo lP.1025,Rev 6 tO IP1027 .Rgv 15 to IP*l060.Rev 5 to 
iP*lOS4.ft0v 6 to IP- 1055, Rev 3 to IP.l057.Hov 7 lo IP- 1063 & Hov 9 to IP- 1060. 
• Now York Power AeUteritv (formerly Power Aulhotily of lire Slate of New York). 89/ 
10/10. 120pp. 5 1623 01 7*8 1523; 120. 


J. Enaurance & indemnity information 

0910030462 Forwards Amend 23 to Indemnity Agroomonl B.tO.rotlechng ehannea \o 
IOCFHhO, Financial Proloclion Requir omenta & Indemnity Agroomonls," effective 
69070 1.Ulil roquostod to submit signed amond to signify nccoptanco. 

CAPRA.R A Proloct Director ate 1-1. 89/09/ 25. BBAM.S B. Consotdaieti Edison Co ot 
NOW York. Jnc 7pp. 61300:320-51300.334. 


P. Operating Jlcense siage documents & correspondence 

8809280073 Provides ciar if. cations & supplemental into to util 080509 & 1220 Itrs re 
slesrrlc & mechanical analysis & spent fuel pool orrpanslon. 

BflONS.j.C. New York Power Aulhonty (formerly Powor Autiionly of the State of New 
York). 89/00/16. Document Control Branch lOocumenl Conirol Oosk). 102pp. 
6 1350.00-1*51350; 185. 

8919930146 Forwards "Cycle 7 Slartup Physics Tost Ropt.lndfan Point Unit 3.” 
BRONS.J C. New York Power Authority (formerly Power Aulhority of the Stale of New 
York). 89/00/25. DoCumoni Control Bronen (Document Control Desk). 4pp 
51077:232-51378 038 

-8910030156 "Cycle 7 Starlup Physics Test flopl.Jndian Polni Unil 3." 
CCX^HRANE.W.H.. ANOERbON.J.J. Now York Power Aulhorrty (lormeily Powoi Au- 
thority of the Slafe of Now York). 89/09/00. I62pp. 51377:236 51 370;O38. 

0999200098 Generic Ur 09*20 lo all fuel cycle licensees possessing, using or process* 
ing formula quantities ol SSNM re protected area long-term housekeeping Svo list 
end 

MCCORKIE.G.W- Oivisrion ol Saleguarda & Tran&porlatlon (Post 870413). 00/00/26. 
Consol dated Edison Co. of New York, Inc. I3pp. 61531:107-51531:117. 


8910040221 Forwards Rev l to WCAP. 110-15. 'Indian Pont Unit 3 Rcaclcr Vessel 
Ffuence & Ref Temp PTS Evaiuaiions " HnsuMs irrdicaie fhai roacior vessel will not 
(each NRC scicertng c<4oria pnoi lo Oxp.r 0 l'on of OL 

BRONS.J C New York Power Authority (formerly Power Autrorify of lha State of Now 
York) 89/09/28 Document Control Branch (Documont Control Desk) 2pp 
51393 22G 51393 283 

'*8910040223 Rev l.to ‘'Ind-an Point Unit 3 Reactor Vessel Flue.nco & Ref Temp PTS 
Evalualtons ’ 

MEYER.TA, YANIChkO.SF, ANDERSON, SL Wostr.ghouse Electric Co.'p WCAP- 
11046 ROl 89/00/30. 54pp 51393 228 51303 203 

8910110196 Forwards response to NRC Generic Ltr 89 04, “Gu'danco on Uevoloo.ng 
Acceplab'e insorvce Teslmg Programs” Acceplonco criteria tor 'imiing values or M 
stroke limes lor all power oporoied valves in prograrn wll be ova'uaiod 
OflONS,J.C New York Power Authority (formoriy Power Atfhonty of the State of New 
York) 89/10/03 Documo.ni Control Branch (Document Control Desk) 6pp. 
51488 053 51480.058 

8910110313 Forwards environ assessment 8 f.ndng ol no s g-niheant Impact to 880500 
appi caiion 8 addl info provided in 081220, 890526 & 0915 itrs requosi r^g change to 
Tech Specs concOfn.ng proposed spent fuel pod onpansion 
NEfGHBORS.J D Project D.roctoraie M. 89/10/04 BRONS.J C. Now York Powor Au 
Ihorily (formerly Power Authority ol the Slate of New York) 4pp 51556.017- 
51556.036 

“8010110317 Environ assossrreni ro 800509 appltaticn for amend 10 License OPR* 
6<Lellowing expansion of capacity of spent fuu! pool ElS wi'f not be prepared based on 
conclusion that no sign.frcant rae oicglcel or nonradinlog.cal iTpacis exist 
’ Office ol Nuclear Reactor Rogjlat-on, Director (Post 870411) 89/10/04 I3pp. 
51556 021*51556 033. 

-8910110320 Noiioo of issuance of environ assessment 8 tir^dmg of no sign f. cant 
irrpact re 080509,0609,1220,890526 & 0915 appi cations.chang ng Tech Specs to in. 
creaso storage capacity of spent fuel pool fuel assemblies lo 1.345 
CAPRA.n.A. Pfoioci Directcratel 1. 00/10/04 3pp 5 1 556 034.51556 036 

8910190288 Requests addl info te 890724 application for amero to Llconso OPR 64 lo 
Increase in I'rrii o.n sve water iriet temp. Request for seven items of addl info end. 
LANGFORD.O Project Ofocioraie f l. 09/10/11. BRON5.JC. Now York Power Au* 
Ihordy (to'morly Power Authority of the State of Now York) 5pp. 51564 040- 
51564.044 

6010200120 Forwards Amer.d 00 to Ucenso OPR-04 R saloly evaluation. Amend allows 
for oxpanslon of spent fuel pool Storage 

NElGHBOnS.j D. Pro.oct Direcioralo I - 1 09/10/12 BRONS.J C Now York Power Au- 
thonly ((otmoil/ Powei AuUiot>ly ol Iho Staio ol Now York). 5pp. 51507 162* 
51567 267. 

*•0010200127 Amond 00 lo Liconse OPB-64.Tov.vng Toch Spocs 1e allow expansion ol 
sponi fuel pool sforano capnciiy. 

CAPHA.R.A Project Diroctoraio I f . 89/10/12 28pp 51567 167*51567:194. 

“6910200128 Safety evaluation supporr'ny Amerd 00 to License nPR*64 
• Office of Nucloa/ Roaclof Rcgulafion. Oirocicr (Post 870411) 80/10/12. I6pp 
51507:195 5)567 210. 

-8909250021 "Eva'uafton of Max Density Spent Fuel Rack Structural Analysis fO' Ind an 
Point Station Unit 3." lechn.cal ova'uahon repr 

ORAVERMAN.J. Urookhavon Nationol Laboratory FIN A-3d4l. 89/00/30. Office of 
Nuclear Hoocior Regulation. Director (Post 07041 1). 58pp 51567 21 1*51567 267. 

8910160250 Generic Lir 09*21 to all holJors of OLs & CPs for ruclaar power reaclora 
concerning request for Info ro status of Irrplemsntation ol USI requirements Sve list 
end. 

PARTLOW,J.G. Associnlo Director (or Projods (Post 070411). 09/10/19. ConsolWai* 
ed Edison Co. of New York. Inc 60pp 51622.G00 51622.060 

6910180273 Generic Ltr 09-22 lo dll ficunseoH of oporating reactors 8 holders ol CPs re 
potential for increased roof loads & plant area flood runoff depth ai licensed nuclear 
power plants duo to rocenl chango in PMP cnioria Sve list end 
PARTLOW.JG Associate Director for Projects (Post 870411). 09/10/19. Consol.dat* 
od Edison Co. of Now York, fric 39pp 61622 069.51622 106 


Q. (nspectlon reporis. lE Bulletins & correspondence 

8909010338 NRC Info Noilco 89 065. ' PoTontiai lor Stress Corrosion Cracking in Sloam 
Gonoralof Tube Plugs Supplied by B&W-'' Sve iisl oncf 

ROS5I.C.E. Division of Operational Evenis Assessment (Post 870411) 80/09/08. 
Consol dated Edison Co. of New York. Inc. lOOpp 51349. 100-51349.208. 

8909060284 NRC Info Nohee 89*066, ‘'Oualificahon Lifo of Solenoid Valves ” SvC list 

ROSSf.C.E. Division of Operational Evenis Assossmont (Post 070411). 89/09/11. 
Consolidated Edison Co ot New York. Inc. 105pp 51337 095-51337:190. 

8910020291 Discusses Insp Ropl 50 286/89*16 on 09C0O5-O7 & forwards notice of vio- 
lation & proposed imposition of civil penally in amouni of $50,000. 

HUSSELL.W.T. Region 1. Ofc of tho D.reclor. 80/09/10, BRONS.J.C New York 
Power Aulhority (formerly Powor Authority of the Blete ol Now York). 4pp. 51364.351* 
51364 358 

-8910020292 Pert/ally withheld nof co of violation & proposed Imposition of civil penally 
In amouni of $50,000 (ref 10CFR73 21). Violat'ons noted all provisions of physical se- 
curity oleti not tuHy implomantod & r[valntair\ed 

nUSSELL,W.T. Region 1. Ofc of the Direclor. 89/09/19. 4pp. 51364 355*51364 358. 

0000270100 Advises ibai violation noted m leap Repl 50*206/09-04 to Tech Spec 6 12. 
“High Radiat:on Area*’ withdrawn.per util BQ0530 response to in^ rapt. 

KNAPP.M.R. Region 1. Ofc of the O.recfor. 89/00/20. JOSlGER.W. Now York Power 
AulhOiAy (lotmetly Power Autbonly of Iho Stale of New York). 2pp 51343.151* 
51343:157. 



a9QQ200aiO NflC InJo Noico G9 068. “Cvaliiaiion ol Ir.strufneni Selponls Dtiong 
Mods,’* Svc ?i&l enci 

ROSS', CE Oivisicn of Operaiiona* Evenls Assessment (Posi 87041 1) 89/09/26 
Consoljdarec# Ed.son Co. of New York, inc i06pp 51337 200 51337 304. 

8S09250252 NRC info MoT c© 89 069. “Loss of T^erfnal Ma.*g'n Caused by ChanneJ Box 
Bovw.” Sv'C I.Sl onci 

ROSSf.CE. Division of Operaiicna) Cve-ols Asse-ssmom lPoi>1 B7041 1) 89/09/23 
Consol datod Ed son Co of Yoik. fnc lOCpp 5lS31 001-51531 106 

6910170145 Rosponds ro viclations noted in Insp Repl 50 266/89 17 & associated 
roi:ces PsocGduT© OCM-22. 'Oiawng Cpdai© Program ’ issvrod io ssso'e adequate 
drawi.no c^a.^ga conlfo' 

RUSSELL JE Now York Powor Aulhorry (formerly Power Aulhonty ot Iho Slate Of 
Now Yo'k) 89/10/03. DURR.JP Peg on t. Cfc ol the Oirecior 5pp 51537.131 
51537 135 

6910040361 NRC Info Nctico 89-070, "Possb'e Ind-cadors of M s/eprosontcd Va.-dOf 
Producis *■ Svc list ercl. 

POSSl.CE D.visjon of Oporaiiona? Evonfs Assessment (Post 87041 1). 09/10/ il 
Conso'idated Edison Co. oi Now Vorl^, |nc I09pp 51531 118-51531 226 

8910240290 Forwards inseMco insp repl lor Cycle 6f7 njluel-ng ou'apa & repl ol pj©- 
scrvico insp of four rapid corr.cm steam gororato'S & summaries of steam ge/:eraidr 
r^acofneni & bydrosiftlvc tests petlomr.etl to lep'aceroeni 
BRONS.J.C Now YorK Power Authority (forrnorly Power Authority of the Slate of New 
Yorkl. 89/10/12 DocuTianl Cor’rol Branch (OocuTioni Control Oosk). 2pp 
51581 045 61581:160 

-8910240303 “Final Weld & Corrpononi Inservice Exam Repl Cycle 6/7 Refuelng 
Ouiago Second 10- Yr Iniorval ’ 

• Wostloghous© Eiecfr.c Gorp, 89/0-7/31 77pp. 5158I.-04 7.51 581 122 

-8910240321 “Presorvico Exam Ropt for Ropiacement Steam Gororaiora ” 

* Wosi nghouse Efeclnc Coip 88/i2/3i 32pp. 5158 11 23 5158 1 160 

8910249333 Contirms Ihpt uf'l 890315 rosponse fo NRC Oulleiin 88 OlO. “Noncenferm 
ing Molded- Cage Orcu.! BrodXerg* mpets buioim provisions as clanl-ocl by Supp) 
l.did 861122. 

RUSSF.LL.J E. New York Power Av’hor»ly (lormotly Power Aulborily of ihe State of 
New York) 89/10/16 ROSSI.C.E. C.vJso.n of Oporpiipnel £ve.nls Assosg.menl (Posi 
8704tn 2pp 51585275-515B5 276 

8910250369 Forwards Insp Ropt 60-266/8919 on 090816 0925 No v.o'ations noted 
WIGGiNS.J.T. Regon 1, Ofc of Iho Orecior. 89/t0/l8. RUSSELL.J New Yo*M Rower 
Aulhonty (formorfy Power AothOMy of Iho State ol New York) 2pp 51607 288 
51607 300 

^0910250372 Insp Rept 60 286/89 19 cn 8OC015*O9?5 No vo!al-cns noted Major 
areas inspoclod onsiio acivitios 

MEYER.GW. Roglon 2. Ole ol the O.toclo.r 09/10/11. llpp 5 16D7.290 -5 1607.300 

6910130014 NRC Into Notice 80 071. "D, vers on ol RHR Pomp Seal Coo'iig Water 
Flow Curing Recirci.-la1.on Operai-on Following LOCA ’ Svc l-sl end. 

ROSSf.OE O.v.eion of Operaitanal Evonig Assessmonv (Post 6704U). 63110/ 19 
Conso'idated Edison Co. of New Vo.'N. Inc l07pp. 51531 227-51531 333 


DOCKET 50-207 OCONEE NUCLEAR STATION, UNIT 3 


F. Security, mecUcal, etnergaricy A fire protection plane 


8910020300 Fomards public version of revised crisis mgi imptemenil.-'Q 
prQceduioa.corwialinfl of Rev 30 fo CMlP-l.Rev 36 to CMlP-6. Rev 35 (ci CV^P-? 4 
Rev 5 to CMJP-12.W/09O925 reloaso memo 

TUCkER.H B Duke Power Co. 69/09/01. Doctmenl Conifol Brandi (Document Con- 
(rol OosK). 3pp. 51359 001-51059 130. 

-0910020306 Pubi'c verg.on of revised crisfe mgi l.mpiemeni ng procedures consising of 
Rev 30 10 CMIP-I.HevOS lo CMlP-G.Rev 35 to CM'P-? & Rov 5 to CMlP-12 
* DiAe Power Co. 89/09/01. ISOpp 51359:004-51359 139 

8910039108 Forwards pUblic voralcn cl Rev 3i to 'Cris s Mgi Pinn tor Nucioar Sta- 
i.'Dna.” Rev offeciivd 690901. 

TUCKER ,H.B. Ooko Power Ce 69/09/06. Oocureeni Conliol Prarich lOotuTenl Con- 
I rol Desk) 2pp. 51390 290-51390.315 

-8910030121 Rev .31 to "Crisis f/gt Plan for Njcfoar Stations ■ 

TUCKER^! 8. Duke Power Co. 80/09/01. 24pp. 61390 292 51390 316 

8909270031 Rov i lo Crisis Mgi Plan fn'plonrienting Procedure EDA- 19. "Environ Moni- 
toring for Emergency Conditions fox Oconoo Nuclear Slal on ■* W/tablo of contents 8 
690919 Itr. 

HARRIS.H E.. TUCKER.H 8. Ouko Power Co. 69/03/15 P5pp. 51336 058-5 1336 C 82 

0910200012 Forwards insp flepis 50-269/89-27.50-27O/e0-37 & 5 0-287/ 8 9-2? on 
890821 -22 ^0 viofaflons or davlal ona rofed 

JULIAN, C A Region 2. Ole ot the Director. 89/10/04 TUCKER.R.B Duke Power Co 
2pp. 51560.142 61566 ISO. 

-0910200013 Insp Repis 60-269/8 9 -2 7,50 270/89-27 & 50-287/d9-2? on 890821- 
22. No vioiat'Ona or daviatons Went (tod 1/.a|0( areas insieociort open items m lire pro- 
teclfon 

HARRIS.J R Region 2, Ofc of the Oiroctor. 89/09/26 7pp. 51566 144-51566 150. 

8910100103 Forwards Rev 8 lo tra'nmg & qual-ficat'On plan Rov vrithholcf 
TUCKER.H B Duke Power Co. 89/10/09. Oocumonl Conirof Branch (Documonl Con 
trof Desk). 2pp. 61 557:009.51557- 100 

6910230239 Rov 5 to Crfsia Mgt fmplemonilng Proceduroa CMIP-11, “Clas&ilicei'on of 
Emergency for McGufre Nuclear Sialicn “ W/801016 Ur. 

HARRIS.RE, TUCK6R,H.8. Ouko Power Co 89/10/16. 31pp. 61580 114-51580.144 


3. Insurance St Indemnity fnlormatloh 

0909290169 Forwards Amend 15 to Indemnity AoroGmanl B 44jollQCtng charges 
lOCFRHO. “Financial Protection Requ rements & indemnity Agreomenis.” for !k 
fure 

MATTMEWS.O B Pfojoci Oi.'ocforeie fl 3- 09/09/20. TUCKER.H 0. Dtko iWr 
5pp 51362.150 51352.154 


P. Operating license stage documenls & correeponOence 

0010030225 ForwatdS curronl ODCM POr plants.ncplocomoni ol ODCM cop.es mic 
to NRC.w/o stated end 

TUCKER.H 0 Ouko Power Co. 03/09/21. Documonl Conlrol Qtancb |Doc\,Tiior.i C 
IfOf Desk). 2pp. 513Q4 350 51334 351 

0910030193 Application for amends 10 Licenses DPR-3B.DPR 47 & DF^R 55, fCd' 
Toch Specs 10 Support operation of Unit 3 at full rated power dunng Cvdo 1? 
TUCKER.H Q Duite Power Co 89/00/25. Document Control Branch (OocLmo.-jl C 
M Desk). 3pp 5 1 385 00 1 -5 1 366 057. 

-0910030195 Proposod Tech Specs changes re fim.img safely sys seii-ngs 8 prolec 
mstrijmentatinn.nCS 8 core operaimg Lmits rept, supporting operation ol On 13 ai 
rated power during Cyc'O 12. 

• OukePo-«ei Co G9/C9/25 tOpP 51305 004-5t3B5 022 

-8910030197 “Ocof^o© Un t S.CycIa 12 Reload Rept “ 

» Duke Power Ce. OPC-RD 2014. 89/07/31 35pp 51385 023 51385.057 

6909260090 Generic Lir 69 20 lo a'l fuef cycle l-censoes possessing, using or proci 
ing formula quaotiilds of SSNM ro protected area long lorm housokeepirvg Svc 
en^i. 

MCCORKLE.G.W Division of Safeg-uards 8 Transportalion (Post 870413) 8D/00 
CensoLdated Edison Co of New York. Inc 1 3pp. 5 1 53 1 . 1 0? -5 1 53 1 . 1 1 7 

8910050304 Conlvrmt; veibal grantirvg o( temporarv vraivei ol compl-atK© Irom reo, 
menis of Tech Spec 3 6 3c to a low jniermiUoni use of conlalnmoni ponelraiion i 
charge core ffooa tank A 

LAlfMS.G C. Assistanf O'-'ocior for Hogion ll Roactors 89/09/29. TUCKER.H D 0 
Power Co 2pp 5M30 228-51430 220. 

0910060198 Appl.calion for amends lo Licunses DPR 38,DPR-47 A DPn-55. rocu. 
ihat Type C local leak rate lest for nenatrahon 53 bo performed 
OWEN.W.M Oui^e Power Co. 89/00/20 Document Control Branch (Documonl Coi 
Desk) 8pp 51452 226 51452 250 

-8910060201 Prcpt«©d Tech Specs ro reqjiremor^i (or tyP® C local leak rela (os' 
peneiraticn 53 ba ng performoU 

• Ouko Power Co 89/00/29 lOpp 5 1452 232-51452 250 

6010060264 Clanf'oe Tech Spec rov.consisting of changes (o App J lest roquirem 
for valves CA-27.HP-155 8 CF-47.AII lines load-ng (rom aux-hary bldg W valvon 
155 S CA-27 malnlamod normally isolated through closed manual valves 
TUCKER.H.B. Duke Power Co 80/09/29. Documeni Conlrol Branch (Docamcnl < 
trolOesk) 2pp 51433 311-51433 312. 

6910100020 Forwards revised Page 4 4-13 10 WH Owen 090029 appl.'caiion lor a'^'t 
to Licenses OPR-3B.OPR-A7 & OPR-55.PenGtraV.on 53 not properly toeiod dsn.ng 1 
A test. 

TUCKER>( B Duko Power Co. 80/09/29. Oocumonl Control Branch (Oocumonl ( 
trol Desk), ip. 5 1461 '24 1-5 1461 242 

-0910100037 Revised proposed Tech Specs ro Table 4.4-i,'isl of penolrat ar.a 
lOCFRSO.App J lost roqu romenis. 

• Ouko Power Co 89/00/29 Ip. 51461:242-61461 242 

8910120176 Forwanls I ©vised FSAR Chapter 16 pages ro RCS high po-m ven & n 
gas oflluenl monitor, per uM 890517 commiiment 

OWEN.W.H Ouk© Poww Co 09/10/02. Documonl Control Qronclt (Oocumani Co 
Desk). lOpp 51489.030-51489 030. 

0910120201 Responds to Gonerrc Lir 89-04. "Guidance on Doveloping Acceptall' 
serv.ce Toainy Progrnrwa ” Additions lo program scheduled for implementanon Ji 
upcom ng refueiing outages neovaluatioo procoss will bo compiled by 901 10 1. 
TUCKER.H B. Ouko Power Co 89/10/03. Document Control Branch (Docurr.cnl 1 
trol Desk) 2pp 514B9.045-5 1489.046. 

8910120062 Suppl to 800929 application 10 Ucenses DPR-38.0PR-47 & DPR-SS.rW 
sary due to d.scovory Ihat ponoiration 39 had not boon properN tested 
TUCKER.H B. Duke Powei Co 09/10/04. Document Control Branch (OocumorU 
irol Desk) 4pp. 51490:157-51499:100. 

-8910120063 Suppi to Proposed Tech Specs App J lesting.penoiralion 39 

• Duko Power Co. 89/10/04. 20pp. 61499:161-51409 100. 

B9 101 70070 Conl.rms verbal grani-ng of lempurary waiver of compliance from req 
mem ol Tech Spec 3.6 3c lo altew into/mitleni uso ol penotreiion 39 to charge B 
flood lank 

LAINAS.G.C Assistant O:Teci0T lor Rogion ii Reactors 89/10/05. TUCKER.H B ( 
Power Co. 5pp 51634:054-51534 058. 

0910180190 Grants 890922 request for partial exemption from FY89 annual fee 
pignt Documonl showing fefund ca'cufaiions for each unit encl. 

TAYLOR.J.M. 0(c of Iho Executive Director for Operations, 89/10/05 TUCKER 
Djko Power Co, 3pp 51557:108 5l557;l08 

0910170115 Forwards Amends 176J76 8 173 to Licenses DPR-38.DPR-47 & f 
55.respeclivoly & safety evaluation .Amends revise Tech Spoc 4 4.1, Table 4 4-i t 
quire tocal teak rale testing of Conln:nmont Penetrations 39 & 53 
WIENS, L.A, Project DiractoJate i1-3. 80/10/06. TUCKER.H.0 Duke Power Co. 
51634 165-61534:1&3. 

-0910170116 Amends 176,176 & 173 lo Licenses DPR-30.DPn-47 8 DPI 
respectivelyjevising Tech Spec 4 4.lJablo 4.4-1 ip require local leak rate testn 
Coma nmom Ponetraiions 39 & 53 & lo spec*fy when lesbng roqu.reri 
MATTHFWS.O.B, Project Oirociora I© 113. 89/10/00. lOpp. 51534:169-51534.170 
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-6910170117 SafOlv ovalualion supposing Anr.ends 176.176 & 173 lo L!COnsc'S Df'R- 
39.CPR 47 S CPR-55.fOspociivGly 

• Office of Nuclear Roaclor noou'ation, Dirocio: (Posr 870411) 89/10/06 5pD 
51534:179 51534 183 

8910160024 Advises fhai 890804 p'cpciscd schodule for nsra'aiion cf ATWS miiyan'^g 
s/s actual on circuitry acceptaWe for Units ? & 3 Uni 1 mptl rnjsi be nsio'.eri our.rg 
outage Comn'itmont lo install mod roauestod wil/io €0 onys of Hr date 
■AEINS.LA Project D.fOcrcrato 11-3 89/10/06 TUCKER H EJ Duko Power Co 2pp 
515G3 156-51563 157 

6910180042 Notification ol 091017 incGimg vv/ulil n Rockwil'O.WD to dscuss petoni'a' 
pjTip njnoul lot omergoncy lOGdwotOf pumps undor specific omoryency cor,dilions & 
possible design correction to addross problem Agenda oixi 

’aiENS.L A PfOiQCl Utfcaoraio ti-3 89n0/09 WATTVltlVVS.O B Projccl Ci.*oc:o'ate 
11-3 4pp 51526 310-51626 313 

3910170005 Forwards S'ippI to 860122 proposed emt^nds lo l-censes DPR 30. OPR 47 
& DPR 56 re fimitod ma* allowable linear boat raio S.jpp: represents results of anaiy 
ses dOScriJjQd in Q&W Owners Group Ropl *3AW 2001P w/two buff‘.up wi“.dovi.s.noi 
tnreo 

TUCKER, H B. Duko Power Co. 09/10/09 DocuToni CcrUrOl f3rarch (Oocumont (‘on- 
trot Desk) 6pp 51 530.242-5 1530:247. 

3910170234 ConVims 891005 lolcon ro participalion m NRC RoculaiO'y impacl SofVoy 
on 0912OrUconsee foedbach wi;i bo ovaiuatcd io dotorm^ne wnat changes &bou!d be 
made to NRC regulatory approach to orihar.cing safo ororoiion oi plants 
E9NETER,S.D Reoion 2. Ofc of the Oirortor 09/10/10 TUCKER.U B Ou'io Power 
Co 6pp 61530 333-51630 338 

6910180211 Forwards SER granting 890522,0530,0622.0713 & 21 requests for relief 
Ifom ASME Code requromenis ro hydrostatic losing & vo'umolrc oxa'n tor rol welris 
8 valve slutJs.per l0CFR50.55a(g)(b)(i) 

MAHilEWS.DB. Project Oirociorato lf-3 89/10/10 TUCKER.U B Duko Power Co 
2pp 51557.054-51557.061 

-8910180213 SER granting 800522,30.0022.0713 & ?\ ro:u;os1fi for roLuf from Sect on 
XI ASME Code roqjlromonla ro hydroatolc losimg or volumoir c oxam for ref welds & 
valve 6:ucJs 

• Office of Nue'ear Hoaclor Royu'ation. Dirotlor (Post 070411) 09/10/10 6pp. 
51567.056-51557.001 

89 10 190198 Advises that Tech Spec amond r0(;uost, including rov.sed 15 GFPY pros 
suro/tomp l.mita & rovjsod low lomp ovorproKstio proiecbdn sys oporahlily rcQure- 
menis will bo submilled by 091 1 1G.por comm-lmunl in 690131 1h to Gonot c Ut R0-1 1. 
TUCKER, H.B. Duke Power Co 00/10/13 fDocumoni Conticl Rfonch (Docurroni Con- 
I'OlOosk) 1p. 51563:210 51563 21G 

6910248044 Responds lo Gonoric Lir 89-06 ro SPD5 Ruviow of SPDS conipjtor i‘‘put 
poms corpplofo & points nol Includori in rnulmo instnnr-ont loop sufvoi lancos 
idenli'icd Inclusion of points schodulod for ro.Tp‘oiion l>y 000201 
TUCKER. H Q Duke Power Co. 89/10/16 Doci.moru Cordrof Branch (Document Con 
ifo! Desk). 3pp. 51500 018-51 500 020 

9910240042 Forwattis suppi Id 090025 faopoHin) amends lo Uconscs OPH-3ft. OPR -l? 
8 DPR- 55. addressing refs to VIPRE l henna l tryd'ouiic code 8 dololion of provisions 
for two foactor coolant pump operation w.ihin NSUC ovelunlion 
TUCKER. H Q Cluko Power Co. 00/ 10/ 10 DcCiiir.onl Ccnirol Branch (Occumoul Con 
frol Desk). 2pp. 6161 1:321-5161 1.32Q. 

-6910300086 Supplemental at^licoton for amends to liconnos DPR-30, Of’rt 4 7 8 
DPR SS.Odclross.ng rols to vIPRE thermal hydraulc cod(» & rioloion of provisions fcr 
two coolani pump eporaUon within NSI C ovniuation 

• OukoPowo/ Co 80/10/10. 4pp. 51011 323-51611:326 

6910160260 Gonoric Lir 69-21 to all holders of OL& & CPs lur ruefear power reactors 
CQlcorning roquosi for info ro status of Implomuritalion of USI requiromenis Sve I si 
enicl. 

PARTLOW.J.G. Associate Director for Projects (Post 0704 11). OD/lO/19 Consolrddl- 
ed Edison Co. of New York. Inc 60pp 51622 009-51622 0(^8 

6910180273 Generic Lir 80-22 to all licensees ol onoraiing roaclors 8 holdors of CPs ro 
polential for increased roof loads 8 plant area flood runoff depth at licensed nuclear 
power plants duo to recent change tn PMP cnlona Sve list ur'Cl. 

PARTLC7AI.J G. Assoclal© OitocIdt lot Projocis (Post 870411) 89/10/19. Consol d»1- 
od Edison Co. of Now York, Inc. 30pp 51622 069 51622 106. 


O. fnspactlon reports, IE Bulletins & correspondence 


8909010338 NRC Info Notice 89-065, Poluntial for Stress Corrosion Cracking in Steam 
Gonarator Tuba Plugs Suppl ed by BaW.” Sve fist onci 

ROSSI, C.E. Division ol Operallonol Events Aasussmoni (Post 070411). 09/00/09. 
Consolidated Edison Co. of Now York, Inc. lOOpp. 51349 i()0 51340.208 

89090S02B4 NRC fnlo Notice 09 066. 'Oualifical-on Lite of So’unou) Valves** Sve liSi 
oncl. 

ROSSI.CE- Division ol Oporailonal Events Assessment (Posl 070411) 89/09/11 
Consolidated Ed son Co. of Now York, fnc I05pp 51337 005-51337 190. 

8909200010 NRC Info Noilco 89-068, "Evaluailon of Ifisirumenl Sotpo.nis Ouring 
Mods." Sve list ancl. 

ROSSI.CE. Division of Oporat-onal Events Assessment (Post 870411). 89/00/25 
Consolidated Edison Co. of New York, Inc. i08pp 51337 200-5133? 304 

8909250262 NRC Info Notice 89-069. "Loss ol Thermal Margn Caused by Channel Qox 
Bow." Sve lisf end. 

ROSSI.CE. Division of Oporationiol Events Assessment (Post 0704 i1). 89/09/20 
Co.isoHdated Edison Co. of Now York, inc. lOepp. 51531001-51531:106. 

6910190045 Forwards Insp Ropts 50-269/89 28.50-270/09 28 8 60-287/89 28 on 
890320-091 0. No violations or dovlalions noted 

HEROT.A.R. Region 2. Ofc ol the Director 09/10/03 TUCKER.H B. Duko Power Co. 
3pp. 51 546:3 In-51546'32B. 


-B9 10190049 Insp Repls 50 269/89-28.5O-27O/89-20 8 50-287/89 28 on 890320- 
09 1 6 No violations or rteviahons noted Major areas inspected operaiions.su'vei lance 
lesling.ma nt activities, fac lity mods & operator ficonse verifications 
SKINNERP.H. WERT.LO. SMYMLOCK.M B Roaion 2. Cfc of the Dirocicr 89/10/ 
03. 12pp. 51546 317-51546 328 

8910200012 Forwa'dS Insp Hepis 50-269/89 27.50-270/89 2/ & 50 207/89 27 on 
890821-22 No v.Dlaiicns or devialions noted 

JUtfAN.C A. Region 2. Ofc of Iho Director 89/10/04 TUCKER M 0 Duke Power Co 
2pp. 51566 142-5 1566. 150 

-8910200013 Insp ReptS 50-260/89-27.50-270/8G 27 & 50 287/09-27 on 890921- 
22 No violations or deviations ideniified.Major areas mspccied open iiems :n fire pro- 
lecbon 

HARRIS. J R , CONLON.T E Rag on 2. Ofc of the Directo.' 89/09/26 /pp 51566 144- 
51566 150 ^ 


8910200016 Responds lo NRC 89D9C8 Hr re violations noied in Insp Ropis 50-269/B9 
25.50 270/09-25 & 50-287/89 25.COfrociivo act ons, procedures & changes incorpo- 
rated to add'ess ccrcorns o< mc-der^i leviowed & method oi handing b:s'ab‘e 
Chanced. 

TUCkEB.H B Duke Power Co. 89/10/09 Document Control Branch (Documont Cion 
irol Desk). 6pp 51565 287 51565 292. 

8910040381 NRC Info Notice 89-070. "Possib'o Ind.Cdkons of Mis'epresented VerUor 
Products " Sve 'ist oncl. 

ROSSI.CE D.vision of Operational Events Assessmenl (Post B70411) 89/10/11 
Consol daied Edison Co. or New York, inc 1 09pp 5 1 53 1 . 1 1 8-5 1 53 1 .226 

8910240019 Fonvards Bequosi for Relief 89 08 from inservice insp requi'oments of 
Sociion XI of ASME Bo lor A P/ossu'o Code, due to Inrpraci'ca'iiy of examln ng reactor 
cooiani pump siud hole 

TUCKEfl.H B. Duke Powor Co. 09/10/13 Document CJontrol B.'arch (Document Con- 
trol Desk) 7pp 51505 026 51565 012 

8910240242 0ocum.oni9 oncl Q&W Owners Group 690029 response to NRC 890807 re 
quest fo.' addi info ro BAW-2095 rept concern ny NRC Bulletin 88 011. "Prossuriior 
Surge L ne Thermal Straiificabon " 

TUCKER.H B. Duke Power Co. 89/10/16 Document Conirol Branch (Document Con- 
trol Dosk).2pp 51505 048 51585 070 

6910130014 NRC Info Not-ce 89 0/1, "D.verslori of RHR Pump Seal Coo'mg Weior 
Flow Our ng Rccircu'aiion OpardHon Fol’owing LOfDA '* Sve I si one’ 

ROSSI.CE O.v^ston ol Qpor&iiona' Gvonig Assessmenl (Post 0704 n> 69/ 10/ 19 
Consolidaiod Ed.scn Co of New Yo^k, inc I07pp 51531.227-51631333 


R. Pexiodfc operating reports & related correspondence 


8910190168 Forwards monihly operating ropls lor Sept & Aug 1989 for Oconoo Nuclear 
Station.uniis 1,2 & 3. 

TUCKER.H. B. Duke Power Co. 89/10/13. Document Control Branch (Documo.nl Cen 
tfOl Desk). Ip. 51550 087-51558:104. 

-8910190173 Mo.nlhly oporaing rOpts for Sopi 1909 for Oconee Units 1,2 & 3 
WILLIAMS.R.A.. MOSER.SW. Duke Powor Co 09/09/30. I6pp 5l55BCBfl- 
51550 103. 

-B910190174 Revised monthly oporaing rept for Aug 1909 for Oconoe Units 1.2 & 3 
’ Duko Powor Co 89/00/31 Ip. 51558 104-51558 104 


V. Dry Cask Independent Speni Fuel Storage tnslaUatlona 


89101 10208 Forwards proposed Tech Specs for util ISFSI at p'anl 
nOOERTS,j.P Fuel Cycfe Safety Branch. 89/10/06 HAGHI.A Duke Power Co 22pp 
51475 120 S1475 141, 

0910250371 Forwards environ aasessmoni & finding of no sign? cant impacl re 0BO331 
application for amend re iSFSl at plant. 

WJEN5,L A. Prcjeci Olrecloralo ll-G- 09/10/16. TUCKER.H. £3 DjKo Power Co. ip. 
51603:275-51603:280. 

-8910250374 Notice of issuance of environ assessment & Imdng of no sign.lcani 
impact on appl-callon for amends lo Licenses DPH-38 & DPn-47 for storage of ISFSI 
at plant 

H(30D,D.S. Projocl Directorate 11-3. 89/10/10. 5pp 51P03 276 51603.200. 


DOCKET 60-289 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8910040236 Rev 8 to 91CO'PLN-420002, "TMI Emergency Dose CalculBt on Manual." 
WILLIAM.S.E., SHAW.R.P. General Pubi c Utilitias Corp. - GPU Service Corp 80/09/ 
27. 107pp. 51392.318 51393.002. 

6910020109 Rev 2-04 to EPIP 6000-ADM-30S4.01 (EP-033). ‘•Operations of Pers’ppany 
Technical Functions Ctr." 

’ General Publ-c Otilitios Corp ■ GPU Service Corp 89/10/02, I7pp, 51365:151- 
51365 167. 

8910190139 Rev 1 lo EPIP 8200-lMF- 1/20.01. "Emorgency Public Info Plan & Impie- 
monting Proceduro." 

’ Gonoral Pub'ic Ut-liiiee Corp. ■ GPU Service Corp, 89/10/12. Ii7pp. 51546 004- 
51646:120. 

8910250035 Hov 4 to EPIP 9471-IMP-1300.36, "Emergency Assembly Area " 

BEAVER J. BROWN.N.D. EHERT.R, General Public Uiihlies Corp - GPU Service 
Corp. 09/10/16. 13pp. 61607:226-51607:238. 
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8910170008 Pv'v>.t*cs ftpr Cl rf>iraTT.3'c a-jdi o? Sa'ety performance i.TpfOif6me.'*i 
u/ ‘'j ■> a' p if.t£,a tasel cn fiHC R307JI avJt ai Parsppany NJ 
i-En\A^H Vr Ptc.'J Dro-:tcratt> 14 69/10/06 huk'IL.HO General PuM-c Uti.iies 
(.•ft • Gf^u :nC</p Spp 5>534 uo 6i*>34 16) 
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Cvaua'cn re sa'er, & pe.’fo/fra''.ca tmprovemer^i p/ograai p'ogra'n.Talic 


* cf f*-“::eAf P.‘a;*2r fl*‘^/3tcn Orecicr fPcs’ 370411) 89/10/06 I7pp 

51531145 51534 161 


8910160250 Gcntf.c L:r 69 21 lo a.“ nc'J^rs of Oi.s A CPs for n„c'ca' po»vcr reaciors 
k.:r vur..r.^ KQX'i' *J» «r.<o ro S’a*j> ot irrrt*ncntai.on o» U5l reqt'i.'e.'nenls SvC fiSl 
tnci 

PAHTiCvv JG Assoc .v-i OirfCOf for Projects (Posi 67C41 1 ) 69/f0/l9 ConscLdaf* 
esresenCo d lifi« Vciv *nc 6Cpp 5i 622 OW 51622 068 


8910180273 Generic Lf/ 83 2? to a*: icen$ces cf operai.-.g redcfors S hoidars of CPs re 
pcvr'ij I'J r./,reasc.d roof tcads & p'd*-.'. area f-ood luricH depth ai licensed nuclear 
poAi'r p 3'.i5 tfuy fO fcccfii cria'‘g<j i/> PMP cr ’cna S«»c liSf ercJ 
PAnilOWJG Aswaf 0 D reef Dr for PiOiCCfs (Post 8704111 69.'10/19 Ccnsoldal* 
c-t ^Json Co cf New Vor>, Mc 39pp 5 1622 063 51622 106 


O fnipecfion reports, fE BoJJellns & correspondence 

8909010338 t.»C Into liDUce 89 065. Pofen'jjl tor Stress Corrosion Crack-og .n Sfeam 
Gene'afor T^/be Plugs bupc’-er) by 6AW Svc 1.5I c.nci 

BOSS' C 6 Dwen of Opc/ar^onai Even's Assessmer:! (Posi 870411) 69/09/08 
Cor.soW^d €c sen Co o( »erv y piV. inc lOSpp 51349 1OO 51049 208 

^'^•0 7iDr.co 09-066. Oua’if-ca: on ti'o Of Soienc'd VaVes" Sve fisi 

Oporai'onaf f.erfs Assess-neri jpcsi 870411) 89/09/11 
C.onsc«iOaleo Ed.son Co of New vo/k. Inc lOSpp 51337 095-51337 199 

PoTAardi neocLve fnsp Repi 50 289/89 17 on 890015 16 A nohcd of vio- 

EELLAWV.Rfl Pog.on I, OfC of the Di/ociO' 09/09/10 HUKILL.HO General Publ>c 
Ut'fXJsCorp • GPU ScA/JCo Corp 2pp 5134 3 281-51343 29o ^ ^ 

-8909270255 7rc!.oe of vo'af^n from msp cn 690315-16 Vrofaf-on noierJd-jo (o utqcoo. 

iron. Oc. Us 

• Pog^ I. Ofeof the OrrectOf 83/09/19 ip 51343 233 51343 283 

-8909270259 Reactive fnsp Repi 50 209/09 t? on 69OQ15.16 Vtola' cn noiedMaw 
^as cpspociedcorroclivo act'Ors re t-nresoVed hem 50 269/80 30 0 1 mod of rrln^ 

51343'^' O' "^0 Di/ec:o/ 09/09/18 7pp si343 2d4. 

O' Seipolnls D.nr.g 

Operational Evoms Assessmem ^Posi 8704111 89/00/?*. 
Coosoiidaied ErJrscn Co of Now York, rnc I06pp 51337 200-5 U3? 304 ' 


0909250252 NRC Into NOl'Cft &<)060, ‘ loss ol Thetmiil Wiuci‘<> Cnusuif by CU-'i. i 

BOSSiCf''0i^^-. ol operaho'.al Evems A.ssoss,n„r. (Pos> 

CcnsoWaled EtfiSonCo of Kow Vo.k. Ire lOOi'-p M53i 0111 -SIM' 100 


AOIOI 10029 Info'ms of NRC .nientmn fO perform loom .nf*p <»f miiirit firon 
09101 lUU^tf '^T ... rnAini & u^HniVinr r-/v» 11 I^OmslitS. 1 iy f1 r 


fa^.-iMnsp WI.I focus on porformanco ol rnainl & whotbor cotorononts.H 
lu'OS 01 pfanl adetluaiolv mamiaired A r'Opnrfy mpjiirod 


dAtLOt!?M Rooon l/OfC oflJiO O.mcior 00/ lO/O? HtJKH l.J f 1). (Umrr.»| 
U1 1 lies Corp. • Gf=U Se/viCO Corp I6pp 5 1 46ft 1 05 5 1 466 1 20 


8910130046 Responds to NRC Ou'iohn 09 00?, ' Sirpss Corrosicjn CrncK'iiU . 
Ha.'c'nass Typo 410 Siamless 8teo.' tolornnl tVoloaffod Uolf^y. /’ 

IUcd6l S305W Swing Chock Valvos or Vfilvns ol Snvvlrtf Dosv.jrv. i « 

HUKitufU General Pub'ic Utl'lTS Corp • (iRU Sorvico Corji GB/ lO/fJ‘1 Oo* 


89 10 190220 Roquesls adol info ro closod-l of fL flullot'O ?\i 15. “Ool'P Drpfl Tui 
fic-e-c-Gs.' d?d 79971 1. , cj i , 

HERNAN.R W Prelect D.rocloraio I 4 8Q/10/0ft tlUKlLL.UC flifrn;m' f uh'.- 
Co'p • GPU Service Cerp ?PP 61557 ??5 51657 228 

8910250062 Forwards SalOty Insp Bepi 50 2&O/8‘0 31 on 110001! G-^O No 
dcv.ai'ons noted , 

BtLLAMYRR Region 1. OfC of fho Di.'i/cfcr. Hy/10/1P tIUKfl.U.H C (»i’'urjil 
UM ties Cerp - GPU Service Cerp ?PP 5160G 350-51003 3f>0. 


-6910250063 fn^p Hept 50 289/09 ?1 on OBOOPG 29 No viuialnifH or ifn» 
noted Map.' areas mspoctod rarlio'OGicaf environ rnon.tofinq firr/fjrnins,.nci(Jd1' 
conuois.auO.t3.OA & imp'cnvowaiion of '»siod 

fUflfAj, aCRES.n Regon t, Ofc of flio Diroctor 89/10/10 ftpp blOi 
51603 360 


0910040301 NRC fnfo Notice 89 070. Possible indications of Mloropfunonioif 
Products ■' Sve I si enef 

ROSSi.C.E D.vi5lon of Cporai-onnl EvoniH Assossmonl (Posi i1 70411 1 ih1' 
Consof dated Edison Co of New York, Inc i unp() 5 f 5 J l f > 8 • 5 1 f> J I ' ??ft 


8910T7D254 Oocunionis (foiaila of 000627 ove;H itipi rosu'lcd In lor»H Dllfl cov. 
app'O’i 13 mnutes.pof ccrr.nMlmom made to NfK'CoriuClwo nclioo I’rncovfii'o 
5 8 revised lo ensure l/'Ot hreakors cpnn wf‘i‘0 (usimo li.siabfn intti/locku. 
HUKItL.RO Ge.''eraJ Pi.blc Utulioa Corp. • GPU Sorvico CO'P. flU/IO/l f Po: 
Control Blench (Oocumont Cor\lio1 DnsM 4pp 51529 239 515?9!2'12. 


6910200070 Final respo.-iso lO FOIA fonuosi for roconJfl Anp A roc or 1 1 ord 
GRIMSIEY.OH Division of Froodom of lritornUilror> & PiiPVcatlDiiii iiirrviMH 
090205) 89/10/16 WCLTAM Alpha Gmoun Tochnofooy, irur. 2pp 51.*.'' 
51542 110 


-6910200973 lisv cf Ole Ol Invostlflat ons casos loaxiltimi m DO»l to:vjiChoi<s 
891010 

* Of Ice of Invesi-gof-ons (Pro 000201) 00/10/10 1 f i. 5 1 54P 1 1 0-fi 1 54? 1 1 0. 


0910130014 NRC Info NoUCo 89 0/1, “Oivitiaion of RKR Pwi'p Soul CoolUivj 
Flow Our-ng flocifculoiion Operaiion Pol.'ow ng LCCA ’* Sve fisl oncl. 

ROSSi.CE- OiviS’Cn oi Ouerahonal Evonis Assosynioni (PohI il/Odll). fip/ 
Consol dated Ed sen Co of Now York, Inc. I07pp 5I5U1 227*5 15^1 1:" It) :f 


R. Perfodlc operatlnQ repoHs i> leiated cotrospondonco 

8910240033 Monihly operating repi fpr Sopi IQRO tot TMl- 1 .W/Q‘Jt0 Itl lU. 
SMYTH.C.W., HUKfLL,HD General Publ'c Uli'it/os Corr) ■ GPU Scjrvicu f'o'fi f 
09 6pp 51584 353-51584 058. 


8. Reportable occurrences. LERs & related correapondonce 


0910170206 Fonwards ViciDteon,1nc 8904 M lollowup Pan 21 ropi ro lilinwaro i 
fad.aiion mo.'^lioring sys.prov.dng corrocfivo Rcfions laKon.io tin incfoi/od in N/i 
21 Log Sv3 

GREETiMAN.F Q Reg-on 3, Ofc ol iho Dirotlor 80/04/ 18. OEnilNCiUH.C M. C 
Commun-cations Branch, ip 51536. 132-5 1530 133 


-6910170200 Part 21 rept re radlaiion mon.loring 8y9 Uhl surip'ipd w/now 
ojitu^Pa^ ^ thanual rova comploi^ & forvraujod 10 ul'i 


PROry 


b,MiTH.JA STAFF0RD,KE Vicioreon. Inc. (subs of Sfio.’for-Rfobo Corp ) (10/ 
neglo-n 3. Ole ol Ihe Director. 1 p. 5 1 536; 1 33 5 1 530: 1 33 


V. Operator Eiramlnatlons 


schMuled (0 . 900100. 1 . 4 ,o,m= 97, ,6t roan. 1.; M rmn..io7& 

“'® D,reclor. 80/09/??, HUKItU.HD 
Pubi c Utihies Corp. • GPU Sorvlco Corp I2pp. 51374 223-51374 23'1. 

re quafificoilon roquirG/nonts for rn.lia 
o?on hi license under lOCFn55.Planls inUiol 'iconso oporaK 

I? Include 6 month reauXomont 

SofVlCO CotO 09/10/03 ( 

Controf Branch (Oocument Conhot Desk). 2pp 51532.001-51532 002. 
DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & ffre protection plans 


DOCKETED ITEMS 61 


fl9r0020077 Fo.'war<ls SALP Pepi 50 293/08'99 (Of 8G05ir> 090630 insiancos of rfevi- 
aron Vo"n approved p'acticos & lack o( ailont on (o dotm? vvhich (od lo challengos lo 
c ani er.ucrreni & pe/scinnel noted 

RUSStiLL W T Heflion I. Otc ol Ina D.recior 80/09/?1 E3inO,tt G Boston Fdison 
Co, 3pp 5 1365 281-51365 329 

^e^^<W?Q06Q SALP RepI 50 293/08-99 iot 8805 16 890630 
• Heyon l. Otc or iho Di.'ecio.' 89/09/21 4Gpp 51365 284-51365 329 

8910190211 ApprovOS foacior opGfalion at toll power, por ulil powor ascension lost pro- 
rttam & NRG Conlirmaiorv Action Lir CAL 86 10 Slauis ol omctgorcy pfOpBtodness 
for ccTi.Tijni! QS around faci'ity por NRC complalirn lo Coir/russon onc( 

RUSSELLW r Region l. Otc of lAe UreciO'. 89/10/06 DlRD.n.G Boston Edsen 
Co 25pp 51564 156-51564 180. 

6910250063 Rev.sed EPiPs. nclud:ng Hov l to EP-lP 150.Rov 2 to EP IP-20D.Hev 5 lo 
EP IP 21 DA 3 lo EP IP-220 Table ot ccnionts one' W/e9 1020 Ur. 

WAIL,C . IJiHDAHL.DA. BlRO.RG. Boston Co ftO/tO/20. 85;>p 

51627 294-51628 018 


H. General correspondence 

69100403S7 Forwa'^ds corrosponr/nnee ro installed hardened wotwoli voni at piant.fO' 
co-nmenis 

D.XONDC. Plymouth, MA 89/09/20 MURLtY.T.E 0»ico ol Nudoar Roncter Rogj- 
falOO. 0/CCtCr (POSI 870411) 25pp 514 11 131-51411 155. 


p. Operating license stage documents & correspondence 

8910200175 Requests clan'caton of rn.clear power plant stall wo.'H’n.g bours.per Ge- 
neric Lir 82-12.Ulil views artilrnlor award to bo in rli'oct conU-cl w/ob'igai ons as nu- 
c ear p ant 'icensoo S ronurerroni ol Gonodc Lir 82- 12. 

BRO RG Qoaton Gdison Co 89/07/20 WIGGINS.J T RoQion 1, Ole ot it’O Cifoclor 
lepp 515G7 26B- 5 1567.285. 

B90929Q16S For^vorcls environ assossmont A Und ng of no signif:cani irrtiaci ro 880707 
app cai'on lot oxemphon from lOCriTSO. App J lorjuitomoms 1oi pnmary roT^ialnn.om 
icakago lost rg 

VACUONALD.D.G. Pfo;oci Dirocioraio r-3. 89/00/19 UlRO.n G flosion Edisen Co 
3p? 5l35l:33d-6l35l 347. 

-•0909290197 Envfon assossmenl supporting oxornplio.n tro-m rcgin'cnionts of 
10CFR50 App J. Section III A 6 lb) lo tho oxlonl that Typo A primary Lonta-nmoni Into- 
graiod IfraK laie IohI wouliJ not havo to bn poilOfti»c<l mmng survoUanco Outage 
AESSWAN.R H. PfOjocl D.fnctorain 1-3. 88/00/18 tlpp. 51351 ;34P-5 1051 347 

6910029267 Refiuesls inlcfim approval for ro’iol from tosiif'g of RUH sys Valvos 63 A 
64 un'ii RefcoUng Outage 8 scnodulod for D 1031 5 

ORD.RG. aosion Etfison Co 80/09/22 Docurnont Co.-itrol Rmnch {nocumonl Cen 
I'Ol Ces'i) 3pp 51304.359 51364 361. 

8910060094 Fc'Virards Amend 125 to Liconso OPH-35 & Bnfuiy ovaHjotion Amond do 
loies onsiio A off&ilo nrgan'?allon chans in Tr^ch Spec Sociion 0.0 por Unnonc Lir 88- 
06. 

MCDONALD, [).G. Pro|oc1 Dirocioraio 1-3. R9/09/25 BinO.R.G. Ooslon Edison Co 
ipp £1453 347-51453 361. 

-69t0060Q97 Amend 125 lo License OPH-35.do?oling onsUo A offsiln orgarieaticn 
chans from Toch Spec Sociion 6 0 f>o/ Gonor.‘c Ltf 80 or> 

WESSMAN.RH Projocl DIrocioralu 13 00/09/25. 7pp 5 H53:35?-5I4 53:358 

-89 10060096 Saloty o valuation supporiing Amond 12S K> I icons o ORR -OS 

* 0-M.co uf Nudoar floacior Hogu'aiion, Director (Post 0704 ii). B9/00/25 3pp 
51453 059 51453.361. 

8909200098 OoTorlc Lir 09 20 to all fuol cycio Iconsnos possessing, using or process- 
ing fo'muia qoantitios of SSNM ro prometerJ aroa long lorm tiousokoeping.Svc lisi 
onci 

WCCOPKlE.OVif. Division ol SalDyuaids & Ttanspotlaiion IPosi 670413). 60/09/26 
Consolidaied Edison Co. of Now York, Inc. I3pp 51531 l07-5t531;ll?. 

8910040259 Forwards eKomption from roquiromonis ol lOCFRSO App J Soclon 
ri.Ae(o) for ccnloinmoni Inlograied leak rate tosi interval A 6-mooth oxlonsion of lo&t 
r.l?ival for va'ves & tliywo'l head A access hatch Snfoiy ova'uaiion aleo end. 
VCOONALD.D.G. Projocl Directorate 13. 09/00/27 BinD.D.G. Boston Ed son Co. 
51413 168-51413.167. 

-8910040269 Exornption from roqjiromonte of lOCFRBO.App J»Soct-on III A 6(b) ro con- 
fa' -imoni inlogralod look rate tost iniorvol & 6-monih oxlonslon ol msi interval lor 
vei/es & drywoll head A access hatch. 

VARGA, s A. Divifion ol Reactor Projoefs - l/ll (Post 070411) 89/09/27 Boston 
EdiS0.n Co. flpp 6 1 4 1 H; 1 72-5 1 4 1 3. 1 00. 

-8910040276 Safoly 6voluat-on suppoflino util roquosis for exempt on from 
lOCFn50,App J conlainmeni (nlegraied leak tost loquiromonts Next Typo A test may 
l>G pertormee duririp Reluolmg Outage 8. 

• Olfice oi Nuclear Reactor Regulation, Director (Post 870411). 89/09/27. 7pp 
51413:181-51413 187. 

8910040385 Chango instruction Notice 89-372 lo "BEOAM.Vol lU” c;onsistir»g ol Rev 76 
to Pago V I A Rov 20 to Section 4. 

■ Boston Edison Co- G9/09/2Q. 8pp. 51392.057*51392 064. 

8918)90113 Besponds to 890720 request lot conlirmaOon thal GonoDc \.)r 62-12. Nu- 
clear Power Plant Slaff Working Hours*' applicabfo to planl.appllos to staff perform ng 
safety-related fur^ctions A applies during oiiiago perrods 

COLUNS.S J. Region 1, Ofc of the D.reclor. 80/10/04. BIHD.R.Q Qosien Ed.son Co 
3pp. 51663:350-51663:352. 

8910190211 Approves reactor operation at fuH power, por util power ascension test pro 
mam & MftC Conllnnalorv Action Lit CAL-fi6- 10 Status ol omoigency prapajodness 
ror oommun tles around facil-iy por NRC compilation to Commission enci 
RUSSEIL.W T. Region 1, o(c ol mo Director 09/10/06. BinD.n.G- Ooston Ed son 
Co.26pp 5 1564: 150-6 1604; too. 


6910260129 Ci4CuSsos Ftolicf Ruq,,GSt RV 29 froni ASMF Code msorvice lesimy re 
qui-'orronts for two RMR sys valves NRC ifolormines iriai Ciirront roquiremenl for (osl- 
i.ng valves pner lo Refuefing Outage 0 iS irrp/aciical Re iof grpnied 
WtSSMAN.fl H Prcjocf Direcioraio f-3 89/ 10/ 10 BlRD.R G Boston Edison Co 3pp 
51624 275 51624 277 

6910460250 Generic IV 60 21 to al! tve'ders ol OLs A CPs for nuclear power readers 
concerning roqjosi lor info ro status Ol implemonrat on of USI req..i-'emenis SvC I si 
one I 

PARTLOWJ.G Asscciare Direcio.' for Pfo:ect5 (Post 070411) 89/10/19. ConscI dat- 
ed Edison Co of New Yotk. Inc 60pp. 51622 039 51622 068 

8910180273 Gonenc Llf 09-22 lo aJI kconsoes cf operat'ng reactors A ho'dors of CPs ro 
poto.nLal tor inr;>reQ*.>o4 roof loads & p'ar.l area flood rvitiofi dopih ai Icensed rv.^clear 
power plants duo to recent change m PMP criteria Sve l.si cncl 
hartlOy/.J G. Assocaie D.mcior foe Projects (Post 07041 1) 69/10/19 Consoi.dai 
odHdSonCo of New York, inc 39pp 51622 069-51622 106 


O. Inepection reports, IE Bjlietins A correspondence 


8909010338 NRC folo Notice 60 OHS. "Poiontial for Stress Corrosion Cracking n Sloam 
Cionerolcf Tube Plugs Supplied by HAW" SvC .’ist orcl 

noSSLCL Division of Operational Events Assossmont (Post 070411) 89/09/00 
ConsclldatoJ Edison Co of Now York, Inc lOOpp 51349 ICO S1349 2C8 

0909060284 NRC Info Noiico 89 066, ' Oualilicat on L-fo cf Solono'd Valves" Sve 'iSl 
oncL 

nOSSl.Cb DiViS'on of Opo/ational Evonis Assessrront (Post 870411) 60/C9/11 
Consol dalod Edison Co. of New York, Inc. lOSpp 51337 095-51 337 1 93 

6910020077 Forwards SALP Ropl 50-203/88-99 lor 000516 890630 Instances of davi 
anen irom approved pracLcos A lack of atieniion to detail which lod io challenges to 
p?Qnl cqu pmoni & porSonno-f noiod 

RUSStLl.W.T Region ), Otc ot iho Drectof 89/09/21 BiRD.H G Boston Edison 
Co. 3pp 51365 281-51365 329. 

-8910020080 SALP Rcpl 5Q-2Q3/Q0.90 tor 880516 QQC630 

• Regon l.Ofccf iho D.rcclOf 89/09/21 46pp 51365 204-51365 329 

8910020204 Responds to NRC 890023 Hr ro v orations & proposed rrposit on of civil 
penalty from Insp Ropi 50-293/89 05 Correcl-vo action:iwo responsh'o ulii oporaicrs 
suspondoil because breakers incorrectly positiored for test 

BIRD.H G Ooslon Edison Co 80/09/22 Ofc of Enforcoment (Post 870413) Opp 
5 1365 075-51365.083. 

6909200010 NRC frifo Notice 69 U6G, ' Eva'uat on of Insiramoni Selpoints During 
Wods ” Sve lisl oncI 

noSSl.CE Div's'on of Operational Evonis Assossmoni (Post 870411). 69/09/25 
ConseLdalod Edison Co of New York, inc I06pp 5)397 200 51 J37 33-1 

6940030515 Moldxai-cn ot slofv.<>canl icorysee rr.ootmg 09-154 w/ull on 601006 in 
Plymoulti.MA lo discuss SALP mol 

□LOUGH, A R. Roglon 1. Ofc ol ino Oi'OClor 09/09/26 Region 1, Ofc of iho Dmcior. 
3pp 51374:21 4-5f374 216. 

8909250252 NRC Info Not'co 09 069, "LOSS ol Thermal Margin Caused by Channel Bo* 
flow.'* Sve fi9l onef. 

BOSSl.CE. Oivifilen of Opotaivor\ai Evonts Assossmont (Post 8/0411). 89/00/20. 
ConsoHdatOcI Ed-SOn Co. Of Now York. Ire 106pp. 51531:001-51531 lOG 

0910190211 Approves reactor operation at full power, por uf I power ascension lost pro- 
uram A NH(!) Confirmatory AcHon Lir CAL-G6- 10. Status of emergercy preparedness 
lor co-Timunit os around facilily per NRC comp lat on lo Comm as on onci 
HUSSELL.W T. Region 1. Ofc of tho D rector- 89/10/00. BlRD.R G. Boston Edison 
Co 26pp. 51564.168-51584:180. 

0910040381 NRC Info Nofico 89 070, “Posftib’o Indicalons of Misropmsontod Vondor 
Producta " Sve list end 

nOSSl.C.E. Division ol Oporeiionaf Evonis Assesamont (Post 070411) 89/10/11. 
Consolidated Rtfison Co of Mow York. Inc I03pp 51531:1 10-51531:226 

8910190130 AcK foce pl ol 890022 lit A poyrnen) lot civil ponaiiy in atnount ol $25,000 
proposoci by NRC in 890823 IN. 

I.IEBERMAN.J. Ofc of Enforcomoni (Post 870413). 89/10/13, BiRO.R.G Boston 
Edison Co. Ip 51557:182-51567:102 

0910130014 NRC fnto Notice 09 071, "Divers on of RHR Pump Soal Cool.ng Wafer 
Flow During Hocirculation Operation Following UOCA ” Sve hat onci. 

ROSSI, CE. Division ol Opoiallonal Evonis Assossmoni (Post 8704tt) 09MO/19. 
Consolidaled Edison Co ol Mew York, me I07pp. 5153 1:227-51531:333 


R. Periodic operating reports & related correspondence 

8909200157 Monthly oporOhnQ rapt for Aug 1989 for Pilgrirn Nue'eor Power Station. W/ 
090914 Itr. 

MUNRO.W, HIGHFILL.K.L. Boston Ed-son Co 09/08/31. Vpp 51350 237-51350:243. 

8910200098 Forwards bewOoHiy siaius rop) lDi 890909 22 .Ropl iniended 10 ptovide NRC 
nigi A public w/ovorvlow Ol plant activities & NRC rostart insp act.vil es. 
aLOUGH.A R. Region l. Ofc of tho D.racior, 89/09/28 JOHNSON.J R Roglon l. Ole 
nf IhG Director. 5pp. 51566:049 51566 053. 

8940240037 Monthly operating ropt for Sept 1989 for Pilgrim Nuclear Power Station W/ 
691012 Hr. 

MUNRO.W.. HIGHFILL.K.L Uoslon Edison Co 89/09/30. 7pp. 64595:033-51585.039. 

6910230003 Fonwards plant biweekly siaius rept for 890923- 1 007. R opt extended addi 
d^ to encompass 891006 act-viues.Qo 80 1006, WT Russel raloased uUl (rom fillh 
NRC approval point lo power ascension losl program. 

eLOUGrf,A.R. Reg on 1. Ofc ol Iho Director. 09/10/12. JOHNSON.J R Region 1. Cfc 
of thoOireclor. 5pp. 51580 24 1-51580 246 



62 DOCKETED ITEMS 


S ReponaWe occurrences, LERe A reUled correepct^tJenc© 


aS^OOB Olcn 8l0j3VwKe perfo-'ming rout.n© opefab'l.ly new 
testjH^’Ci turbine Ifippcti on Cverspeed (^aused by faull/ ccnrectcr -n torb no control 
sysCcrivrfc^o? fi ijpiuje d sc replaced Vv/6jfD9ifi iir 

sf'^e 039^*^ ’ ^**^*^*^*^ Boston Edison Co 89/09/18 5pp 51369 035 


a9WQ30(W4 tER avoioovon Q4C9?2.tfe;erm ned that CRO coi'ot fotamer it bo had 
' crack Caused r.y tGSCC -n cold wori^Bd A we‘d sensitized 

^ 'll® •a1J'g ca.t/Bitarrtned.W/8 90918 'Ir 

01388 ■ B'RD.R.G. aosicn Edss>n Co. 89/09/18 6pp 51368 046 


08 W03X-i.on 63l?03.posiiion indication on Panol O? Fa.‘ed lo an 
breaker £04511 Caused out of ao.usitnoni <inin s.%iic/i L mii 
vacuum breakers aa,iJS|Gd & lasted W/89C930 lb 
LUNN.0P. Boston Edison Co 89/09/20 3pp 51343.161 $1 342 163 


82 056/01* 1 on 82l2l3.de!enmed that p.'essfro rehov.-ig padUon 
®s!ab: shed W/&0922 .‘tr ® 

lUNN B P . BlRDR G Dos'on Ediso.-i Co 89/C9/22 4pp. 51342 201*51342 204. 


^Oron 86070 l as found lost rosuHa for 18 inch Anchcf Dar'mg 
feedwater check valves slowed leakage in oncess oi Tech Specs Caused by iheini^ 
§S'(!9 ^ ®^^os■on ol so-i seal rraii Mi.iaa oins reo'aca'f w/flonn^n i*r ^ 


R2«ir. c cm r i 'i P'^S rcp'aced VV/890<J29 Itr. 

5M36oll fl'flO.RG BoS‘Cf> Ed-sen Co 69/09/29 7pp 51436 OBS* 


8910060191 lER 89-026 00 on aDC930,aj!cinatic scram s-dnaJ & loaclor Sere m re suited 
in lurbi.ne-gonera.of inp A open rg of 345 KV switchyard err cfcu.t btcakgrs Caused tw 
M M?n w “aiD?i reversed W/893929 Itr. 

tLLiS.D.W.. aiRO.R.G, eos‘on tasen Co 69/09/29 lOpp 51435*092-51436 l01 


'« rrf^rt B9C326.r..'0 suppression sys <|.esei b'o puir|i deciaicd mop 

orab^e & cou.d ro\ to rotumed to eperaP'e afaii.s w.th-n 7 days New bada'v bank n'o 
nVFsr?Q undergoing o.schargo lesbng piot to instelabcn. ’ ^ 

2d ip‘’p*t;4r2To.??4^T/*® 


irui-rv 3^5. unplanned aclual'on ol ponmn ol RViR sys/lPCt 

9ene.'aior A A closed pump dis- 


BAS^1:*SCOG Ptoced jio t€ ivnr^d lavised'w/eVicOs'^m 

51480 ’ Co 89/10/05 6pp. 51460 142. 


6pp. 51460 142. 


OcB'OO cn89030?.HPCi sysdec'd«ed inope.»aWa because mocha*-! 
Sfr serve kancp rest Caused by faiure of ramp go nere- 
is I Mode'e remaved & sani to mla let eicamW/OOiOlO .'l' 

ElLIS^^D.W, B.RO.R G. Boston Ed.scn Co 69/10/10 5pp. 61559 048.51559 052 


flf|I!N^i’F?'^a?PD R G a^’aePorpS^^f W/OBlO leld 
Lur-N flP.. aiPD.R.G. Bosicn Edison Co B9/10/16 Opp 615&0 342-51 560*349 


U. Cpngrdsatonaf/Executive Correspondence 




CURTISS J.n Comm.ss onors 89/09/20 STUOOS G E House of Rr-o tiWhAni 
Marino A Fisheries 3pp 51520 130*5 1520:l 42 * ^ 


“8910160034 F.>pfos$os d.spleasuro w/NRC irarner to ^ui'h'i NEPA feaM'rotrAcv^A ta 
c.'fty a rpcuesis reason whv 40CFnir;n i 4r^» I i rni o .^L 


o u.Pi^iwaauiu w/ixmv, iramOf 10 *Uit‘'l NEPA rpA>i‘rAcr<M\*A 

40CFP150 1 .4(o» A 1 508 6 raotla^rons no^ foJo^d 
House oJ Rep 69/0-8/22 CARR Ccmmlss onora jpp. 51520.14 1- 


SruBOS.. 

51520.142 


V. Operator Exairunationa 


Bpp jTsm ,69 ??563 Ut; ° EO'SO’' Co. 


ssss s 

“p"siBJ3t"?s!'623.?M°' Bosion £0 30-, Co. 


DOCKET 60.295 ZfON NUCLEAR POWER STATION, UNIT f 


f. Secuflly. medical, emeigency & lira prolecUon plans 


®KrEVfp-7-ov^®dfal)i“l co^p^ ^ ■” OPo-oUons 

Commonwealih Ed.son Co 89/07/27. 6pp. 51363 251.51263 256 


'wTSo.WvSaton®'^ « S030H/B«.I9 „„ 890630. 

"EED.C. Com,n.K.w»a,8. 


HI.NDS.J.W. Rag on 3. Cfc of ihe O.recror. 89/09/19^2lpp. 51522.31 5 51522 335. 


8910030S4D Forwards Insp Repfs 50 295/89 22 & 50.304/09-20 on 890? 10. 1 
of vioaticn A proposed in^posihcn of c;vi.' penalty in arrouni of $75 qqq 
v.ta: a^ea barn er.fc nets wiinheU |rof lOCFfl/3 21) 

DAVISAB Region 3, OIc of the D-roctor 89/09/21 REEUC CQmnHnwflu 
Co 4pp 5\ 370:322-59 370 32b. ^Qinn^unvi^Gn 


89IOIBD059 Change Roquost A-89-332 to rovisod EPtl> 100 1. "Acting Sinl 


‘ Commcnwealth Edison Co 89/09/26 15pp 51522.265 51522 280. 


Change RogjQsl A BO-JOJ to EPfP 320-1. -'Actwaiion of Gonoral 
Errorgoncy Plan Stat on Group ” ^junurui 

• ComxorweaUn Edison Co 89/09/26 7pp 51536 213-51536 219 


89W190tl4 Rev-sod EPIPs.incUdrg Rev 8 to EG OG.Rov 7 to EG-f t A Fluv 


JOHHSONd.W Commonwealth Ed son Co 09/09/26 23pp 51559 124.51 5; 


tosponae to violations noiod in map Ropis 50-295/09 
10CFn?3°2UcJ<2^P^’’' $75,000 End wC 


?p“6S3‘Vm. 5?6K?11?8 ore ol Eolo-comcnl (PosL 


P. OpBfftllng license stage documents & correspondence 


Program Top'col Repi CE-l-A. 

R.CNTER M CommonwaaUix Eoson Co. 09/CO/21 Oocumoni Coniro? UMnr 
ment Cor^tiol DosK) Ip 51397.049 51397 13? iru. u-.irn 


“6910040141 Rov 56 lo “OA Program " 

51397*132 Edison C-O- CE-1-A R5ti 09/09/13 46pp 51 


AppFcaiion for amends to Liconaos DPR.39 A DPR.48.add.na ror 
Tn7viuA^r^’r‘®''y"°^' J Operafons wiiiio abovo co'd shutdown f 
•1. ^ Co/rntonwooMh Edison Co 09/CO/25 Offico of Nuclear Roac' 

laLon. C rectoi iPosi 870411). 3pp 51390.268 51390 278 


“&9ip030iB4 Ptoposed lorh Specs to App A ro Section 3 0 coniainmofU isolt 
Co.'niT'onwea'ih Edison Co. 09/09/25. 8pp. 51390 271-51300 270 


onc/^ ^ ^ protoctod area long-term housokoop rij 

M A Trar^spcrlaiion (Post 870413) 8 

Cor sciidofod Edison Co cf Now York, fnc i3pp 5 153 MO 7.5 1531. it 7. 


3/4 O.Paoo 210 10 800925 a 
qjssi lor c?ar!?cai^on*'^^ nPR.39 & DPR 40 ro coniainmuni raolalion.por &l 

I Commonwoalih Edison Co. 89/09/29. Offico of Nuefoar Ron- 

laion. O reefor (Posl 870411). ip 51461 239 5l46l 240 


conialnmenl isolaiion. 

Comrronweailh Edison Co 09/09/29. Ip 51461 240'5I46I:240 


10 Generic Lfr 89 04 ro gurrtanco on dovolop.n 
tod on ?iiation rev lo insorvico testing progra, 

c?.r‘2?cil?9? Oifpociod by 000228. 

urwJr^nui 00/10/02 Documenl Control Ora 

omoni Control t-'osk). 8pp 51 462.045-5 M62.052 


nigt mceling on 891017 in Z.on.iL I0 discuss slaius of pi 
101m anco improvomont plan 

0‘rector. 89/10/06. REEO.C Comme 


f" OLs A CPs (or nuc/ear powe 

concerning regtosi for info re alatus of implomaniauon of uSl roqaremer,! 

P/olocis (Post 870411) 89/(0/19- C 
00 to son Co of Now York, tnc. 60pp. 51622.000-51622 068. 


L If 89-22 to alJ ficenseos of operating reactors A holders 

Kn/f fr aI? change in PMP cr.tariaSvc liai end 
nd Projects (Post 670411). 89/10/10. C 

ed to -son Co. of New York. Inc. 39pp. 51622.069-51622:106. 


0. rnspectlon regorU, (E Butlelln^ & cotraapontience 


®®Genl?a^in?T m ^ Notice 80 066, • potenlial for Stress Corrosion Cracking 
‘i?® ^'^9^ SuppLed by BAW Sve list end. 


uoQQi r c wu yy oaw i,vc list end. 

/S' Ooeraiional Evems Assessment (Post 870411). 
Consokdelod gri son Co of New York, inc I08pp. 51349 100-51349 208 


89 066. "Quafiticat'on Lite af Soleno'd Valves 


Ope/allonaP Events Assesamem (Post 0704(1). 
ConsD. dated Edison Co. of New Ycrk, inc. 105pp. 5i337;095.5l337;l99. 


50-295/89-21 A 50-304/09-19 01 


viOiBdon from lr>sp on 890830- 0831. Violation a 
PfOiBction Log.c.Roactor at Hoi Shutdown" not 1 
per tesi procedore A comemmool entry mt«la w/o wnUen guidance or odoq 


tng 


SkAFER.W.O. Regloa 3. Ole of tbe Direciot. 89/09/20. 2pp. 51522313! 
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-091016000$ Insp Hoprs 5O ?0r>/0U 2l & 50 JO-1 ^00-? I on HOOGJO OHJI. Violfthcns 
noted MalOf ofoaa nspoeiu-d inbp of licoosoo iici on on p,'yv,ous ins|) f fidir.(|ti.5i.*mn>afy 
of opo^ailon. oporat-ardf safniy vcnfn:at:on A ftocufily £)vurit-i 
HINDSJM Roylon 3, Ofc of ffio Ci^ocloe 00/00/10 2lpp 515?? 315 51522 J35 

B9 10030540 Fo-v^ards insp Hupis 50 ?rt5/n9 ?? & 50 JO-1 /Of) ?t) on 3!)0/l0 IB A notico 
of v.o'oiion & proijnbtifl Irnposiion of civf nofinfty In aaiount of $75,000 ro urp-otoctocl 
v.tnl aron baniat unc'fl wilh)iijU) ftol lOCrn73?l) 

DAVIS.A.U Hog on 3, Ofc <»f lf«» prucio/. fl9/00/?l ffHCU.C ConinfiOwooMM Ftlson 
Co -ipp 51J/0 322-5 1370 325. 

8909200010 NnC Info Noiico 00 OliH. “Hvnljaticn of Inslrumcnl Snipointb Dunnft 
Mo^is ■' Sve Uht artcl- 

nOSSl.Ct: Oiv.aion of 0/j(jfuliQrinl fivonlH Aftsobboionl (Poat 070-111). OO/OJ/25 
C^nsol.UnfOd Gtfison Co of Nuw Voih. fnn lOOpp 51337 200 SlJJV.JO-l 

89002S02B2 NflC fofo NoliCi) 00 1)09. ’’I OSS of Thc/mfi* Mrtfpiri CokSoU by ( Jin^nol Cox 
Oow ’* ^vc iiSl one) 

ROSSI, c.f:. Division of Onurnhunof Tvonla Aasobsmonl (f’osi 070-111) 09/00/29 
Conscl.irinltjr) Rtfison Co. of york. tne iC(*pp 5l53i 001-51 53 1 100 

0910180246 nus()Onija lo NnC 090530 rir ru -ifgnirrcanl waaknossos nototJ in Safoly 
Insp nop1« 50 205700 13 A 50 30-1/00 13 on 090310 - 0500 Conociivo 

acllc^s PioC-COjfOa P/K'OIO 2M & (VlAQU>ftN in V tnMorn\u> Sw» SVD-lMO 

cliangod 

TfIZYNA.G n.. Con^honwonUli FilDon Cp 00/00/2!) OAVfS.A [). Ilog oi' 3. Ofc of t^o 
U-fOttor. 0pp. 51557 123 51557 130 

8910120120 /'orvvarda drnfl inpiil for pinni SAlt> 0 rofii ru irn'nin^ A Q.raf f:calion ciffoc 
t.vonnsa. 

UURDICK.T-M. ROfjlon 3, Gfc of ibo f).ft?cli>f flO/lO/O') PfflLllf’S.M P . fflNES.JM. 
WRC • No Ouiftilod AlU'dUon H veu ip »i 149 1 055 5H1M 055 

6910040381 NUC Info N'ot:ro 119 0/0, “I'ossllilu fiid cnlionn of Misf<.'t>fos«nl(ul Vondor 
Products " Sve hul oncl 

nosSl.Cf; Olv>siofi of Onnraf.onn' Fvunis Asat-sbii pnl (Posl 070-111). OO/iO/M 
Consol rfnfOti l-dison Co. oi Nnw York, Inc. lOJpp GlfiJ 1: 1 1 0 51 531:220. 

80I02-102<14 rorwaoftt Safnty Insp noplu 50 2l)fi7fl9 31 & ‘>0 30-17110 27 on 000013- 
19. No '<lolft0-ont> nolo-d. 

GJieCnn.L-fl flon'on 3, ore or llin DrnclOf fiU/lO/IO, RLErD.C Comrnonwunllh 
EdsonCo 2pp 51505 105 51505 1?0 

-6910240240 InfiO Hordo 00 21)5709 J I A 50-304/09 27 on 000013-10.20.20 A lOOJ.Na 
vioinfions rtOfutl Mfi.or rira.m ip'-iinciod chnn i'rtry prunicini.n/lniaiy A socojtdary WQlor 
OC pfon/«fif8,OA/OC pfoornm in Inb A ripnrniliolnnscnl conlirnmiory nion^iuromenls 
HOLTZMAN.n G.. ,RCl fUMACMf-U.M C. Rut) on 3. Ole of Um niroUOf 00/10/13 
14pi> 5 1 50S 107-51605 120 

8910260240 f-orwarda s'lCifoly fnnr) fU-pl 5ft 205/00 33 on 000925- lOOS A nnlico of vio 
lailon 

SRArCn.Wl) Rngwi 3. Ofp of Ihn DmrJor. HO/lO/17 UnFn.C Ciinmunwoollh 
Cd-sonCo. 2np GI017:112-f>ir>l/ 1 10 

-0910260241 Nofico of vlolafiorr from in-ip on 090925- 1005 ViOfollon f'olc:(funil opu/at- 
od at povvoi In cut anudo durlntl ulnluil trrm pur-od vrhlcfi oxcood-Jil Tocfi Spec t-mij 
allofmanl. 

SMAPCa.W.D. Rot) on 3. Gfc of flm DlnuJof OO/IO/I/ Ip. 5101 7: 1 M 5101 7 1 14. 

-0910260243 insn ffopl OO 2057n'i-33 on OOGOZG-Ioofi No v-nlanoin noiod Majer 
areas inspocioiffn-luro to uGtalilsft O|)oiat)l(r flovv ()a0ia Ut)iii niotor ifnvnn nnxi-ary 
foodyvalor pumps 10 Btoani gnourainrs ofinr nnmp <l(jclnruit Inopo/abfcj 
RINDS, J M. noglon 3. Ole of IfiU D-rrclur 00/ 10/ 17. app 51017:1 15 51017 110 

89T01300M NffC fnfo Nolico ffOO/l. "Divnrf. on of RHfl /‘ump So.il Cool'no Wnlo/ 
Plow Ounng nocl/co'niion Oporation rminw.’ng l.OC'A ” Sve flat oricf 
nOSSf.C.P,. Division of OpofAiional 1'-v»>iil» Aasnssmooi iCosl 97041 1) OO/iO/lO 
ConsoJdnIod nifigon (]o oINnw YorJi. Inc 1U7|»p 5 16J1 227-51631 333 

6910260032 rorwardo roaponao to vinint-onn noKni in fiisp Rujrts 50-205709 22 A 50- 
304/80-20 A nnyinont of Civil punaMy in nmuunt of $/&.00O(:ncl withlioM (rof 
l0Crn73 2Uc)(2ll. 

REED.C Commonwoallfr L-rfipon Co 0!)/ 10/23 Ole of Cnforcomoni (Post 07(1413) 
Ip 51623 120-51023 120 


S. Roportablo occurrences, LERa A reintod correapondenco 


8910020271 LEH 00-013-00 on OQO02J.tast ng of main sloam safoly valvos rovoalej 
mnjonly of vaVvOS find BOlpoinia low fAPsldo i /* 1% ifslcianco Causod by olovoiod 
lamps at work olloI0ani sliul down or^ 81)0026 A msirnrnonioilon ov,i'uaiod W7BO0D25 
11/ 

HU1SE0AUT.3. jOYtit.T.P. Common wonlili Urlioon Co 09/l>0/25 2lpp 51302205- 
G1302 285. 

6910100023 LER 80 014 00 on 1)000 1 ?.inno/ A ov»lof cable sp/oadmQ room li/o doors 
found p/opiJOcI open w/0 fire walcb prosonl Cansorl l)y noolQonco of conf/nclor 

S Wftonrwjl boorft closed A locked upevn d acovery W/BOlO 12 lu 
NUOTSON.K. JOVCE.TP Commonwoallh Fdifion Co. 00/10/12 3pp G15590D0- 
61650 002. 

6910240312 LEfl 00 001 01. on 80121 0.obsorvnd tbol avc wato/ area vonl fan aircraft 
crash dampor was open w/fnn off Caused by Blltkinn control »:/ va'vo Control ar 
valvo A solonoiti volvo ropincod A dampo/ closod W/891016 Mr. 

BERCZYNSKI.S., JOYCE.T l>, CommonwoaHh Edison Co 00/ 10/ 10, 4pp. 61007:333- 
51007 330. 

8910300050 LER 09-015 00 on G90021.roa*i7Od Ifial opon chocK valvos ihrovgh afmos- 
pborics consLilulod diroci coninmmonl voni paib lo aunoanboio Cnusod try piocodvjro 
doficioncy & jmpropor planning Atmosphonc valvos clO3Od,W7091023 Itr 
GEDDES.P.. JOYCE.T P. CommonwOalili Edison Co 80/10723 4pp 51636 103- 
51836.106. 


V. Operator Examlnntiona 

8910100237 Confirmatory Aution Lb C^AL-Hlll-89-21 ro 001004 rnooling for nssoss/nunl 
of NRC oj/om fosu‘18 for wf-.lch p'nnt fOqj*iii* caiion pregrom ralotf unsnlisfat.lory & 

E lonf) lo imp'nrnont accoforaUul ron‘uiJiaf tra ni'^g tor oxom fnluros 
'AVlS.AD Docion 3, Ole of I' o DfOcror 00/10/00 REED.C. romrronwoaifh Etl-son 
Co. 2pp 61503 321-51563 322 


OOCKET 50-296 QRQVWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F Ss curtly, medical, emergency A lire prole cllon pinna 


89t0l00-18D Rovisod conlrnl crTo/ycncy coniroJ Clr GPlRa.IrtcInd n{i ffuv G to EPIF‘s 2,3 
A G.flovG lo EPfP 4 a flOv 4 10 GPlPs 7 A Q.W/ UOlOOn Hr. 
nAY,M. TonriossGO Va’fOy AiJifioniy 89/00/10 3?pp 51460 105-51458:253. 

0909200003 Pro-/i(fos cfonf-cadon of cycle outagon wtion Lovul l & 2 pro Joels aro to bo 
irnproiTiGntod Forwards ruplncornonl pogos to fi.'o r>/olcclion ropt sijp|i>l,SQr.|lori 
m.upnmiJo program 

RAY.M T(»nno8soo VoHoy Aulbonly 00/00/21. D'jcurniint Conlrnl Oroncfi (Docun.onl 
Conirof Dosk) 2pji 51345 328 5 1315 347. 

‘•8QQ02fiOl06 noptficoment pngos to firo proiociicn ropt stijifif.Sccl'on III, upg-ndo pro- 
g.'nin 

^ Torinossoo va'iuy Auihonly. 80/00/21 I8p|j. 6 1345:33 1 -5 1 345 3-17. 

8910160195 (loviWicl ERtf'*a,lnc*u'JinQ flov 4 lo EPiP-l,Rov 6 to Gf’lf^-Q.Hov 5 to F.PlP-lfl 
A n«v 5 to eFlP-l4.W/09OO28 Hr 

MAHI<S,G.K. RAY.MJ Tonnossoa Vol'oy Aulbo/iiy. 80/00/28 fl4pp. 5I532003- 
51532 060 

6010160102 Oiscussoa ru-nurrbor njj of pt^ysicol sociinly/coni-n-goncy plan m/inua’s lo 
n'low lor mpro accu-'Otu orcouniui)i ily Now mbs, (.over sTps.spinos & oftocuvo pngo 
I'lSlinga oncl. 

RAViM J. Tonnosaoo VPl'oy Aubrorily. 00/10/05. Document Conlrol Drancli (Docu 
moni Conlrol Dosk). /t:p 51500 270-5 IfiUO 270 

601030Q013 Forwards Rev 15 10 yccunly porHonnol irnirvng A Ruolil.coi'on p'un flov 
will i1 ink J (rnf tOCFFl/0 2R. 

f)AY,MJ. Torinosseo Vnlloy Aulhorliy. 00/10/25. Documonl Conlrol Oroncfi (Oocu- 
<nor>i Conlrol OeyK). 2pp. 5\CV44 J2l-51fl44.i?2. 


11. Qonorni corrospondonco 

8900290202 Rdyponcis to OQOQOQ (tr lo Chrt(m<vr Cftir to flWCU ays aamji'a panol 
bolny insiailod al plant Potonifal cjI o'df's folamolnr to rupluro due to mechancAi fni!- 
u'O of voriHovv prossuro rnguluting valvo os&osseU. 

Cni.fTCHriEl.D,0. AbSOC'ftlo Orrocir-i for Spoclnl l*rO)Ccls iPo^l flOOlOl). RO7097HJ 
nUGUS.G D. Aif.'iailon Not AssiannO 4pp. 51350049 !> 1350 054. 

-8D0D20O204 ExfirosBos conco/ns ru 'nsmiinbon ol RWCU nys anrrpta (>a')u) a rcUiton 
of /OflEonciivo water flowing llvoupfr RWCU snrnjYo pnuo) to plant 
OUGGS.E.O. Affil-nlofi Not Agsignod 80/00708 CARR.K M Conimias onors ?pp 
51350.053-51350 054. 


J. Insurnncft a tndomnlty Informallon 


8910180199 Forwards oxocutod Amords 15.9,3 A 3 to Incloninlly Agrconionis 1) 52,G- 
02,Q 68 A 0-8U,ro6pcclfvoly 

RAY.M J. Tonr^oasoo Vniloy Aolhonly. 00/10/10. DlNlTi^,l. Docurnent Control Brancli 
(Documoni Coni'oJ Desk), ilpp 81558 1 10-51556 120. 


P. Operatlno license stage documents & correepondonce 

89 10050104 Nolificailon of contract oxoculion.Mod lO.to ’Uso of TVA Roactor S muUi- 
lor Facilitios al Choimnoofla.TN for Training on flrowna f-‘(>/ry.Soquoyoh & Dol-ofonla 
SimuintOffl.” Contraclor;TvA 

CRAMPTON.S A Coniraci Adniinlstrntion BrancM NRC 05 04-163 89/00/ 1C. 

SPCSSARD.R-U. Ofllco for Ar>aly3ls A Evoluallon of Opcrolonol Data, Diroclor. ip. 
614G2 020 5M62 03 1, 

-8910060108 Mod lO.fotlocHng return of nq^uipmoni to fVA.to “Uso ol TVA Ronclof 
Simwlnior Fac'bllos at CbnUar^ooQe.TN for Training Qrowna Fciry.Sonuoynb A Qol- 
lofonlo SImulolora ” 

JOHNSON.n J Tonnoasoo Va'loy AuNioniy. NRC 05-fl-f-l53. 00/08/16. ?pf>. 
51452 030 51452031. 

8909270178 NoWrcaiion oi 091003 mooting w/uhl in Rockvjdo.MD ro info on nucloorQA 
plan. 

DONOREW.J.N- TVA Projocta Division. 09/00/18. OLACK.S. Assistorii DIrotjlor for 
Prolocia. 4pp 61343.117-51343 120. 

8910048184 Forwards Amends 171,173 & l42 to Liconsoa DPn.3J.DPn-52 A DPR- 
&a.iospoc\lvoly & saloly ovakrobon AmonOa rovlao Tocb Spocs le pormb Un.i 2 oper- 
ation bofofo tnods to control room omorgoncy vontilation ayS complolod-NotiDO also 
oncl. 

BtAGK,S. Aaslsiani Diroclor Tor Pfo,ocl 8 807007 IB. KlNOSltY.O D. Tonnosseo 
Volloy Authority. ?pp. 61303 110 - 51303:152 

-8910040176 Amonda 171.173 S H 2 lo Llconsos OPR- 3 G,DPn -62 & OPR 00 . 
fospoctivoly.rovlsing Toch Specs ro oporab-hly of control room ornnfGoncy vonMntion 
sys 

OIACK.S Assistant O.roclor lor Pioiocis B9/0U/ifl. ?7pp. 5l3D3:1 10-51393; 144. 

-6910040161 Saloly ovekiatton suppoiiny Amervds 1 71,173 & t42 lo Ur.oosos DPR- 
33.DPn-52 & DPR OO.roapociivoV 

* ONico ol Nuclear Roaclor nogulailori, Oirocioi tPosl 0704 M). 00/00/10 epp 
51303 140-51303:150. 
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■'89100«10209 Nc:ce of ssuanco of Ame-'ds lo L census CPR 33.D^^R 

52 & CPn 63.rcs.p0cii‘*ely Anerds revise Tfr-f> Specs lO pe.'rnt opOfai>on of um 2 to: 
ofiQ cycia w/o ai( rrorts to ceniro’ /o^m oait^^gency venf 'af oo 5ys comp eiert 
tiLACK.SC Assisiani 0 recto* lo* PiOiPCfs 89'09/^8 27 '(> 5'303 tS\ St393 

8910160255 Nolif<rdtidn of conlrdci o*eCut»onWjd iB.lo Use Of TVA Poactfr S‘*n., la- 
tor Fai I lies ai O affariccQa.TN 'or Trai''in^ cn provuns Ferry Seq^Ordh & ReioJonie 
S mu'ators Contractcf TVA 

OliaOSF-.BJ Ccoudct AriT.:is*'8‘oft Brarch 69fG9/22 SPFSSA^O P L Ow.soo ol 
Cporationa’ Assessment |Post 870413) Ip 51626 207 5i5?6 2C9 

-0910160259 Vod 18.€xtend''g emergency desel genera’o/ cCu.‘Se ai no aOr?’ cos: & 
le.mnatmg lease of Hariavi.’e Enyi-'cc^ng ncde .to "Uso cf TVA Peaefor Simu’aio^ 
FacUiies a\ CPaWar.ooqa.1N.lor Traoog on Brov»r.s Ferry 

JOH-JOHNSCNP Tennessea Vaiey Ault'O'ty FiN B87I7 9 89/09/22 2pp 
61526 208-51626 209 

8910D4027G Ccnfrrrs 69C928 rr-eeiog w/uh* re adequacy of SlaUon prccedjres al 
plant ^ ^ 

WILSON.B A Ass.s*ani Di'ociCf fur inspechOT Programs 89/09/25 KlKoSl FV.O D 
Tennesson Va -cy Authority. 2pp 61426 296 5K36 238 

8909280098 Geronc Lfr 89-20 lo al' fuel Cyclo Icen^cos possess ng. tsng cr process 
ing (ormL'a f^uan: iios cf SSNM ro prelected e'ca 'eng icr/n hciisekeep ny Sve l-sl 
onci 

WCCORKLE.G.W O.v-Sen ol Safeguards A TranspodatiP-n |Posi 870413) 89/09/26 
Conscil.daKd Ed son Co cl Now Yo'k. In: i3pp 61531 \07-5l531 U7 

8910170021 Forwards uh isi of pfC'.’v i cen'^ng ac'vilies wnch require rcsofufion hy 
Jan 1090 w/p'annod date for aci cn NRC rra nt to max e>fienl practiCab’o c? continu.ty’ 
of icChrical rev cwors & prOjecr rnanager reqjosfed Bf. lated info enci 
K'NGSLEY.OO Tennessee Vale/ Av'tvenW- B9n0f02 CRUTCHFiF.LO.O NRC • No 
Doiai'cJ Affil.ai.cn Given l9pp 51637 236 51537 253 

8910060248 Forwards safety evabaicn acccpfif-g icenseo responses to NRC 860614 
order modify ng L eenses DPR-33.0PR 52 & OPR 68. per TVA condihons advorso to 
Qua'^ly program NRC w » conim-je to trcnio' •mo‘.c'ro''tai^cn of program 
CRUTCHFiELD.D Assccato Drec*or for Spec a! Pro.ocfs (Ppsl 890101) 89/10/03 
KINGSLEV.OD Tennessee Valley Auinonty 3pp 51462 323-51452 330 

-8910060252 Safely eva'uaio.n accepting ulil responses A ccr.d.fions adverse to qual.r/ 
ptoorampor NRC 850614 o'de' 

• Cffico of Nuclear Reactor negv'aion. Drecicr iPosl 870411) 89/10/03 5pp 
51452 326-51452 330 

8910160096 Submts resells of analysis of spised samples of radonuddes fo* NRC 
Ccnlirmaicry Meassrements PrCQ'am. Sarnpica a'^ay^ed fer SR-89 & Sr-90 by power 
cperafions t/a n ng cir lah & H.3 by p'ani rad cchem siry lab. 

RAY.MJ Tennessee Va'ey Aulherty. 89/10/06 Oocume-'^l Contro: Branch (Oocu 
menl Conl/cl Cask) 2pp 5l52l 350 5lS2l 360 

8910160097 Forwards mfo re secordary conlanme.**! penoiraiion program 
completion, for reviow & concsrronco Piping p 0 '-oirat»r'g secondary ccntanrrori 
boundary presents .'istod rleakage liow 

RAY.WJ Tennessee Valey AuWty. 69110/06 Decemeni Connol Btanch lCtc\) 
ment Cor'tro! Desk) iCpp 615S0 065 61620 074 

8910240147 Fo'wa'ds corrected Pago 2 fo Amords 171.173 & 142 to l icenses DPR 
33.DPR 52 A DPR '68 Dale of impiemoniahon m Paragraph 3 roads as stared. 
BLACK.S Ass^slani O'reciO' for Ptcjeas. 69/10/16 KlNGSLEV.QO. lennoiseo 
Valley AuthoriTy. 2pp 61589 071-51589 075. 

-09 102401 48 Corrected Page 2 io Amends 171.173 & 142 lo Licenses BPR-33. DPR- 
52 A DPn-es.rospect.vely.cha.'igmg item (2) as siaiod 

BLACK ,5. Ass Slant 0 rector for Pro.ccis 09/t0/l8 3pp. 51589 073 61589 Q76. 

8910160250 Generic Lir 09-21 to a1 ho'da'S of Oi.5 A CPs Icr nuc'oar power reactors 
concerning request for mfo re srafus of imp'ementaticn of USf requYements Sve hsi 
ercl. 

PARTLOW.J G Asscciaie 0 rector for Prelects ^Post 67041 1 ) 69/10/19 Conso'idai- 
ed Edison Co of New York, me 60cp 51622 009 51622 C63 

8910160273 Genenc lu 89 22 lo all co.nsees ol operaVng reactors & holders Of CPs re 
potential lor increased rool foads A plant area f'Ood runoff depth at I censed nuclear 
Mwer plants d-jo to recent change in PMP ernena Svc I st end. 

PARTLOVV.JG Associate Director fo' Projects (Post 67041 1) 09/10719 Consolidat- 
ed Edison Co. ol New York, inc. 39pp 51622:069-51022 ICO 


Q. Inspection reports, IE Bultellns A correspondence 

8909010336 NRC Info Notice 89 065, “Potential lor Stress Cerros on Crack ng in Steam 
Generator Tube Plugs Supp'iad by BAw." Svc 'iSi encf 

flOSSf.CE O.v.S'on of Operai-onal Events Assessment (Post 870411} 69/09/08 
Consol'dated Edison Co of New York me lOBpp 5 1349. 100-5 i34Q. 208 

8909060264 NRC irifo Notice 69-066, 'Oiial>ficaiion Life of Solenoid Valvos" Svc fist 
end 

ROSSI.CE. Division of Oporafional Events Assessment (Post 870411) 69/09/11 
Consol dalod Ed son Co. of New York, me I05pp 51337 0g6-5i33? 199. 

8910030463 Discusses followup msp findings lo actions lo correct previously idenhfied 
viblaVons .-n Insp Repis 50 390/87-18, 50 391/87.18.50 259/07 38 50-260/87-36 SO- 
296/87-38. 50-327787-60.50.328/87-68.50 436787-08 A 50-430707 08 
WILSON.B A Assistant Direcior for Inspection Programs 00/09/19 KINGSLEY O D 
Tennessno Valley Authority. 4pp. 51374 21 7-51 374 220. 

8909280178 nespond% lo NRC 890808 lit te Violalions no’od in Insp Repis 50-259/89- 
2 7,50-260/09 '27 A 50-296/89 27 Corrective actions taken surveillance lest completed 
& 3h.fl fechnfeaf advisor signoff added to form Plant Manager Instrucf'on 47 
MEOFORD.M.O Tennessee Valley Aulhonfy 09/09/21. Document Control Branch 
(Document Control Desk). lOpp 51345:120 51345 129 

8910110129 Advises that 080413 response to NRC Bulletin PO-OOI. confirm nn no use 
of Weslinghouse circuit breakers in safety related app’lcai-ons at p?ant accepiablo 
BLACK.S.C TVA Pro.'QCls Division 89/00/22. KINGSLEY.OO. Tennessee VaL'oy Au- 
monitY. 2pp 51466 138 51466.139 


0909200010 NRC mio Notice 89 068. “Evaluation of Instrumenl Setpc: 
Mods. " SvC hsi oncI 

ROSSi.CL Oivison of Opnrai.o/^a: Lvome Aasessircni (Posi 070411) 
Ccncoldaiod Cd-sonCo of Now York, fnc lOGpp 51337 2QQ 5133? 334 

8910030142 Rflsponds fo NRC 890U24 Itr re vroiniiO.ns noled ir> Jr.sp Rep s i 
33.50 260/89-33 & 50 296/89 33 Ccrrechvo actions conrp'otGd su.-xe 3r^ 
fion f»7viOwcd & dofnarcy noted cfuring lechnicof review on $9-0 720 
MEnf ORO.WQ Teanosseo Valfoy Authority 89/09/25 Occirmeni Cer'i 
(Dcci .-ne.nt Conffo* Desk) 8pp 51370 353 51 3?0 360 

8909250252 NRC Into Noiito 89 C69 "less OJ Thorrna' Warg.n Caused by C-h 
Bow ’ Svc lisi encf 

ROSSi.CE U.v.sicn of Cpofaiicnai tvo.nis Assessment (Post 8/C4!i) 
CcriscI dated Ed son Co of Now York, inc I06pp 51531001-515.31 196 

8910050055 ResponOs 10 f;nC 090931 W re violalicns roiod in Insp Pt;.ilb S 
35.50-260/89-35 A 60 296789 35 Co.roci.vo actions p'jnt cporaiors i.-. ef 
se'erj lo properly reso'vo abno.'mal cond lions & fmad la.''k heal trac-mc 'tpi* 
RAY.MJ Tennessee Va'.Oy Aulhorily 09/09/29 Dccumont Conircf 8'ani 
mcni CenifOl Desk) 4pp 51415 276 51415 279 

8910200087 Ack roco.pl Ol 89091 1 Itr florming NHC Ol slops taken lu erj-'rad 
no‘od n msp Repfs 50 259/69 17. 50 260/69 17 0 50-296/89- 17 
VVILSO-N.BA Region 2 Ofc ol ire Drccior 89/10/02 KINGSLEY.OO 
Va'iey Auiho.'ity 3pp 51566130 51566141 

6910200116 Forwards Insp Ropis 50 259/09 38.50 260/89 30 & 53 296 /t 
690816 0915 A notice 0^ violdf'cns V o.'aiion involved iwo examples n aree 
rra nt tesima 

WILSON.B A Assistant O.rocCor fe-' fnSiJOCtion Pregrarrs 89/10/02 KlfLGS 
Tcntvos'ieo Valley AulhOtdy 4pp 5155? 286-61567.314 

-8910200119 Not CO ol vioiaiion Ircm msp on 800916 0815 Violation ro*e-1 
conduci adequQio posi niaml testing 

WILSON.B A Assstani Crecio.' for Inspociion Programs 89/10/02. 2pp 51 
5156? 291 

-6910200123 Insp Rep's 5O-259/09.38.5l>-26O/89-36 A 50 296/83 28 cn 
0915 Viola liens noiodMa.o-' areas inspected mamt ohservat on sur 
obseo/ation.cporaticnai saleiy vonficahon A control of iconsed cpera'or 
mods 

CARPcNfER.O.R , PATIERSON.C A , Lim.E.W S Region 2, Ole cf rr.e D 'o- 
10/0? 33pp 51567 292 5156/ 314 

691004036T NRC Irtfo Notice 89-070, “Possbio fmiicaticns of Misrep'esented 
Products ■' Svc list onci 

HOSSI.CF.. Division ol Oporaiiona' Events Assossrront (Post 870111). 91 
Cor’scl datod Edison Co of New York, inc lODpp 51531 1 10-51631 226 

6910190068 RpqvqsIs that date for uli' con'milmont 10 prov.de confrrna'or/ vfi* 
to procorly clocurnont safely ovaluaiion for Design Change Nolce h38J0A 
tended uni.i n0l027,pef TVA 890911 response to vio'aiio.n5 
RAY.MJ Torinusseo ValOy Aulhnnty 09/10/13. Document Ccntrpl Dra‘':h 
rf,eni Conirol Oesk) 5pp 515G13S0 61561 354 

6910260102 Ack lecmpi ol 690905 A 18 ilrs Infcriring NRC Of slops taken lo 
vro’ations A devioiions noted in Insp Ropts 50-256/89-20.50-260/69-20 A 50 
20 

WILSON.B A. T^bssianl 0,tecloi lor Inspociion Programs. 69/10/16 K'NGSL 
Tonnessoo Valley Authority 3pp 51623 123-51623 125. 

8910260104 Ack race pi of B90025 Ur irifcrm r.g NRC of steps taken to correct vi 
noied m Insp Ropis 50 259/89-33. 60 260/09-33 A 50-296/Q9-33 NRC accep 
ol second oxpmpla ol ViOlal»on A Example w ll bo do'oiod from record 
WILSON.B A. Assistant Creclor for Inspection Prog'Srrs 89/10/16. KlNGS.f 
Tonnesseo Valley Autho'dy 3pp 61623 163*51623 105. 

8910130014 NRC Info Notice 09-071. “Diversion of RHR Pi.mp Seel Coc'mg 
Flow During Rectrculauon Oporeivon FoTovr'-'ig LOCA " Svc kei end. 

ROSSI.CE D.vision of Oporaiio.nal Events Assossmoni (Post 870411) 89; 
Conso'idamd Edison Co. of Now York. Inc I07pp 5l53l 227-5153 1 333 


R. Periodic operalltxg reports A related correspotxdence 

89101 101 1 1 "Alabama Depl of Env.ron Mgt D.schargo Mon tonnq Repl.Aug 1009 
SCHMIEROACH.M Ton-.essoo Valley Aulhonty 89/08731 12pp 5141 
51475 021 

0910170314 Monlhly cporaling repis for Sepl 1989 for Browns Ferry NfCleai Fl 
801010 Itr. 

RATliFF.S.A RAY.MJ Tennessee Vallfly Aulhorily 89/09/30. 12pp. 51 5v 
51532 296. 


S. Reportable occurrences, LERs A related correspondence 

6910130133 LER 89-004.00.on B9090B.unplannod siart of deSGl gnncrniOf 3D oc 
during posl-moinl work msiructions Caused by personnel error re ir 3 p 4 )Ti 
proroquisiies GonoralOf stepped immodiaiely A work susponded.W/fiSiOOS l*. 
CaLQRMA. OYNUM.JR TetxaQsaQQ Valley Authontv. 89/10/06. npp 6l5l 
51513012. 


Operator Examlnatfons 

H0030369 Rev 1 lo Notificallon of 800914 mgl meeling w/uni in Region Holes 
cuss operaiof requaiification program. 

LITTLE WS Region 4. Ofc of me Oirecior 89/09/00. Rog'on 4, Ofc ol Iho \k 
4pp. 51304 224-51384 227. 

) 10040036 Revises nme for 890019 mgl meeting w/uM in Reg‘on 11 ofc lo discv 
oralor foqua'ification prOQ'am txi..t^eLics 

WILSON^ A Assisiani D rector for Inspection Programs 89/00/00. KINjSLti 
Tennessoo Valley Auihority. 4pp. 51436 303-51436 306 
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docket 50 297 NORTH CAROLINA STATE UNiV. PULSTAR REACTOR 


f Se:ufiiy. iredlcal. ©margency & Hi-e protgction plans 


J909290044 Fo/wa'CtS Ns-p Rept 50-29?/ft9 02 on 690ttl7,No violaiiona or Joviahons 

ni'EWE Rogon 2 Ofc of IhO DirncfCf 89/09/18 ELLEMAN.T S Norlh Carol na 
I'i’Q l,nr^. Rale fih. NC. 2pp. 51 360 235 51360 230 

^909230046 Partial!/ (A Insp Ropl 50 297/89 02 on 893017 (rpl 

r.CFfi2 7 &C) No nonccmpli-inco roieiJMa of ofoafi insfjucind plans S 
t'ocedw'es/opts ol sa'egfa'ci-s ftvnnts A IikocJ site physical protcciion of SNM of 'oi« 
^ s gancanco. 

OM. MCGUIRE.OR Regcn 2 Ofc o 1 the Cirecior. 89 /C 9 / 15 . ip 
51353 233 6 1 300 : 238 - 

5910040405 Forwards loqi.osi for add mfo ro 880819 applcafon lor ronowal Of Liconso 
P i20Ro?pon£0 rariLested w.thin 60 days Requostod mlo includos oppratct training 
i me'corolog cal dala 

ADAMS A Non Powof Reactor, Deccrnmiss crirg A Environ. Picl DroctcraiO (Posi 
«90?3C} 69/09/20 PCULTON.B R Ncnh Carolina Slalo Univ., nolo g'i- NC Mpp 
51437093 5V137.106. 

5910130011 Forwards Irsp Pop: 50 297/89 03 on 890U07 No violalions O' rfowiQlions 
noted 

CLNC.WE. Region 2, Ofc ol iho D.recicr 89/09/28 MILl.En.C [) Norlh Carol na 

S'aloU.' V. RalO'gn. KC 3 pp. 6149 D. 1 DD 51 A 99 191 

-8310130012 Pana’iy wiiliheld Insp Repi SO-297/flO 03 on 890007 (rol 
lOC-fl2 700) No v.o’ntions or deviahons roledWojor proas inspDcrrd.ntCloar ninll ac 
wun* -IQ records & roots 8 physical invoniory 

ICDO.GA. MCGU'Rt.DR Roginn 2, Ofc of Iho Director. 89/09/28 ip 51499 191- 
51499191. 


sL-aiegx 

MAENTK 


8910260276 AdvSflS Ihat KV Mam rroois Toch Spec 6 l 4.(fospilo loiljro ol Amoncan 
Bca.d ol VeaT-Ti Phys'.cs e*an>Mam moots "accopidWo oqu^atonf siaiomonv pur 
's’edqua leal O'^.a Faci ity adequately siailod 

flLEMAN'.TS- Norlh Carolna Sialo Un.v.. Ha'ogh, NC 09/10/13 ADAMS. A Non- 
Fewer Reader. Decemm ssion ng A Environmontai Pro.oct D.recloralo 2pp 
51617559 51617 360 


H. General correspondence 

8910260270 Requests correcl-o.n lo rnaVmg list to ro1!dCl channns In adin rnsUation idon 
I'ed in Arond 8 lo Liccruso ni20, Fi^uro 6 M of PUL STAR Niicinar RonciO' Touh 
Specs 

MILEH.GD North Carc'ina State Uriv, Roloigh, NC 09/10/13 NRC - No Dol».le<J 
ArUiat on Given 2pp. 5l 627 1G3 5 1 627.104. 


P. Operating l-censo stage documents & corrospondonce 

B91(>040406 Forward:; rcqunsi for addi inlo ru 8B0810 apnlCdt;ori for renewal of Liconso 
R 120 Response roquosled within 60 days. Rogjoslod mfo includos opomlor ttoininfi 
8 natooroUbat data. 

aOamSA Non Power Header, Oocomm ss-on r.g & Environ ProJ. Uirocloruto (Post 
8W730) 89/09/20. POULTON.O R No.'lh Carofina Siaio Univ, Rololgli, NC. Mpp 
51437 093 51437.106. 

8910240123 iTorms of roorgani^at;on ol D.v of nadiaticn Safoty 8 Safeguards Chart do- 
pcLro noiv organizat on onci 

D.iN“t.WE Region 2. Ofc ol the Director. 89/10/11 MlLLEn.G.D North Carolina 
Siaio L’nrv,R8'olgh, NC. Opp. 5 ISC 4 199-51584 201. 


8010Q40405 Forwards rorijosi lo' addl mfo re 800019 appl cation for renewaf of Liconso 
R-120 Rosponfio roquosiod withn 60 days Requested mfo me tunes operator tramng 
8 meieorolog cal daia. 

ADAMS. A. Non Power Reactor, Ouccrrmission rg & Envi.'on Proj O.rectcrato (Post 
8Q0730) 89/09/20 POULT ON, Bfl North Carolina Stale Urnv , F1aiei;;ti NC Mpp 
51437C93-5M37 1C6 


DOCKET 50-290 COOPER NUCLEAR STATION 


F. Security, medical, omorgency & fire protection plans 


8909200028 Rov 1 1 to RPIP 5 7 1, ‘ Error gonty Classilicat.cn " W/8909t9 Ur 
TREVOnS.G A . KRUMLAND.K.W . MEACNAM.J M Nobraska Public Powor District 
89/09/19 25pp 51345.190 51345215 


09 10020 1S4 Rnspords to NRC 090822 (tr ro dovaiicn noted m Insp Ropl 50 298/89 
25 Coiroci VO ar.tion &ecij.'i1y locking bars p'ncod on o'der for records cab r^ats in iro n- 
ing faciity roccnis a'oa 

TRFVOnS.G A Nebraska Public Power Cistnci 89/09/21 Docurmml Conirql RrancM 
(Docuironl Corhrol Dexk). 2pp 51364 382-51364 30J 


89 10 130 121 Ro&poncJa to NRC Gono.' C l.tr 00 0? "Powur HoactO' Sotugjords Conin 
goncy Planninq for Surinco Voh clo Rorrt,s 

KUN(^L,L G Nebraska Public Powur CiSlnci 80/09/29 Dccumeri Control Brnrch 
(Documonl Control Ooski 2pp 51501 193 51501 UM 

09101 1001 1 Fofwarclb rosponr.o lo NRC 890913 lir ro violations i‘o:c:J m Insp Rupt 50 
298/89 or, Er'cl withheld (rol 10CLR73 21) 

TIILVOHS.GA Nebraska l\ibl‘C Power Osirct 89/10/06 Documoni Control Brar ch 
(Documont Control Desk). Ip 51475 240 51475 240. 

8910110245 rorwattlft comironls Ircm BNWL ro ulil sconaf:0 to' exorcise planned on 
891025 

MILMOAN jl Reg,on 4. Ofc of thn RtccIo/ 09/10/00. TRLVORS.GA Nebraska 
Public Power Diflinct 2pp 51474 014-51474 015 


0910260227 Rovisod EPiPs rndudi/uj Rev 10 to 5 7 3,Rov 0 to 5 7.4.flov 10 lo 5 7 5. 
Rev 13 lo 5 7 0 a Rev 7 to 5 7 25W/001010 Hr. 

RAYDEN.R.. MEACHAMJ.. TREvORS.GA Nohraska Public Power Dstrlcl 89/10/ 
18 ;mp|> 51613.2/4-51013 311. 


J. Insurance a Indemnlly rnformation 


8900290943 Forsva'da Amend 11 tu fndumnily Anrournoni (3 57.rof'ocli.?Q cfmngos lo 
10CFR140, “Financial fVolocIlon Roqu-romonts 8 Indnmnily Agrr?omonis,” for a'yna- 
turo 

O'CONNOR.P W. Proloci Diroctoraio IV. 89/09/21 TREVORS. G A Nebraska Pubic 
Powo: Oistficl Gpp. 51352 024 51352 020. 


8010240170 Forwards Eridursernonl 4 lo NEIIA Policy NW-107 A Endorsomeril 4 to 
MAfa U Policy MW-13 

TREVCRS.G A Nebraska Pulillc Power Oisirrct. 89/10/13 Oocumoni Control Drar'.ch 
(Oocuinoni Conlrr;l O('sk) 3pp. 5l50l 040-51501.042. 


P. Operating Mconso stage documonls & correspondence 


8910260276 AdviSGS lhai KV Mani meets Toch Spec 6 l.4.dospito failuro of American 
Board ol Hoallh Physics oxam.Manl moots “accepiab'e rq.jivolont’' slHlt^meni per 
cjah'icatlons hac lity adequotely siaffeJ 

ELLEMAN.T.S Norlh Caro'ma btdlo Univ.. Raleigh. NC. 80/10/13 ADAMS.A Non- 
Pcw6f fleacfOf. Decommission-ng & Environmental Project Difocio'oio 2pp 
S1617359 51617.300. 


0. Inspection reporte, IE Bulletins & correspondenco 

8909290044 Forwards Insp Ropl 50-297/89 02 on 89031 7.No violations Or deviplions 
rcfed 

CLiiNE.WE Reglcn 2. Ole of Iho Director. 89/09/10. ELLEMAN.T.S Norifi Carolina 
Stale Urirx . Reloigh. NC. 3pp 51360 235-51360 230. 

-85W2M046 Parbally w.lhho’cJ Insp Rapt 50-297/09 02 nn 000817 (rol 
iOCFR?7qo)No noncomp'iance noted Major areas inspected, n’ans & 
procedofe3.repl9 ol safeguards ovonts & fixod sito phyS'cal proloclion of SNM of fow 
s*Ja'-egic significance. 

MASMVKOM. MCGUiRE.DH. Rogion 2, Ofc of the Dirodor 80/09/15 Ip 
51360 239-51360 230. 

8910130011 Forwards Insp Rept 50 297/89 03 on 090907 No violauons Of deviations 
noted 

CU14S.W.E- Region 2, Ofc ol ihe D rector. 89/09/28. MlLLER.Q D. Nonh Corof.na 
State Ur v.Ra’eigh, NC. 3 pp. 51 409.188-51499 1 91. 

"89^130012 Partially withheld Insp Rept 50 297/09-03 on 89000/ (rol 
iOCFR2 790)No vlolai ons cf rfeviflUons noted. Major areas inspoctod.nucloar mall ac- 
CQur;iinQ records & ropts A physical Inventory. 

JOOD.Q A. MCGUIRE, DR. Region 2, Ofc of iho D-roclor. 80/00/28 Ip 61499:191- 
51499.101. 


V- Operaior Examinations 


8909200119 Hoquosts NRC concurrer.co that allornato rod Insertion (ARM sys function 
(into criteria has boon mol at plant based on provided mfo A Ihat ARI SER be supple- 
montod as documentation ol acctmtanco 

TREVOns.G.A Nebraska f’ublic Power 0.sincl. 89/09/19. Documoni Control Branch 
(Dotumonl Control Desk) 2pp 51349 0%-5l349 007 

8009280008 Gonenc Hr 00-20 lo all fuel cycle llcensoos possossmg. us ng or process- 
ing formula quantities Of SSNM ro proiocled aroa fong irirm housekeeping Sve Ist 
oncl. 

MCCORKlE.G.VV Div-slon of Saloguofds A Tranfipo/tallon (Post 870413). 09/09/26 
Consolidated Edison Co el Now York. Inc 1 3pp. 5 1 531 107-51 53 1 . 1 1 7 

8910100339 Responds lo Generic Llf 89 04. '‘Guidance on Dovofoping Accepiablo In- 
sorviCQ Testing Programs “ During valve loslmg by disassembly. valve internals will be 
inspocled A oxsctclsod pet statod gijldelmos 

KUNCL.L.G. Nebraska Publ.c Power Disinci 09/00/26. Document Control Branch 
(Documoni Control Desk). 11pp. 51458 093-51458: 1 03 

8910030205 Documenis 890523 mooUnq In Hockv.lle.MD ro posl accldeni combusliblo 

g as conlroI.ExisIlng aimosphofrc contammenl atmosphere dilulion sys w.r be modilied 
Y dsconnocling compressors A attach no snparelo slated connocuons. 

THEVOnS,G A, Nebraska Public Power D.sinct 80/09/28. Oocumeni Control Branch 
(Documont Control Desk). Mpp 61300 214-51380-227. 

6910110241 Forwards info ro SIMS for plant per project manager requosi. 

TREVORS.G A. Nebraska Pubic Power O.stricl 89/10/05 Documeni Control Branch 
(Oocumoni Conlrol Desk) 43pp 51474 005-51474:127. 

0910160250 Generic Hr 89-21 to a’l holders of OLs A CPs for nuclear power loaders 
concern ng requosl for Info re status of imp’omenlalion of USI requirements Sve fisi 
end 

PARTLO'N.J G. Associaie Otecior lor Piojeds (Po-il 670411). 00/10/19 ContyoUdal- 
cd Edison Co. of Now York. Inc. BOpp 51622.009-51622 068 


Wl(K)30546 Informs of reactor ope/ator A senior reactor operator Iconsmg exams 
^cr-edulGd for wk of 691 127-Llalod ref mall (End 1) lequosted by 090025 lo meol 
schedule. 

PEEBLES, T.A. Ronlon 2. OJe ol Iho D.reclor 89/09/ M. ELLEMAN.T.S. North Carolina 
a.aiaUr.(v,. Ra^olQh, NC. 1 1pp, 5137 1.261-51371:271. 


8910160273 Qonenc Hr 89-22 to all licensees ol operating reactors A holders of CPs ro 
polenliaf lor increased reel loads A plant area Hood runoll dopih al ficensed nuclear 
powor plants due to rocem change in PMP criioria.Svc list oncl. 

PAHTLOW.j G, Associaia D.roctor for Pfojods (Post 070411). 89/10/19. Consolidat- 
ed Edisori Co. of Now York, Inc 39pp. 51622 069’51622 106 



66 DOCKETED ITEMS 


0. Inipeci'on Teporla. l£ k cofteBpondence 


S. Reportable occurrences, LERs & related correspondence 


0909010338 NRC fn^o No*>:e 89 C65. ' Poier'al fcf Svoss Ccfro«iiGn Cracking in Slcam 
Gent-afcr Tube Pl.gs Sucp iSfl by RAW ‘ SvC I st e-Cl 

R05Sl.CE Dv.sio-’^ d Cpeiaborai Events Asscf.SfTier.t tPosv e7C4U) B9'09/C8 
Corso’idaied Ed sen Co of Hcm Vork. I'‘.c lOBpp 51349 iCO 51349 208 


8909060284 NRC Info No! CO 69 066. ' Oual * CdhO'^ I >le Of Scle.no d VaVos ” Sve !i5t 
end 

ROSSI.C E D.visioT ol Opcraiional E«enis Assassneni (Post 070411) 09.'O9/ll 
Consc'ic^lCd Ed son Co of New York, fne iCSpp. 51337 095 51337 199 


89tOQ2QtS4 Rospo'-^ds ro NRC 890322 Hr fo rtevialion noted m Insp Rept 50-298/89 
25 Corrective act cn security 'ockmg ears placed cn o'dcr <cr records cab rels m tran- 
irrg faci ity records area 

TREVORS G A Nebraska PuD'ic Power n St' Cl 89/09/21 Docun'.onl Control Branch 
(Document Cortrcl Desk) ?pp 61364 302 51364 3D3 

8909200010 NRC Ir'fO Notice 89 068. ’ EvaLahon of Instrument Setpo nis D-ring 
Mods ” S'TC l-Sl ercl 

ROSSiCE Divison of Operatonal Evems Assessmonl (Post 8/0411) 89/09/25 
Consol dated Edison Co oitiew York. )nc I06pp 5 1337. 200-5 1037 304 


8910170045 Part 21 ropi re unqualitiorl Spices irforilified in GE Supplied ins'X' . 
racks conin;ci 0 d by Hulco.inc Drawings suppl.ed w/racks showed r-o »T. 
ma nt pnrfcrntod that would have inslaiiod sp'ico Pronnpl aiionhoo reojesi^^ ^ 
TREVOHS.GA Nebraska Pudic Powor D.sincl 00/06/08 flRAGEnOi 
Efecir.c Co 3pp 51529 236 51520 238. 


V. Operator Ekamlnallons 

8909290104 GrarUs reqjosi in JW Dutton 890814 ftr to JL Pollol for waive.* ol 
sen or foaclor operator liconso MA Hoimos possossoQ aufficioni ojfperor.co -n aiy. ^i 
commercial nuo'oar power plant oporalions.tram ny & ovaluet on. 

MILHOANJL Region 4, Ofc of Ihe Diroclor. 89/09/21 TREvOns.fiA fvolva.r. 
Pobic Power District 2pp 51350.359-51 350.360. 

891D23D108 forwards ropl of Oporaior Lfcenslng Exam 50 -298/01 -89 02, cc-ir^ 9.10 
dur.ng wks of 890724 & 0911.Tbroo ma.or Concerns -de-nyied 

ova'uations.inctudind significant doriC‘dncios in exam mull tiubmitled to NRC ^ 
MILHOAN.J.L Rogon 4, Ofc of the Director OD/tO/16 TREvORS.Ga 
P uW c Power Orstncl 3pp 51680 05 1 >51580 100 


8910040073 Responds 10 NRC 890621 Iff re viola! ons noted n (nsp Repi 50 29a/e9- 
2eCorrect.ve actons noted Procedure 3 3. Station Safety Fva'uations ’ win bo ee- 
vised 10 an/ SEB aulhonnr.g aciN.ty berg mpiemeftlcd by design changa 

TREVCRS.G A Nebraska Pubic Power DiSirici 69/09/25 Docurrcnl Control Branch 
(Document Control Desk) 8pp 51423 255 51423 26? 

89(0100319 Responds to Geneve Lb 89 0-1. ' Guidance on Oeve'opmg Accopiatla In- 
service losing Programs ' During valve teshOQ Ly disasso-TibV.va've nlernals wil be 
nspected & exercised per stated gu:dei nes 

KUNCL.IG Nebraska Pubic Power Dis!nci 69/09/26 Documoni Control Branch 
(Document Con'rol Desk) lipp 51458 033 51458 103 


-8910230110 Operator Licensing Exam Ropl 50 298/OL-Dy 02 admnsfo.'ed onwVs*i 
090724 & 09ii.EKBm rosollsTnree reactor operators passod oxams.reacio* ope.a:^ 
passed retake of written exam & eigfil out of nine »onlor reader cpora'O's 
exams 

WHITTEMORE.J.E.. PELLET.JL Region 4, OfC of Iho Director. 69/10/16 
51580.054 51580 105 

-6910230122 Forwards comments on questions & answors re operator oxars aoras. 
lerod on 690911-15. 

TREVORS.GA Nebraska Pcbl'c Powor Dlstrlcl. 89/0fJ/l2. WHITTEMOREJ 
4. Ofc of tbo Ui.'ector 4pp. 51500 106-51600 109. 


8909250252 NRC Info Noixe 69-069, "Loss of The,*mai Ma-g'n Caused by Chanrel Box 
Bow ■ SvC l.sl enci 

ROSSl.C E Dv;s:on of Operational Events Assessment (P0SI 87041 IJ 69/09/29 
Consolidaled Ed son Co of New Vork. Inc I06pp 51531.001-51531 1O6. 

8910060026 Conf rms 690926 tolcon re change of dates for ma nt team msp preparation 
meeings from 091023 25 I0 69103M 102 

WlLHOAtJ.dl Begcn 4. Dfc of ihe D»?frdor. 89/10/02 TREvCRS.G A UebraSKa 
Pubic Power Oismcl 2pp 61452 253 51452 254 

8910110037 Ack rece pt of 690321 l!r -nform ng NRC ol steps taken to correct v.olaiions 
r^'.ed in tr.sp Repi 50- 293/69-25 

MIlHOaN.JL Reg on 4. Ofc of the D;recicr 89/10/05 TREVORS.GA Nebraska 
Pub'ic Power Disirict 2pp 514 74 143 51474 1 46 


DOCKET 50'30l POINT BEACH NUCLEAR PLANT. UNIT 2 


F. Security, medical, emergency A fire protection piano 

8910190090 Forwards SALP 7 Board Ropts 50-266/89 0 1 & 50-301 /89 0I lorC:! 

- Ma« 1009 014 commonis.summatv of 090027 moobfig holwoon NRC 8 u\. & iJsp:s. 
non cl ulil comments will bo Issuen os app to onci ropl. 

DAVIS.au. Region 3, Ofc of the Director. 00/00/00. FAY.C.W Wiscorsm E'w.x 
Power Co. 3pp 51550 001-51550:034. 

-6910190096 SALP Ropts 50-268/09-01 A 50-301/89-01 for Oci 1907 - Mar ie« 

* Reg on 3. Ofc of the Oi/cctor. 09/06/06 3lpp 5155(3:004 -5 1556 034 


8910110011 Forwards respo.'.so to NRC 09C913 Itr re vio'aiions noted in insp Rept 50- 
296/69-00 End withheld (ref 10CFR73 21) 

TRGVOR5.G A Nebraska PuMc Power Oisfncl 69/10/C6. Documoni Conirol Branch 
(Docume.nl Conirol Desk) ip 51475 240-51475 240 

891016013 f Responds I0 NRC Bullein 69 002. ’’Stress Corros on Cracking of High 
Hardness Typo 4l0 Stain'oss Steel Internal Preloaded BoTmo in Anchor Dariung 
Model S350W Swing Creek Valves or Va'ves of Sim-'ar Des'gn^’ No such valves in 
SVC at plant. 

KUNCL.IG Nebraska Pubic Power O'Str.ci 69/10/06 Occumoni Control Branch 
(Oocumenl Cor.lrol Desk) 2pp 51523 242 51523 243 

6910180085 Ack receipi of 690925 Hr responding ip v.o’8l)on3 rotod in Insp flcpi 50- 
296/69-26 Lkil should add'ess how or^ spo\ changa process vn’1 be moddied to on 
compass review ol dos-gn basis documentation used in siation design change 
MILHOAN.JL Region 4, Ofc of the D rector. 69/10/10 TREVORS.GA. Nebraska 
Pubic Powor Oistr.ci 2pp. 51545.278-51545 287 

8910040381 NRC Info Nonce 09-070. ’Possbie Indcaicns Of Misrepresented vendor 
PfoducLs " Sve list end 

ROSSI. C.E Drvision of Operatonal Evonis Assessmer^i (Post 870411). 69/10/11 
Consolidated Ed.sonC^O of New York, fnc I09pp 5l53l 1 15 51531 226 

8910200240 Responds 10 NRC 890912 lu re vio’ahcns noted in Insp Repi 50 296/09- 
24 No corrective action required as uiit be'ieves that dev.ation cited due to difference 
of ^mon re notification of Change in comTiimer! 

TREVORS.GA Nebraska Public Power District 69/10/12 Document Control Branch 
(DocumB.nt Control Desk) lOpp 51566 194-51566 203 


891016019B Rov.sed EPiPs.Inciud'ng Rev 23 to EP 2 0,Rov 32 to EP 6 0, R&,/ 9';E? 
App 0 & flov 0 to EP App J. 

FaV.C W. W'seons-n Electric Power Co DO/ 10/03 32 pf^. 51526 224 51526255 

8910120204 Rosponds to Gonoric Ltr 00- 18, ‘ Emo/goncy Hesponso Data Sys’ Dre-.' 
electronic transmission can bo accompliahod w/fow hprdwhro cha'-ges & datajicd cr- 
q.noe/.nQ effort. Uiii volunloorir.g 10 particlpaia fn program. 

FAV.C W. Wisconsin Electric Power Co. 09/10/04. Documont Cont'ol Qrarch |Doc*j- 
mem Control Desk). Ip. 51480 255-51406:255. 

8910170136 Forwards Safety Insp Ropia 60 260/09-25 & 60 301/00 24 o.n 6903:4 U 
& 09 1 5 No violations footed 

COOPER.R.W. Region 3, Ofc of iho Dicclor. 60/10/11. FAY.C.W. Wiscons *1 E'^rvv 
Power Cq 2pp 5 1536.152*51530.168. 

-8910170142 Insp Ropts 50 260/09-25 & 60*301/09*24 on 000814* JO & 0915 
lai ons noted Major p/oos inspaciod rmpfemeniation of llconsoe No protoction pr> 
gram. 

HOLMES.J Regions. Ofc of ihO Diroclor. 89/10/11. 5pp. 5 1536:154*51535 1 59 

8910190099 Rosponds to Gonenc Ltr 80 07, "Power floacior Safeguards Cc'M’^e^T 
Pfannng for Surfeco Voh elo Bomba " Ulil modified sofoou/ards conlmgency c flr.wi 
to identity sfio/i term actions to protect against radiological sabotago 
FAY.C.W Wisconsin EJeciric Powor Co. 09/10/1 1. Documoni Control Brarch (Doc.r 
m.eni Control Desk) 2pp. 51557.178 51557:177. 


P. Operating llcenae stage documents & correspondence 


89 10230 106 Forwards repi of Operaior L/censirg Exam 50 298/ OL 69 02. adm n-stered 
during v,ks ol 690724 A 0911 Three maor concerns Idont.lied during 
eva’uaions.inc'udng significant doliCiencies in exam mall subn:itlGd to NRC 
MiLHOAN.JL Region 4. Ofc of ihe Director. 89/10/16. TREVOHS.GA Nebraska 
Public Power Disinct. 3pp 51580 05 15 1660 109 


Licensmd Exam Repi 50 2gB/OL*89 02 adm n stered on wks of 
690724 & 0911 Exam resu'is. three reactor operaiors passed oxams.reaclor operator 
passed roiaka of wntien exam $ e.ghi oui ol nmo senior reactor operators passed 
exam.s 

Region 4. Ofc of the Drecior. 89/10/16 52pp. 


8910130014 NRC Info Notice 89 071. ’’Divorsion of RHR Pump Seal Coofing Wafer 
Flow Dur.ng Recirculai'on Operation Follow.r.g LOCA." Sve l-st encJ 
ROSSI.CE. C^vison Of Operaionai Events Assessment (Post 070411) 89/10/19 
Consolidated Edison Co. of New York, Inc I07pp 51531 227-51531 333 


P. Periodic operating reports & refated correspondence 


8909270236 Forwards safely ovaluakon supporting ulil 060724 request 10 qua:if/ coi- 
lalnmeni finer leak chase channels as integral part of conloinmont nnor p'ata 
SWENSON.W.H Project Directorate 111-3. 09/00/ IB. FAY.C.W W scons t 
P owor Co 2pp. 51344.01 1-51344.018 

-6910020122 Saloly evaluation ro containment ttnot leak chase 
venting Concurs w/l.censoe that plant does not need to vont conlflinmert ; 'cr #6-- 
leak chase channels during test 

• Off'ce ol Nucloar Reactor Regulaiion. D.roclor (Posi 870411). 89/09/18 
51344:013-51344 018 

8910030141 Application for amends lo Licenses DPR-24 & DPn-27. consising of 
Spec Change Request I32.revf8'ng Tech Specs 10 osiabileh limiting condt'e-'S lor op 
orauon lor safeguards buses in efoctiical distribution sys. 

FAY.C.W. Wisconsin Efoclnc Power Co. 89/09/22. Document Control Branch iuoci 
meal Control Desk). 5pp. 51371 178-51371:108 

-6910030147 Proposed Tech Specs, establishing liiniting conditions for ope-atC’’’ 
salegjards buses in elecmcal dlsinbutlon sys. 

' Wisconsin Elecliic Power Co. 09/00/22. 6pp. 51371:183-51371 188 


operating repi for Sept 1989 for Cooper Nuclear Station W/ 

IW lU Uf . 

^^2 31^51552 ^ Nebraska Pubic Power District. 89/09/3D. 5pp. 


8909280096 Qenoric Ltr 89-20 to all fuel cycle licensees possessing, using or 
(ng Cotmu’a quanWias of SSNM re ptoiecleti area lona-lorm housekeep''\9 Svc -^- 
encl 

MCCORKLE.G W. Division of Safeguards S Tranaporlailon (Post 870413) 69/09^26 
CensoLdated Edison Co. of Now York. fnc. 13pp. 51631 : 1 07 fi153l;1 17 


DOCKETED ITEMS f 
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ng c' process 
0€ping.Svc 

13) 69rC9/?6 


83 lOCl 01 fi 6 Suppl 10 690317 responso to sfation bfacKout rulo.addfoss ng NRC com- 
T.t>n^3 'rom review leam Girl meeting on 6930 IB Reliability program for gas turbmo 
developed & includes 95% rerab.lity goal & quanorly turbine (ostirin 
fayCVV VViscon&m Efocii.c Power Co. 69/09/26 Document Control Branch (Oocu- 
fren* CC'fOl Oesk) 3pp Si 452 075-51452 077 

8910120CB2 Forwards re spores a 1o Genenc Ltr 89 04. *'Gu:dance on laser vice Testing 
p.'O^rarrs ' Acedent roquirod flows known bul implementing procedures need to bo 
chanaed lo ensu-e full ffow through vftlvos ach eved 

FAYCW W.scons n Electric Power Co. 89/10/03 Document Control Branch (Docu- 
ne-i Control Desk). 25pp. 51469 208-51469 312 

8310160077 Forwards mod to Tech Spec Change Request 126 did 090803, conslsiing 
cl revised Rgure 15 3 1*1. per W Swe.nson 690831 notification of epparent rfiscropan- 
Ci« between proposed heaitp limit curve & NRC cafcuiated curvo 
aSDOO.RA WiSCO.isin Electric Power Co. 09/10/03 Document Control Branch 
lOocurr-enl Co.nirol Desk). 3pp. 51523.163 51523 167. 

-^910160060 Rev;sQd p.'oposod Tech Spec Figure 15.3 1 • 1 .reflecting now hoalup l.mit 

Cu^'0 

■ Aiscersm Eloclr c Power Co. 69/10/03 ip 51523 167-51523: 167. 

8910230011 Requests addi nto re 660706 amend request concerning nuclear tuel stor- 
age ennch-enis for plant. 

SwENSON.W.H Project Directorate 111-3. 89/10/C6 FAY,(^VV Wisconsn Electric 
Pc*erCo.2pp 51576 005-51578 006. 

8913230218 Rsquesis oppertunty to cor.duci presoniauon to include general 
p!a-s.capab:li'ies. status A cerid.calion of p'ant simu*otor project Proposes prosenlaiion 
tenacod-nng Fob 1090. 

FAY.CW Wisconsin Electric Power Co 89/10/11. HUNEMUELLEn.N Document 
Ccr.troi B'ench (Docu.Teni Control Desk). 2pp. 5l570.037-515?eo38. 

6910160250 Generic Lir 80 21 lo all ho'dors of OLs & CPs for nuclear power reactors 
ccnce'ning request for info re status of implementation of USI roquiremonis Sve I &t 
enci 

PAflTtOW.jG Associaia Drector for Pro, eels (Post 070411) 09/10/19. Consolidat- 
ed ?dso.*i Co of New York. Inc. 60pp 51622.009-51622 060. 

8910160273 Ger.edc Ltr 89 22 la all licensees of operating reactors A holders of CPs ro 
pc:enf ai fo' ncroased tool 'onds & p’ant area flood runoff depth at licensed nuclonr 
poviorpi&ris due lo recent change In PMP cntorra.Svc l.st end. 

PARTlOW.JG. Associate O.roclor for Projocls (Post 670411). 09/10/19 Conso'idnt- 
ed Edison Co. of New York. Inc 39pp. 51622.C6O-51022 106. 


0. h spec tf on reports, |e Bulloifns ft correspondence 


85 1019C090 Forwards SALP 7 Board Bepts 50-266/89-01 ft 50-301/80 01 for Oci 1967 
. Ml' 1S59 Uli comrr.0nls.summa7 of 090627 meoi«ng between NRC ft uM ft efisposi 
bo'iol ut commonts w II be Issued as app to orcl ropl 

DAV1S.A8 Region 3, Ofc of the Oiroclor. 89/06/06. KAY.C.W. Wisconsin Ffectric 
Fo#efCo upp. 5 1558:001 -5 1558.034. 

-8310190098 SALP Repls 50 266/89 01 ft 50-301/89 01 for Oci 1987 . Mar 1989. 

■ Region 3.Cfc of Iho Diroctor 89/08/00. 31pp. 51559 004-51558 034. 

0909010338 NRC Info NoUco 80 C65. "Poteniial for Slross Corrosion Cracking in Sloam 
Ceoerm Tube P.'uqs Suppli&d by 8ft VV. “ Si,^ fW end. 

RC3SI.CE Division of Oporational Fvents Assossmont (Post 070411). 69/00/08. 
Cor.solidafed Edison Co. of New York, fne lOBpp 51349; 100-5 1349;208. 

09090602B4 NRC info Notice 09 060, "Quai/rcalion Life Of Solenoid Volvos “ Sve list 
end. 

FCSSl.CE Division of Oporational Events Assessment (Post 070411) 09/00/11 
Cofisolida'od Edison Co. of New York. Inc. I05pp 51337:005-51 337; lOO. 


8909200010 NRC Info Noi.ee 69-066. ‘'Evaluation of Instrument Sotpoinis Ourlnn 
Mods ■' Sve 1-31 end. ^ 

rOSSl.CE Division of Oporational Events Assessment (Post B70411) 00/00/25 
Cersolidafod Edison Co of New York. Inc. 106pp. 51337 200-51337:304. 

6910040173 Informs that load tosl ol batteries D105 ft D1O0 roquirod during Fall 
1969.p6r Toch Spec 15.4 6 0.4 as suppi lo 890821 response lo NRC 090721 JU ro 
«oa^c-snoied h Insp Ropis 50 266/09-21 ft 60-30 1/89 20 

FAY.C W Wlscons n Electric Power Co. 09/09/26 Document Control Branch (Docu- 
ment Cc-iL'cl 008k) . 2pp 6 1423-323-51 423 324. 

6^250252 NRC Info Notice 80-060, “Loss of Thermal Margin Caused by Channof Box 
dew Sve ' 3l oncL 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 89/09/29 
Cor.solidaie<1 Edison Co. of New York. Inc. I06pp. 5153 1.00 1-51 531; 106. 

8910110205 Forwards dosorpllon of revised battory testing program per 890721 
r^-esi Baiiery w.H be subjected to IEEE Sid 450-1987 sve lest lO malnt.lesllng ft ro- 
piaeernem of load boiled os.por insp Repls 60-266/89 -21 ft 60-301 /b9- 20 
hAY C w. Wisconsin Eleclnc Power Co. 60/09/29. Document Control Branch iDocu- 
fr-an! Control Desk). 4pp. 61473:327-51 473:330. 

Notice 09-070, "Possible Indications of Misrepresented Vendor 
Hroducis ’ Sve list end. 

Div.slon of Operai onal Events Assessment (Post 870411) 89/10/11 
w^soiidalod Ed son Co. of New York. Inc. lODpp 61631:118-61631:226. 

60-266/09-25 ft 50-301/89-24 on 000014-18 

*^J^5Novio'ations noted. 

flogion 3, Ofc of iho Director. 89/10/1 1. FAY.C.w. Wisconsin Eioclric 
Power Co. 2pp. 51 536: 1 52-5 1 536: 1 68. 

50-266/09-25 ft 50-301/09-24 on 800014-18 ft 0915. No vio- 
gran mspecled implemontatlon ol hcansoe (iro proioctlon pio- 

51636^54-515^36^150^^’^ Director. 89/10/11. 5pp. 


Notice a0-O71, "Diversion of RHR Pump Seal Cooling Water 
Recirculation Oporat-on Fo'lowing LOCA.” Sve hsi enci ® 

CoAnh Operalional Events Assossmenl (Post 870411). 89/10/10 

uonsciidaied Edison Co. of New York. Inc. 107pp, 51 631:22 7-5 1531:333. 



R, Periodic operating reports ft related correspondence 

09^^^0006 Monthly operating repls for Sept 1989 for Poml Qoach Units 1 ft 2 
u0 1 009 Ifr 

KRAUSE.C W,. FAY.C W. Wiscons-n Efocinc Power Co 89/09/30 9pp 51640 1 
51540 I6l 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT. UNIT 3 


F. Security, medical, emergency ft fire protection plans 

Annunciator Rosponso AR-305, "ESE Annunciator Rosponsi 
MAHSHALl.W. Florida Power Corp (subs. Ol Florida Progress Coro ) 69/09/ 
12pp 51365 105-51365:116. 

8910020005 Rov 14 to EPIP EM'210, "Ouhns of Env ron Survey Team ' 
STEPHEWSON.J.D Florida Powor Corp (subs of Florida Progress Corn) 09/09/J 
10pp. 51365:120-51365 138 ^ 

B9100S0336 Revised proceduros.consisl'ng of Rev 12 to AP-SOO ft Rov 6 to EP-2J 
BANDHAW.W.K Ffonda Powur Corp (subs, of Florida Progress Coro) 09/09/J 
71pp 51416 041-51416 111 

6910060032 Forwards revised procedures includ nn Rov 4 10 AP ODO Rov 0 to AP-10 
ft Rev 9 to EP-290. 

• Florida Powor Corp. (subs, of Flof.cfa Progress Cerp). 09/09/28. NRC • No Delai' 
Adil-alion Given Ip 51419 312-51420.015 

.. 89 10050087 Rov 4 to Administrative fYocedum AP 090. "Shutdown from Cutsido Cc 
ifol Room." 

‘ Florida Power Corp (subs, of Florida Progress Corp) 89/00/28. 23pp 51419 31 
51419 335. 

-8910050090 Rov 0 to Admi.n:slra1ivo Procoduro AP- 1050. "Flooding '' 

' Florida Power Corp. (subs, of F!or:da Progross Corp ). 89/09/28 7pp. 51419 3: 


-8910060094 ftov 9 lo EP 290. "inadonuaio Coro Coo'ing." 

* Florida Power Corp. (subs, of Florida Progross CorpT 09/00/20. 33pp 51419 34 

51420.015 w / ,-K 


0910190011 Forwards fnsp Ropl 50-302/09-20 on 090 B05 0908 ft nol'Ce of ViO’aiic 
SINKULE.M.V. Region 2. Ofc of the D rocior. 09/10/03. WILQUS.W.S. Florida Pow 
Corp (subs, of Florrdo Progross Corp ). 3pp. 51550.100-51659.122. 

-8910190012 Notice Of violation from snsp on B00BO5 OOOO.Vlolallon noied.faifure 
perform QC lo vonfy condilion of mating surfaces prior to assembly ft failure lo fo- 
valve In rooulrod posillon ft follow proceoural roquiromorUb. 

SINKULE.M.V. Rogion 2. Ofc of ihe Director. 69/10/03. 2pp 51659.1 12-51650.1 1 

*-6010190014 Insp Ropl 50 302/09 -20 on 8DO0O5 OOOg.ViofaiiOns notod. Major arei 
Inspected plant oporailons.socunly.rodlo'oglcal conuols.LERa ft nonconforming opt 
alions fepfs.facifily mods ft ffconsoo acilon cn previous msp items, 
f fOLMES-RAY.P., TEDHOW.J, CRLENJAK.R. Rogion 2. Ofc of the DifOClor. 0O/1( 
03 Opp 61559.114-51550 122. 

0010240250 Revised emergency procoduros.including Rev 0 lo EP-390, "Steam Gone 
alor Tuba Leak” ft Rov 13 lo AP-450. "Emorgoncy Feedwater Aciuaiion," 
BRADHAM.W.K. Florida Power Corp (subs, ol Florida Progress Corp 1 89/10/0 
50pp 51504 294-51684:352. 

6910120196 Forwards Modified Change 4-29 to Rev 4 to security plan. Change wilhhe 
(ref 10CFR73 21). j i' v 

WIDELL.n C Florida Power Corp. (subs, ol Florida Progress Corp ). 89/10/06. Doc 
mom Control Branch (Oocumom Control Desk), ip 5 1490 343- 5 1400-343 

0010240201 Rov 31 to EPIP EM-202, ‘Duties ol Emergency Coordinator." 
STEPHENSON.J D. Florida Power Corp. (subs, of Florida Progross Corp ). 89/10/1 
54pp 51504 240 61584 203. ^ 


P, Operafirtg ifeense stage documents ft correspondence 

6909280109 Forwards utl requests for mod of NPOES permit for wastewater discharge 
during const of ho’por coo'ing towers ft environ protocllon agency for approval ol s 
tornale lost procedure for oil ft grease. 

WILSON.K R. Florida Powor Corp (subs, of Florida Progress Corp ). 89/09/20. Doci 
mom Control Branch (Document Control Desk). 5pp. 51345 223-51345 227. 

8910030418 Provides eddi Info ro 090914 meeting concerning integrated schedules fi 
stat'on baiiorlos.second level undorvollege relays ft configuration met 
BOLOT.G. Florida Powor Corp. (subs of Florida Progress Corp). 09/00/2 
EONETEH.S.D. Region 2, Ofc ol lha Director. Opp 51387 224-51387:232 

8910050249 Forwards staff position on preoporational testing of upgraded omorgeni 
diesel generators lo be implemented during Refuel 7. Type qualjficaiion tesls not n 
quired provided pfooporational test program successfu'ly comploted. 

SILVER.H. Project Directoralo 11-2. 89/09/26. WILGUS.W.S. Florida Power Cor 
(subs, of Florida Progress Corp.) 6pp. 6l424:00fl-5 1424:0 13 

8910060011 Advises ihoi end notice of considoralion ol issuenca of amend to license 
proposed NSHC A opponunity for hearing on 090009 request lo extend survolllanc 
period for diosef generator full-load tost sent to Ofc of FR for publicar-on. 

SILVER.H. Project Directorate 11-2. 09/09/26. WILGUS.W.S. Florida Power Con 
(subs, of Florida Progress Corp ). 2pp. 51430:300-51430:308, 

-8910060015 Noiico of cons’deralion of issuance of omond lo License DPn-72 ft pn 
posed NSHC determination ft opportunity for hearing Amend permits one- lime deU 
of 18 month dieso! generator full-load lest until next refueling outage. 

SILVER.H. Project Diroclorate 11-2. 09/09/25. 7pp, 51430.302-51430 308 


69Q920Q096 Geronc Lk 89 20 'o 3<l Fugi c^de icofsoes gc^sessnj us 03 o* P'Ocet>s 
ng ro'mua riuanttes of SSr«M to p'Olocrcd area isnq term rio-se^eep .-:ij Svf is? 
e“cl 

MCCCnKLE G W O«'risi0T of Saf«quafCls A Traatporta'-cn tPasl 07041 89/09/2^1 

Co.nso'i^laied ttTison Co of Mew ro*k. inc i3pp 5i53l 107 51531 m 7 

69tQ030l16 Ptc'^Pes p'0-\jc,v & 'cca' ‘eaw laie teal daia loi hyriicoeri pjige sya 

co'i'ain-neni .so'at cn va tfG3.LRv.70, f nv-7lLflV 72 & Lnv-7lpe' 8G0921 
roqjosi 'nfo p'Cv.deJ ■isaociated w/r©\,‘e.« c? Tech Spec Change HcquGSl I6fl 
WiDcl.L.flC rlooda Powe' Co/p (SLt:s Of F.or da Prco'ess Corp ) B9'C9/26 Doco 
mem Ccnt'ol Branch fOccu/reni Con*'o‘ OesM 2pp 5i389 355 51369 .156 

6910050003 Hei/ 1 1 1o VP SGO, ' Piam Saibty VcnlicaiicG Prccodu'o ' 

* FiOfOa POAer Carp (bsbs Ol Hirda Prog-oss Co'P ) 89/09/27 i6pp 51*130 140 
51430:155 

8910040302 ReqLGsis 0‘ar frrpe;i Rep* 03 C920 1 IBS.Rg/ 0 Pi,'© Pi.p!jro Analysis 

Cf.'eiia O..isd0 P.eadci B'd'j ’ te iBv.sod & moo bed lo mc'uop ivert co’‘id i'On?».pei 
NRC ajpp'oval to caiculaie high eno.-gy me broa^spe.' ANSI 331 l 1957 
SlLVER.H Pro;Cct Lii*ocic»a!D II 2 63/09/28 WiLGUS.WS Fio/ida Powg' Ccfp 
IsulJS ot FlO'.da Progress Co'P ) 3PP 51395 221. 5 1395 223 

6910060208 Forwa-ds Amend 121 fo I conso OPR- 72 & safety eva uahort Ame/’d adds 
new spec re use of hydrogen purge vaVes lo' dcpressu'i/at oe 
SlLVER.H. Prcjoci Croctorefe li 2 89/10/02 Wll GUS.W S Florda Power Corp 
(Sjbs of F'onJa Prog'GaS Cr.rp ) Ipp 51434 336 51434 344 

-6910060211 Arrond l2l lo Lcense OPH 72,eddng new spec re use cf hyiiroger) 
puree M elves lo' depiessjiuaiori 

GEPKGW MM Pfcjeci 0‘rGClorate 11-2 G9/10/02 6;.p 51434 339 51434 34.*, 

*‘8910060298 Seieiy ewa uahon s.,pponng Arr#»nrf 121 fo License DPH-72 

• OffiCQ Of Nuclear Roacrcf Rocu'ai.D.‘\ Oirccfor (Posf 87041 ij 89/10/02 2pp 
51434 345'51434 346 

89101 10306 Fo-Tvards response ’0 Genenc Lir 80 04. ‘Guidance or> Oeveloprg Accopi- 
ah‘G inserv ce Tosimg Programs " 

W.DELL .nC FU-'ida Power Corp (SuCs of Florida Progress CcrpJ 89/10/03 Doc./ 
rroiil Cont'ol a'a-'ch (Oocurrenf Cenf'o' Desk) 53pp 51463 274 51485 042 

-0910120009 Rev 9 fo mse.MC© insp • Pump & Valve Program C/ysial Hivor Un I .3 ' 
•Florida Power Cerp (subs ol F'o*. da Progress Cerp ) 00/10/03 3C0pp 51483 297- 
51485 042 

6910100202 Granrs 890922 regjCS* for partal ejremp?.cn from FY89 annual fees for 

? 'a'il Docurnoni show.nQ re'tnJ ca'cu’aions encl 

AYLOn.J M OfC of ihO ExDcufivo Oi'ecipr for Cpcrahons 89/ f0/C5. WILGuS.VV S 
Florida Po'i^or Cerp (Sut)S of T'cnda PfOg'OSS Cprp ) 3pp 51545 073-5'' 545 075 

8910170283 Forwards rovsed schodu'o for I'nplo.Tonrahon of high Ororgy ire break 
itiscluhoh piogram.showmg coiv.p'rshon ol 0 1 hardware msla'iahcns t/y enrf o» Heluel 7 
in accorder.ee w/ GDC 4 oxempi cn 

'.ViDELL.nC F'crida Power Co'p (subs of Ftcsdn Progress Corp.} O9/1O/O6 Docu- 
ment Control Branch IDrcurrool Control Desk). 3pp 51534 067-5153*1 069 

0910100350 rerwa'ds An ond 122 lo L cense Drn.72 & sa*oty evalu'fllion Arrcrtf ro 
places Figures 62 1 & 82 2 & roqu-^emont lhat morTte'S of plant review comrritteo 
have specific ;cb ufios 

SlLVEFI.H Pro Qcl D'fociQfaio lt.2 09/10/10 WlLGuS.W S Florida Power Cerp 
isuba 01 Plot da Progress Cerp) 4pp 51538 107-51538 203. 

-0910160357 Amard 122 VO V.cen50 OPn.72.repiac ng Figures 6 2-1 & 6 2-2 w/narra 
f ve dose rip* ons 8 toquiromonl lhai members ol plant rov.ew commnioe have specific 

§ b it'es w/suporvisors frem various d sciplmes 
HRKOW.HN Project Di/ectO'al© 11-2. 89/10/10 lOpp 51530 191-51530 200 

"091O16O3&O Safety ovaljallon si^cortir'.q Arrond 122 lo Ucenso OPR -72 
' Office ol Nuclear Reactor Hegu’eiion. D.rocicr (Ppsi 870411) 0O/1O/1O 3pp 
51536 201.5153B 203 , ww 

6910100246 Noiificai'on of 891030 meei'og w/util in Rcckv.lle.MO lo d.scu6s licenseo 
deiailed review ol p!ant electrical sys 

SW-VGfl.H Pfoioci Ortocio*aiQ 112 89/10/13 QERKOW.h.n Project Direcioraie fl -2 
Opp 61563.233 51663 235 

8010280207 Notification ol roscheduing of rreoi-ng w/hcensoo m Rockvi lo.MD to 
691101 re ficenseo doiai’ed review of lacrily elocirical sv8,New focalion for menting 
elsonotecf. 

SlLVER.H. Proieci D.rcctoraie 8-2 89/10/13- OERKOWH.N Project Diroctorai© U-2 
3pp 51617 141-51617.143. 

6910240224 Ferwo'ds Amend 123 to Licenso DPR. 72 & safety ova'ualion Amend ox* 
tends Surveillance iniorval for orrergency dosoi eonerator full load lost until Refuo? 
7.schedjVed 10 siari in War 1990 

SfLVER.K. Project Dirodoraie 11-2 89/10/17. WILGUS.W.S Ffonda Power Corp 
(subs of Florida Progress Corp) 3pp 51585 201-51585 271 

—6910240226 Amend 123 10 License OPR.72,extonding serve Marco mtojvaf for omor. 
gency desef generator Iij:i load lesi uniii Refuel ? schedufed to siart tn Mar 1990 
RERKOW.H.N- Project Dircciorafe 11-2 89/10/17. 5pp. 51585 264-51635 268 

-8910240227 Safety cvaleatton si^orvnrg Amend 123 lo Llco».se OPFV.72. 

• Office or (Nuclear Reactor Regj’ai'on, 0 rector (Posi 070411) 89/10/17 4 od 
51505 269 51585 271. 

8910240231 Fonvards Amend 124 to Licar'se OPR 72 & safety evaiuat on. Amend adds 
ope lability, action & su.vo.ifarrce reqj remonis for core exit thermocouples ft reactor 
coolant inventory tracking sys 

SlLVER.H Projoci D.recloraie 11-2 69/10/17 WILGUS.W.S Florida Power Cerp 
(subs of Florida Proq/ess Corp ) 3pp 51585.010 5»595. 020. 

-8910240233 Amend 124 to License DPrl-72,add ng operabi'ity, action & surveillance re. 
vwQmonis (or core exi\ ihatmocoiipVes & leacvot cootam irwenVoiY IracWmQ sys. 
EHKOW.H N Pro, act Directoraie 11-2. 89/10/17. 6pp. 51505 01 3 5 1585.010 

“0910240235 Safety Gva'uat'on simporting Amend 124 lo license OPR*??. 

• Office of Nuclear Reactor Regulation, Director (Post 070411) 69/10/17 2pp 
51585.019 51585 020. 


B9 10 160250 GeriOf.C Lir 89-21 to a'f halders of OLs ft CPs fO' njclQa* pCAtr 
co.-'cerring request for nfo re siaius of imp'ornentat on of USI reqjiron-‘..-i;s: 
e*>c' 

PARTLQW.JG AssoOM*® Ovectot (ct Pro;ocvs (Posv 8704V 1). 09/1QM9 O.f 
odEdisortCo of New Yo'k. Inc 60pp 51G22 C09 51022 063 

891D180273 Genonc Lir 89 ?2 to all liconsecs of opcral ng rcaclO'S S hS Jtrsc' 
poto.'U ai for inc/easod rooi loads & plani area flood runoff depth al 
powtjf plants due 10 rereni change m PMP cnlena SvC list onr;!. 

PARTLOVV.JG Assoc Jto Direclor for Pro;ects (Posi 8704 H) 83/10/19 Cc' 
ed Fd-son Co of Now Yo.*k, irr 39pp 51622 069-51622 100 


Q. Inspection reports, IE BuNoIfna ft correspondence 


8909010330 NRC Info Nolico 09 065, ' Poieniiai Icr Stress Corros^O'i Cracl' -g 
Generaio.' 7ut)G Pl./gs Suppl ed by BftW ’ Sve Ii 9 l encl 
ROSSi.C t CiviSion of Opo.'aiional Events Assessmont (Post &/0411) 55 . 
Consol-dated fd.son Co of New Yo^k. Inc lOupp 51349 tOO-5 1349.2C8 

8909060284 NRC tnfo Nolico 89 065. '(}ua>'ifiCaliOn Life of So^croid VaN&S S 
arc*. 

ROSSi.CE Divis-on of Ccerato-nai tvonls Assossmeni (Posi 870411) by- 
Conso'idotfid EdiscoCo of New Ycrk. Inc 105pp. 51337.095 5133? 1 03 

8909280122 Ciscussos 'nsp Repf 50.302/89 C9 on 890424-20 ft terwards no’.ce 
Ifli-on ft proposed rriposUicn of uv.l penalty in atrount ol SvOO.OOO.NRC cen;: 
nsp findings were discussed dunno 803620 enlo'cement confer erce. 
tBNErER.SD flogicn 2 . Cfc of tho D.reclO.' 89/09/13 WJLGLjS.WS F'on^^ 
Corp 1 &U)S of Florida Pi og* 059 r.orp ). 5pp 51345 220 51345 . 2*36 

"8909280123 Noleo of v.olaiion ft proposed imposihon of civil penalty in 
$100 030 Noncompliance noted safety rolaiod motor control errs I'l aoniJayb 
not been den’onctratod 10 bo qual liod for onviron cord t>ons 
ERNGTER SO Region 2, Ole ol iha Dioclor. 89/00/V3 4pp 61345 233 5v:ii 

8910030564 Crsnlirrns 090912 le'eon to onforcomoni conference lo te conduc 
69D920 10 discuss rsstios irom insp Hopts 50 392/89-200 ft 50 302/09 24 3 
ropcrlod by p'ant staff on 800907 & 08 

E9NETHR.S.0. Reg’On 2 . Ofc of iho Oi.'octcr 89/09/10 WILGUS.W.S Flo "^3 
Corp (subs of FlO'ida Progress Cerp ) 3pp. 51390 354 51390 350 

8910040037 rerwards Insp Repl 50-302/R9-24 on 890&07 0BNa notice 0‘ vc 
■ssuod for v.o'ai'Ons dosenbed in rept Enforcement conforonco lo discuas ii: 
scHedulcrt for 890928 

EBNETEH.S.O Region 2. Ofc of the Director 09/09/18. WiLGuS.WS. F'or.oa 
Corp (subs of Fforida Prog'ossCorp) 3pp. 51391 238 51391 245. 

“8910040042 insp Rept 50 302/09-24 on 890937.08 VioJat ons nctedWa.cr 
insperied rovrdw of dvenrs resulting in unplanned shutdown of facil iy. 
HOlMtSRAY.P, CRLEN.lAK.n Region 2 , Qfc Ol 810 Dfcclof &&/09/1! 
51391 24l.5l391;246 


8910030536 Ack recc'pt of 000831 Mr infcrming NRC of steps taken io correct vc 
noted in Insp Repl £0 303/89'15 

SVNKULE.MV Reyion 2, Ole of Vhe Dneclof. 89/03/19 WILGUS.W.S Fioi«J4 
Co/p (subs of Florida Progress Corp ). 2pp 51370 320.51370 321 

0909270202 Responds lo vo'aiions noted in fnsp Rop! £0 302/09- 16 Co' 
aciions valves BSv-150 & l5i d'sassomhiod & inspected ft DSV-ia vact."i 
VVILSGN.K n I' lor da Power Corp (subs o( Florida Prcqress Cofp ). GO /09/M 
moni Control Branch (Documanl Contro? Desk) iCpp 51336 31 7.51336:326 

8910030286 Rovisert noiit calion of 89092B cnio'coment conforonco nPi 
ofc lo discuss Vendor Branch ingp issues ft 'mpropor impeller msta lod on rsv 

pum^ 

CRLtNJAK.n.V. flog on 2. Ofc of the D-rocior 89/99/22 nog.on 2, Qtc cf lie 
tor. 2pp 51374 235-51374 230. 

8910030277 Confirms 09D9l9 telcon to reschodjlmg ft chango in (epics for e 
menl conforonco on 800928.per Insp Ropis 60-302/89-200 ft 50.302/69-24 c< 
mg msp issues & improper i.mpel'or inslaMed on raw water pump 
EBNGTER.SD Reg on 2. Ofc of the Director 09/09/22. VVILGUS,W.S. Flor-tJa 
Corp (Subs of Florida Progress Corp ) 3pp 51380 263-51300 265. 

8910040138 Ack recoipl of 89C908 response to violabons noted m fnSp Repl S 
69 17 

JULIAN.CA Hr^ion 2. Ofc of tho 0-roctor 09/09/22 WILGUS.W.S Florida 
Corp (subs, of FTohda Progress Corp). Jpp. 51436 299-5 1436:301. 

8909200010 NRC Info Notice 89 068, "Evaluation of insuumanl Selpo n?s 
Mods " SvC I St end. 

ROSSJ.CE Division of Oporat onai Events Assessment (Post 870411). 69( 
Consoridatod Edison Co of New York. Inc I06pp 51337 200-51337:304 

8910020140 forwards response to vofations noted In Insp Ropt 50-332/89 1 O' 
tivo actions:channoi functional tost performed on coniainmeni hydrogen mcmtCi 
WIDEll.R.C. Florida Power Corp. (subs of Florida Progress CorP-). 89/09/27 
meat Control Branch (Document Coniroi Desk). 4pp. 51360 247-51366 260. 

8909260252 NRC Info Notice 89 069. "Loss Of Thermal Margin Causod by Cnac 
Bow." Sve list enct. 

ROSSt.CE Division ot Ope/abonal Events Assessment (Post 8/041 1). 03- 
Coosohdaicd Edison Co. of New York. inC- 106pp. 51531.001*5153 1 ; 1C6. 

89101 10308 Forwards rGspor.se lo Generic Lir 89-04. “Guidance on Develcping ■ 
able fnserv.cfl Test ng Programs " 

WVDELL.R C. Florida Power Corp (subs o1 Florida Progress Cotp). 09/10/03 
ment Coniroi Branch (Docu.ment Control Desk). 23pp. 51483274-51465 042 

.‘6910120009 Rev 9 to "Insenrico Jnsp - Pump A Valve Program Cryslal River 1 
• Florida Power Corp. (suhs. of Florida Progress Corp.) 09/10/03 300pp 514 
51485.042. 
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loiDlSOOll forwar<Js Irsp Hopl 50 30^/00-20 on H90005 ODOO & ronco ol violalion 
* V 2. 0?c cf Iho D.rccio^ 89/10/03 VVII.GUS.W S Flonda Power 

Co»p fs^tS cf floricJ.i PfCg'OSS Corp ) 3pp 51569.109-51559 122 

$910190012 No'ce ot v.o aiiOn Ifom msp on 890905 090 B V:o1aii on no^rdlailuro lo 
M.-iorm OC ID verify cO“cll:on of maimg surfaces poor lo assenrbly & faiiu'o to lock 
,,a -a in 'eg - rod posilicn S fo'.low procedura* requ fomenls 

Sn'^ULF.VV Region 2. Cfc of ino Drector fi'J/lO/03 2pp 51559 1 12-51559 1 13 

lasp Hogl 50 302/80-20 on 890805 090Q Vio’ai-ons r.oied Mnpr amas 
" .-jpeciedp'ant 0-p0ratiDnsSGCU'ity.rad«0lU9Cal controlsXEns & nonconlormr'g opor* 
jvirs f£p:s laci iiy mods & licensoo odicn on previous msp items 
HC »/=^n4Y P , TGDROW.J , CRLCNJAK R Hogion 2, Olc of Ihe D.roctor 89/10/ 
03 9pp 51559 Il'l-5I55D:122 

$910160195 J^eqjosis suCm ss-on ol p’an icr resolution ol proWorn r© insull:t:oin lusiili 
fj'-on 'or 0<!ropclating tesi results. pOf NRC Bu“oiin 89 00«: 

clvERH Frojecl O.'ecioraiQ 113. 89/ 10/ 10 WILGUS.WS Florida Power Corp 
(SvDS ol F'Ofida PrOfl'eas Corp ). {Jpp. 51056 069 51556 07/ 

$910940181 NFC fnfo No'ico 89-070. ‘ Possible indications ol Misroprosontod Vorrdo' 
FrQ(J.,c:s" Svc list Orel 

RCSS'CE C vis on ©I Cpo'ai'onal Events Assessmoni (Post 070411). 8O/10/11 
Cc.'sc‘^'a’ed Efl son Co cf Now York. Inc I09pp 51531116-51531226 

B91 9250777 Sjbmts surrrnary ol 890928 ©nlo'CCmonl conferorca fO conirrt’rc'al grade 
■le.-n doC rai'On doliclorc os ideniilred duimg 000424*0505 iiisp (insp Ropi 50 302/00 
'Ml A raw waio/ pjrrp irpe lor installod n Spring oulogo 198D 
EBNETERSD Reg rn 2. CIc of me Director B9/i0/i6. WIIGUS.VVS Florida Power 
Ccip. {S1.5S o' Florida Progress Corp.) 33pp. 51601 132-51601 1U4 

$919260121 Ark reco pi of 693920 Itr intormirg NRC of stops takon to corrocl volalions 
no*ed ri Insp Repl 50 302/89- 18 Portion of Violaton A doloiod per liases for 
denial Evaluai-cn of SP 184. A & B.as staiod.accopiablo 

PEP<INS,kE Rei;ion 2. Cfc of tfie Drector 89/10/17 WILGUS.W.S Ffo.'ida Powor 
Cerp |Si,5s Ol Florida Progress Corp.) 3pp. 51628 019 51628:021 

8910130914 flRC Into Uol co 00 071. 'O.veis^&ri of RHP Pump Seal Coolny Water 
F DA Djrir] Reclrculai on Oporakon FcHowing LOCA.’* Sve list onci 
.hOSSi.CE Dr/isicn of Opefaional Events Assossmoni (Post 670411). 69/10/19 
Gonso' da led Edison Co of Now York, me I07pp. 51531227-51531 333 


R. Periodic opsrellng reports & rofaled correspondence 

8310190166 VoDlhly ope/atirp ropi for Sopt 1989 for C/ysial Hivor Unil 3 W/891012 ft/. 
LANE J. W.DElu.RC- Florida Power Corp (subs of Florida Progress Corp ). 69/09/ 
30 5pp 51557.166 51657 170. 


S. Reponsble occurrences, LEIls & related correspondence 

6910030040 Spec al Ropi 69 001 on 8GG026.doso e((uivalont iodino DEI ot RCS sarn* 
trrceobed lecb Specs hTil Sampling & anolys-e ol RCS conv-nuod ai 4 h inior- 
va 5 until OEI decrease belc<v Toch Spec fimii DEI onalys'S rosulis prosuniod 
A'l.SONKR Florida Power Corp. (suba of Florida P/ooross Corp ). 89/00/21. Docu* 
Ten! (^C'llrol Drench (Docu/iionl Control Dosk). 9pp 51374.157.61374:105. 

8910020262 LER 89 030-00;o i 69002G plant shut down following 800624 doc'arolion ol 
pL'r*pRAP 20 irtoporab.l ly.On 890902 sulij pump lal'od ago n whon tObtoiJ aftor sih 
rerrDva Cfl-sed by wrong Inipo'lor n pv-rnp SubJ (rrpo'for sonl for repair VV/00002fl Mr. 
i,< 0 FFATT.l.w . wiDEiL.n.C Florida Power Corp. (subs, of Florida Prooroas Corp) 
69/09^26 tOpp. 51362.326 51362 037. 

M 10028 153 LER 09 031 00 on ftOO028.46OV origincerod saloguwds Uansformor A 
l3u't0d CDusing DH closed cycle cooIng pump A to do-onorgizD COuso noi 
^3te'r^:rDdTr0^ks^Offf1or fopiertod. W/090927 Ur. 

MOFFATT.L W.. WiOEU.R.C Flohda Power Corp (subs, ot Florida Progress Corp). 
69/09/77 8pp 61362 338-51362:345 

6910040376 LER 09 032-00 cn 890831,00 tor mined that station batlory 0 was inopor- 
atiie due ip madequato losing (cad proMe.Caused by design onglnooring 
dfifciencios Temporary batrory installod to power TDP-iO.W/600020 itr 
MOFFATT.L w. WiLSON.KR. Florida Power Corp. (subs, of Florida Progross Co/p) 
89/09/29 4pp 61391.036 51391:030. 

8910170271 ‘rforms of delay m submitldl of LER 89 033 In order to assuro accurate 
■irorporaion of discovereo ato concern ng setpoints assodatoef w/socond lovol un- 
CfiAo 1336 relay sys. 

WILSOn.K R FicrifJa Power Corp. (subs of Florida Progress Corp.) 69/10/10 Docu 
rent Control Branch (Oocumom Conlrol Desk) ip 61536:250*51536 256. 

8910270215 LER 09 OlG-02 IfOni 890227 080 1 ,dofic‘onciG9 re environ quoliUcaiion Of 
plant oquipmori discovered Caused by doficlonclos In deteited development & impio* 
rreDiaioaol er.vi/on quaiificaifon prog ram. Program revlowod W/091023 Ur. 

MOFFATT.L W. WlDElL.R.C. Florida Power torp. (subs of Florida Prooross Corp). 
89/10/23 Upp 61630.016*61636 028. 


DOCKET 50-304 ZION NUCLEAR POWER STATION, UNIT 2 


Sacurlly, medical, emergency & fire prolectlon plana 

0910020176 Change A*89 313 lo Rev 4 to Attachment A lo EPiP 120-1. "Opeiat-ons 
p^'ector EPiP ■ & rovlsed lab’e ol contents. 

Con-'iorwealth Ed.son Co 80/07/27. 6pp 51303.251-51363:256. 

Forwards Solely Insp Repis 50-205/89 21 & 50*304/69*10 on 890630- 
OoJl & no'ice of violation 

SHAFEH.WO Region 3, Ofc of the 0 rector. 00/09/20. REED.C. Commonwealth 
Edison Co 2pp. 61522 311 51622 335. 

-8910160005 fn&p Repie 50*235/89-21 A 50*304/09-21 on 890630*0831. Violations 
noted Major areas inspected insp of licensee action on previous insp findings.summary 
ofowraiion, operational safety venficaiion & security evenls 
^■INDS.JM Region 3. Ofc of ih© D.roctor. 89/09/19. 21pp. 51522 315*51522 335 


0910030540 Forwards Insp RrpiS 60 296/89 22 & 60 304/89 20 on 090/10 lb & rohee 
of vio’at'on & proposed mposiiicn oi cwii penalty m amcuni of $75,003 ro unprotected 
Vila’ aroa barner.EncIs withheld (rof iCCFn73 21) 

DAVIS.AQ Reij on 3, Ofr of iho Cirecior 89/09/21 RFFD.C Co.-nmon wealth Ed son 
Co 4pp 51370*322 513 / D 325 

0910160059 Change Reriuasi A-69 332 lo revised EPIP 100-1. "Actirg Sialion Direc- 
lor' 

* Commonwoaith Ed son Co 89/C9/26 iSpp 51522 265 5152? 200 

8910170171 Change ROQuesi A 89 303 10 EPiP 320-1, ‘ Ariival-on of Generating SloiiDii 
En’.ergof'cy Pfan Stahon Group *' 

' CcrrmonwoAlth Fdson Co. 89/09/26 7pp 51536 213*51 D3G 219 

8910190114 Rov.sort EPIPs.inrludinrj Rev 6 lo EG 03. Rev ? lo EG-ll A Hev 0 to FG- 
13 

JOHNSON.J.M Con-rnonwoaMh Edison Co 69/09/26 23pp 51559 124-51559 146 

8910260032 Foiwards responso lo viClabcns noted m Insp Repts 50 295/89-22 & 50 
304/69-20 & payment of Civil penalty -n arncunt of $75,000 Enel wilhhe'd (ref 
lfiCFn73 2l(c)l2)^ 

REED.C Comnicnwnaith Edison Co 09/10/23 Ofc ol Enlorcemom (Post 870413) 
ip 51623 128-51623 128 


P. Opecaling Uconae stage documents & correepondenco 

0910040122 Fo.'wards Rov 56 to OA Proitroni Top:ca' Repi CE *1 A 
RiCHTER.M CcmrncnwnaUh Ldson Co 09/09/21 Documoni Ccntiol Urancti iOo;;u- 
mont Conirof Dosk ) Ip 5 1 30 7 049 5 1 39 7 1 32 

“8910040141 FTov 50 to “OA Prcciram.” 

BITEI.JS Cotnmo^^woalth Edisrn Co CE-1*A R5G. 60/09/13 46pp. 5139705?. 
51397 13? 

8910030163 Appficaton for arnonds lo L'consos DPR 39 A OPn*48.Qdciiiiy roq.iiromonl 
to adefross corda nmcnl pu'go A vent oporaiions wh lo above co'd shutdown (Mi'do 5) 
TRZYNA.G.E Cotnrronwoarih Edison Co 89/09/25 Office of hk.C'oa' Reactor Rogu* 
laiion. tiifoctor (Post 070411). 3pp 51390 260*5 13P0 276 

“0910030184 fYoposod Tech Specs to App A to Soclion 3 9 coniainrr.ont isoiaiion 
* Corrmonweallb EO son Co 80/09/25 Opp 51390 271-51390.278 

0909260090 Genuric Ltr 89-20 lo a I fuel Cycfo .'iconsees possoss-riy. using or process- 
ing formula quantifies of SSK'M ro proteclod area long-term housDkooping Sve 'isi 
end. 

MCCQnKl.F..G W. Qiv.'iion of Safeguards A Iraospodat-un (Post 670413). 09/09/28 
Conso'idntod Edison Co of Now York, me I3pp. 51531 ; 107-51 53 i l 17. 

0010100092 f orwards revised Tech Spec Section 3/4 O.Pago 210 fo 000025 apnl.calion 
for amends to Liconsos PPR-OO A DPR 40 re coniainmorn iso'ailoii.per 890927 rr.». 
iiuosi for clarification. 

TRZYNA.GE. Commonwealth Edison Co. 09/00/20. Offico of Nuclear Roaclor Regu- 
lation, Oirecior (Post 8704 1 1). Ip. 51461:230-51461 240. 

•*0910100094 Proposed Toctr Spec Pago 210 ro coniuinmont Isolation 
’ Commonwoollh Edison Co 89/00/20. Ip 51481240-51401 240. 

8910100276 Forwardn rospcdso lo Generic Llr 60-04 ro guidnrxo on devolofi.ng accopl- 
oblo insorvlco testing program LaSnllo slation rov lo insorvico testing program suhmii- 
tud on 001 002.0 jaef Citios rov oxpoctod by 000220. 

niCHTER.M hi. Commonwoaith Edison Co 89/10/02 Documoni Control Branch (Doc- 
ument Control Desk) 8pp 51402 045-5 14G2 052 

8010130127 Cont.rms mgi mooling on 801017 h Zicn.lL to discuss status of plant per* 
formonco improvemorn plan 

GREENMAN.E.G Reg on 3. Ofc of the OtocIoi. 69/10/06. REED.C Commonwoalih 
EdsenCo ?pp 51591 246 51501 247 

8910160250 Generic Ltr 89 21 to all holders of OLs A CPa for nuefoar power roaciors 
concern ng request for mfo re status ol imp'omonial‘o-n of USI roquiremenis Sve lisi 
onci 

PARTLOWJ.G. Associaio Diroclor for Pro, eels (Post 070411) 69/10/19 Consolldat- 
adEdifSonCo ol Now York, Int 60pp 51622.039*51622 066. 

8010100273 GonOfiC Ltr 89-22 to all licensees of oporat ng roaciors A holders of CPs re 
potont'oi for increased roof foads A pfent area flood runoff doplh al liconsed nuclear 
power plants duo to recent change in PMP criteria Svc l-sl end 
PARTLOWJ G A6Soc*ato Diroclor for Pro[ocl9 (Post 870411). 69/10/10. Conso’idal- 
od Edison Co. of Now York. Inc. 39pp 51622.069 51622.106. 


O. Inspection reports, IE Bulletins & correspondence 

8909010338 NRC Info Notice 89 005. “PoienUai for Stress Corrosion Cracking in Sloam 
Gonoraior Tube Plugs Suppifod by BAW.” Svc list end 

n06Sl.CE. Oivla:on of Operafional Evools Assessment (Posl 870411) 89/09/06 
Consolidated Edison Co. of Now York. Inc. lOQpp 51349 100*5 1349.206 

8909060204 NRC Info Notice 89-066. ' Ouarification LHo of Solonoid Valves “ Svc lisi 
onci 

ROSSl.C.E. Division of Oporalional Events Assossmont (Posl 670411). 89/09/11. 
Consohdaiod Edison Co. of Now York, fnc. t05pp. 51337 095-5 1337’ 109. 

8910160003 Forwards Saloly Irrsp Repis 50-295/09-21 & 50*304/09-19 on 690639* 
063 1 A notice of violation 

SHAFER.W.D. Region 3. Ofc of tho D.roctor 80/09/20 REED.C. Conimonwoalttr 
Edison Co 2pp. 51522 31 1*51522 335. 

“8910160004 Notice of violation from Insp on 890630-0031 Violat ons noted on 
890227.PT.5A •■Reactor Protection Logic.Reactor al Hoi Shutdown” noi conducted 
per test procodure A containmenl entry made w/o written guidance or adequate brief* 
mg 

SHAFER.W.D. Region 3. Ofc ol the Director. 89/09/20. 2pp 51522 313 51522 314. 
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soinitooa^ Htois i SOSO^'eS?! on 890630 0031 Vioiaticns 

lll’a's Apcc.'". nip C! acrcn on P-e.eua .nsp ..nd rga.sun-.-na-y 

. » ro-^a-cn opora^ cna' safer/ venf.^aiion & socu-.*/ t,6oo 

MNC5JM nt‘g cn 3. 0?c pf •f'e D fccro^ 69>09M9 2fpp b)b22 . 3S 

&910030S40 fcr^a'(?s TiSp Otpis 10 '295^89 2? & 10 '30* ^89 20 ^ 

® c ^oS cn a ^ !^pO?-..n Of c V., penally m arr-ounf of S7S.000 ro unp.olecred 

OAV.s'AQ^nfJor 3^0^^ REED.C Com-ncn wealth Edison 

Co App 1^370 322 bi3?Qj25 

8909200010 f.RC Info No:co 89 068. 'Evdoat-on c’ Instfumer.l Sefponts During 

Ai^SiCe'* Di/ van pi Ope'a:D''al Eve'-.is Assessment (Post 070411) 89/09/25 
Ccnso dated ECiSen Co ot New /O'K. Inc lOlpp 51337 200-51337 304 

99092 S0252 t.RC ir‘o Mc'-ce 63 063. less ol Ti-ormaf War^'n Caused by Cnannel Bo* 

Mssice' om^n ol Opa-3!«^V Even.s Asaesamer.l fM> 89/09/?3 

Ccr.sc'.da'ed Ed sen Co of f4ew Vork, Inc I06pp 51531 001-61631 106 

8910180246 RespendS to NRC 890530 Hr re s gnticanl weaknesses 
Ir.sp Repts 50 295/09 13 & 50 304/89 13 on 890318 

aciTors Pfocedu'es P/M016-2H & PfW0l6 6N t© bn-.tiott;\jO operators 5»ie SMO QCQ 

Tffz"7l^.G E Co'omoo'wca-.n Ed‘Soc\ Co 69/03/29 OAviSyt B Region 3, Cfc of the 
Di/ecior epp 51567 123-61657 120 


8910120128 forwards draft irpgl for p anl SALP 8 rept fe training 8 qjall canon effec- 

a^JBO^CK.T M Region 3. Olc ol the Direclcr 89/10/05 PHIUIPS.W P , HINES, JW 
NRC - fJo Oeia 'ed All. -a' cn Gr/en ip 51491 056-51491 055. 


8910040381 NRC Inlo Notce 69 070. Poss tle fr.d caliO-ns of Mis/ep-'esentod Vender 

Prodjcls ' S'i Cl street 

ROSSI CE Division of Operational Events Assossmenl (Post 870411) 69/lU/ll 
Ccr.solda’ed Ecson Co New York. Ire lC9pp 51531 1 18-51531 226 


8910240244 Forwards Sale^v Irsp Repts 50 295/69-31 & 50 304/89 27 on 090913- 


l9No vioSdtiOr.s rcted ^ 

GREGERLfl Regon 3. Olc ol ihe D-recicr 89/10/16 REED.C Com-nonwealtn 
Ec.sonCo 2PP 51585 105 51585120 


-891Q24Q248 irsp Repts 50 295/69 31 8 50-304/e9-27 On 890913-19,20.28 & 1003 No 
.lofavors noted Md.or areas -nspected chom siry pfocram.pnmary & sccordarv wafer 
OC procrarr.s.OA/OC program in lab & rcn»adiolo9 cal conumatorv measuromonfs 
r-C-TZMAN-RB SCHUMACHER M C Reg cn 3. Olc of the Director 89/10/13 
I4pp 51565 107-51585 120 


0910130014 NRC info Nonce 89 071. ' Diversion of RHR Pump Seal Coo'mg Wafer 
f lOw Du? f>9 Rec-.fcvlabon OptratiCn Fo' cwirg lOCA." S‘rc l»st ervcl 
RCSSi.CE 0.v.s.on of Opcrato^ai Bvenis Assossmenl (Post 870411) 89/10/19 
Ccnscl daied Ed. sen Co cl New York, me i07pp 5l 63 1 227-51531 333 


8910260032 Forwards response to v-o aiions noted m fnsp Repis 50 295/89-22 & 50 
5C4/89 20 8 payment of civ.l pera.'ly m amount of $75,000 LncI Withheld (rof 
10CFR73 21(C|(2)) 

flcED.C Common wea-th Edison Co 09/10/23 Otc ol Enlo.'cerr.enl iPosl 070413) 
ip 51623 125 51623 123 


S. Reportable occurrences, LERs & related correspondence 

8910190279 LER 88 017-01 o-n 88 1227. discovered that reacior cavity vent (an 2A was 
runn^ backwards du'na ^roub!e5^oollno of fan 20 Probably caused by wring 
Offer Rep aj.'S made Proced-fc change rrede foquiring post mam l foiation.W/89lO!4 
Ifr 

EERCZYNSKf.S, JOYCE,! P Com-monweallh Edison Co 89/10/02 5pp 51559012- 
51559 016 

8916120186 lER 89 009 00 cn 890903.venl slack SPING lltyw montoi 21.P084 
fa-lcd.rendenng aufl ary bldg stack radial on moniior inoperable Caused by personnel 
error Required Surve»l'3nCQ performed W/091003 Itr 

LEVY.GR. JOYCE.! P Commonwee-ih Edson Co. 89/10/03 3pp 51480.201- 
51480 203 


V. Operator Examlnallons 

8910190237 Conlirrr.aiory Action Lb CAl-BU) 89-21 re 891004 meeting tor assossment 
ol NRC c<am resu’ts for which plant requal ■ caVon program rated unsaiisfactorv & 
plans to Kfgieir^ni accelerated tenved at i»ar»r,g toi ©nam la.lwes 
OAViS.A B Region 3. Olc of tno ttrecfor. 89/10/06 REED.C Commonwoa'ih td son 
Co 2pp 51563 321-51563 322 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plane 


j. ineurance & Indemnity Information 


8910040102 Forwards Amend 0 to indomnity Aaroomunl P -53 rofiect ng c"^'o?4 , 
l0CFni4O. ‘ Firarioal Piol&cicm Roqu.TcmGrils S fndcrnnily Agroea'cris- 
derson Amends Act d 1008, for SignaiufO. ^ „ 

GOOY.A T Project OKC.cioiaiQ 111-3 89/09/26. EVERS.K.H Wisco.nsn P.b't 


P. Operating license stage documents & corroapondenco 


8909200098 Geno-'ic I tr 89 20 to all luel cycio liconsoos nobsoss ng. u:.prg or 
i.ng formula qjantilies ol SSNM re proioclocl nroa long- lor m housekeeping 

MCCORKLE.GW Div-sior^ of Saleguards & T r an sp or let- o n tPosi 870413) b^‘ v, 
Conso'idaied Edison Co of Now York. Inc. iSfJp 5153 1:107-. >1531 il? 


6910030533 AdViSOS thaf Rov GN to Drawing M.-204 Uo ng sort to Beg on ^ 

sponse to 8C0320foquosv ^ 

EVERS KH Wisconsin Public Service Corp 80/00/29 OoLijmenl Coni.ol 
tOocumanl Conuof Doskl 1 p 5 1 389 340 5 1 0 U t) 340. 

89t01€0260 Generic Lir 09 21 to all holders of OLs & CPs for nuclear power reaos 
ccncorn'ng request for info ro status of implomoniaiioJi of USI fef;u”remop~i5Srcli: 

PA^RTLOWJG Assoclaie CiredO-' for Projocts (Post fi7Dqi1) fl9/l0/19 Corso'r<r’ 
ed Edison Co of Now York. Inc 60pp 51622 000-51622 0GB. 


8910180273 Gnnor c Lir 89-22 to all liconsoos of opofAting roflclors & ho Jersc'CFn 
poienba' lor irvcf eased tool loads & plant atoa flood runoft doplh ai lcev.»j 
power plants duo to receni change in PMP ciilorla Sve list onci 
PARTLOWJG Associate 0 rector fec Prolectfl (Post 8704 H) 09/10/19. Cor.so7-,a- 
ed Edson Co of Now York. Inc. 39pp 51622.060-5162?- 10t>. 


Q. Inapectfon reports. fE Bulfetlns & corraapondence 


6909010338 NRC fnfo Nebco 89 065. ' Polontlnl for Sfrosy Ccrrosion Crackng m £:i4-i 
Gonoraior Tube Piugs Supplied by U&W." Sve list one! 

ROSSi.C.E. Division ol Onoraiionai Events Assossmunt (Posi 0704 lij 69/09.':-* 
Conso'ideiod Edison Co oi Now York, fnc lOQpp 61340:^00-51049 203 


89D9080284 NBC Inlo Noben 89-086, ‘■QuoLheoVon Lllo ol Sotonowl Valves ’ 
oref 

ROSSl.CE. Ovv.sicn ol OcorAlional Events Asscesmooi <Posl 870411) 
Consolidated Edison Co of Now York, Inc. lOSpp d1337;035-5l337.l99 


8909200010 NHC Info Not CO 09 OBB, ''Evaluflldn of Inbirumei'.l Soipc.ns 
Mods ’■ Sve nsi end. ^ 

ROSSI.C.E Division of OperahonaP Events ABSoasmoni fPosi 070411) 09/O??/i 
Consol dated Edson Co or New York. Inc. tOOjip. 51337 20 0-51 337 304. 


8910040241 Ack reCG pi Of 800824 rosponsn to vfofallons nototl in Insp flepi 5330? 
89 09 NBC cunently roviQv/nn dohnillon & piotocbon ol unctassikad sal06.a:cs 
for va'idity & poient'al generic Impact, per uhl 

GBEGEB.L R. Region 3. Olc of the Onecloi. 60/00/27. evEflS.K.W. 

Service Corp 2pp. 51436:357-51436 350 


8909250262 NRC Info NoHce 89 069. "Loss of Tliofmol Mnrg.n Caused by ChanreiBci 
Bow ’’ Sve fist enef. 

flOSSf.CE. Division of Opofaiional Events Assossmoni (Post 870411) 69 Mr? 
Consolidated Edison Co of Now York, fnc. lOGpp. 61531:001-51631 105. 

8910170186 Forwards Salety fnsp Ropi 50-305/09-11 on 000001 0915 No vioV.^ 
noied 

KNOP.R.C. Region 3. Ofc of Ihe D.roclor, 00/10/04. CVEnS.K.N Wisco.-'.sm Pi/*-: 
Service Corp. 2pp. 51533 255-51533.266. 


-8910170180 insp Rept 50-305/80 U on 800001-09 16. No v.QlQlions ncied Maioj 
areas inspocioditodowup of open iiems.oporailonal safoly.aufvo. lance trar^QA 

g fogramj censee self assessment & Tomporary (nsirucllon 2600/27 
lEFAVETTE.R Region 3, Ofc of Iho Director. 60/10/03 10pp. 51 533.257-615^j7W 

8910040381 NRC Info Notice 09-070, "Possbfo (nd cations of Mlsreproseried Venioi 
Pfoducls." Sve fist end, 

noSSLC.E. O.vl&lon ot Operational Events Assessment (Post 070411) fiAfic.u 
Conaoridalod Eri-son Co. or New York. Inc. lOBpp. 61631:1 10 SI 531 228 

8910250224 Trip rept of Sopl 1989 visils of Emorgoncy Operations ProceC;/'0 
Team to review inlogtaUKl plant omeigancy opafftting proCQduia^ wlicb leveaw 
technical errors & human factors problema. , . 

GODY.AT Prelect D.reclorato 111-3. 89/10/17. HANNON, J.N. Prolecl DiredO'8‘01 J 
2pp 6 1599: 194-5 1699 105. 


8910130014 NRC Inlo NoHce 89 071. ‘’Diversion of RHR Pump Seal Coo’ngVJa-^- 
Flow Dunng Recirculation Oparaiion Following LOCA." SvC list oncl. , 

noSSLC.E. Division ol Operational Events Aasossmonl (Post 870411) 09''O'i' 
Consolidated Edison Co. of New York. Inc. I07pp. 51531:227-61631:333 


0910040241 Ack receipt of 690824 response 10 vioiaLo.n9 noicd in Insp Rept 50 305/ 
89^9 NRC cufrem^/ ravvaw^ng daFrfViivon & piovedion ol unc>asBilied safeguards into 
for va'idity & potential generic impact per uM request 

GREG ERL R Region 3, Ofc of the Director 89/09/27 EVERS K.W. Wisconsm Public 
Service Corp ?pp 51436 357.51436 359. 


8910100245 Revised EPlPs.mcJud-ng Rov L I0 EP ENV-I.Rev L to EP-ENV OCRev H to 
EP ENV aO.Rev K lo EP ENV 4A.flav K fo EP ENV-aB.Rev L 10 EP ENV-4 C'Rgv D to 
EP.£NV.40 .Rdv F lo EP EfAV-AE a revised EP-INOEX 1 & App B W/891002 Itr 
EVERS. KH Wisconsin Pubiic Soryica Corp. 69/10/02 72pp 51461327-51462 036. 

6910250224 Trip rept of S^t 1989 visHs of Emergency Operations Procodu.'o Insp 
Team to review integral^ pfant emergency operai ng pcooeduies which revealed 
technical errors & human factors problems 

?M.°5ll99^9T5i590®f«‘'° " ^ HANNON. J N Prelect 0.tectotato tll-l. 


R. Periodic oparaitng teporte &. related correepondetice 

8910030292 Forwards aupplemerMal ‘'Snmlanrwia? Ellluor^l Roleeso Rept tor 
1989 ^ 

EV£RS,KH Wisconsin Public Soorlco Cota. BQ/09/29 Oocumonl Control 0^ 
(Document Conl/ol Desk) 2pp. 51373:202-51373:213. 

“8910030317 Revised "Som'annual Radioactive Effluent noleaso Rept 
1989" 

" Wisconsin Public Service Corp. 09/06/30. 10pp. 51373:204-51373 213. 

8910170196 Monlhly operailng repi lor Sept 1 009 tor Kovyaunoo Not'ew P®"®' 
Planl.\V/09IOlO Hr. 

RU 1 TER.QH., EVERS.KH. Malrw Yankee Alomlc Powar Co. 89 '09/30 5Pf 
6l532;246-5 1532:249 
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OOCK£T $0*306 PRAIRIE ISLAND NUCLEAR STATION. UNIT 2 


f securtiy, medical, emergency 4 fire pfotection plans 

8910160198 Ack recept ol 850723 Ilf fe fev lo emergency plan Plan cons-stoni w/ 
nCFn505J(q) S accepiab’e 

cpEGEHLfl RegiP-T 3. Ole ol tbe Cireclor 09/09/20 LARSON.C R Norlhern Siaies 
?c^efCo'3pp 51503:315 61503 315. 

a4lOC40351 Forwa'cfs Rov 0 Ip "Socielo Alsacienne da Consls Mocaniques de Mul 
ho se Dtflsel Gonaralor Quatilical on Ropi, ” p'ovidmg high level miiesrono schedule 
fy u‘ p‘c eti to upgiadQ aaleguards elecincai dotohutton syA & cooung watot pump 
paRkEP TM Norlhern Slaios Powor Co. 09/09/29. Office ol Nuclear noaciof Rogu- 
1310.*' Direc'of tPoai 8704 1 1) 3pp 51421 339-51422045 

-6910040353 Rov 0 lo 'Socioio A'sacionne da Consls Mecanques de Mulhouao Diesel 
"Gc'^aiofOja’i^cationRept." 

•fiocrefnS*al03 Powo/ Co 89/03/29 62pp 51421 342-51422 045. 

M1017W)69 forwards Rev 27 40 corpoiato nucleet emcrgoncy p’an lonplamonilr^ pco- 
(ed^'es orqina ly sent on 69D731 Ack itr nol ieco.ved 

valEMTiNE L No.'thorn Siaioa Power Co 09/10/03 Document Coniroi Branch (Doc- 
un-en Corl'Ol Desk) 2pp 51490 102-51490 220. 

&9O1B010S Rev.sed EPiPs.includ ng Rsv 4 lo r3-5 l.Rev 0 io F3'I0. Rev 5 to TO- 
14 2.ROV 6 b F3-21.ROV 3 lo F3 23 2.Rov 5 to F3-23.3 & Rev 6 to F3-20 W/89t004 

fty F L tic^hern Sta'.es Pov/ai Go fi9M0/O4. S3pp. 51556 149-51550 1 99 


J.in»uraac6 & Indemnity Jnlormatlor 

8910250044 Forwards Anier.d 9 to Indemniy Agreonionl B-eOjotlocting changes lo 
10CFR140. "Financial Prolecilon Requiromenis a Inrtemnliy Agtoomonts ’’ 

D'ANNiQ Ovislon of Reaclor Pi^ocls - lll.lV.V & Special Prolocts (Post 070411). 
e9/'0ni PARKEn.T .M. NorOi Drn StetOS Power Co. 9pp 51613.253-51013;261 


p. Optra ting license stage documenta & correspondence 

6910020013 Forwards environ assesttmeot & linclmg of no signllicnni impacl re 8904 06 
aopkaticn lor amends to l.rcensos OPR 42 & OPR-60 

OiASMOC Pro.oci Drociofole Ul-i 09/08/16. PARKER.T M. NorUiorn States 
Pcvi-erCo 2pp. 51366 322-51366-326. 

'4910020016 Environ essessrroni & lindmg of no s-gnil cant Impaci ro 690406 app!lca- 
bon for 8.TSP<fs lo L'consos D PR-42 & DPB-60. revising Tech Specs re fool onrlch- 
'T.tr.i 

D;ANN'.0C Pro.eci D.roclo'aie lll-K 89/00/16. 3pp. 51366.324-51366:326. 

J9I0050410 Corrected Hr fo.-wardng Amends 09 & 82 to Licenses DPR-42 & DPR- 
eO.respacivoly.safety eva'uation 8 nonce ol issuance. 

0;iA\NiDC Projflcl Dlroctorelo MI-1 89/09/19 PARKERJ.M. Norlhorn Stales 
PowOfCo 4c?. 51430.117-51430.139. 

-8910050413 Amends 42 & 82 lo Liconses DPR-42 6 OPR 60 respectively, revising ef- 
tecirve limi?aien ol oxisting RCS heatup 6 cooldown curves from 15 to 20 EFPYs. 
/ANDELL.LA. Proioci Directorate If 1*1- 89/08/20. 13pp. 51430.121-51430:133. 

-8310050416 Safety evaluation supporting Amends 89 8 82 to Licenses OPn-42 & 
D?fl-60.re spec lively. 

' 0rr.c8 ol Nuclear Reaclor Regulal-on. Direcior (Post 870411), 69/08/28 4pp. 
5I4 jD 134-51430:137. 

-8910050410 Nol ce of Issuance of Amends 89 & 82 lo Licenses DPR-42 & DPR-eo.re- 
v!S''g elfectivo limitation of existing RCS heatup & cooldown curvos from 15 to 20 
EFPYs. 

OIANNI DC Proieci Ouoctorato lll-l. 89/08/20. 2pp 51430:130 51430 130. 

B909280096 Generic Ur 60-20 to all fuel cycle llconsoes possessing, using or process- 
ing formula quanlilios of SSNM ro proloctod area fong iorm housokooplng.Svc fist 
end 

MCCORklE.G.W. Oivis'on of Safeguards & Transporlalion (Poal 070413). 09/09/26. 
!>«•■ deled Edison Co of New York. Inc. I3pp. 51531:107-51531:1 17. 

8910160250 Genorc Llr 89-21 to a!l holders of OLs & CPs for nuefoar powoi roaclors 
ccnceming request for info r& slaius of implementation ot USI roqulromenis Sve list 
end. 

PARUOw.iG. Associate Drecior for Prolecis (Post 070411). 89/10/19 Conso*irtal- 
edEdsenCo ol Now York, Inc. 60pp. 51622 009-51622.068. 

8910180273 Goneric Ltr R9-22 to all licensees of oporaling reactors & holders of CPs ro 
poiemjal for increased roof loads & plant area flood runoff depth at llconsod nucloar 
power plants due to roconi change in PMP cntoria.Svc list end 
PAflUOW.JG. Associate Drector for Projects fPosi 070411). 89/10/19. Consolidat- 
ed Ed son Co of New York. Inc 39pp. 51622.069 51622:106. 


0. Inspection reports, IE Bulletins A correspondence 

8909010336 NRC Into Notice 89 C6S. ‘ Potontlal tot Stress Corrosvon Cracking in Steam 
Tube Plugs Suppl ed by B&W.” Sve list end. 
nOSSl.CE Division of Oporalional Events Assessment (Post 870411) 89/09/06. 
consolidated Edison Co. of New York. fnc. I08pp 51349 lOO 51349:206. 

8909(^284 NRC fnfo Notice 89 066, “Qualification Life of SofonoSrt Valves" Sve list 
encr 

ROSSi.CE Division of Oporalional Events Assessment (Post 870411). 89/09/11. 
w>n8c'i(iai.6d Edison Co. oi Now York. irvc. i05pp. 51 337. 095-51337:199. 

8909700010 NRC info Notico 89-060, "Evaluation of Instrument Setpoints Dorian 
" Sve I si end ^ 

[JU5Sl.CE. Oivisfon of Operational Events Assessment {Posi 870411). 89/00/25. 
^Asdidatod Edison Co. of New York. Inc. I06pp 51337:200-51337:304, 


8909250252 NRC Info Noi<co 89 069, "Loss of Thermal Marg.n Caused by ChannoJ Box 
Bow " Sve list encl. 

nOSSl.CE Division of Cporaiior^ol Events Assessmeni (Post 870411) 69/09/29 
Consci dated EUson Co or New York, Inc lD6pp 51531.001 -51 531 106 

8910290235 Advises that util 081031 response to NRC Buletin 08-009. ‘ Thimble Tuto 
Thinninq in Wostinghouse Reactors. ’ censidorod artequoie & provides assurance that 
rato of aegradalion of tubes wi'l bo adequately monitored 

DIIANNI.DC Pfojoct D.roclorato lll-l 89/10/03 PARKER,! M Northern States 
Power Co. 4pp 51579:121-51570 124 

8910170245 Forwards Insp Ropts 50-282/89-24 & 50-306/09 24 on 881207- 
890Q31 Violation aoiad.Mo ooiic© ol violaivon issued since violations moei live cnietia 
of 10CFR2.App C. Section V G 

COOPER.RW Region 3, Ofc of the Director. 09/10/04 LARSON CE Nonhern 
States Power Co 2pp 51537 080 61537096 

-8910170246 Safely Insp RoplS 60-282/09 24 & 50-306/89-24 on 881207-08, 090412 
& 0820 31 Violaiion notod.Major areas inspected onginoer.ng aciivitlos rolaiod to on 
yolna IE Bulletin 70-14 reviews & Copos>Vu*can valve discropancios 
GAWLA.JA., DANIELSON.O.H. Rogon 3. Ole ol Iho Director. 89/10/03. 7pp 
51537 090 51537 096. 

8910040381 NRC Info Nolico 89 070, “Poss-Wo Ind Caller’S Of Misreprosenlod Vendor 
Produds ” Sve fist oriel. 

ROSSI.CE Division of Oporalional Events Assossmont (Posi 070411) 89/10/11. 
Conso'idalod Edison Co of New York, inc lOOpp 51631.118-51531 226 

8910260263 EN-00 097:cn 89l0l9,noi:co Ol violaton & proposed imposition el Civi' pen- 
dity in amouni of $25,000 wi!l be Issued Action based on Inadequaio avaiuai’on ol 
commercial nrndo compo.nonls pno.' to msial'aHon in applications 
TROSKOSKLW.. LIEOERMAN.J Ole of Fnforcernom (Post 070413) 89/10/16. Ip. 
61627 245-51627:246 

8910130014 NRC Info Noilco 80-071. ‘Diversion of RUR Pump Soa' Coding Water 
Flow Outing RocUcuiat'on Operation Fo'lowmg LOCA " Sve Usi oncl. 

ROSSl.CE Division of Operational Events Assessment (Post B704ii) 89/10/19 
Consoiideiod Edison Co of New York. Inc. i07pp 51531 227-51531 333 

8910260043 D.scussos Insp Ropts 50 282/80-201 fL 50 306/88-201 on 001026-1104 & 
forwards nokco of violation & proposed imposit on of civ.l penalty. Concerns ro weak- 
nossos noted 

DAVIS.A.O Rogon 3, Ofc of tha Drector. 00/10/19. LARSON, CE. Norlhorn Sfalos 
Powoi Co 4pp. 51627.255 51627.293. 

'-8910260044 Notice of woloilon & proposed impos-hon ol civil pena'Iy from Insp on 
801026-1 104. Violation noted feifuro to establ-sh adoquaio measures tor so.'ection of 
noma pufChosod as commerciaf grado ossonllal lo sys & component safety. 

OAVIS.A 0. Rogion 3. Ofc of Ifio Drector. 89/10/10. 4pp. 51627:250-51627:293 


R. Periodic operating reports & related correspondence 


8910100108 Monitily operating ropt for Sopl 1989 for Praine Island Nuclear Generating 
pram w/ooio09 m 

OUGSTAO.D.. PARKER.T M Norlhorn States Power Co 89/09/30. 9pp. 51563.160 
51563 166 


V. Operator Examinations 

8910040300 Notification of contract exocutiqn.Task Order 5, “Prnine Is'and RoquaOfica 
lion Exam." Conuacior Sonalysls.lnc 

ORENNAN.P.A Contract Administration Branch FIN L-1209-9. 09/09/27. WEST.K S , 
ROSENTHAL.W.J. Office of Nuclear Reactor Regulation. Director (Post 870411). 
PULStPKER.K NRC - No OQiallod Affaiailon Given ip 51436.300-51436 312 

-6910040302 Ltr conlracl NRC 03 09 031. Task Order 6, obligating funds.lo ‘ Pra rio 
Island NuCfear Power Plant Roqualification Exom " 

8ELL.S. Division of ConlracLs & Property Wanagomenl (Posi 890205). FIN L* 1209-9. 
00/09/21 PETERSEN.L.n Sonalysls. fnc. 3pp 51436 310-51436 312. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & fire protection plans 


8910020146 Rov 9 lo EPIP 2.60.16. "Proioclivo Acilon Recommonriallons " 

• Memo Yankee Atomic Power Co. 00/09/11. 18pp 51369.240 51369:250. 

6910260140 Errata to Rov 9 to fmplomontng Procodure 2 50.16 lo emergency 
plan Existing pagos i'logibfe 

' Mo'ne Yankee Atomic Power Co. 80/10/16. 6pp. 51617:205-51617:300. 


J. insurance & indemnity Information 


8910040230 Forwards Amend 10 to Indemnity Agroomoni 0-5l.fellecling changes lo 
10CFni40.offoclivo 800701. 

LEEOS.EJ Proioci Oiroctorate 1-3. 89/09/27. FRIZZLE.C D. Maine Yankee Atomic 
Power Co 5pp. 51410:243-51410.247. 


P. Operating license stage documents & correspondence 


8910030S22 Nolificaiion of Rev 1 to Slgnlficani Licensee Meeting 69-148 w/util on 
690927 in Region I lo discuss S5FI item status. 

MCCABE E C. Region 1, Ofc of tho D-fOCtor. 69/09/22 Region 1. Ofc of the Director. 
2pp. 51387:198-51387:199 







B909260098 G* r. i c It- fc9 20 io a* Ijv- cyc’c I ce.-^sevs possess ng. us-og o' procoss^ 
,'/j q'jjn'*es 0* SS^^^ ’e prcecicd a/€d io--g ’erm hcusekccp . g S-^c .si 

I'CCORKlFG V/ Dw.son of Sa't?g.iaftf5 S 60/Oy/26 

rcn5C'<?3rT rfEU SOOCO cl NV* VOfK frc I3pp 51531 107 61531 117 

0910130123 Discusses rc.-e/^ & .n-rcve/Tenl of I'servce tesimg 
tj Generic Hr 69 04 Acfdl n^cfii raQured to assure fu!i co.T.p.iarco vw/p-cpcsod schGd- 

i-’ls w^-ch rtO^’J orcv dG coa's for en'^arcinq p'or^raTi ^ ^ ^ . 

V»'HiTT'ER G D Mane VanH<*e A'o.tic PCuvur Co 89/10^04 Occurnenf Conirol 
Biarvcr%^0<K^c-€f\iCor;rGi UesM 3pp 51499 21 7 6 H99 219 

4910200089 ACvses ifiat c*i senedu’e fo' imp'ernt’nting actions ro rospensa !o Gerer.c 
Ilf 63 04. Gui'5A*’ce on Develop tvq Acceptati'« Inservice Testing Prog'an s. accept* 


•B910020201 Pinal SALP Rcplb 5O-272/0t1-DU ^ bO Jn/Cfl 9U (or Jat\ 
'^eg o'’ >■ Ofc of Ihe Dfocrof. 09/09/25 33pp 61350 2afl h 1350 320 


8910030436 Hovisod tPfPs.incljcJ.ng Hov 3 to lOlS.Ruv 5 lo EFiP lC2S.yt»i« 

EPIP l03SRev 4 lo EP.'P l04S.Rov 9 to :^04S.no\/ 8 lo EPiP 332S»eMV 

LPiP 3D3S & Rev 5 lo EPiP 304S ^ ^ ^ 

• Public Service ElGClrc & Gas Co of Now Jeffrey 00/t)i3/25 llCpp 5l3Ma«f. 
51375 054 


8910120200 Hev 2 to En'.e/Qency New CU (ENC) Procot/ufo EPiP 802. "fihC 
& Rev 6 to labJe o1 conlonls 

■ Public Sofvico fcfecinc & Gas Co of New Jersey uy/09/29 I3pp 51458 
51483 300 


LEEDS EJ Pre eel C recicrara I 3 89/10/13 rfl'ZZLE.CO -Ma ne Yarheo Aicrnc 
PcACf Co 2pp 51576 311 51576 312 

89 T0 160250 Ger:ej,c Itr 89-31 lo aH l‘.cWefS of OLs & CPs lO' r,ucfoaf powO' reactors 
ccrcvrnng reqjesl for I'n*© r© status of o'ple.Tiwnfaiio'i o1 USi requ rerrenls Svc 1si 

PARTlOWJG AsSOCiafe D rector for Pro, CCtS (Post 87041 1) 89/10/19 Co.“.sOl'dai- 
i*<f £d son Co of N6w Yo'k. fne 60cP 51622 009 51622 068 


8910160047 Revs lo evuni classificaiion gu do.lnclnrfinrj Rov 3 lo lab’o of co.'lc'f?P^, 
2 to Sfloalvuc 1*1 B Pages i 6 2,Rov 2 lo f.ianoiute attacbmom Pa^an t & Zfls, 
Seci'on •ii.Page i.Rev i lo Sociion l7.Pago« l-^^ & Rov 1 \v Atlachfr©ni 15 
FAWCETT, 0 Pub'ic Servico Eleciric & Gos (-'o. of New Jersey 09/09/2 J % 
51520 119 51520 135 


J. Insurance & Indemnity Information 


8916180273 Cer.et'C Ui 89-22 to all icen^ees of operaur^ reacio's A fio'de.'S of CPs ro 
poie.nf'ai (or released roef loads & plant area fcod reneff depth at i censed nodoar 
pCrtOr plants due 10 recc'*! change n PMP entena Sve l st enci 

PARUOvVJG Associate D.rccior Icr P/o;eCls tPosi 870411) 83/10/19 Co»-«So‘idai- 
ed Ed-sen Co of New York, !nc 39pp 51622 059 51622 106 


8910060303 Forwards Amerd 14 lo IndomnUy Agiouniotvi D*74 ib concis i: 
10CFR140, "Financial Proloclion Requ-romonlft A Ir.oomnliy Ag^oomorts APneefL*^ 
der&o.'i Amends Act of tOOB.for signaluro 

SfilRAKJ.CY., STONC.JC Prcinci Oirociomio 1*2 HO/ 10/02. MILTEfarPO^RS 
Public Service E.'ocinc 5 Gas Co of Now Jo/soy. F>pp 514 35 1)90 5 k35 095. 


Q, Inspection reports. I£ Suiieiins & correspondence 

0909010338 NRC fnlo Mo* co 89 C65. Potential fer Siress Cerros on Cracking m Sieam 
Goncraior Tube Plugs Supp'ied by 0&W ‘ Sve .‘isi enci 

ROSSi.C E Divisio.*) of Operational Events Assossmem tPosi 870411) 89/09/08 
CO'iSO'idated Ed son Co of New Ycrk, fne lC8pp 51349 100 51349 208 

8909060284 NRC Info Nofco 89 066. "Qua If. cation L.*e of So’cnoid VaNos ‘ Svc Isi 
enci 

RCSSf.CE O^ voo of Operavonal Evenfs Assessmoni tPest 870411) 89/00/11 
Consoliifa led Edison Co of New Yo'k. Inc lOSpp 51337 095 51337 199. 

8909200610 MRC fr.lo Hoi.ee 89 068. "Eva’uaion ©i insuumen*. Soipo.nls Ownng 
Mods ” Svc I St f ncl 

ROSSI.C E Division of Operational Evo.ris Assessrroni (Post 870411) 89/09/25 
Conscldafed Eo son of New York. inc. I06pp 51337 SCO 51337 3D4 

8909250252 N'RC Info Noi co 89 C69. loss of Thermal Ma'g n Caused by ChannoJ Do* 
Bow " Svc hsl onci 

flOSSLCE D:v.s.0n of Oporaf-onaf Events Assessrcenl (Post 870411) 69/09/29 
Con so idated Edison Co of New York, .’nc iCCpp 51531 001 5>53li06 

8910040381 NRC Info Noi ce 89 070. • Possb'e (rdcai cns of M sroprosonled Vondor 
Ftod'jcfs" Svc 1-.S1 end 

ROSSI.C E Division of Operaiionai Events Assessment (Post 870411) 89/10/1 1 
Consol da'ed Edison Co of Now York. Inc I09pp 5l53l 1 18-51531 226 

B9 10 1300 14 NRC fn^o Notice 89 071, ‘Diversion of RHR Pump Seal Coo “mg VVato.' 
Flow Dunng Becircu'abon Operation Fcl owr.g LOCA SvC !.st end 
RQSSf.CE'!^ Division of Operaiionaf Events Assessment (Post 870411) 09/10/19 
Consokdaied Edison Co of Now York. fnc. I07pp. 51531 227-51531 333 


n. Periodic operating reports & related correspondence 


8910170230 Monmfy operai-ng rept for Sopl 1089 for Maine Yankee Aiom-c Slahon W/ 
891005 lU 

HAIl.Sl. WHITTiER.GO Maine Yankee Atomic Power Co 89/09/30 Opp 
51530006 51530011 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

6910030258 Revised EPlPs.mcludmg Rev 3 lo EPiP 1003.flev 5 to EPIP 100? Rov 1 1 u 
EPiP 1013 5 Rev I to EPIP 1014 

• PuWic Service Efectnc & Gas Co of New Jersey 69/09/15 ?5pp. 51386.173 
51388 247. 

89100302S9 Revised EPlPs.consiStmg ot Rev 7 lo EPiP 901 & Rev 5 to EPIP 902 fie 
vised rabfe of contents also present 

Eldctnc a Gas Co of New Jersey 89/09/15 28p^ 

8910040158 Revised EPlPs, including Rev 8 to EPIP 602.Rov 7 to EP.P 603 0 Rev 10 l 
table of contents 

Electnc a Gas Co of New Jersey 69/09/15 100pp. SI 383 152 

jd 3 2/ 1. 

^^slS^Responte Commyncatons Supervisor 

Electric a Gas Co. of New Jersey 89/09/15 12pp. 51413 10£ 

89 1(W50183 Rev 2 to ' Event Classification Guide." Table of contents also end 
Stwfol ^ ^ ^ ^ 89/09/15 22pp 51424.081 

meeting a final SALP Repls 50-272/81 
99,50 311/00 99 6 5^354/80 99 Hope Creek needs to reduce personnel orrora I 
opwi'ions.maf.i & omwoency pf^artd^ss <i, 

RUSSELL W T RMKjn 1. Ole ol the Difcclo. 89/09/25 MILTENBERGER S Puhli 
Service Electnc & Gas Co ot New Jersey. 98pp. 5 1358; 190-5 1358.359 


P. Operating license stage documents & corrospondence 

8910170260 Responds to 880010 Itr mscus?ilfHr focomninrdod •riio'm rcasi'es i: 
reduce mortal ty ot sea lutties at water intake 

PRESTON.BA Public Service E^ecUlc 0 Gos Co of N'ow Jersey. 68/0$ 3 
CAHANEO.L T. Now Joreey, Slalo of Ip. 5ir)G2:300 51532 300 

8909280007 Responds to 80071? roquesi for NRC foviow of btil Irierproial o.i of 'ec*! 
Spocs 3 4 93 for Un.1 1 0 3.4.10,3 far Unil 2 ro ovorp'cssxe p.-oieCjo-i 
sys Acfuohons should be l.ncluded ri monthly re(>l rotiui'ud by Soci on 6 9 1 6 
STONL'.JC Pro;eci Orocloraie 1-2 09/00/13. MlLTLNnFnGER.S Pub c 
Elecinc A Gas Co of New Jersey 4pp. 51340: 1 P7-5134G 130. 

8910060281 A)^l‘c0lion for amends I0 Llcungos DJ^n-70 A DPD-VS. fca josr no c'lV/W 
i.pn ot Toch Spoc sioam gonoraior sufvoll'onno lon.iiiomoi^ta to bo rjen'.,cw *0 b'<' 2 
Tech Specs A West nghouso STS 

MILTENDERGFR.S Public Service E/eciric 0 Gnw Co of Nnw Jorsuy. 89/00/ '3 Ooc 
u-nent Ccnlrol Oranch (Document Corilf ol Desk) f^pp 51430. 235 51430 253 

--8910060203 Proposed Tech Specs coniainInQ furlhor dscunKlon 0 [ustilcalion la'C'> 
posed revs.markup of owsimg Tocii Spocs li> roffeci spocs iiy requosfod A rer,poo' 
Tech Spocs incorporaiing proposed changes 

* PuUc Serjvco Elactnc A Gas Co. of Now Jersey. 69/00/13 I4pp 5i4!j?o 
51430 253. 

0910060290 Appiicai‘on lor amends 10 Liconsou DPR 70 A DPn-75, corroding 1«i 
Spec Tables 3 31.3.3 3.4.3 l,4.3-2,3 3 6 0 3 4-1 & Tech Spoc 4 4 7 2 re ready t'lp 
sys instrumenialion. 

MlLTF.NDERGEn.S. Pub’ic Sorv.co Elocinc 0 Go Co of Now Jersey 89/09/ 13 Doc- 
ument Conirol Oranch (Oocumont Conirol Oosk). fifip 51454 2QD-51454 325 

-8910060293 Proposed Tocfi Spoc Tables 3 3l,3 3 3.4 3 1.4 3-2,336 A 3 J-1 8 Sp« 
4 4.7.2 ro foecior trip sys msirumontaiion 

' Piibfic Service Eicclnc A Gaa Co ol Now Jorsoy 09/09/13 OOpp 
51454 325 

8910110079 Forwards revised bases Pagos B3/ri O-l lor ircofporalion info bcenTe 
Charme Roquosi 08-00 Pagos inadvertently orrittod from 090520 Itr 
PREbTON.B.A Ruble Setvice Elocinc A Ga& Co ol Now jetsoy- 8Q''C9/22 Oocv 
menl Control Branch (Document Conirol Desk) 2pp 51466. 12 1 51466 124 

-B9101 10091 RoviseO proposed Tech Spocs ro ac sourcos & ons to power di*uv^.r 
sys 

PRESTON.B A Pubfic Service Electric A Gas Co. of Now Jo/aoy. 60/09/22 2pc 
5 1466. 123-5 1466; 124. 

891QQ2Q253 Appiicakon foi amend to Liconso OPR-75,io vising Tech Spocs la modj 
conirol room emergency air condilioning sys, nuxPiary bldn riKhoust air fitrnior syia 
fuel handl'nn aroa vent lakon sys.per Rov 2 to Rog Guido 1.52 
MlLTENQEnGEn.S Pubhc Sorvico Eloctflc & Gas Co. of Now Jorsoy 89/09f25> Oac- 
ument Control Oranch (Documam Control Desk). 0pp. 51306-221 - 01366 242 

-6910020255 Proposed Tech Spocs. mod.lying co-ryirol room ornorgoncy air rordifo^='^ 
sys.auxllary b'dg exhaust air fiiiralion syS 0 fuol liondlng aroo ventilation sys.per 
Gulda 1 52, Rev 2. _ 

* Pubic Servico Eloctflc 0 Gas Co. of Now Jorsoy. 09/00/25. l6pp 51366 7/? 
51366242. 

8910020256 Application for amend lo License DPn-7S,rctluo sting one lima waver to 
survollanco Inierval requiremenls for Typo A conlainmont intogrotod leak rflio 
bring tesi in lino w/ 10-yr plani Inserv.co insp. 

MII.TENBERQER.S. Public Service Electric A Gas Co of Now Jorsoy 09/09/25 Ckx^* 
umoni Control Rranch (Document Control Desk). Qpp. 51304.283.5136-1 293 

-8910020258 Proposed Tech Spec Survaillanco Roquironiont 4. G 1.2. waiving ^ 

containment mtogratod teak rave tost on one-tlrno basis to bring lost m Una wr lO v' 
inservice Insp 

* Public Service Efoctnc A Gas Co. ol Now Jorsoy 09/09/25. 3pp 51364 ?» I 
51364:203 

6910030360 Forwards Amends 103 0 80 10 Licenses OPR-TQ & Dpn.75. rospectvely S 
safety evaluaiioaAmends modify survaillanco foqulroments 4. 1.3. 4 0 4.1.3 5 rs ro^ 
position verification after rod motion 

STONE.J.C. Pr^^ftct Ovrectorat© t-2. 09/09/25. MiUENBERGER.S. PuWvC Servica 
Etectric 0 Gas Co of New Jersey. 3pp. 51371 335-61371 350, 


DOCKETED ITEMS 73 


R31003O363 Afnj.ndS t03 & 60 to Liconsos DPR- 70 S DPn-75,rDspPC<ive:y. fn:;Cifyiiuj 
V' 'ancfi r«iJi'’omcn*s 4 t.3 4 & <J,1 3 5 ra red pos.lioo venfcaticn after rod irot cn 
sVuERVVn pro.eci Difecicrafo 1-2. 09/05/25 lOpp 51371 330.513/1 34 7 

{9(0030358 Sa'oiy evaTiatiCn supporlir^g Amonds 103 & GO lo Licenses DPn-70 A 

' :)fp 75 fosp4?cvje:y. 

■ Oive ol Nuc'oef ReaciO/ Hog-laiion. DrcclOr (Posl 870411) 89/00/25. 3pp 
5.371 ]1S513?1 350 

a9lOC40400 Foivvards Amends 102 & 79 to I (census DPR.yO & DPR 75, lospociivdy & 
Air ends revise channe? descnpions & trp solpoinls of second lovol 
!^c%oi:aga proiec^ion sys relays. 

STC/.’.’"JC P'o;ecf Oweclotaie 1-2 69/09/25 MtLTEfiBEHGER.S Pvitlit Serw.co 

5 C3S Co o( Uq^ JO'Sey 3pp. b 1 392 OB 1 5 1302 097 

-£91004340? Amt r.ds l02 & 70 lo Lcensos DPn-70 & OPH-75.rGspociiveV. mvising 
(l?scf til ars & soipoinis of secor.d level uMeevaUaflO proiociwti sys 

s?/l\n.WR Pro.ect 0..'QC(Cfalo (-2 09/03/25 lOpp 51392 084-51392 093 

-$910040404 Safety ova'ualion suppo't rig Atnonds 102 & 79 to Liconses DPR 70 & 
CPR?5 respectively. 

' Ot^co of Njclea* Roacio' Hcy;/rat:on. Di'ocior (Post 87041 1) 89/09/25 4pp 

51:;?Cit4.5l392C97 

j909<8009fl Ga/'e.x Lli 80-20 !0 a'l fue? cycle hconsoes possess ng, usmy of process 
i'g tjinuia quanrios of SSNVl re piotccictJ area long term houso^oop ng Sve fist 

f'Kl 

I'CCCrKlEGW Q.visiO/i of Sa^OQUfl/ds & Transpcrtaiicn (Post 870413) 09/00/26 
C^rtK- ddied Ed'icn Co cf NaA-Yo'k. InC l3pp. 53531 107-5I531 1 17. 

8ii004:i04 Forwards co-reefed Tecii Specs Pages 8 3/4 4-ii & B 3/4 4-17 to 
lOl S 78 lo l-canses DPR -70 & DPR-'/S.fOspoct.vOly. 

5TCMJC Pf0,eci Dreacralo l 2. 89/09/27 WlLTEUOtHGF.R.S PuWe Service 

6 Gas Co of New Jersey 3pp 61393 080'51393 093. 

^}iD04ai06 Cortecied Toed Specs Pages B 3/4 4-1 1 SO 3/4 4.1 7 to Amonds lOl S 
'J'.Dbcr«sCPR-70 & OPR*7S.toap©cl'V0ly 

•NFC r.DO0ia'od Affi’iaiio-I Given. 89/09/27 2pp 51303 002-51393 093 

!7'0050596 App ear'd! for s-nonds to Licenses OPfl-70 S DPR- 7 5. modifying RHR 
:Mflp^!TOS>NC sciponl to rolled opornV-on o* sys after removal ol nun auto ctosoto 

i.'.T£‘i9ERGER.S Pubix Scnr.ee Electric S Gas Co ol Now Jersey. 89/09/28 Doc* 
LTrrComrol 3'ancfi (Docurronl Conirol Desic) 5pp 51415:31 5 514 15 323 

-£91X150398 Proposed Tech Specs re ver.l'calion of outomolic Interlock funpiicn of 
C“^sys 

’ !»j|/:c Sernco Elociric & Gas Co of Mow Jersey. 09/09/20. -ipp. 61415 320- 
51415 323 

}|0130C89 Fo'vrarrfs respoc-so 10 Generic LIr 09 04 & Rov 2 to ' Ifisorvico Tosimg Pro- 
yanV Pi'^psS VoVoa for ?ncl 10 yr Insp Interval.'' 

‘P MvnS.T-V Ptblic Sorvico Ciocir.c S Gos Co of Now Jersey. OO/IO/OJ Docu- 
i^n\ Con'/o! Branch (Documoni Conirol Dosk) 5pp 51409 207*51500:268 

l?13l3(>Cr82 Rev 2 lo "Insorv'co Tcsii.ng Program for Purrps S Valves lor 2nd 10 yr 
■'ll? hlArvd' ‘ 

’ ^Jt-C Service Elect#. c & Gas Co. ol New Jorsoy 80/ 10/03 256pp 51400 302- 
51500 268 

£10150099 App -:ation to dole,' implomonlot on of Toch Spec 3/4 4 12 until prio.' lo ro- 
V4Ar'.'4rmivQ noxf eniry into opr.-rai onal fJlodu 3 fhol siandby) & ebanno l icense 
4*«nas 101 S 78. 

J3R-^A,S PubliC Sorvico Efoclr c & Gas Co. ol New Jersey 89/10/0*1. Document 
'X.ol0.'ar,ch(Docu'noiil Control Desk). 3pp. 51520 075*51520 077. 

)f0lWO53 romards nolico ol co-n^kforalion ol issuance o( Amends lOl A 78 to Lr* 
;erses0PR.70 8 DPR* 75, respect voly a proposed NSHC Uotormlnation a opporiumiy 
'D'tear.'fl fa 801004 appi cailon 

SiCNEjC Prolcci OboctoiaiQ f-2 09/10/05 MILTGN8ERQER.S Putilc Service 
tfwi-JC & Ga$ Co ol New Jersey. 3pp 61626 300*51526:309. 

'S^5J'JJ054 NcLca of considerai on of Issuance of Amends 101 a 78 to Licenses 
DtR 70 4 OrH 75.r0spoctive,V & pfOposnd NSHC determination & opporlenlly for 
A-nond rov 963 Implomeniation schedule for amonda. 
cJUERw.fl Prcjccl OirfJCio/flto 1*2. UO/ 10/05 7pp. 51526 303-51520.309 

Dscustos biorogical assossmoni ol impacts on mar.no turtles per util June 
-w3repiper NRC te'eon nolify ng stoto of repl.stato imtiatod discussions w/ulil last 
rrorialily of lurllos impinged al plant 

ObERfHAUR.R Now Jersey. SlRfo of 89/ 10/05. SIONE.JC NRC ■ No OolaiJorl 
* ■a.O'iGrve.i 6pp. 51550:104*51556 108- 

Gra.'ts tefrporary wa ver of camp:ianco from Amends lOl S 70 lo Lrcunsos 
^ * DPR 75.respoct1voly.fe sun/oi'lanco requirements tor reactor vossol head 

Sys 

^«iy.an» Director tor Rogton 1 Reactors B9/l0/n. MlLTENDtRGEn.S. 
jsicbcvco FlocTic A Gas Co. of Now Jersey. 4pp 51545 357*51546 360. 

^PPkcatiQ.n for amords lo liconsos DPR-70 & DPR-75. consisting of Rov 2 
in If tempofory loltof to roquiiomonts ol Toeb Spec Socltons 6 2 2.9 

u assume dulies of operations manager for l8*monih 

'•^oERGER.S. Public Service Clociric & uas Co. of Now Jersey 89/10/1 1 Doc- 
-■ne - M:ntfCi Branch (Documom Ccnlfol Desk) 7pp 51 545; 150*5 1545: 165. 

^^eposed Tech Specs.pormlUing specific Individual lo assume aciivo 
manager.w/o currenlly holrl.ng senior reactor operator l.censG,for 

16 rr.Drih9 

Electrio & Gas Co of New Jetsoy Q0/lO/n Qpp 61545.157. 


*8910200227 Proposed Tuch Spacs.modify.ng 125 & 28 vo'l battery capac.iy survol- 
lance fOi;uifomonis 

• Public Service Electric & Gas Co of New Jersey 89/10/17. I4pp 51566 060- 
51566.0/3 


0910240127 Provides addi into re inadequate coro cool.ng.por NRC 890523 request & 
890725 toicon ir^fo bo.ng st-bmiltoJ allor due date, per 890801 agreement w/J Slone 
LAGHIJNA.S Pubfic Service Electric & Gas Co of f/nw Jersey 89/10/17. Documeni 
Control Branch (Document Control Desk) 4pp 51584 218 $1584 22 1 


8910240144 Amends 890731 response to NRC request for addI info ro License Chanjjo 
noqjesl 80 14 concornirg pressure (omp hmis Hev.sed quoshons & answers S re- 
vised lech Spec Table 0 3/4 4*» enci 

MiLrENQERGER.S Public Service Eleciric 8 Gas Co. of New Jersey 89/10/18 Doc* 
urront Contro' Branch (Document Conircl Desk), fipp. 51504 230 51584 239 


-•&910240145 Proposed Tucb Spoc Table B 3/4.4- 1, “Reacror Vessel Teuqhnoss 
OaUi ’■ " 

* 1 PoUlx^^SorviCtr Elecirrc & Gas Co of Now Jorsoy. 89/10/ 10 2pp 51584 238* 


09101G0260 Generic Llr 09-21 to a'l holders Of OLs A CPs for nuclear power reactors 
coricorang roQuOSi for nfo re siatos oi irnplomoniaiion of USI reqirrofnents Sve liSl 
end. 

PART LOW .JG. As?.ociato Oiiectoi tot Pr ejects (Post 8704tt) 69/tO/t9 Consoliclat* 
od Ed. son Co of New Yo'k, Inc 60pp 51622 009 51 622.06Q. 

6910160273 Gunerlc Llr 80*22 lo all licensees of oyorntin'j roaciors A holdors ol CPs re 
pouuu al for increased tcof loarib A plant a'oa flood tunon depth at licensed nuctout 
power pianls ffue lo roconl char'gn in f>MP criteria Sve liSl oncl. 

PAfULOVV.j.G Assodole Director for Pro.oris (Post 870411). 09/in/t9 Consol dal* 
od Edison Co of Now York. Inc. 39np 51622 069-51622 108. 


Q. Jnspcclloo reports. JE Bulletins A correspondence 

6909010330 NRC Into Notreu 60 C65, "Potoniial lor Slru&S Co'roSiOn Cracking m Stearn 
Gonoraicf Tube Plugs Sunp'iotf by U&W ' Svc l si oncl 

ROSSI.C-E Dwi&'on of Opofot'of'al Lvenis Assessment (P091 870411) 09/09/08 
Conso'idaiod Edison Co of New York, (nc ICOpp 51349 ICO 5134 D 200 

0609060284 NRC Jnfo Notco 09*060. "OuaMiCaton Life of Solonold Valves" Svc fist 
unci. 

ROSSI.CE Oivi3:on of Oporoi'onal Events Assossmont (Post 070411) 89/09/11. 
Consol'dato<.l Gdiaoo Co ol Now York. Inc f05pp 51337 005*51337:109 

0909200010 NRC Info Notice 80 068. ‘■Evaluation of Instrument Soiponls During 
Mods.” Svc list uncf 

ROSSI.CE Olv^s*OA of Oporaitoofti Gventa Assossmoni (Post 670411) 89/09/25. 
Consclidplud Edison Co of Now York, (nc 106pp 51337.200 51337.304 

8910020190 Forwards summary of 090815 mooting A f'nal SALP Ropis 50 272/80* 
99,50 31 1 /08-09 A 50*354/88 OO.UOpo Crook noods to reduce personnel errors In 
listed areas Safom porformnneo in oporaiions.ma nt A umergoncy p/opatod.'*039 do* 
Ci'iriod 

RUSSELL. WT Ragion 1. Oto of ifie Director QD/00/25 MILTENDERGER.S. Public 
Service Eioctric A Gas Co of Now Jersey. BBpp. 51358 190 51358 350 

*-6910020201 Final SALP RopIs 50*272/08 00 A 50 311/00 00 tor Jan 1003 ■ Apr 
1909. 

* Region 1. Ole of the D.roctor 89/00/25. 33pp 51350:280*5 1360 320. 

0010020266 Application for amend lo License DPH-75.roqun3ling ona*iimQ waiver 10 
survofl'anco interval roquiromenis for Typo A containment iniograiod leak rale tost lo 
bring tost In I no w/lO yr plant insorvico insp 

MllTENBERGEn.S Putilc Sorvico Electric A Gas Co. of New Jersey. 89/00/25 Doc* 
umont Conirol Oranch (Oocumoni Control Dosk). 0pp. 51364 203*51364 293 

-*6910020266 Propoaotf Toch Spec Survo.llance Rotjuirement 4.6 1 2,waiv'ng Typo A 
coniarnmonl inloflralod teak rate lost on one llmo basis to bring lost In Ino w/10 yr 
insorvico insp 

' Public Sorvico Etoctric A Gas Co of Now Jersey. 09/09/25. 3pp, 51364:291* 
51364 293 

8909250262 NRC fnlo Notice 80 C69, "Loss of Thermal Margin Caused by Charnel Box 
Bow." Svc 1 81 oncl 

ROSSI.CE. Division of Oporaiional Events AssossmerU (Post 870411) 89/09/29. 
ConsolKlolOd CrtiSon Co. oiNowYortt. Irc. lOfipp 51531:001*51531 lOQ 

8910160200 Rusponcis lo NRC 000824 (tr ro doviatioris noted in Insp Ropts 50 372/89* 
18 A 50*31 1/80*10 Corrective actions updated Nnaf safoly analysis rept chango will bo 
mibatod 10 corroci ropt & specify that oil supp'icd to dioael gonorator. 
MILTENBERGER.S Pubfic Service Efocinc & Gas Co of New Jersey. 09/10/02 Doc* 
umonl Conirol Oranch (Document Conirol Desk) 8pp. 51503:307-51503.314 

0910130009 F onwards lesponso to Geneiic Lit 09*04 & Rev 2 to "irisorvlco Testing Pro- 
gram for Pumps A Valves for 2nd iO*yr Insp interval " 

CniMMINS.T.M. Public Service Eleciric A Gos Co. ol New Jersey. 89/10/03 Oocu 
menl Control Oranch (Document Conirol Desk). Spp 51490.207-51500:268. 

-*8910130092 Rov 2 10 ■‘Inson/ICG Testing Program for Pumps A Valves for 2nd lO-yr 
Jn^ intorval '* 

* Public Service Electric A Gas Co. of Now Jorsoy. 89/10/03 256pp 51409 302* 
51500.268 

6910040361 NRC Info Notice 89*070. "Possible indications ol M-srep resen ted Vendor 
Products " Svc (isl oncl. 

ROSSI.C E Division o( Oaeralional Events Assossmont (Post 870411). Q9/1Q/n. 
Consolidated Edison Co. of Now York, Inc. I09pp 5 15311 18*51531:226. 


for amends lo Licenses DPR -70 A DPR- 75, modifying 125 A 28- 
k Spec surveiJlanca roqu-remonls. 

Public Service Electric A Gas Co of New Jersey. 89/10/17 Doc- 
''^-"-fOiB.'anch (Document Conirol Desk). 6pp 5 1566 054-51 660:073 


8910260142 Forwards folfowup rosponso 10 NRC Bulletin 88 004.rd1lQCtrng faiost rosuUs 
of ingersQll Rand RHR pumps revlev# 

LAQRUNA,S Public Service EtoclrJc A Gas Co ol New Jorsoy. 89/10/16 Document 
Control Branch (Documont Control Desk) 2pp. 5l6l 7:355 51617:356 
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fCH c^r r.q Oec rcb-a- on Opc-a: Tc' 0^ '‘9 ^OCA „ 69/10/^9 

ROSSI cr D-scn or Opei^r-cn^r 

Coi^ac UaseJ £c<^nCo of N'fc * Yc'l'. lr.c i07pp 51531 ?27 5 5J 


P, Periodic operallng reporle & retaled correapondence 

0909270011 Mc-r^V cperat ng repi Icf Aug jtM7»9/08/ 

CnTiCEUfc A . MILL ERL k Put'c Ser\ co ElccUi: i Ga^ Cc ci ^c« 

31 tCpp 51344 047 513-14 056 

89 10 160220 7.PCES D sc^'-arge Mon -cnnq Pcpi fo* Aug ''89/08/3 1 

MLtERTK Pufc SPMce E/ccif-c & Gas Co c?U! 89/0 B/Ji 

CAPORALEG ti€H JitiQ/, SlUieol 22pp 51521^97 51521 a19. 


S. Reportable pccurrences. LERa & relaied cortespondence 

^-co eoc. 

rr-c a Gas Co cr Ne^r Jersey 4pp 51563 317.51563 320 

8910040176 ROon 630530 & 0905.'SA>a vjrt'es mpnged on Oash bars o' cifcUa' ng 
ware/ sys iniavo Caused by <nab* ty d tuples lo escape intake velocity loiake pc*v ob 
served & e'eaned 8i icasi once every day ^ . Dftjnoj'ifc 

MilTENBERGER.S Ptb c SefMce E-eefr-c & Gas Co 0l ^ew-ersey 89/09/26 Ooc- 
tmeni Cor.'jO Grancb (Documc/'l Control Desk) 4pp 514 10 2/6 51410 279 

8910160083 Special Rept 89 3 on e90909.)acket water 'eak developed on d esei gener- 
a'd ivKbo boost muk Caused ty n pp-e crack ed ii root ci trread 
MilLER.L K Pubi'C Service Electnc & Gas Co o1 New Jersey. 89/10/05 Ooco-Tenl 
(^nL'Cl Sranen (Occi-fnerl Ccntrci Desk) 3pp 51520 099 51520 lOl 


8910230127 ROon 85C923or.e Kerp s Rid'ey sea turt'e unpingod cn csrcuiai-ng water 
sys Una 1 ‘n’aWe *iash ba’s Trash tars chsenved at 'ea^i once pet ft h sh.H & c-'eanoO 
at i^rasi once per day 

M(LT6NB£RGER,S Pub'-C Service Elect/ c & Gas Co of Now Jersey 89/10/13 Doc- 
ument Cprircl Branch (Document Control Desk) 4pp 51578 001-51578 004 


8910270129 LER 89 015 OOon 890918.0 sccvercd inal channel ce'ibr lor comarmenl 
wide /ango pressure pcst-accideni channels not done withn requred t’me 
iramo Caused ty weak Tech Spec amend imptemerwon ‘n 1987 Process 
upgraded V//89101 6 Itr 

PCLLACK M J . miller L K Pub' C Ser\ c0 Eioct'rc & Gas Co of New Jersey 69/10/ 
18 6pp 51636034 51636 033 


DOCKET 50*312 RANCHO SECO NUCLEAR GENERATING STATION 


P. Security, medical, emergency & fire protection plana 

8910040040 Forwards Insp Rept 50 312/89 14 on 890826 0901 Concern raised re ap 
parent decrease i.*! level cJ emergency preparednoss Enforcerrcr.i action well bo Sub) 
of sepa.'at0 correspondence 

SCARAt;O.RA Region 5 Ole ol the Oisecior. 69/09/ U KEUTER.O Sactemenlo 
MjacipalUli ty D:sinci ?pp 51411 103 51411 1 12 

^8910040043 Insp Rept 50 312/69 14 on 890626 0901 Vio'diions noted re fa lure to 
conduct required semannual health physiCs dnll S nhal irainrg Meior areas 
inspected operdtional statjS ol erre-'oency preparednoss program 
GOOO.GM. fiSH.RF. Region 5, Ole cf the Oroctor 89/09/11 8pp 51411:105 
51411 112 


P. Operating ilcenae Binfle documerifd & corfeapondcnce 

6010040270 flusponrts lo 090006 i«qii««l '<>■' 

flssociaieri croqrams 8 cornrniinionln.por 1 DCrFIju jAtlj ^ 
emp/goncy pr opart? dross wil. noi bo r 

KEUT^ER DR 6acramonlo Ktun cipal BQ/QO/L^ 


Ofc of ineDrocior 3pp 51499 IJO SMDO 132 


6910030010 Requesls por<n,ss:On to sutiniit nnxt to l 

mia^^onvT-Q p'an s^ib.xaial Gxlons'on \^.ll ril'ow d.sincl lo ii 
status in SAR vpdalo lo rofioct plant <^ori<l<t 0ns_Hi:cu»o1ok. 
KEUTCR D H Sacramonio Miirjcipnl 




8909280098 Gononc Lir 89 20 to ai> tool cydo l.consoes 
mg formula qjantiHoa of SSNM ro prOlOClo^l oroa long toi 

MOCORKLF.OW- D.vismn ol Sofogunrife A Trnnspofiai on < 
CohSO'>riBiededf^dCo of Now Voik. Inr I3(>p 51631.107. 


8910180214 Forwards Amend 113 lo Lfc:OJisn nPn'54 A Bale 
v-sos Tech Specs ru reacior nldg prosisuro orujoli/oHon & pi 

f^vNOLDS.SA PrOjOCl Directo/otn \/. OG/09/2il. KCLllUH, 
unity D.stnct 3pp 61556 086-51556 103. 


-8910180216 Arrond 113 10 Dconso Df’M-54,ri3Vi9:r’(i Toch Sf 
sure emiai /aiion & purgo sya oporab-hiy A sur votjonco 


-8910180216 Saiety evaluation bupporiing /ImertJ ' '3 lo L cui 

* Office of Nucloa' nenclor Hegiiloil-on, D-rvetor (Poel c 
61550.099.51556 103 

8910180361 Forwards safoly eva'uation fo rospopBO 10 Gorf 
•'Eq-uipmeni Ciassificauon (Program for all Jinroly nolnlcri C 
acceplab'o 

REYNOLDS.SA Pro|oct Dirocioraio V. IlD/ 10/04. KCUTEf?, 
pal UhMy O.airvcl 3pp 51556 126-5 156H 148 

-8910180353 SafOty ovoludlion ro rosponso lO Gono'lc Lir 
meni Classificat on P/ograrn lor all Safoiy* RnlnloJ Compono 

• NRG - NoOotailod Affi'idtion Given ilDno/04. 4pp 5165G 


8910180210 Grants partial oxemplion lo 10CFni7l.l1 fO / 
090922 foquost & lo/wards (focurriuntnllon ftlKiwinq ViOvy rolu 
TAYLOR.J.M. OIc of the Exocutivo [3 rooior for OpOrtiUor 
Sactamonlo Muhcipal Uh'dy t>9lncl 3pii G1546 220 51540 < 

0910110227 RequQ'Js oxtimpiion (tom tijt^i.iUomfmi4 ol lOC’l P 
grama based on p.'osont & futuro opo/abonnl confiouriil on. 
KEUTEn,Dn Sacrarnonto Municipal llli’iiy Dislnct 00/ 
Branch (Occumoni Conirol DoshJ. 5pp 5 1 473 2UU*5 1473:30. 

89 f0 110236 Rosponda to NRC 090508 l(f r</ mirfomli/rn lo sa 
Amend 92 lo Liconso DPfh54 rO fonclor voriSdl vont va'vo I 
tor vessel vent vaWoa w.ll Iju pcrlormuO. 

KEUTEn.DR Socramonlo Mun-clpal UllMy O.fliricl 09/10/ 
mcm Cohlto! Stanch (Gocunwinl Car\Uol Dciskj ip 5M75! 1 1 

8910170106 Informs ihat doo to dosuru ol (ilanLulil vm I Pt 
Specs submiliod by uM 8R1 108 llr.novirjw rio fongor fr?(luirot 
CHUNK.SL. Sacramonio Municipal Ulii-ly Oislrict 80710/ 
rnont Control Branch (Documonl CohlroJ Doah) Ip. 5153? 1( 


S9 10040270 Responds to 090906 request tor assessment of utii compliance w/OL & 
associated programs 8 comm imonls.per lOCFflSO 54(f) StaMno requJemonls for 
emergency preparedness wi-i net be v'o'aied & totu.'0 shorffal’s w.il do remedied 
KEUiER.OR Sacramen’o Mjn.c.pa) LHlty Ois'.nci 80/09/13 MAHTIM.J B Region 6, 
Ofc of the Director 3pp 51499 130 51499 132 


8910160104 Adviaos that feo auumittod w/rvD0li25 appUciitio 
updalod SAR noi roquirod.por end rovs lo lOCFRI 70 W/o Q 
VrfElSS.O. Uconso Tdo & OobV CoU«cllon Rfonch {P 
CAUOILL.E Sacramonio Municipal Uii'Ky Oiat/lci. Ip. 51622; 


8910100344 Forwards Enforcement Conference Ropi 50 312/89-16 on 890915 
SCARANO.RA Region 5. Ofc ct the Director. 69/09/21. KEUTER.O Sacramento 
Mun>cipal UM ty Distnci 2pp 51462056 51462073 

-6910100345 Entorcemem Conference Repi 50 312/89.16 oh 690915 V?olaior.s 
noted Ma^or areas discussed viofations noted in rnsp Rept 50 3l 2/89. 1 6 & indications 
lhal findir^s represent decrease m mat cornmiiment lo emergerrey preparedness 
GOOD.G M . YUHAS.G P Reg^jn 5. Ofc of the Director. 89^9/21. l6pp 51462 OSB- 
51462 073. 

8910250051 Confirms (hat Amend 16.Eveni 1A, 'Land Veh'Cle Bombs." has been fn 
eluded in secunty con'.ngeocv piar> Even lA includes Shqrt.letm actiq^is ln-rfOlvit\Q se. 
cunty personnel.com/ol room operators & cooromation for addi Support from head, 
quarters 

KEUIER.DR Sacramonio MuniC'pal Uh ly Dslnci. 89/10/16 PARH.OW.J.G, Docu. 
meni Coniroi Branch (Document Conirol Desk) 2pp, 51599 359*51599 360. 

8910260200 Rev 3 lo EPiP.5600, Emergency Response Organization Training " 

• Sacramonio Muf>icipal UM-ty DiStnet 69/10/17, lapp 51624:1 12.51624:129. 


J. Insurance & Indemnity Information 


8910040205 Forwards Amend 8 to tndemr.ty Agreemeni 0-66.f0flecina chanoes to 
10CFRt40.effectiye 890701. ^ 

KAlMAN.G Division of Reactor Ptojecis • Ui.iV.V & Special Pidecis (Post 8704)11 
89/09/25 KEUTER.O R Sacramento Municipal Utlty DiSlricl 7pp. 51397 133^ 


8910240284 Forwards acceptance of Amend 8 Iq Indemnity Agreement 0-66 per re- 
^emems ol levisod lOCFRuO, Financial Protection Requirements & tridemni^v 
Agreements ’ 

KEUTER.DR Sacramento Muniopal UWly DiStnci 69flO/l7. Documonl ConUol 
Branch (Document Conlrof Desk) 3pp. 5 1689.0 11 51589.013 


6910240344 Responds lo ulif 000010 roquosi for oKompiloii 
none Ltf 89 07 ro power reactor aafoguards coniinnoncy pl 
bombs Exemption granted Short torm aclion ahoulcTto corW 
REYNOLDS.SA Pro.oct DIreciorato V. 00/10/13. KEUTER 
pal unity OiStricl 3pp. B1 505:2/2.5 15B5:SV 4. 

891824028S Inlorms ol complolion ol moilo chanpo from ci 
shutdown Injlaied by dotcnsloning of reactor voasol hoad or 
KEUTER.O R. Sacramonio Muricipal Ulil ty OiShlci CO/fO/l 
Ofc of the Difociof. Ip. 51011:327-5161 1:327. 

8910160260 Qonaric Ltr 09 21 to all ho'dors of OLs & CPs r 
concerning request for info re status of Impierrionlation of 
end. 

PARTlOW.JQ. Assoclaio Director tor Prolocts (Posi 07041 
od Edison Co. ol Now York, Inc 60pp. 51022.000.51032:061 

891Q18Q273 Generic Ltr 80-22 lo all liqensooa ot opotaing lOi 
potential for inc/easod roof loads & plant nroo flood runoff 
power plants duo lo reconi chango in PMF^ critoria Sve list oi 
pARTlOW.J.G. Assoc'aie Director for Projccis (Poai 07041 
Qd Edison Co. ol New York. Inc. 30pp. 51G22 060-61622:101 

8910190031 Draft Mr forwarding proposed Amof>d 103 to Licoi 
iion which p/ohVoits movomont of now or «ponl luol Into re 
amiroval Amend ensures added lovni of snfoty abovo condit 
KEUTER.D R. Sacramer^lo Municipal UtlKly Dlsuicl. 00/ 10. 
ment Conirol Branch (Document Control DoaK). 3pp. 515Q5 

6910240054 Forwards d/all safoly evaluation support ng prop 
modify liquid effluGni roqulrements.por 09 1 006 te’eon Cornm 
KALMAN.G. ProiOci Directorate v. 69/10/19- DAILEV.E 
51504 222.51584:229 
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■ieq^esls w.ih^raiwal of Proposed Amonds 106,130.159.163 S 1/9 1o Li 
54 frcm /c-ujo/v & approval cycle 

R Sacramenlo Municipa' Ululy Dis'rici 89/10/^0 KNIGHTON.G Pocu 
>1 Branch jOccumeni Ccni'ol Desk) 2pp 51607 193-51607 194 

Requests dcemphon from requ fOfr,onts ol iCCFRSO.App J n support ol 
reactor. Tesiio^ requ remenls c* App J wll be saiisfiod prio' to any future 
un » 

B, Sacramento M^^ricpal Ullity Cisfticl 09/10/20 KINGSTON.G Dock 
i Bra rich (Doc urr.cr't Conifol OesK) Ip 51607 200-51607.206. 


raporta, \B Bullatlaa A correspondence 

jrRC fnfo Nafico 09 065, ' Potential tor Stress Corroscn Cracking m Steam 
Lbo Plugs Supplied oy BSW Svc ‘.st cnc 

DviSiOa of Oporafinnal bvonis Assossmont (Post 870411) 89/00/C8 
d Ediscn Co ol New York. \nz lOQpp 51349 ICO 51349 208 

JRC th'o Note© 69 066, Gua'ifical'on Life of Sotenod Va'ves ’ Svc l.si 

Divison ol Cporai-ooal Events Assossmoni (Post 870411) 09/09/11 
d Ed son Co of Now York. Ire. I05pp 51337.095-5133/ 199. 

onwards Insp Rept 50-3 12/89 14 on 600828 0901 Concern raised re ap- 
?aso n iQwo' of omorgorcy proparedress Enforcement od on will bo sub( 
corrospondG'Cfi 

R A Rogicn 5, Ofc Of tr.e Diicclcr 00/09/ tl KEIJTER.D. Sacromcnio 
I ty DiStnct 2|)P 51411.103 51411 112 

irsp flepl 50-312/89-14 on 890028-0001 V.o'otrcns noted fo faiuro to 
tjired soTiai'njoi hoaiih pttysics d>i> & miiml troining Major areas 
>e.'elional status of emorouncy prepareJross program 
. FlSH.RF Reg on 5, Ofc of tho Dirortor 89/00/11 8pp 51411 1C5- 


onwards Insp Ropi 50 3 12/00- 12 cn 000801 04 21-25 A 30 Nb violatons 
i notod.Concerns ra sod ro ccniam nation control practicos.rnsi'iimo'italicn 
ormat use ol vendo' data fo.' l quid effluent reloaso 
RA. Reg on 5. Ofc of Ihe Director 09/09/21 KEUTER.D.R. Sacramento 
•ity Dislricl 2pp 51460 355 51461 010 

Insp Rept 50 31?/6012 on 89080104.21-25 & 30.No violaiions 
areas Inspecied occupational o>posuf 0 .inc’udif'o ALAHA radwnsto 
quid vvaslna & roo waste mol & tranyicrlelion 

R . PANG.J.F . WENSLAWSKI.F A. flogon 5. Ofc of the Uireclnr 00/09/ 
460 357-51461:010 

orwards Enforccrnonl Confe/tinco Rapt 50 3 12/89-1 6 cn 800015 
lA Rogicn 5. Ofc of ino Diroclcr 09/09/21 KEUTER.D Sacramento 
I'tyDiMrct 2pp 51482.058 51462 0/3 

Emo'cornent Conforonce Flopt 50 3l2/89-ie on 003915 Violniions 
areas d scussed v:o!at ons notori m Insp Rnpi 50 312/80-16 & indications 
reprosoni decrease In mgl commitment to O'rergoncy preparedness 
YUHAS.GP. Rogen 5 Ore of me Director u9/09/2l. I6pp 51462 050- 


’iRC Info Nolle© 80-068. "Eva'ualien of Insirumoni Soiponts During 
I St end 

Cvisiori of OporalionnI Ever'ts Assossmoni (Posi 8/0411) 80/09/25 
1 Et'iscn Co. Of Now York. Inc. 106pp 51337:200 51337 304 

RC Info Nol'CO 89 OCO, "Loss oi Thermal Margin Cousod by Channol Box 
St ©nd 

Cvlslon of Operational Evonis Assussmoni (Post 070411). 00/09/29 
1 Edison (3o. of Now York. inc. I06pp 51531.001-51531 106 

IHC In'o Not CO 00 070, "Possiblo lr‘.d.calions of Mlsroprosoniotl Vondor 
ivc 1 9l oncl. 

□vision of Oporaiionai Evonis Assoftsmoni (Post 870411). i)9/i0/ii 
1 Edison Co. of Now York. Inc I09pp 51531:118-51531 226 

iGSponds 10 B90707 roquosi lo: addi info ro second lO-y/ ntorval insorv- 
program p'an.lnsps fr» second lO-yr ISI wit! not bo performed unless plant 
>iJ to power 

R S acre monlo Munic pal Ulilly Disirici 09/10/11 KNIGHTON.G Docu 
I Brandi (Documcnl Coniro' Desk). 9pp 5 1536: 11 1-6 1536.1 10. 

IRC Info Noi-ce B0 07l. Diversion of RHR Pump Seal Coo‘ir*g Wator 
RaC'fCuIal on Operation Fo lowr.g LOCA *' Svc Dsl oncl. 

Division cf Operational EvnrMs Asaessmoni (Post 870411). 89/10/19. 
i Edison Co. of New York. Inc 107pp 51531 227-51631.333 


aerating reports & related correspondence 

'o-ilhly operai ng ropt fo' Sopt 1999 for Rancho Soco Nuclear Gororatiog 
91012 Hr 

‘ , CRUNK. S.L Sacramento Municipal Uli'ity D Strict 09/00/30 
G Documont Control Branch (Documoni Control Desk). 7pp 51561.343- 


occurrences, LERe & related correspondence 

■Lpp'omonta' Perl 21 ropi ro potonlial problem w/six specific engine co.'i- 
in air start.! jb© oi'. jacKel water & crankcaso sys.lniiioliy roponod on 
.forn a Ccnirots Co will rodesign valve seating 

3C Cooper Industrios, Inc. 80/09/13 NRC - No Ooiai'cd Allillation 
51430.1/1-51430 174 

lER 09-010 00 on 000821. whan porferming survoillanco procoduro 
nicians neglected to Input dofaull How rate valuo Caused by personnel 
p conducted tor lochntcans re serveiilance procdduros.W/800920 Hr. 
KEUTEROR. Sacramento Municipal UHity District. 69/09/20 5np 
-1363078 


8910170222 Special Ropi 09-14 on 89C915 & 20.firo barriers for Zones 20.32.17 & 31 
inopo'obte lor rpo/e than 7 days Operab lity of f.ro dotoctors verified & hourly kro 
watches ostab'ishod 

KFUTFR.OR Sacrarronto Municipal Uti ily DiSlnct 09/10/ 1 1 . MARTIN J 0 Rog-On 5, 
Ofc of Iho Director. 2pp 51536. 100 51536 109 

0910240279 Special Repl 09 15 on 890925.diosol generator bldg hoso Stat ons not ro 
stored lo oporabio status wilhln 14 days roquirod by Tech Specs Equ valent sized firo 
hose routod to diesel goneratcr bldg. 

KEUTER.D n Sacramenio Municipal Utity Oistrici 89/10/19. MARTIN.J B. Regon 5, 
Ofc of ino D rector ?pp. 51509 12/-51589.128 


U. Congresslonaf/Ekecutive Correspondence 


0909110043 Forwards sotttoment og'eemonts idontified as coniaining language that 
may restrict right of indiv.tfuals 10 br.ng safely concerns lo NRC atteniion & sotllemeni 
agreements contain r.n quGSlioneble pfovislons.W/0 ends 

CARH.K M Commissionors 89/00/29. BREAUX. J B Senate. Environment & Public 
Works. 4pp 51576 150-51576 152. 


V. Operator Ekanrtlnallons 


8910030191 Provides info re generic lunrlamcntais exam section ol eporator licensing 
written exam to bo admrlstoreri on 09 1004. Map of area.Iisl Of lodging In Immediato 
aroa 4 pio:imlr>afy mslfuciione for taking exam ercl. 

KIRSCM.DF. Rogon 5. Ofc ol the Director 09/09/19. MEREDlTif.M Sacramenio 
Muncipal Ul-lily D.9lric1 Ip. 51372.286 51372.200 

8910170207 Advises that H Timothy & S Randall torrr.inaicd empfoymonl on 891008 & 
890928.fOspRClively 

isEUTER.OR Sacramenio Municipal Uility District 89/10/11 Document Control 
Ornrch (Documoni Control Oosk) ip 51530 004-51530 004 


DOCKET 60-313 ARKANSAS NUCLEAR ONE, UNIT 1 


F. Socurlly, medical, emergency & Hre protection plans 


09 10040234 Appileaton for amend lo License DPR-51, authorizing operation up lo max 
sioady-stato reactor cere power level cf 2,054 MWl (100% powor) 

CAMPBELL, T G Arkansas Power & licM Co. 09/09/26 Document Control Branch 
(Docu nonl Control Dusk) Opp 51391.240 51301 255 

-8910040235 Proposed Tech Specs ro max powor level & physical socunty, guard train- 
ir>g & quaiiiicatiQh & safeguards contingency plans 

* Arkansas Powor & Light Co. 89/09/26 Ip 61391 255 51391:255 

8910030430 Forwa'da Amends IP? & 99 to Licenses DPR-51 & NPF 6, rospoctivoly A 
safety nva'uaiion Amends clarify A dofino wh.ch luo barcors oncompassod by survoi! 
lance ruguirornonls of Tech Specs fo.' each umi 

MARBUCK.CC.. POSLUSNY.C Proiuct O.foctorotn IV. 89/09/27 CAMPBELL.T.G. Ar- 
kansas Powo,' & Light Co 3pp 51307:161-51307:179 

- 0910030433 Amonds 127 & 99 to Licenses DPR-51 A NPF-6.ro5pGCt-voly. clarifying & 
dofinng whch kro barriers oncompassod by survoiilanco requiromenis & acton slato- 
rnerits of Tech Specs fo.' oach una 

HFUOON.F J Pfo;oct Dircetoralo IV. 89/09/27. 14pp. 51307: 164-51 337: 1 77. 

-8910030434 Saloty nvabaiion support ny Amonds 127 & 99 to Licenses DPR-SI & 
NPF-0,fOspociivoly. 

* Ofiico ol Nucioar Roacior Rogu'aiion. Drocio' iPost 0704 ii) 09/00/27. 2pp 
51387.178-51387 t?9 


0910120051 Forwords Insp Ropis 50 313/09 33 & 50 368/09-33 on 690820-0001 & 
not’CO of violaiion Notco of violation w.thhotd frof l0CFn73 21). 

MILHOAN.JL Rogion 4. Ofc of Iho Drecior. 89/10/04. CAMPDELL.Q. Arkansas 
Power & Light Co 3pp 51469 2O3-514O9:207. 

-0910120062 Martially wilhtiolii Insp Ropts 60 313/61) 33 & 60-360/00 33 on 890828- 
0901 (rol 10GFR73 21).Vrolnllons noted Ma, or areas Inspoc tod physical security 
progmm.inc luring proluctoci area phys.col barriers & assossmoni o.ds & tosling A 
maint. 

KELLY.J.A. POWf.RS.O.A Region 4. OfC of Iho Oiroclor. 89/00/20. 2pp. 51469 280- 
51469 207 

6910100209 Rov 16 lo EPlP Offsite Dose Projections Procoduro 1904.002. "Offsito 
Ooso P/ojociions • Radiological Dose Assossmoni Compulor Sya Compulor Method “ 
• Arkansas Powor A LiglH Co. 89/10/09 62pp. 51564 069-51564.130 


H. General correspondence 


8910160016 Advises that manager of iconsmg duties for plant assumed by JJ Fisicaro 
on 890621 

EWING.E C Arkansas Power A Light Co. 80/00/26. Documoni Control Branch (Docu- 
mont Conlrol Desk). Ip. 61526 21 1-51 528.21 1. 


J. Insurance & Indemnity Informollon 


8910260181 Forwards Endorsomonis 09 A 70 to MAELU Policy M-74, Endorsements 80 
& 01 to NELIA Policy NF-210,Endorsomenl5 13 A 14 to NELIA Cortificaios N-4B A N- 
68 A MAEI.U Coilif’Catos M-48 A M OS.roBpociivoly. 

FISSCARO.J.J Arkansas Power A Light Co 89/10/17. Document Control Branch 
(Documoni Control Dosk). 22pp. 51627 171-51627:192. 
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P. Operating license stage documents i correspondence 

ft9Q92 70199 Forvyatds saletv 5yratuat-o'^ <0 co<v\p'.anco wr^TWS rvite \CCFnf>0 62 
re^ijiro.Tiems Urdorsta'‘d‘i lhai aTWS mod^ for fac i ty wi.l bo .mplomenTcd during 
nmlh rofuel ng culage plan.-ed For 'ate Sjrrmef • ea*!/ Fa‘i 1990 TAG cio<ted 
HAnOUGKCC PrOpOCl D»recto'af© IV 09/09/ J8 CAMPBEl L.T G Arkansas Pc.ver & 
Light Co 3pp 51343.180 5)343 500 

—8909270201 Safety eva'ua'oo re ccmpiance w/ATWS tulo 10CFR50 65. Proposed 
ATWS mitigating sys actual O'l crcut-'y & di'.orse scram sys designs acceptable A in 
Co.xpl'Once w/ATWS rule 

• Clfico oF Nudear Reactor Hegu'et-on, Direcio.' (Pest 07041 1 ) 69/09/18 lOpp 
5V343 191 S 1343 200 

0910030478 Provdes ;o nt mfo fG un.s cemm trent *o achievo & mamla n olfeclive conv 
mui'icarions w/ptblc 8 state reqj'afory bocesEncI summary o.-1'inos 1989 notifica- 
t en & consc'-dated aci-v,t es totfate 

riSICARO.JJ Aikansas Poiiiiei & I'qM Co 69/09/22 Oocurronl Conliol Branch 
(Oocument Control DesH) 4pp 51383 T26-5I J83 13 1 

8909200098 Gener.c Ltf 89'20 10 a I FuG.' eye'e i-conseos possessing, us ng or process- 
rg fo.'mjla quanlitios of SSMM ro protected area long term bousefreep r g Sve list 
end 

WCCOI^klE.G w D vson cf Safeguards & Transponaimn (Post 870413) 89/09/26 
Con so ‘idated Edison Co of New VO'k. fnc. I3pp 5t53i 107.51531 117 

8910030074 Si.bmis addi mfo re 899717 response to Generic Lfr 89 06 re SP05 Power 
range msiiumoniaiion & coT'.amT ont iscia*. on status itieni.i.ed as Oevraiing horn 
NUflEG yu dance 

FlSlCARO.JJ Arkansas PcAGr A L‘Qht Co 80/09/26 Document Control Branch 
(Docuxoni Contro? Des'i) ?pp 51390 335 51390 336 

8910040008 Advises that ulil decided lO re, on BAW Owners Group as pah Ol ad Op’ on 
of tochn cal basis document eficn for errerqcncy epeta* ng pfoced;’re Qu.delinos 
FISiCaFIO.JJ Arkansas Power A l>ghl Co 89/09/26 Occument Control Branch 
(Document Control Desk) 2pp 51452 0 73 51452.074. 

8910040234 App'icaiion Id' amend to License CPH 5i.auihon2ing operaVen up to max 
sieaoiy- Slate reactor corn power lavo' ol 2.054 MWi (tC0*o power) 

CAVPBBLLJ G Arkansas Power A L.ghi Co 89/09/26 Docurront ControF Grarch 
(Document Control Desk) 9pp 51391 246 51391.255 

-8910040235 Ptoposort Tech Specs r© rnax powe.' level A physical secuniy. guard uam. 
mg A qva.ification A safeguards com ngonrty plans 
' Arkansas Power & Light Co 89/09/26 ip 51391 255 5 1 39 1 255 

8910030430 Forwards Amends 12? A 99 le Licenses DPft-61 A NPF 6. rospectvely A 
safety evaluation Amends c'an'y A dobno winch f re barriO'S encompassed t>y sutve.t- 
lanco requirements of Tech Specs for each unit 

HAnGUCK.ee , POSLUSNY.C- ProidCl O roctoraie IV 89/09/27 CAMP3ELL.T G Ar. 
kansas Power A Light Co 3pp. 5138? 161-51387. 179 

~8910030433 Amends 127 & 99 to licenses DPP-Sl A KPr-6.rospoci.v0ly. clanlying A 
dofm ng which fire barriers oncempassed by survo.i'anco foqu'romGnts A action stato- 
monis of Tech Sgocs (or each unit 

HEQOON.Fj Project arcclorale IV 89/09/27. 14pp 51387.164 51387 177. 

-8910030434 Safety evaluation supporting Amends 127 A 99 to Licenses DPn-5i A 
NPF-8,f©spGCtively 

’ Office of Naclear Reactor negdation. D'coctor fPoat 07041 1) 60/09/2? 2pp. 
51387:178 51387.179 

8910030481 Forwards addi into re Ol extensions on esilmaiod Charpy upper shell 
enorgy.occupai'onal exposures A sponi fuof siorago capecity.por fJRC 890825 ro- 
guost 

FISICARO.J.J. Arkansas Power A Light Co 89/09/27. Document Control Gtanch 
lOoCumenlConirol Desk) lOpp 51386.133-51386 14? 

89 10 IS0 182 Grants parl’sl exempt on from tOCFR171 annual feos.per 800922 
application Document ehow.ng refund caiuiatvon e^rcf. 

TAVLOn.J M. Ofc of the Exoculwo 0 rector for Operations. 89/10/05, CAMPBELL.G. 
Arkansas Power A L-ghi Co 3pp 51557 109-51557.11 f 

8910250230 Requests addI 2 wks to fina'ire response to Generic Ltr 09-04,10 allow fur- 
ther ©ng'neenr.g & mgt review & to er^sure clanty of lochmcal info Antic^palee to- 
sponse v/i I be submitied by 861023. 

FfSiCARO.J.J. Arkansas rower A Light Co. 80/10/13. Oocumeni Control Branch 
fOocumoni Control Desk) 2pp 61612 158-51612.159. 

8910160250 Genetic lit 69-21 lo all holdeta of Ola A CPa ter nuclear powei foadora 
concerning request for info re status of Imp'omeniation of USf roqu>remoni9.Svc hst 
oncF 

PARTIOW.J.Q Associate Director for Projects (Post 070411). B9/10/I9. Consoiidal- 
ed Ed.son Co. of New York, inc 60pp. 51622:009 51 622 088 

0910160273 Genenc Ltr 09-22 lo all ficonseos of operating reactors A holders of CPs re 
potential for increased roof foads A plant area flood runoff depth at licansert nuefear 
power plants due to recent change in FMP criteria Sve hst end. 

PARTLOW.JG. Associate Director for Projects (Post 870411). 89/10/19. Consolidat- 
ed Edison Co. ol New Yoik. Inc, 39pp. 51622 069 51822 106 


0. JnapecNon reports, IE Bulletins & correspondence 

89090 10338 NRC Inlo Notice 09 065. “Polent'af for Stress Corrosfen Crack ng in Sieam 
Genprafor Tube Plugs Supplied by BAW.*’ Sve I si end 

ROSStG.E Owislon ot Operai onaf Events Aaaessmeni iPosi 87041 1>. 89709/08 
Consofidatod Edison Co. of New York, fnc lO0pp 51340:100-51349:208. 

B0 09060284 NRC fnlo Notxfl 09 066. “Cuaii float on Life of Solenoid Valves." Sve hat 
onci 

ROSSt.e.G Owiaron ot Operahcnal Events AssossmeM (Posi 870411). 89/09/11. 
Conschdaied Edison Co of New York. Inc. 105pp. 61337:095-51337:199. 

8009200010 NRC Info Notice 60 068. "Evalualdn of instrument Setpoints Ounna 
Mods ” Sve I St and. 

ROSSt.e.G Division of Opefaiofiat Evenis Asseasmem tPosi 870411) 89/09/25 
Consolidated Edison Co or Now York, fnc. I06pp 51337:200 5 1337 304 


8910620055 lnlo»ms ihai NRC to perform mdeperdenl vunlrcaiion nsp dji 
8910 16 27 using NRC moblo NOE tracer A team Si.ppio mental nio g~;I. 
MJLHOANJL Roocn 4, Ofc Of the Director 89/09/26 CAMoa^LLG 
Power A Light Co 3pp 51365.117 51365 119 

d9lOlOODl6 Responds to wiring dscropancy m sve water pump rro'o'socr I 
Evaluaf on Team Insp Issue Ul f initiated action pfar> to inspect seiodcd at 
related olecUical c.qu.pmant in conlcol room. 

CARNS.NS Arkansas Power A Light Co 89/00/26 MILHOAN J L RcQ Dry 
IhoO.recfor 3pn 51463 038 51463 040 

$909250252 NRC Info Nof co B9 069, "Loss of Thermal Margin Caused W 
Bow " SvC lial end 

ROSSI .C£ Divislo.-i of Operationaf Evonis Assessment |Posl 8704t:i t 
Consolidated Edison Co of New York, fnc 106pp. 5 1 53 1 001-51531.186 

8910030207 Requests addi lime to respond to NRC 890029 Ih re v>o'3'ii>''3 
Insp ReptS 50013/89 16 & 50 368/09-16 

EWiNG.E.C Arkansas Power A Light Co 89/09/20. MILHOAN.JL. PcgioD 
the Director Ip 51372 247-513/2 247 

8910120051 Forwards fr.sp Rapfs 50-313/89-33 A 50 368/89-33 on 09Ca?^ 
notice of vlclation Nolice of violation wilhhe.'d (ref lOCFR/3 21). 

MlLHOAN,J.L Region 4. Ofc of Iho D.rcctor. 89/10/04 CAMPEELL.G. i 
P fywcr A Light Co. 3pp 51489 283-51469 287 

-8910120062 Partially withhold Insp Repts 50-3t3/09.33 A 50 368/09 J 5 on 
0901 (ref lOCFR73.2l).Vrolations noted M a, ‘or areas Inspecied phiscal 
program.including proteciod area phys'eal barriers A assossmer^l ars A t- 
ma-nl 

KRLLY.J A, POWERS, 0 A Region 4, Ofc of the Director. 89/09/29. 2pp 51- 
51489 287. 

8910160108 Responds lo violations noted m Insp Ropts 50 313/69 30 A 53 
30. Corrective acl'ons procedure revised to incorporaie stops to ensure i /4 i 
between ends of each pacfi'ng ring A proper orioniat-o.n of gaps 
tWlNG.E C Arkansas Power & I vghv Co 68/ 10/06 Oocviiv.eni Control 0: anti 
mem Control Desk) 4pp 51523 244 51523 247. 

8910160314 Forwards tnsp fiopi 50-313/89-200 conducted lo verify comp an:© 
B:r.f©in3 79-02 A 79-14 Util requested to describe why act’Ons speci'.eo n B..I’ 
14 nol CornplDtod 

tfEBOON.FJ. Project O roclorato IV. 09/10/06 CAMPBELL.! G Arkansas P 
light Co. 5pp. 51526 318 51526 350 

-8910100318 Insp Repi 50 313/09 200 on 090710-21 No vio'alions noted Wa;; 
Inspeclod commitmont lo implement lE Bul.'etms 79-02 A 70- 14 
PARKHfLL.n w, fManO.E.V. LANNING.WD. Oivis'oo oF Reactor Inspeciion i 
guard? (Posl 6704 tl). 69/09/22. 20pp 51526 323-51526 350. 

8910170112 Responds to lE Oul'olin 70-27 re surveil-'ance tosi ng of automate ( 
switches.Util has not yet determined wheihor periodic testing of ?wi*chss re- 
based on previously mentioned consid oral ions 
FlSlCARO.J -1. Atkansas Power & I'ghi Co. 89/10/10 Oocumer-l 
(Document Control Desk). 2pp 61520.243 51520.244 

89100403B1 NRC fnfo Nol'ce 89 070, ‘‘Possible Indicaiions ol M sropresrmed ’ 
Products." Sve fist end 

ROSSlC.E. O-vlslon of Operational Events Assossmont (Posi 070411). 69/ 
Consol dated Edison Co of New York, Inc lOOpp 51531 110-51531 226 

0910180318 Ack receipt of 690823 ltr inform ng NRC of steps lakon lo ccvect vo 
noted in Insp Repla 50-313/89-28 A 50 368/89 28.lmpfomontatlori of correeb 
tions wi'f be reviewed dur.ng Futuro inaps. 

MILHOAN.JL. Division of Reactor Projects ♦ l/ll (Post 07O4lij 65/ 
CAMPBELL.G. AtKaneas Power A Ughl Co. 2pp. 51636 273 51536 266 

8910130014 NRC Info Notice 89 071. "Diversion of HhR Pump Seal Ced-g 
Ffow During RedfCufalon Operation Following LOCA." Sve l.sl end 
ROSSI.C E. Division ot Operational Events Assessment (Posi 870411) 89/ ‘ 
Cohsol’daiod Edison Co or New York, jnc 107pp. 51531 227-51531 333 

8910260385 Submits adql into to uUl 870925 response to NRC BuTeln 07001. 
ning of Pipe Walls in Nuclear Power Plants." Secondary P;po Wan TF n.n-'g Pn 
Procodure 1092 090.Rev 2.approv0d on 890817. 

FlSICARO,J J. Arkansas Power A Light Co 80/10/19 Documoni Cc--L'0* E 
(Document Control Oosk). 2pp. 51601:035 51601:336. 


n. Periodic operating reports A related correspondence 

6910260190 Monthly operating repl for Sept 1909 for Arkansas Nuclear Orio Und 
091013 Mr. 

SCHAUBROECk.O.. FlSlCARO.JJ. Arkansas Power A Light Co 89/09/30 
51817:324-51617:329. 


S. Reportebfe occurrences. LERs A related correspondence 

8910050090 Forwards Anchcr/Darfing 5505 structural attacbmeni poleni.a? e'eafa'^^ 
lerlorence In 90 offset app-'ica tions. Lir appears to have Pad 21 implicai ons 
MARTINJ.T. Region 1. Ole ol the D-recior. 09/09/12. BHACH.E.W V&niW 
I'on Branch. Ip. 61415 292-51415:301. 

-8910050103 Pari 21 A deficiency repl re potential for cfearance/ interfere.-ice boh 
Anchor /Darling AD 5505 structural altachmoni A snubber body on AD- 
snubbers.Situdtfon discussed w/utils involved A matter cons.dered closed. 
KEYES-STEWART Anchor/Darfinn Valve Co- (subs, of Anchor/Oar-'-rg Indis 
tnc>. 83/08/28. Region l.Ofc ol ina Ditecior. 9pp 51 415.293*61416. 3Qi. 

8909290038 LER 09-02 7-OO.on 89082 l.DHR/l.PP Tiafn 0 Injeciion valv© removed 
Sve for maint w/o being demonsuaied Caused by peraonnef error A inopercb'e e 
gency diesef genoralor. Operator counseled A memo I6 bugcI.W/ 890920 Hr. 
JACKS.JO., EWING.E.C. Arkansas Power A Uglni Co. 89/09/20. 4pp 61342. 
51342.195. 
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_- 3 g.jl 47 SjTfTiary of Opora*. ng Heuctors F\>nnis Meoiing B9 34 on 8G0920 to b: ♦'f 
r 3 ra 9 t?'a & rog oral offi-CQS on bolecleJ «vonlb inat orcuted snra la6i muoS 

uii 'iHNEy.C J Evoils Assessment B'a''Cb. 89/09'2l fiOSSl.C E Division ol OpOf 
3 ' anil (Post H/04 1 11 <6pp 51352 155-5 1352 169 

..,«q 20131 LEP 89 029 00 cn a9CB?5,dfltcrn(iinert ihai svr waier Sys OLoraiing procc 
rtutfl allOAt'd oporatien cf sys m conli^ufancn ihal could fosull m sys bomg rondored 
e by sn^le compoooni fa Lro.W/B9C922 Hr 
TAvIoaiA. EWING EC. Arkansas Power & L.gbl Co. U9/09/22 5pp 51351 067 
51551 071 

LER 89 031 CO on fl90a29,uf.O)«ncctort ccnircl zoom isolation & actuannn 
^ 'I 'O'I'C ' 00*11 emergorc/ ventilation sy& occtr red Causa undotorm r.art Fa'lfior in 
’pt'-ca'on n'o cause w ll to ccntluc1od,W/80092a llr 

iaVlCRLA. EWING.E C. Arkansas Pcwor & Ughl Co 89/09/28 3pp 51383 045 

51363 0 47 

a)l3t60264 <Efl 89 032 C0 on e9a9C6,d scovored that monihly funebonni lost for foac- 
ly area radiation movers not perdormod as requred by Tech Spoc Caused by 
procodJ'al guidance Procodijro rov request lo^m rovised W/fl9l006 Itr 
MUA3.0 EWING. F C Arkansas Powo' & L ght Co 89/10/06. 4pp 51513.154 
5151315 / 

8910190245 Pei 21 fopi ro poienhal ot ambioni componsniocP moldorl case circui 
crea»eis lo L'ov.ale from pub'ishert mfo Instanlanopus trip chock wr: bo instituted o'i 
3 'i Class iF. iborma'/rracnetic ambioii breakers prior io sliicmont 
•2H‘iS0'^.WJ W'esti ignousQ L'foctnc Corp 89/10/09 MUni.EY.T L Ofhco ol K'.i- 
cci'Pescior Rogj'ai 01 . C recior (Posi 07041 1) 4pp 51564 188 51584 igo 

M10190259 lER 69O2a-C0.Qn 8909l2.o»lr8 conlacl found n conirof cifcu-la for sve 
P4A A P4C which was not on schematics Caused by martoquato conf gu 
raio'i corirol d ir ng des g-n phases Wiring insps program initiated W/e9l0l2 Ilf 
JAC^SJD. EWiNG.EC Arkansas Powor A light Co 89/10/12 6pp 51559.030 
51559035 


DOCKET 50-315 DONALD C COOK NUCLEAR POWER PLANT. UNIT I 


F. Security, medical, emergency & fire protection plane 

5909270164 Forwards So'oty Insp Ropls 50-315/89 23 A 50 316/09 23 on 090710 
0529 6 notce of vo'al on. 

WELSC‘1.W.L. Occicn 3. Ole ot the Otoctor 89/09/13 ALEKICH.WP Amor-can 
Eleclr c Fewer Sen/Tce Corp ALGXlCH.M P Inrliana Michgan Power Co (formotly In 
d 3 'a 4 Micigan£lflciric Co) 2pp 51343 160 51343 181 

-8909270167 Insp Repts £0-3 15/69-23 A 50 316/89 23 on 800710 0820 ViOlOtOns 
rw'.edWa.or a'oas nspeciod.prov.ous'y idontiliod itoms.pfant opo'ofons.rortcior 
Lips rra V.Sjrve rente. orrerofif'CY p'oparennoss roper inb*o ovonle A buHotns 
cLRGESS.B.L Rcgcn 3, Ole of Iho D rocior. 69/09/13 19pp. 51343.163-51343 181 

6909270204 Forwards request lor add .nlo ro ulil 870212 suUmiltnl Ol rovisod ropi on 
pest lie sa'e shuttfowa methodology Issues iiJentifierj whoro util approach r^oi m con 
lor.’ncnCO w/Qu danco issued In Gonoric Lt'S 8112 A 80- 10 & critono of App R. 

Gi TTEH.JG Pro.oci D.'ocioraio 111-3. 89/09/14 ALEXICH.M Indiana Michigan f*owor 
Co ilo'me'ly Ind-ana & M ch yan Rloctfic Co ) 5pp. 51343 263-51343 208. 

8909290112 Rev l I 0 plant maryagor p;ocod-fe3.omofooncy plan p/ocorJu'o PMP 2081 
152 ' Tochn-.cal Support Clr Emofarsney Coirmurlcation ” 

* I'da'-a Wchgan PoACf Co. (formoTy Indiana A Micfigan Cloclrrc Co) 80/00/20 
33pp 51368 166 51360 108 

8909290173 Rov 1 to Piart Manager Procoriuios Emorgnp.cy Plan Procoifuro PMP 2081 
£P? j-)2. ■ Emergency Operat ons Facrily Cpmmunicairons Indox oncl. 

' I'vda'a Mchigan Powe* Co. (formerly Inifidria A MichiQDn ElOCiric Co). 80/00/20. 
40pp 51560 04^51360 085 

8910110254 Forwards ”1909 Annjol Emergoncy Proparodnoss Exorcise on 800020 Io* 
OCCook Nuclear Power Piani.Uf'ils 1 & 2” 

AiEXK^H,)/ P ir.d-ana M:chQan Power Co. (formerly lndor>a A Michigan Electric Co). 
69/10/05 MURl EY.T E. Coci.monl Contro! Branch (Document Conirol Desk) 2pp 
51469 "^25-5!4?1 123. 

”8910110256 ‘*1989 Arnufi' Emnrgonry Pzoparodnoss Exorcise on 890920 for DC CcoH 
Nuc-ear Power Plant " 

• l-xana Mchigan Power Co (formerly Indiana & Michigan Eloclhc Co) 89/00/20 
fSOpp 51469 327.514 71 129. 

8910110283 Revised e.-aornof’cy rosponso procedufos.including Rov 2 lo lERP I .O.Rovs 
3 lo EflPs 20 & 3 0.Rev 2 to lEHP -I.O.Rovg 3 10 lERPs 5.0 A G.O.Rov 2 lo lEHP 
7 O.Rbv 3 10 (EflP 9 0 & Rev 1 to lERP l O.W/89 1C05 llr 

BOUNOS.L M . HASTY.C-W, ALEXICH.M P. Indiana Mchigan Powo/ Co. (formerly In- 
(l3“.a A Michigan Electric Co ) 09/10/05 MURLEY.T E Oocumonl Coniiol Branch 
(Doc.-neit Control Desk). 103pp. 51474:221-51474 324. 

8910180041 forwards Safety Insp Repis 50-315/89-20 & 60-316/89-26 on 890830- 
1003 sj violations roied 

AkcLSON.W.L Reg on 3. Ofc of the Director 89/10/06 ALEXICH.M P. Amorican 
Elecnc Power Service Corp ALEXICH.M P. Indana Michigan Power Co (fornioriy In 
da-ia A Mchigan Eleclnc Co) 2pp. 5 1557.042-5 1657.053 

”8910180042 fnsp Repis 50-315/89-26 & 50-316/09-26 on 090030-1003 No wOleiions 
noted Ma.or oroos inspncled actlor^s on prov-ousty lrionlir,ed itoms.piant 
weratior.s.rra ni.survei lance, emergency preparodnoss & qjality pregrarn aciiviiles. 
0JRGESS.BL Region 3. Ofc of the Director. 89/10/06 lOpp. 51657.044.51557 053 


J- i-^iura.nc 0 A indemnity Information 

^^^^730242 Forwards Amend 11 to Indemnity AurGOmont B l6,rafloct.ng changos lo 
lOCFflMO. ■ F-nancial Proiec1iof> Requirements & Indemnity Agreemonts^' & Price- An- 
Act. for signature 

^'■ter.jcj D.vision of Reactor Pro, eels • HMV.v & Special Pro|ocls {Post 0704 ii> 
89/10/11. ALEXICH.M P ind ana Michigan Power Co (formerly Indiana & Michigan 
fleet- C Co) 9pp 5t577;20O-5l 577.298. 


P. Operating Jicenao stage documents & correspondence 

8910020019 Ack receipt ol QOOQll response to NRC B9C809 Ifr ro a'ieqed drug use A 
OKClusiOn ol s-jperv.scry porsor-rel from r.lness fC' duly tosling program Ulil mvOSli^a 
hot*, icunvl to bo s.*tt c-ent to supo-h ut»l centtusror^s 

NORFiiUS.CE Rogen 3. Ofc of the Dfoclo' 09/09/22. ALEXtCH.M P Indiana 
Mchigan Power Co (formerly Indiana & M.chiyan Electric Co) 2pp 51451313 
51451 317 

--6Q 10020021 Forwards respenso 10 090009 request to rwosiiqate Aliegat-on Rill 80 A. 
0093 ro at egod drug uso by employee el plant Soarcii of omployoo personal aulomo- 
h to w/use of tra red drug dog rovoalod ro controlled substances 
SfAlTvt.WG Indiana Mi'r.igan Power Co \lofrnony Ind.ena & Mchgan Electric Co) 
89/b0/11 DAVIS AD Reg on 3, Ole of tho D rector 3pp 51451.315 51451.317. 

8910030546 D.srusses mvusiigaiion into a‘logations made by Ceialytic InduSUial Mant 
Co (-C super v sor ro ovdenjo of safely prcblonr.s S b.'uakdown in OA l.n mamt conrpa 
r'.y organ zat on Al etjai errs unsubsiani aiod 

GMEtNMAN.EG Rug on 3. Ofc of the Uirocior. 89/09/22 Af EXiCH.M P indana 
Mchigan Powor Co (lo'mcfiy irdinna A Michigan Electric Co) 3pp. 51387 200- 
51387 202 

891004000S Ack focoipl ol U90?2t respense to 890615 Itr ro allegaiion pcrtaminy to 
const A mnini practcoa by Caiplylic irUustnol Mamt Co Util mvesngaton reveal ng 
only mnor p;ocod,.rai viclatiorr found self cieni 

GRELNMAN.EG Hegon 3. Ofc ol iho Direciof 80/09/22 ALEXICH.M P. Indana 
Michigan Powor Co (fcrmorly indana A Michgan Eiecmc Co) 2pp 51423 175 
51423 176 

0910040200 Applicalion lo.' amonds tc Licenses DPR 58 & DPH-74.add.ng foch Spoc 
4 0 4 oxompt ons 10 16 monlh meos..femort of hoi len/cold leg delta T 
ALEXfCH.M.P Ind-ar-a Michgan Power Co (forftio.'lv Indiana & Michgan Electric Co) 
89/09/22 MURLEY.T G. Docun-oni Ccnt/cl Branch (Uocumont Control Desk) 7pp 
51423 22/ 51423 239 

••8010040212 Proposed Tech Spec 4.0 4.rQ*:oct r.g ©xomptiens to 10 month measure 
rnont cf hot log/coid log delta T 

' Ind'ana Mictrigan Power Co (formerly Irdisna A .Mchujarr Elocinc Co). 89/09/22 
3pp 51423 234-51423 239 

8909260090 Gonoric Llr 09-20 lo all fuel cycle Lcensoos possessing, usi-'.g or prccoss- 
ing formula qunniilius of SSNM ro proleclod area long term housekeeping Sve lisi 
oriel 

MCCCHKLF.CW Div.sion of Safeguards A Transporiaiion (f>osl 870413) 09/09/2G 
ConsoLdolod Ed son Co o* Nuw York Inc. 13pp 5l53l t07 5l53l ll7 

8010160287 FoiwardS arfol nfo ro rodahon morilcring sys per NHC feq./esi.Doscri()licn 
Ol how gaseous radioaciivo monlo' roadngs correClod A calculai cn lo dolermr.e if 
rron lo.* can gufvwo post accidonf onvi'on.por Info Noiicd 66 030.er,d 
At EXICH.M P Indana Mictigan Pow,*f Co (formerly Indiana A Michgan Eleclnc Co) 
89/10/05 Muni EY.T.E Uocurnont Coniro' Branch (Documont Contro! Desk). l?pp 
51503 292-51503 303 

8910250130 Forwards 'Roacio.' Conta nmoni RlUg Inieyrotod Loakago Rate ’’ Test sue 
cesslully compfoied on 090604 

AI.CXICH M P Indiana Michigan Power Co. (formoriy Indar'a A Mchgan FldClric Co j 
89/10/13. MURLLY.r.E Do.cumeni Ccntrol Branch (Document Control Desk) Ip 
51600001-51601 131 

-6910260134 "nuocio' Conlar-imcnt B du imo^twod Leakage Rato ” 

• lr*.Uona Miclvgan Power Co. (fcrmerly Ir.diof'a A Michigan Elocinc Co) 89/06/30. 
500pp 51600 002 5 1601 131 

8910250171 Responds lo 800911 SER on p ani co.nformar-co lo Rog Gurio 1.97 Stoam 
generator -wide forgo fovol Irtsirumonis w/div(?f50 C'ass lE powo.' soijrco will bo 
(Hovdod.nopowprmy w.ll bo cornploiod by 691231 

ALEXICH.M P IfKl-af’O Michgan Power Co (fcrirorly Indiana A Michigan Elocinc Co). 
60/10/16 MURLtV.l E Documont Control Branch (Documont Conbo' OesV,). 2po 
51612 093-51612 094 

09101G0250 Generic Ltr 89 2 1 lo all t'olders ot OLs A CPs for nucloar power reactors 
concern ng roquest for mfo fo siptus of implomontalion of USI rr.quimmonts Sve list 
oncl. 

PARTLOW.J.G AbsociQto Dirocto/ lor Pro,oct9 (P09l 070411). 09/10/19 Consol dai- 
od Edison Co. of Now York. Inc 60pp 51622 009 51622 060 

8910100273 GunenC Llr 89-22 lo all 1‘censoos of oporating roociors A holders of CPs re 
potoniiHl for tnrroosod roof loads A plant area flood runoH depth ql licensod njcloar 
powor plania due 10 recent cliongo -n PMP criiona Sve I si oncl. 

PAHTlOW.JG. Assoclaio (^KOCtor lor ProjOClS (Posi 870411). 89/10/10 Consolidai- 
od Edison Co of New York, fnc 39pp 51622.069 51622 106 


0. Inspoclion reports, IE Bulletins & correspondenCB 

8909010338 NRC Info Notce 00 C65. ‘ Polonl-al for Stress Corrosion Crocking In Steam 
Goro.'OtOf Tubo Plugs Supplied by DAW.” Sve list oncl 

ROSSl.C.E Division of Operational Evenia Assessment (Post 870411) B9/09/CB. 
Consolidated Edison Co 01 Now York, Inc 108pp. 5l340 l00'5 1349.206 

8909000284 NRC Info NoUco 69 006, ‘ Qual lication Ufo Ol Solenoid Valvos " Sve lisi 
oncl 

HOSSt.CE Division of Oporaiionai Evonls Assessment (Posi 870411). 89/09/11. 
Ccnsolidaied Edison Co of New York. Ir e. 105pp 51337 095 51337 109. 

8909270164 Forwards Safety Insp Hepis 50-315/09-23 A 50-3 16/09-23 on 890719- 
0829 A nollco of violation 

AXELSON.W.L Region 3, Ofc of Ihe D rector. 89/09/13. ALEXICH.M.P American 
Eloctiic Powot Service Corp. ALF.XtCH.MP. Indiana Mch-gan Power Co (formorly in- 
d ana A Michigan Electric Co) 2pp. 51343 180-51343 101 

-0909270185 NoUco ol violation from insp on 800719 0829. Violation noted unil shill su- 
pervisor signatures A auxilary oquprr.eni operator signatures missng In approximaio'y 
20 “ib of log shoots reviewed for po.'iod 890 d20 0731 

AXELSON.WL. Region 3. Ofc of the Dirocior 00/09/13 Ip. 51343.162-51343:162. 
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^8909270167 Ini;) Htpis 50 315/00 23 & 50 316/69 23 on 690719 0029 ViO'ahons 
&*ea^ I'-spcctoO gtev cusU de'^’-'ierf iiems.p'ani operaiions.roactO' 

I).^s fri M.surwc: arce. ^/r urgency loi 

eonceSS.QL Rrgcn 3. O'c of m« O^ocio* 09/09/13 19pp 51343 163 51343 101 

8909290055 Fc/warps ln$p Repis 50 315/89 25 & 5O-316/09-25 on 890815 10 No vio 
ijr.crs noroO Wr:ren repl ro iss-es d scu4<;ed in Pafagrap?is 9(a) ih'Ougn 9(0} /equesf- 

GFEEf«MA?/EG Reg on 3, Ofc of ih^ Ci/ecict 09/09/19. ALEXiCH.MP Jnd ana 
Mcrigan Po^Cf Co (lo^fDO/V 'ndiara & M-ch-gan EfecinC Co) 2pp 5 1352. 005- 
51352 119 


-8909290056 :nsp Repfs 50 315/89 25 & £0 316/89-25 on B908I5 18 No v.olaf ons of 
dev;ai.cn9 nc'cd Major areas inspectod segoonce of events. foot causes of eq..ipniont 
fa 'ures. adequacy cf ma nf 8 surve .la.nce cn fa led ecu:p-'nent 
AXELSON.WL Ro^'On 3. QIC of ff.e DreciO/ 09/09/13. 19pp. 51352 087-51352 105 


-8909290057 Forwards 6jgrr.ent©f1 ir.sp iea.Tf) cuarier re Uni 2 reader f/-p & loss of 
sa'f t«'3*.ed ^nstruff'Or.-.a'.iCn & co^uol On 8QQ8l4.pcr NflC Insp Manual Chapte/ 
0325 

FORNEY.WL Region 3. Ofc of tNe Drcc*or 69/00/16 BURGESS.B I Region 3, Ofc 
o1 U^ioDrecior I3pp 51352 106 51352 119 


8909200054 Provides Supp’emedal mfo 10 u1 1 890602 response 1o vio'at ons noted ui 
insp RcplS 50'3l5/88 28 & 50 316/88 32 re p png sys design & p-pe support desgn 
& mod 

ALEXiCK M P Ind ana Michigan Power Co (formerly fnd-ena & M ch gan Efectr-c Co ) 
09/09/22 OAViS.AB Doctmeni Control Brerch (Doci.me.ni Control Oe5»<). 4pp 
51350 186-51350 109 


8909200010 NBC Info Notce 89-068. ' Evaijrttion of Inslrumem Soipomfs During 
Mods ' Sve liSf cnef 

ROSSt.CF. Oivivon of Opcraiionai E><en»s Assessment (Posi 070411) 89/09/25 
Consolidated Ed-sonCo cl Now vorje, inc 106pp 51337.200 51337 304 

6909250252 NRC ir.'o tfo'.ce 69 069, "LOSS ol Tlvetmal Marg»n Cdosod by Channal Box 
Bow Sve 1st enci 

ROSSi.C E Ov.sion cl Operational Ei.or.is Assessment (Post B70411) 89/09/29 
Ccr.soMa'ed Ed-son Co of New YorK. Inc lOepp 51531001*51531 100. 


8910050047 Responds to SAiP 6 Board rept for period Mar 1988 • June 1989 & ad 
vsos (here aro r.o plans lo create r.ew cngineer.ng group onsite 
AlExiCH.M P Ind ana Michigan Power Co (Icrme.'iy Ind ana & M ch:gan Elecinc Co ) 
89/C9/29 Document Control Branch (Doctment Control Desk) 2pp 51437 124- 
51437 125 


8910120014 Forwards request lor addi •r*'} re imptementaiion of NRC Bu lelm 88 002. 
■ Rapidly Propagatng Fatgue Cracks m S'eam Generator TuPes." including doia-ls of 
rr.ethodo‘0^ & cr.'er.a for assess ng AV8 nsert.on depths 

Gi'ntPJG PfO.QCl Oirecioraie lit t 69/09/29 AlExtCH.MP. lad'dna McNgan 
Power Co (fermerfy Indiana A Mich-gan E.'ectric Co ) 6pp 51489.313 51489 318 

6910160267 Forwards add) mlo te iad>aiiOn mo'ilpt ng sys pet NRC request Oe sc npti on 
Cl how gaseous rad.oacf.ve monito' readings corrected & calcu'aticn to deierm^e if 
moniior can suArve post acc-der.i er.v ron.per ;n*o Not ce 66 030.encl 
AlEx’CH.M P Ino ana M chigan Power Co (lormerty Indiana & Mich gat) Eleciric Co ). 
69/10/0$ MUBIEV.TE Document Control Branch ((Document Cor^lrol Desk) 12pq 
51503 292-51503 303 


B9 10 1700 17 Forwards app.erreta sheet 8 corrected pages to SALP 8 Board Ropis 50- 
31 5/09 0 1 & £0 3 16/09 Ol.per 650926 meeimg 

OAVIS.A B Region 3, 0*c of the Dirccior 09/10/05 ALEXICH.M P Ind.ana Mich gan 
Power Co (fermerfy Indiana & M.chigdn Electric Co) 2pp 5l543.l43>5f543 151 

“8910170010 App to SALP 0 Repls £0 315/69 01 & 50 316/89 01 for Mar 1900 . Jure 
1989 

• Reg:Qn 3. Ofc of the Dcecicr 69/10/05 2pp 51543 145 51543 146 

“8910230148 Errata lo SAIP Repis 50-315/69 01 & 50-3 16/80 -01 for Mar 1988 * June 
i9&3.cofiect.fi9 Page 20 

• Region 3. Ofc ol the Director 09/10/05 3pp 61543 147-51 543 151 


8910)2^5 Resporvis to NRC B90905 Hr ro violat ons noted in fnsp Repfs 50*315/09 
22 & 50 316/09*22 Corrective action p/obtem repts for cfiscrepani supports have beer 
ir.iiiafed for inclusion m problem rept/probtem rept trending sys lor plant 

^ (formerly Indiana & M ch'gan Electric Co ) 
5 ?4 8 51409^194^ Documeni Control Branch (Docurronl Control Desk) 9pp 


50 315/09 26 & 50-316/89-26 on 890830 

I wj rio vvOi5l>ons noted 

AXELSON.W L. Region 3. Ole of the Oreefor 69/10/06 ALEXfCH M P Amencai 
^ P Mich gan Power Co (formerty In 

d.ana 4 Michigan Etecuic Co) 2pp 51557 042 51557.053 ^ 

-89101^42 Insp Repls 50-315/09 26 & 50*316/09 26 on 890830*1003 No violation 
rvoted Major areas mspocied actons on previously ideniifed iterns^elar 
BURGE^SS arR^'ifn''rn^^ erriergency prepa-eJness & quaLty program aclivillas 
HURGESS.Q L Regon 3. Ofc of the O rector. 89/10/06 lOpp 51557 044-51557 05-3 

8910160317 Notification ol 691018 meeting w/Amencan Eiecii c Powm in Pinrkuiin Mr 


0910180322 Responds lo NRC Q90009 Hr rtr violaliona nolod m insp Rej 
20 CorrociivO act-on adm.nisfrativo requ.rori*eni9 procadore reviewed lo 
canon fbal accepiarrco cr.iena have been uiUVfod beloro ppofaiion ot eqi 
ALEXiCh.M.P fnd'ana MiCh:gBn Power Co. (forrnorJy Indlnr^a & Mich gan 
09/10/13 Document CorUrol Branch (Oocumonl Cortiroi Desk) 6pp 
51545 139 

8910130014 NRC in(o Norco 09*071. 'D.vers'on of RMH Pump Seal c 
Flow During Roc rculahon Oporalion Fol'ow.r’-g LOCA " SvC fiSI onci 
ROSSI.C E Civ.sicn of Oporal-onal Evonis AssGssmoni (Posl 0704 n 
Cot\so‘‘dai<5d Edison Co of New York. irc. I0 7pp 5 153 1*227*5 1531 333 


5. Reportable occurrences. LERa & related correspondence 

0910030361 Spoclai ropi eight fire hornurs inopnrabfo longor iMan sovon 
by Tech Specs 3.7. lO Ropairs lo firo tlnrnpors H astal>ii«h(iieniol fire 
problems resolved in effeci 

BUNO.A A l(ldlBt^a M ch ga‘\ Po'wer Co. (lorntoriy Uutiana A Michigan 
09/09/19. Docume.nt Control Branch (Dccumonl Conlrol Desk) 2pp 
51309.260. 

0910120102 LER 69 011 OO.on 090901 .discovered snjbbor insiai.ed Oi 
spray lino not losiod s-nce Aug 190 / Caused by falluro to inefudo srubt 
job order Procedure charged lo add two sopiiretu ati^y W/690020 ijr. 
DROSTE.J.O , BLIND.A A Indiana Michigan i^owor Co (formerly Indianj 
EfectneCo) 89/00/29 4pp. 51400 244-514 00.247. 

8910160148 LER 09 012 CO on 800J 13, solid Htaio protection Sys suh/c' 
purtorttved on Tra-n Q whlu Tram A safety inlocton pump inoperoJUte Cs 
sonnoi Ottoi Broakor survei'lanco lost procoeJu/r/S fOvrsetf W/091005 'tr 
BAKER.K.n.. DLiND.AA Indiana Mich.gan Power Co. (formurfy indianf 
Elecinc Co ) 09/10/05. 5pp. 51513 10-1-5151 3: 100 


V. Operator Examinations 


8910030549 Discusses opotalot & sen or ogoiolor icunsih^ onams schedii 
000129 Enel rof mall roquesled ai feast 60 dnyp (>riOr to oxarri 
WRIGHT, GC. Region 3. Ofc of Iho Oirocior. 00/09/21. vM.RXiCH.MP. fi 
Qsn Povret Co. (lormsily Indiana & MicUann ClncUte C-0.) I3pp 
61302 109 

8910100113 Responds lo Mllcr D00901 rotiunsl ro rusulls ol aniVysso? c 
pLcaiioriH on oiralificaiions of siaff.Ut I analy^ » oiram rosulls Isdicaios ' 
(ions of .ncumbent operating staff rioi impocrod 

ALExicH.M.P. Indiana Michigan Power (Jo (fnrmojly Ind ora & M.chgan 
69/10/02- OAViS.A D Documeni Conlrol Brorich (Documonl Ccrirol 
51403.061-51403 064 

8910180345 Forwards appfOvod plant rof rnalls for roquaVicah 
evafuat on.por NRC 890003 ^cq^^osl W/o ends. 

NiCHOlS.WA Indiana M'chlyan Power Co (fprrnurly fntfirina & Michigan 
09/10/11 MURLEV.TE Documeni Control flr«nrh (Docunioni ConlfO' 
51545 231*51545.232 


DOCKET 50-316 DONALD C COOK NUCLEAR POWER PLANT, UNIT i 


F. Securily, medical, emergency & fire protection plane 

8909270184 Forwards Safely Insp Repls 50 315/09-23 H 50 316/09 23 
0829 & notfco of v.o'aiion. 

AXELSON.V/ l.. Rooion 3. Ofc of the Diroclor 00/09/ 13 AlEXlC/f.M 
Eiocuic Power Service Corp. 2pp. 51343.1C0-S134J. 10t. 

“0909270167 Insp Ropts 60*315/00 23 8 50-310/09-23 on 890710-08* 
noted Major areas inspocied:proviously Idoniifiod iloms.plani operi 
trips.malni.Biirveillanco, emorgoncy preparortnoaa.runortoblo Ovonls & buH 
Burgess. □ l Region 3.01c of uxo nuocior 00/00/13 lOpp 51343.16 

8909270204 Forwards request for adcll info ro utl 1370212 submit ifll of ro- 
posvliio safe shulcJown movhcdo'ogv issues idontdiod whoro uli' approac 
formancG w/guidonce issued in Generis Lira 0 1 * 1 P & 06- 10 A crilorra ol / 
GllTrER.jG Project Direeforafo lli*3. 09/09/14. ALEXiCff.W. Indiana M» 
Co (formerty Indiana & Viclrgan Efoclnc Co ). 5pp. 51343:263*51343 26£ 

8909290112 Rev 1 lo plani manager procaduroe.omorgoncv plan procedui 
EPP. 102, ' Technical Support Ctr Emergency Comniunicalion " 

’ Indiana Mich'gan Power Co (formerly Indiana & M'Chlgan Eleciric Co 
33pp. SI 360; 166*5 1300 190 

8909290173 Rev 1 to Plant Manager Procodureg Ernnrgoncy Plan Procodu 
tPP.302, ‘■Ert\efgcm^ OpGrai'ons Faolily Commurylcallons " Inde* encl 
Indiana Michigan Power Co (lormorly ind.ana A M chigon Electric Co 
40pp 51360 045*51360 005 

6910110254 Forwards ''1089 Annual Emergency Proparodnoss Exorcise o 
DC Cook Nuclear Power Plant. Units 1 & 2 “ 

AlEXlCVi.M.P Indiana M.chlgan Power Co. (lormorly lnd;ana & Mich.gan 
89/10/05. MURlEY.T.E. Document Control Brancn (Documeni Centre 
51469.325-51471;129 


Not.fical'On of canceled 091010 meeting w/ufil m Rockville MD io dscuss 

• Nonco's,:;:f,;«“M°oSe« 

THOMA.JO P,o|«t 0.roc.o-«o MM. 
**p!«hS:iV- «9 0?0. -PosS'lile InOcaMons ol Misteptoeenied Vendor 


—8910110256 ‘*1009 Annual Emergency PreparocJnoss Exorciso on 090920 
Nuclear Power Plant ” 

Indiana Michigan Power Co (formerly ind.ana A Michigan Efoctric Co 
450pp. 51469 327-51471. 129. 

8910110283 Revised emergency response procaduros including Hov 2 10 Ji 
3 to lERPs 2.0 & 3.0, Rev 2 10 lERP l.O.Revs 3 to lERPs GOA 6.O.R1 
7.O.R0V 3 to ItRP 9 0 a Rev 1 to lERP 10 W/001005 Hr 
BOUNDS.L.M . RASTY.C W. ALEXICH.M.P. Indiorxa Michigan Power Co 
diana & Mich gan Eleciric Co ). 00/10/05 MURLEY.T E Documeni C< 
(Documeni Conlro) Desk). 103pp. 514 74 221*51474 324 
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|)|3I»0W1 fixwjtds Saw insp Rap'a 60-3IS/8S.26 & 50 316/89 26 on 890630 

Ole onno Di/ocio/ 89/10/06 AiExiCH.M P Amonegn 
e" SarSt Com 2PP 51557 0«.5I557 053 


Yiio Reois 50 315/09 26 & 50 316/09 26 cn Q90Q30 1003 No v.o'ancns 
areas inspected actions on previously idenhf.od uoms.plant 
^ -ami fiufvei'lance, emergency preparedness & Quality program aclivilios 

L Reg^riD Otc of the Director. 09/ tO/C6 lOpp 51557 044 51557 053 


j. iMufaace S indemnfty mrormatlon 

14117303^2 Forwa/ds Amend it lo Indemnty Agroemem B I6,rofioctng changes to 
* iXFflUO. Tinaf>c»at Prolectior^ Requ remor^ls & indemn ty Agrooments” & Prico An 

ReaefOf Pro/eefs ■ mv.V & Special Pro;ocfs (Post 0704 ii) 
rni alEXICHMP. inaana Michigan Power Co (lornr.orly Indiana a Michigan 
fewCfll 9PP 61577.250.51577 298 


p Operating license stage documente & corre&pondence 


H 100200 19 Ack rece-pl of 890911 response to NRC 090809 tlr ro ellegod drug uso a 
eicf-v-onol supenrisorv personnel frem fitness for duly testing progrom.Uir invosUga- 
uy. found !o be sufficient to support utii conclusions 

‘lOflEUbSCB Region 3, Ofc of the Director 09/09/22 ALEXiCtH.MP. Indiana 
Wicrvga.^ Pfizer Co (formerly Indiana & Michigan Electric Co) 2pp 5l451 313- 
51451 317 


$910030546 B.scusses mvoshgaiion into ailegatione made by Catalytic Industrial Mami 
Co OC supervsor re evidence of safety problems & breakdown in QA in mainl compa- 
rr/orcanaa'JonA'iegationsunsubsianiiatod. 

OF-EEAMAN.E G Region 3, Ofc ot tha D.recior. 89/00/22 ALEXtCu.MP Indiana 
MorvQdT Power Co (forrrerly Indiana & Mich gan Elecirlc Co ). 3pp 5i307 200 
51337 ?02 


1910040006 Ack receipt ol 690721 response to 890615 Mr ro olfognllon pertaming to 
const 6 msirt practices by Catalytic Industrial Maint Co. Util invesiigaiion rovoaling 
nvoor procedural violation found sufficleni. 

GREENMANEG Reg on 3, Ofc of Iho Director. 09/00/22 ALEXICH.M P. Induina 
MK^.*ga^. Power Co (formerly Indiana & Michigan Efoewie Co). 2pp. 51423 175- 
‘■4M176 


$9 tD040208 Application for amends lo Licenses OPR-50 & DPn-74.addng Tech Spoc 
4 0 4 eierripiions to 10 month measurement of hot log /cold log dolla T. 

^ifX'CH.MP. Indiana Michgan Power Co. (formorly Indiana & Michigan Glocirtc Co ) 
£9/39/22. MURLEY.T E Oocumoni Control Branch (Docutr.oni Coniro? Desk) /pp 
51423227.51423 239- 


o®® Noi, CO ol V olaticn from Insp on 090719 0829 Violation noted unit Shift su- 
§n^ * auxi iery equipment operator signatures missmg m approximately 

Sheers rewoMrfld for period 090620 0731 

AXELSOrg.w.L Region 3, Ofc of Iho D rector. 89/09/13 Ip 51343 162 51343 tG2 

50 315/8923 8 50318/89 23 on 8907190829 V.olal.ons 
areas m&peciod previously identified items.piant oporat-ons.ieactor 
o iD?c proparedness.roportable events & bulletins 

bUHUtbS.Q L Region 3, Ofc of the D rector 89/09/13 19pp. 51343 163.51343:101 

50 315/09 25 & 50-3 10/89 25 on 890815.10 No vio 
Sj w^hm^3C?cJaiys***" 'ssuos discussed in Paragraphs 9(a} through 9(d) request- 

GREENMAN.EG. Region 3, Ofc ol tha Director, 09/09/19. ALEXICh.M P Indiana 
51352^19^°'^^^ (formerty lnd.ana & M.chigan EfecUic Co) 2pp 51352 005- 

50-315/09 25 & 50 316/89 25 on 890815 10 No violations or 
doviatinna noted Malor areas inspected sequence of events.root causes of eou pmont 
A * 8Ufve.llarce on failed equ pmont 

AXELSON.W.L. Reg on 3, Ole of the Diroctor. 89/09/13 19pp. 51352 007-5 1352. 105 

-0909200057 Forwards augmented insp team charter re Un.t 2 reactor trip & loss of 
safo^ty related insirumeniation & conirol on 09O0l4.por NRC insp Manual Chapter 

FORNEY.W L Rog:on 3. Ofc of the Director 89/08/16. BURGESS, B.L Reqdn 3 Ofc 

of the D rector. 13pp 51 352. 106-51352 119 


0909280064 Provides aupplemenial Info to util 890602 response to violaiiona noted in 
& 50-316/88.32 re piping sys design & pipe Support design 

^ Ind'ana Machigan Power Co (formerly lnd«ana & Michigan Electric Co) 
^^VIS.AB Document Control Branch (Document Control Desk) 4pp 
o 1 •uO’Ol 350’ iflv. 


8909200010 NRC Info Notice 09 060. Evaluation of Instrument Setpoints During 
Mods. Sve fist end 

ROSSI.CE. Division of Operational Evonis Assessment (Post 870411) 89/09/25 
Consol dated Edison Co. of New York. Inc. t06pp. 51337:200.51337:304 

0909250252 NRC Info Noi ce 09'069, "Loss of Thermal Marg-n Caused by Channel Box 
Bow." Sve list onci 

ROSSI.CE, Owislon ol Operational Events Assossmenl (Post 070411) 09/09/29 
Conso'idaied Edison Co of Now York. Inc I06pp. 51531.001-51 531:108 

8910080047 Responds lo SALP 8 Board rapt for period Mar 1968 ♦ June igoo & ad- 
ViSes there aro no plans to create new engineering group onsite. 

ALEXICH.M P. lnd.ana Michigan Power Co. (formerly Indana & M.chigan Efodric Co). 
09/00/20 Documoni Control Branch (Documoni Control Desk) 2pp 51437:124- 


-4910040212 Proposed Tech Spec 4.0 4,re1lociing exempt ons lo lO monifi monsuro- 
r'.enf of hot leg/cofd leg de'ta T. 

’ "vd3'.a Mchigan Power Co. (formerty fnriiana & Mich gan Efoctnc Co.) 09/09/22 
3?p 51423234-51423.239. 


S9M28009S Generic Ltr 09-20 lo oH fuel cycio licensees possessing, iis ng or process- 
mg fcKmu a qjanities of SSNM ro proieciod area fong-loim hoirsekooplny.Svc list 

MXOR.<Lfc’.GW. Division of Safeguards & Transporiaiion (Post 070413). 00/00/26 
Cortsoi^aled Ed son Co o! New York. Inc 13pp 5l53l :lO?.5l531 1 17. 


(919150267 Forwa'ds addi hfo ro rad at'on monitoring sys pur NHC rr>quo3t Oescript.oi 
Cri how gaseous rad oactive men tor roadings corroctod 6 calcointion to duiorm no i 
can survive post accident environ.per info Not r.o 86 030 end 

M.ch‘gan Power Co. (formerly indana & Wictugan Eloctnc Col 
tiii? Doc^f'^sht Conirol Branch (Oocumoni Control Dosk . I2pp 

51503 292 51503 303. 


(9^250!?) Responds lo 890911 SER on plam conformorco to Hog Guido 1,0? Sloom 
g^aor virtdQ rar^go level instruments w/d.vorso Class IE power source wil bo 
PhJ^R&powenr^g will bo completed by 891231. 

MiiriMfi ^ (formor/y fed ana & Mich gun Efoctric Co). 

516 2093 5i 6?2 097 ^' (Oocumoni Control Dosk). 2pp. 


“tUl-S'lf “'''.‘l" '® 0>-s 4 CPs 'O' ■'oolow PO»«<. tuaclo 

^erntng request for Info ro status of Implomontohon of UBl roqjiromems.Svc li 

(Post 870411). 69/10/19. Consolidf 
eo toiwn Co. of New York, fnc. 60pp. 51622.000 61622.068 

licensees of oporaiing reactors a holdora of CPs 
oowfif oianiaT^^f*®^ ^ runoff dopth el Kconsod nude 

'®«^‘^»’ango In PMP criiorla.Svc list Of‘d 

Projocts (Post 6704 11). 89/ 1 0/10 Consolidf 
^ toisonco. cl Now Yorfe, 7r?c. 39pp. 5 T622 069 51622:106 


0 hipociioo report., IE Bulletine & corroopondanco 


8910120014 Forwards request for oddi info ro implementation of NHC Bulletin 08 002. 
••Ropidly Propagating Fat-guo Cracks in Steam Generator Tubos," inc’ud.nn deters of 
molfiodo'ogy a critnrie for assessing AVB insertion depths. 

GlinER.J.G, Proiect Orectorato Tll-1. 89/09/29 ALEXICH.M P. Inqiana Michigan 
Power Co (formorly Indiana a Michigan Efoclnc Co ) 6pp 61409 313-51480 318. 

6910160287 Forwards adol info r© radlaiion monitoring sys per NRC request DoscripUon 
of Mow gasoous radioactive monitor readings corrected a calculation to dalermino if 
mon tor can survive post accident environ par info Notice 06 030, end 
ALEXICH.m.P. Indiana Mich-gan Power Co (formerly Indiana a Michigan Bl0Ctr.c Co) 
89/10/05. MURI.EY.TE Document Conirql Branch (Document Conirol Desk) 12 pd 
51503 292-51503:303. ^ r 

0910170017 Forwards app.orraia shoot a corrected pages lo SALP 0 Board Ropls 50- 
3 1 5/09-01 a 60-3 1 6/09-01 .per 800926 mooting 

DAVIS, A.B. Region 3. Ofc ot the Director. 69/10/05 ALEXICH.M P. Indiana Michigan 
Power Co (formerly fndiano a Michigan Electric Co ). 2pp. 51 543- 143-51543:1 51. 

-0910170010 App 10 SALP 8 Repts 50-315/00 01 a 50.316/89-01 for Mar 1988 ■ June 
1909. 

• Reg on 3. Ofc of Iho Director. 89/10/05. 2pp. 51543 145-51543 140 

-0910230140 Errata lo SALP RepiS 60-315/89 01 a 50 3ie/09-O1 for Mar 1008 - June 
lOGO.correcting Pago 20. 

* Reg on 3, Ofc of iho Director. 09/ 10/06. 3pp. 51543 147.5 1543.1 51 

8910120096 Responds 10 NRC 090905 Hr re violations noted in Insp Repts 50*315/89 
22 a 50 3 1G/09 -22.0011001^0 e Clio n problem repts for dscropant supports have been 
Initialed for inclus'on In problem repl/prob'om rept trending sys for plant. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana a Michigan Electric Co ). 
09/10/00 DAVIS.AD Document Control Branch (Document Control Dosk). 9pp 
51409.186 51489.194. 

8910160041 Forwards Safety Insp Repts 50*315/89-26 a 50-31 G/69-26 on 690830 
1003 No vJoJdtlone noiod 

AXELSON.W.l.. Reg on 3. Ofc of the Director. 09/10/06. Al.EXlCH.M P. American 
Eloctric Power Service Corp. ALEXICH.M.P. Indiana Mich gan Power Co (formorly In* 
dane a Michigan Electric (JO.) 2pp. 5 1557:042-5 1657:053. 


ertci Notice 89 066, ‘'OuaiJi cation Life ol Solenoid Valves " Sve 

Assessment (Post 670411). 09/09/ 
tdison Co. of New York. Inc. I05pp 51337.095.5 J 33 7. 199. 

50-315/89-23 a 50-316/09 23 on 0907 

09/09/13. ALEXICH.M P Amoric 

^-^hOan Elecir?cS) 2pJ 51343 


-0910160042 Insp Repts 50*315/89-26 a 50-316/09-20 on 800830-1003 No violations 
noied.Major areas inspected, actions on prov.ously idonlified items.piant 

oporalions.maint.eurvelMance, emergr^ncy preparedness a quality prograrn aclivillos 
BURGESxS.B.L Region 3. Ofc of tho Director. 89/10/06. lOpp. 51657.044 51657.053 

8910160317 Notification of 891010 meollng w/Amerlcan Eloctric Power In Rockville. MO 
lo discuss specific issues re compliance w/Oulletin 88-10, “Nonconforniing Molded 
Case Circuit Breakora." 

Gin TER, J. Pro|oct Djecioraio lll-l. 89/10/10. THOMA.J.O Project Directorate lll-l. 
3pp. 5 1 520 28 7-5 » 526:2B9. 

8910170139 Nohficatlon of canceled 891018 meeting w/ut'l in Rockville, MD to discuss 
specif, c Issues ro compliance w/NRC Bullotin 80-010, "Nonconforming Motdori-CBeo 
Circuit Breakers*' a suppf. 

GUTTER, J. Project Oiroctoralo lll-l. 80/10/10. THOMA.J.O Pro,ecl Direciorale lll-l, 
3pp 51532 234-51532 236 
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0910040391 NRC Info No‘Cft 39-070, “Possb'o .’nt^icaiions of Misfop:e^ooiPrf Vt'ncfct 
PfodJ'lts '■ Svc .‘isf encr 

flOSSl.C£ OiviS'OO of Opfrafionaf Cvenis AsSQSSfrt>ni fPosi 870411) B9/T0/ti 
Cor.^-da'.ed EvliSOft Co o( Yotk. Ir.c I09pp &1S3I 1 16 S\531 220 

6910130014 NRC Info Nckce 69 0?i. Owcts'oo 0* Pu-xxp Sea' CooUg Waiet 
Fto/v Ou.^ng Reci^cuiai-on Ope^af on Fo’ioai'^q lOCA ” Svc iisi enc' 

ROSSI, CE Owis»on of Opetaf prial Ev&ris Asst&sinBni iPcbl 670411) 69/ >0^0 
Conso'Kfaied Fdson Co o( New York. Inc I07pp 51531 2?7 5lS31 333 


S. Reportabta occurrences, lERs & related correspondence 

8910030361 Special ropi eight Ire tafners ircpetab!© rcngo; rhan seven days ai’oweu 
by Tech Specs 3 7-10 P-epacs lo lire dampe's & esiaCl sh.?neDiol ito watches 
problems reso'veJ m effect 

rUNO.AA. Indiana Mth.gan Porn^r Co tfotrr,ct1y Indiana & V.chgan ElocliiC Co) 
69/09/19 OocuTienl Conirol Branch (OoCu.reni Ccntrcl Desk) 2pp. 51389 267- 
51339 268 


V. Operator EkaminaMons 

6810030549 Discusses cperaicf 8 senior operaior 'icensiog eitams scheduled tor wK oi 
900129 End rof rnaii /dduested ai least 60 days pno* to exam 
WRtGHT.GC- Reg'od 3. Oic of tt-.e Dtredoi. 69/C0/21 AV EXICH.W P Indana V.chi- 
gan Power Co (lormerly Ind-ana & Mch-gan E.'ecinc Co) l3pp 51302.097- 
51362.109 

8910160113 Responds to Mi'ier 890901 request re /esJis ot anatys:s o1 e-nom repi m 
p'ications on qua'ificaf cns of staff.Utii a.'^a’y^'S of e*am results indicates that Qudl.f.cd- 
tions ol 'ncurrbeni opera! ng staff nol l.Tpacted 

ALEXfCH.M P- fnd-ana Mxh gan Power Co (fo-'merly .’ndiana & K/.chgan flccinc Co ). 
89/10/02. DAVIS. A 0 Oocu.Teni Control 6ra''Ch (Document Control Desk). 4pp 
S1483 06l>5l4d3 064 

6610160345 Fonriranis approved plant ref mat's for requaWcaVcn piogiam 
eva'ual cn.por NHC 890803 requesi.W/o cnc-s 

WlCHOLS.W A tnd-ana Mvth.vgan Power Co (formerty Indiana ft Mct'-igan Etecti c Co) 
89/10/11. MURLEY.TE Oocumeni Conlrpl Brerch (Oocumeni Coniro! Desk) 2FP 
51545 231 51545 232. 


DOCKET 50*317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency ft Ifre protection plana 

8909140030 Pariial.'y defeted Rev 12 to Change 3 id ERPIP 4 l.i7. •'emergency Organ 
retiotx Reca't “ 

USI.A A. Balf-moro Gas ft Elcdric Co- 89/08/18. 9pp 51451 298 5H5l 303 

691003027S Revised EHPiPs.consisi-ng of Chango 3 fo Rev ii to 4 i 3. Charge 3 to 
Rev 1 1 to 4.l .4,Chahge 0 to Rov 5 to 4 1.22 l ft Cf»ange 1 to Rov i lo 4 1 33 
’ ealfi.T.or0 Gas ft El0Cl/:C Co 89/09/12 18pp 51387.160 51387. 197 

69 1 0040423 Rev 1 5 to Emergency Response Plan implerroniT.g Procedure B 1 re 
oquipmcni chock'i si .con trolled area medial rreaimeni room, Calvert Momoriaf 
Hosp.mobilo monilonng k ts.la//n domonsiration b'dg ft opordt onai support cir 
' Oa'l moro Gasft Elociric Co 89/09.'12 38pp 5>4l 1 046 5141 1 083 

8910180182 Rov 10 lo EflPfP 4.5,3. ‘ Rdspi'atoiy Pioiecnon fssuanco Gu.de " 

• Balbmoro Gas ft Etecinc Co. 89/09/12 9op 51526 278-51526 286 

6910030127 Revised EPlPs.'nclud-ng Rev 12 to ERPlP 4 1 6 ft Rev 1 10 ERPiP 
4-1 8-2.4. 1 8.3.4. 1.6 4 ft 5 1.8 5,rospocl>v6ly 

* Ra^mofoGasft EiacincCo 69/66/19 109pp 51364 220 51394 338 

6910Q40399 Requests addi oxtensicn unil 69i23i ro 'mp'oment tempo.'8'V change ip 
security plan to accomodate msiaraticn ot now security co.mputor sys 
COSS.H.D. Ba'timOfo Gas ft Eloctrc Co. 69/09/27. HUSSFLL.W T, Reo-on t, O'c of 
me Di'octor. ip 51438 352-51436 352 

6910190078 Forwards Insp Repts 50 317/69.20 ft 50 318/80 22 on 890913*15 No v.o* 
laf'ons noted 

BELLAMy.n.R. Region 1. Ofc of tne Director 69/10/05 CREGl .GC Baiumo'e Gas ft 
Flocmc Co 2pp 51546 339 51546:346 

-6910190100 fnsp Ropfs 50 317/69*20 A 50*318/89 22 on 800913* 15 No violations 
noted MajfOr areas ir\sDecied .licensee fell perecipaiion animal omcrgericy prepared* 
ness exercise conducted on 890914. 

GOROOn.C.Z, LAZARUS.WJ. Region i. Otc of mo Duector 89/10/03 6 dd 
51546 341 51546 346. 

6910190059 fnfo/ms thal uil incorporated "GredO'e Lard Voncla Romb Throat Pfan" 
iniD safeguards contmaancv plan ft implomeni'ng p/ocedures.por Generic Lir 89 07 
COSS.H D Dahimo/e Gas 8 tlocii.c Co 89/10/09 Document Conirol Brenrh (Oocu 
mem Conirol Desk). Ip 51576 291 *51 576 291. 


H. General correspondence 

691018003S Responds to 890011 Jir lo ti Miku'ski re storage of radwasio at plant ft 
potential for reopening of Cove Poini lerm(f^at NRC w.i. ensurn that cor»t rgency p'an 
in otiect at faciiily before plant reopening 

MDRlEYJ E. Office of Nucfoar Reac'or Regulat-on, Drpctor (Post 870411) 89/10/ 

10 PRITCHARO.K.H Affih'aKon Not Ass-gned 6pp 51537 334 51537 341 

-8910180039 Requests consideraiion of K Pf.tchard 89081 1 itr re plan for uil to siore 
radwasle aDovo arouird at facHy 

MIKULSKl,e.A. Senate. 89/09/15 BRAOSURNE.J C. Congressional Affairs 2pp 
61537.340-51537.341. ^ ^ 

8910170205 Responds 10 090731 lit lo Miku'sW le declm'ng performance al plant Util 
subm'itod pio.'iminary performance fmprovomeni plan ft wJ; take correcUve actions for 
oquipmenl prob'ems ft weaknesses idenuiied until i-Tipjemented 
MUHtEY.T E. Office ot Nuclear Reactor Regulation, 0.recior (Post 870411) 89/i0/ 

1 1 KOPPELMAN.C. AJfi'iation Nol Ass'gnod. '6pp 51543022 51543 037. 


-8910170210 Ko*wards (tr from R Koppofman ro safety hazards el P'®*' 
ation 

MIKULSKI.B A. Senate 09/09/21. BRADBURNEJC ConaroSS-onai 
51543 020 51543 037 


J. Insurance ft Indemnity Inlormdtion 


8910040217 Forwards Amend 10 le Indemnify Aflfeomont Q.70rtfiecln 
lOCFRlJO.cffecKvo 890701 

MCNEil .S A Pfoioci Di/eciorate M 09/09/25 CRECL.G C. Rainmoro ( 
Co 5pp 51397 162 51397 166 


P. Operailng Mcenee stage documents ft correspondence 

8909260141 Requests eddi »rs1o re um 690502 rospoijse lo Genoilj Lb G3 
mental o.n of long term o.'Os:on/co.'ros on monifonrg program lo erasure 
icgniy ol ail ft Two phase h-gh energy carbon steel sys at plant 
MCNEIL.S A Protect O-fOClorate I t 89/09/15 CREFL.G C. Ball rroro G 
Co 3pp 51350 075 51350 07/. 

6909270240 Requests addl info re Generic Ltr 88-05, "Bo/ic Acid CorfO$sic 
Steel Reaciof Press-^to Qoundary . ' NRC shou'-d bo noiitiod ot tuf 
program within 30 days fo'lowing implomonlalion 
fACNtlL.S A Pfojeci CuecioiaVo M 89/09/10. CREEL.GC 0n'*..niti'O Gi 
Co. 2pp 51336 327*51336 326 

8909270209 Forwards response to NRC 800821 request for odd! 'rid / 
thermoco'^^pios.per 08G616 request for Tech Spocs amend 
CRF.El.G C aalbmore Gas ft Elecrr'c Co 89/09/20 Ocoumorxt Contici 0 
umoni Control Desk). 12pp 5l336;305-5l336;316 

8909270246 Forwards request iot atidl Info re uM 890525 response to G^r^ 

14. ' Insfrument A-r Supp:y Problems Affecting Safety-Rofaiod Eqjipmen 
quOSlod within 35 ddys of Itr dale 

MCNEIL.S A Project OTOctorate 11 69/09/20 CREEL.G C. OdltlToro Ga: 

Co 3pp 51344 019*51344 021 

09O920OO&1 Nuiificdi'On ol 890925 meeting vv/uiil ft Maryland )n Bolhc-kda 
Cuss losiing ft ovaluarion of Unit 2 healer penetrai'on leaks ft pro/.Je bas 
m.n no oporabiLly ol Un.l I pressunzer 

MCNEIL.S. A P/oject Dvoctorate t-1 89/09/20 MURLEY.T E . SNiDZFK.J 
Deia'led Affil-aKon Given MfRAGLlA.F, Assocfaie Director for inspection ft 
Assos$.mcnl (Post 070411) 4pp. 51350 100*61350 193 

0909200172 Forwards 'nlo fO basis lor dGlofm.natlon lhal plarl can 
operated End fully describes invesTgairon ft resulting conclusion Listed it 
mrod 

CRFEL.G.C Oalt-mo/e Gas ft Elocinc Co. 89/00/20 Documont Central Brs 
umeni Control Oosk) 2pp. 51359;140 51J60.002 

-8909290174 "Basis for Ooio.'m.ndtion UnT 1 Safe Operation ro Unii 2 F 
Heeler S'-eevo Leakeoo ' 

MCCURDY.H.W BaUimoro Gas ft t'feclnc Co. 69/09/10. 200pp 5 
51360002 

6909280098 Generic Lir 89 20 to Dll fuel cycle licensees possessing, using c‘ 
mg formula quantities ot SSNM re protocied area fona term housakeep'ii 
etrcl 

MCCQRKLG.G.W Owis on ot Saleguatds ft Transpodaiion (Post 670413). t 
Co.nsolldalod Edison Co of Now York, loc lOpp 5163l;l07*5153M 1 7 

8910040204 Fonvards errata to GC Creel 890920 Hr re ti 

deif;fm,nalion,9poclfically corrected info concerning pressurrzor hoafer sleove; 
MONTGCMEHy.B Baltimore Gas ft Electric Co 89/09/20 Documcnl Cor^i'i 
(Document Control Desk). 3pp 51410 352*5 14 10.354. 

8910060186 Apphcailon fo/ amondg to Licenses Dnn*53 ft DPR'69.chang rg Ti 
basos to correct administrative discrepancy re oporaimn ol contain mo.ni cooii 
co.ntaln.meni purge sopp.'y ft exhaust isolaiion valves, 

CREEL.GC BalL-niofO Gas ft Electric Co. 89/09/29. Docomonl Conirol Eian 
umeni Control Oosk) 3pp 51434:352 51434,360. 

-8910120112 Proposed Tech Spats re mieirial pressure ol coniamrnonl &ys 5 
ment purge supply ft exhaust isolation valves. 

* Baltimore Gas ft Etocuic Co 89/09/29. Spp, 51434 355 51434:060 

8910050386 Responds to 890701 Itr roquest'ng NRC ft util joinify condjct pubi 
ings ro recent problems at plant ft forwards list ol sigaf.cani recent corrospont 
previous pub'ic meoUngs 

MURLEYJ.E. Ofkce ol Nuclear Roaclor RogulaitoD. Okectoi (Poet 870411) 
02. BfRNit.P. Maryland Safe Energy Coalition 7pp. 51437:141-51437:150. 

-8910050394 Request cons.dordtion of correspondence from P Birnlo. 
MIKULSKI.BA- Senate, Appropriations. 89/08/24. BRADBURNE.J C. Co.ng'r 
Affairs 3pp 51437.148-51437:150. 

0910160032 ProvKJas clanivcalion ol ptossxjtizor sleeve Insp plans.pei 
ccmmiiment insps vvi.'l be performed lo aeiect evidence ol leakage al Unit i pn 
or vassal heater sleeves ft instrument nozzles. 

CREEL.GC- Baltimore Gas ft Electric Co 89/10/02 Document Control Brencf 
umeni Control Desk) 2pp. 51 526 2! 2*5 1520:213. 

8910110060 Forwards corrected Tech Spec Page 3/4 3*29 of Amend 129 lo I 
OPn*53 iG letkiotmg normal Vneore dGlection sya operabrMy 
MCNEIL.S.A. Project Directorate l-l. 89/10/03, CHEEL.G C. Baltimore Gas ft ( 
Co bpp 51467:145*61467:153. 

-S9101 10073 Corrected Amend 129 to License DPR- 53, restoring normaf incom 
lion Sys operability requirements. 

* NR(i * No Detailed A<M‘at.on Given. 89/10/03. 3pp 51467:151-51467:153 
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GeA«*'C Lir 69 31 to a'* hoUars ol OLs & CPs for nuclear power roario-s 
teqtresl for n‘o re slalus of imp'emonlat on of US( foqu rornpnts Svc I'Si 

PjoTlCA JG Associaio C roctof for PrcjecfS (Posi 070411) 89/10/10 Ccnso'iial 
tiEissrCo ol New Vc tt. Inc 60pp 51632 0D9 61623 Cbfl 

(19101603?3 Gerei’ic Lfr 09 22 lo all Icoosgos Of operaimg roHCtO'S & hplt/o.'s of CPs ro 
K‘e.va' for ncf eased roof loeUs & plan a'ea food runoff depio ai !.consed nuclear 
c'a^-s due lo recenl char^go m Ph/P criiona Svc nst enci 
CA.RTlCrVJG Associaio C recto/ for Pro eels (Post 0704 1 1) 69/10/10 Consolijai 
eJfjionCo ol New Yo.f<. Inc 39pp 51632 069 516?2 1C6 


0 Inspection repor 18. IE Bu’leilns & correspondence 

*909010338 NPC Info Notice 8G'065, Poient.al fo' Stress Co'ros-on Cracking n Stoam 
G^nerdtcr ’t3e P-ugs Sepp' cd by D&W ” SvC I si end 

PGS5CG Oi-asen ol Cpo'at'Onni Evo.-’ts Assossrnent (Post 0/0411) B9/09/08 
Ccnsc:«da‘ed Ed son Co cf New York Inc i08pp 51349 100 51340 2C6 

a9O9O«02a4 NFC mio Notice so 066. Cuai-f.canon life of Scionoid Valves ’ Svr isi 

FOS' C6 Cv.sion of Operat onai Evens Assessment (Post 670411) 89/00/ ii 
Ccr.so -dated Edisos Co. cf New York Inc I05pp 51337 096 51337 1 99 

3909260188 rcnfa'Cls Safofy Insp Repts 50 317/89 21 & 60-3l8/89'2l on 690010 & 
rot cos of v0‘at.cn & de-viatiori 

OUGflJP Heg CO 1, Ofc of iho Direclcr 09/09/21. CHL'lL.GC Uailino»o Gas S 
£i«:r^Co 2pp. 51344 146*51344 155 

-5f:^2BOl63 Notice of vol9l on frem nsp on 693014 10 Violai'Cn noted porsonrol cor 
Lfcaton p'ocecj'e 8 lowed for adef 60 days beyond 3 yrs specified m sid lor rocortiti 
:ai5<i cVc.idostfuclivo tesb-tg & visual insp porsonne! 

■ Regan 1. CIS ol the U recio' 69/09/21 Ip. 51344 148 5i344 146 

-8909280170 Nilice 0l deviQl on frem insp on 090814- 18 Doviaiion notr'd Site Proco 
ij./e CCi3i3 ccvialed from : corisoo cOfnmrmenl to ASMG Codo roqjromenis S os- 
vsV>sh«l vsja« prog*at\ u“der t9?t vctS'on o( ANSI Nt8 i 
• 1. Ofc of the Dreclor 89/00/14 ip 51344 149 51344 HU. 

-8909280194 Insp Popis SO 31 7/09 21 & 50 318/89*21 on 890014 16 V.oMHo.n A do- 
ro‘ed Ma|or areas •nspoded acf.vilios ro Unit 2 prossi«ri/or tioHlo: ponoirolicn 
(ea»sS 'iservcG nsp acl.vites 

kERCH.MW, MARR'S.RH. STrlOSNiUEH jn Rog-on 1. Ofc of iho D rortor 80/00/ 
14 6pp 51344:150 51344 155 

5510020170 Re spends lo NRC 090022 Ur ro dov'aiions nolod in ln.sp Ropis 50 317/09 
1? S 50 310/89 16 Corrective aclions.Cherrislry Procodvro 226 updaieu to roquiro 
lest pet FSAR 

CREEL.GC Qa'IifhOf© Gas 8 E'cclfic Co 89/00/21 Dccu.-nenl Control Oranch (Doc- 
unent (^ri'cl Desk) 2pp. 5 1366.195 51366 196. 

6209200174 Forwards Safety Insp RopiS 50 317/89 19 & 50-310/00 20 on 890007* 

! I No v:o“3l ens noted 

CU^RJP Reg-on l, Ole ol Ihn Oi'ccior 89/00/22. Cn6EI.,GC BaUi-ao.'0 Gns A 
E'^ct'cCo ?pp 51350 206 51350 220 

-^909260115 insp RepVS 50 317/89-19 & 50-318/89*20 on 890607-1 1.No vidaiionri 
noted Wator areas mspecred ’icunjiGn .mplonnoniation of Rog Gu.do i 97.Rov 3 for 
scii-accidenimorilorir.ginsifurnonlHlion 

FAOLWOR J. MATHEW, n K.. ANDERSON.C J. Roglon l. Ofc of Iho DlrtsctCf 09/09/ 
a lipp 51350 210 51350 220. 

82i79250252 NTtC I'Uo NotiCO 89*069, ' Loss cl Thermal Margin Causori by Chanrol Dok 
B ciV • Sv: ’ St end 

fi05SI.CE Division of Oneralional Events Assossmonl (Post 070411). 60/00/21). 
Censo dated Ed son Co of Now York, inc 106pp 5l53l 001-51531:106 

6910160032 Provides C'ar/ic alien of p'ossunaor sloovo in&p ptans.por 81)0025 
cormtrr.eriiinsps wil be porformocj to cfeioci ovidonco of loakagu at Unit i proasun/- 
er vSiw' nea'er s'eeves & inar.tvimeni nozzles 

CREEL.GC Da'i moro Gas & L'fociric Co 09/10/02 Oocumoni Control Oranth (Doc- 
vreni Corpol Desk). 2pp 51526:212*51526.213 

0910160027 Forwa'ds response 10 NRC Invest gation 1*89 003 Mgt tfirocUvos wi’l 
ansu'0 that ary disagreeirenis w.l) roco.vo appropriate rrgi aifontion lo oss'.ro rosolu- 
•^f^w/niinimal confi cl beiwoon GC Inspoclors & molnl pofsorir;ol. 
i-4:cl.GC BaitiTO'e Gas & EloctfvC to 80/10/05. Documoni CJonlrol Uranch (Doc* 
u't'Ct.i Contro' Desk) 4pp 51526:214*51526 217 

0910190076 Forwards Insp Ropig 50-317/00 20 & 59-318/89*22 on 890913- l5.No vio 
istehs ncied 

EELUMy.RR Region 1. Ofc of Ihe Direcior. 89/10/05 CREEL.G C. BalilirO'O Gos A 
£«1 'cCo2cp 51546 339-51546 346 

‘8910190100 hsp RepfS 59 317/69-20 A 60 318/09-22 on 890913- t5.No violoiions 
rc.erj Major areas inspeclod liccnsoo full parilcipalon anrvjal omorgoncy preparod 
'O^enercise conducted on 890914 

Gv.0-XNC2.. LAZARUS.WJ Region 1, Ofc of iho Director. 89/10/03 6pp 
51546341-51546.346 

Plssponds to Nf{C 090802 Mr re vio'aifons noted in insp Ropis 50 31//00* 
oJ & 5D'3 10/89-80 Corrective a ctipns Writers Guide Section Vll B.60 addresses sub) 
’Df^dtions for egulpmant seido.Ti used or difhcuil to locale 
^ BaltjTQro Gas A Electric Co 00/10/10. Document Conirol Branch (Doc- 
mr-iContrciDoSk) 33pp 51529 255 51529.284 

0^10750066 Forwards SafGty fnsp Repts 50-3 17/89*22 A 50*318/69-24 cn 890925- 
Na v,c'at ens roied 

Cl. Rogon 1, Ofc of the Director. 09/10/10. CREEL.G C EJeHmore Gos A 

t'CCL‘cCo2pp 51607 257 516P7.263 

"Sy® Insp f^epts 50-317/69 22 A 50*318/89 24 on 090025 28 No violations 
wiri-A'^ I'' spec ted. f ad Ol 09 cal environ monioring piogram.mc'udir^O mgt 

wv' IP ^ assurance prog ram for analytical moasuromenis 
51607 Reg on 1. Ole of the Dirocior. 89/10/10. 5pp. 51607 259- 


0910040381 NRC Info Notice 69 070. Possible Indications of Misrepresented Vendor 
Products ■ Svc list end 

HOSSl.CE Division of Operational Events Assessmoni (Post 870411) 89/10/11. 
Consohdaied EdSonCo of Now Ycrk. inc 109pp 61531 118 51531 226 

09101901 1 1 Rosponds 10 NRC 890028 Ur re violaf ons noted in Insp Repts 50*317/89- 
14 A 50 310/09 t4.Ccrroci.vo aciicns local leak rale tost (LLHT) for Penotrolion 41 
performod o.n 890708 A LLRT fO' Penotraiion 38 parformod on 890602 
CREEL G C. Baitimcre Gas A Efociric Co 09/10/ 1 1 Document Conirol Branch (Doc- 
urnom Conirol Desk) 5pp 51557.100 5155/ 193 

8910060103 Adv.ses l»rai licensing activ.tes associated w/NRC Bulieim 08 00 4, con sid- 
ored conrpieio 

MCNFIL.SA Pro.oci Di.'OCloraio I 1 09/10/12 CREEL.GC Bollimora Gas A Elaclnc 
Co 3nP 51438 075 51430 077. 

8910200070 Final response to TOIA request for records App A record onci 
GfVMSVEV.OH Ovvsiron ol Freodem of inloimaircn A Publications Services (Post 
690205) 69/10/16 WEI.T.A.M A'pha Omega Technology, Inc 2pp 51542.108- 
51542 110 

- 0910200073 List Of Ofc of Investigations cases rosulimn (n DOJ conviciions as of 
891010 

’ Off. CO of Invest gallons (Pro 080201) 09/10/10 Ip 51542 1 10-515421 10 

8910130014 NRC Info Noiico 69 0? 1. “Diversion of RHR Punrp Seal Coo'mg Wale/ 
Flow Ciiri'ig Hocirculal cn Opo/olion Fcl Owing LOCA “ Svc fist end 
ROSSi.CE Division of Oporaional Events Assossrreni (Post 370411) 89/10/19 
Co-nscl'daied Ertson Co of New Yo-'k. inc I07pp 51531:227*51531 333 


S. Reportable occurrences, L£Rs & related correspondence 


891O10009Q PNS-I 80 016 on 890927, plant security shfi suporvisor arrested A charged 
w/lhofl ol safe conlai-ilng $503 hotwoon 890106 09 Safe founrf empty in wOOdOd 
area Plant access rovohod Siaio oi MD noiifiod 

SYLVFSTER.E Rogon 1, Ofc of IhO Croclor 89/09/27 2pp 51461.202 51461 283 

6910100227 L6R 89*014 OO.on n90723.doiofm:nod that sa'twalor header 12 incapabfo 
of w.ihsiar.dlng soisrPic event inioct A could res-.rU In lailu/o of svc water 1IX Caused 
hy inadequaio wotd ng of spool pieces Spool p:oces repa rod W/091003 llr 
FURIO.PS. RUSSELL.L B Ballirroro Gas A Electric Co 80/10/03 4pp. 51-100 104- 
51480 107. 

80 to 160126 LER 09-01 /-CO on 890007,do1orrrined that dscropancy In acceptance cri- 
Iona ol S-.rrvni fonco Tost Procoduro M 452 0 rosullod m fai uro to fully comply w/re* 
quromonts ol Tech Spec 3 0.12 Mam cause uncJoiurmnod W/8niC09 Ur. 

MIIRRAOT M O., RL/SSELL.W T Pall-moro Gas A Electric Co 80/10/09 6pp 
51513 085 51513 OHO 

8910160071 LEH 89 016-00 or) AOOOOB.dutormlnod that as found condition of rosistanco 
lomp dutocters d d nol match lostnd ccnfigjraiion Cause roi siaidd Subj doiociofs will 
be seoiod.pof environ qun'ificai on ruquiromonis W/891010 llr 
Fun:OPS. RUSSELL. LB OallmofO Gas A Etoclnc Co. 69/10/10 4pp 51513:120* 
51513 123 


V. Operator Examlnatlone 


8010100167 Notificaton of conirnci uvocuUon, “Technical Assistance to Support Opera- 
tor Licensing Activitios," Task Ordor 14, ’ Ropiacernoni Exam at Calvert Chffs Nuclear 
Plnni ’ Contractor Sonalysls.lnc 

BRENNAN.PA Controci Adm asiration Brarch FIN L- 1209 9 89/00/27. WEST.K.S . 
nOSENlHAL.WJ Office of Nucloar Fleaclor Rogulaiion. Drocior (Post 870411). 
PIJLSIPHER.K. NRC - No Detailed Affiliation G.von ip 5 1520.225-5 1620:228. 

•*0910160160 l.if ConirHct NRC 03-89 031. “Tochnical Assistance 10 Support Operator 
L tens no Attwii'.os, * tJolmitizmQ Task Cirtor 14. ■'nep'acotnoni Exam at Calvert CMIs 
Nuefoar Power PJani ■' Accepted on 800927. 

BELL.S. Office of Administration (Post 800205) PETERSEN.L R. Scnalysis, Inc. FIN 
L- 1289 0. 09/00/22 PETERSCN.LR. Scna ySlH. Inc 3pp. 51520 226 51520:220 


DOCKET 60-310 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8900140030 Partially dololod Rov 12 to Change 3 to ERPIP 4 1.17, •'Emorgoncy Organ!* 
zaiion Recall “ 

USi.AA OnUimoro Gas A Etectric Co 00/08/18. 9pp. 51451 .296-51451:303. 

B910030275 Rovisod ERPlPs, consisting ol Change 3 to Hov 11 to 4 13, Change 3 to 
Rev 1 1 to 4 1 4, Change 8 to Rev 6 li) 4 l 22 I A Change 1 to Rev 1 lo 4 1.33 
' Balt-moro Gas A EfOCtr.cCo. 69/09/12 lapp. 51387:18051387:197. 

8910040423 Rov 15 10 Emergency Rosponso Plan Implementing Procoduro B.1 ro 
oquipmoni checklist.conirol'od area mod-cal treatment room. Cal vert Momonai 
Hosp.mobilo monitoring k<l3,farm demonstration bldg A operational suppon ctr. 

• BallimoroGas A Electric Co. 09/09/12. 3app 61-111 046 51411 083. 

8910160182 Rev 10 to ERPIP 4.6 3, “Respiralory Protection issuance Guide ” 

* RaMimoro Gas A Eiccinc Co. 09/09/12. 0pp. 51526:270*51526 286. 

8910030127 Revised EPlPs.includmg Rov 12 lo ERPIP 4.18 & Rev 1 to ERPIP 
4 1 a 2.4. 1 .0 3,4. 1 .0 4 A 6. l a 5. respectively. 

’ Balt-moro Gas A EfoclriC Co 09/09/10 l09pp 51384 228 5138-1 338. 

891004D399 Requests add) extension until 891231 to rmplemont temporary change lo 
security plan to accomodate insia'ialion ol now security coirmuier sys 
COSS.HD Baltimore Gas A Eloclric Co 69/09/27. RUSSELL.W.T. Reg-on 1. Ofc of 
the Director. Ip 51436 352*51436 352. 


82 DOCKETED ITEMS 


.110, 90014 ■•'IP »<ip:5 50 3,7./6S M & SO 3.0/89 2? on 890913 15 S'o VO 

EEllAMVOo Ri-oon t. 0!C 01 me D,<0C1C> 89/P0/05 CHEEL.GC 0aiiitro<o Gas S 
Ecctr-cCo 2^p 5 1 546 339'5 1 5-16 34S 


^09lomtOO :r^Q Hepis SO0V7/89 2O & 50 3^6/69 22 on 890913.15 No violahcns 
rvoiecf M3 .d^ a't'JS .rspocieu i cons Ofl Uj I pa/ticipat.on annual emergency preparod 

SDRDCN^CZ^R^'Sn^.^O/c^l (he O.recror 89/10/03 6pp 51546 341.51546 346 

8910(90059 in'orrr.s irat uH mcorpofated CredWo Land Veh'Cle Bomb Threai P'an_' 
■n:o safcq-a-'ds coni.noency p‘an & imp-'ement-ng procedures per Gener.c LJr 89 07 . 
COSSh D Bjirimo/a Gas i EJecmc Co 89/lD(D9 OocumsM Control Branch (Oocu- 
men ConifCi Desk) Ip 51576 291 51578 291 


H General cofCftSpoaOence 

6910180035 Responds ro 690811 i*j lo B MkuiSki re sioraqe of radwasie a( p'aol & 

‘ viil ensure Ihpl contingency plan 

D rector Posl 670411) 89/10/ 
537 334-51537 341. 

~69 10180039 Requests consideraion of K Pntchard 890811 Ur re plan for ut,l lo Store 
radftss’.a at>C'»e Qrou^^d ai taoiicy 

MiKULSKtBA Senate. 89/09/16 0RAO3URNE.JC Congressional Affairs Ppp 
5151? 340 51517 341 

8910170205 Responds to 890731 Ur lo M.kulSki re dec'inng performance at p'antUtil 
sutmiltod pre’.mir.ary perto'mance improvemenl p'an & wi’.l take co/ieci ve actions for 
equ prrent probfoms & weaknesses idenufied unh.' l.Tplernoni6d 
WUhiEY.TE OfUe ot Njc'eat Heacior ReQu'abon. OMec’xr iPosi 870411) 89/10/ 
11 KOPPcLWAN.C A ff.iiauo.n Not Assigned 6pp 51543 022 51543 037 

-8910170210 Forwards !v irom R Koppeiman re salary hajards at plant.for consider- 
a bon 

WiKb‘LSKI0A Sena'e 89/09/21 BRAOBURNE.JC Congress cnal Affa-rs 3pp. 
51543 026-51543 037 


poter f ai for reopon.ng of Cove Homi lerrrnai rrnc ' 
m e'feci at fac.i.ty before p'a.m reopen ng 
W JRLEY T £ Qif-ce of Nuclear Reacior Regolat.on. 
10 PRITCHARD KH Aff.' a tion Not Assigned Epp 51 


..8910120112 PropOJiocf Tech Specs re Internal nroBsiifO of con'ainmoni Sys 
monl pjreo supply & ejibairsf fsolabon valves „ , 

* Bait more Gas & Electric Go. fi9/09/20 5pp 61434 355 5 1434.360 


69100 S 0366 Responds lo O&O^Ol Ur rnquost ng NRC & util jonily cond-jci pub.cre^ 
itvgs re recent picUoms at plant 8 forwards fist of signifirant roceni cottesperwv ^4 
previous public rreetings „ . 

MUflLEY.T E Office of Nucloar Reactor Ro{)>.rnllon. Dirocicr (Post 8704 in m i*- 
02 eiRNlE.P. Waryfard Safo tnorgy Coalition 7 pp 51437 141 . 5143 ? 150 


-8910050394 Requosi considtJ/QtiOn of correspor-Jorico from P Hirno 
WIKULSKI.OA Sonaio. App/Opna liens 89/08724 OnADnURNEJ C Concfe^sura 
Affars 3pp 51437 148-5143 7:150 

8910160250 Generic Llr 80 21 lo all baUtors ol DLb a CPs lor nueJoar powe, rejeu 
concern ng reCuest for info fO stains of (rrp.'omoritation of USI roqu romeri^ £,,' 5 ^. 
end . , ^ 

PARTLOW.J.G Assocafo O'/CClOr for Projocls (Rost 070411). 89/10/19. CcfisoSc.-, 
od Edison Co olNftw YOtk, IPC. AOpp 51622 000-51822 068 

B910180273 Goneric LVf 69 22 lo ftU Uconsoos ol oiJuiauny toaclora & tvildeis c'Cfrjf, 
poiential for Increased roof lonHs & plant area flood runoff depth at licensed njci«^ 
power g'anis due lo rnceni cbtingo in PMP entona Bve lial onci 
PARTLOWJ G Associaio D.rocto/ for ProiOCls (Post 070411) 09/10/19. Co'-sobd^. 
edFdsonCo of New York, Inc. 39pp 51622 ODD- 5 1022. 106. 


0 . Inspection reports. IE Bulfotlne A corresponderice 

B 90901033 B NflC Info Notice Of)-O 05 , ‘ Potonliat for Stress Corrosion Cracki.'ig in Siei** 
Generator Tube Plugs Suppried by 0 &W.‘’ Sve hsl end 

ROSSf.C.E Division of Oporxilionoi Evonis Assossmont (Post 870411 ) 59 / 09.03 
Consolidated Edison Co Ol Now York. Inc lOOpp 51346 . 100.51340 ?09 

8909060284 NRC Into Notice 0 . 9 . 066 , ‘ OuaiiFicaiion Life of So'eno>d Valves "S^c hi 
end. 

ROSSI.CE Division of Operational Events Assossmont (Post 0704 ii| flj/ 09 fii 
Consolidated Edison Co ofNow York. Inc. I 05 pp 51337.005 51337:199 


J. Vosurance 8 (ndtmntlv tnlormatlon 

8910040217 forwards Amend 10 lO Irvdemnty AgraerrverM B TO.iodeckng changes to 
lOCFRUO.effoctive 890701 

MCNEIL, S A Project Drecfora'e M 89 / 09/25 CREBl.G C Baltimore Gas & Electric 
Co 5pp 5 U 97 162 51397 166 


P. Operaling license stage documents & correspondence 

8909260141 Requests addl into re ut.l 890502 response to Generic Llr 89 08 re irhp.'o- 
rT.e''.;aii0n ol long-letm et os- on /corrosion mon.tor-ng program to ensu.'e structural in. 
teorib^ cl 8'i A rwa phase h>gh-cnergy carbon steel sys ai plant 
MWEiL.S A Project O-teciora'-e t-t 69 / 09/15 CREEl.GC Batt-moie Gas & Elective 
Co 3 pp 51350 075-51350 077 . 

8909270240 Requests addi info re Genenc Llr 88 - 05 . “Bone Ac d Corrossion of Carbo-h 
Sieel Reactor Pressure Boundary " NRC Shou'd be notified of fuV rmple/noniatiCn ol 

f roQ'a.T. within 30 days lo::awng i.Tprerno.-^tabon 

<CNE)L.S A Pro.eci Diroctoraie M. 89 / 09/16 CREEL, GC. Baltimore Gas & Electn: 
Co 2pp 51336 327 51336 326 


8909260158 Forwards Safety inap Hopla 50-317/09.21 & 60-310/89.21 on 690514 & 
notices of v.'o'aiion & dovrallon. 

DURR.JP. Region l. Ole of Uio Dlroctof 68/09/21. CBEEL GC. tiaiws Oau 
Electric Co 2pp 51344.146 51344:155 

-8909268163 Notice of violafion Ifom msp on 000814- lO Viofaiion noted pQ.'Sann$ic& 
Wreaboh ptoCQdotc allowed lot ocltll 60 days boycrxl 3 yrs spocfiod In s'd few tswA'i 
cai'on of nontfesUucliyo losting & visual insp porsonnol. 

• Region l.OfcOftho Oiroctof 09/00/21. tp 51344:140.51344:148 

-8909280170 Noiico of doviatlors from msp 0/1 800F1 14-10. Oovlnion roied Siia Prxe 
duro CCI613 dov«aiod from llconftoo comnvimunt to ASWE Code roqu romon^s A 9k 
tabl.shedv.si/alOKamprog/afn unc/or 1071 version of ANSI NI0.1 

• Region 1. Ofc of the O:rocto.'. GO/09/14. ip. 51344 140-5 1344 149. 

-8909280194 Insp Ropls 50-31 7/OD.2I & 50-310/80.21 on 090014-10 Vio’dlion A dd- 
vialion noted Major areas inspoclod aciiviuos r<» Un.l 2 prossu.'izor heater penairaw 
leaks & inservrco insp acilvjtios. 

K6RCH.H W, HARRiS.n.H . ST/IOSNIOER.J.R. Region 1. Ofc of the D'oc’or. 63/09.' 
14 6pp. 51344.150-51344.165. 


8909270209 Forwa/ds response to NRC 890821 request (ct addi info re co:e exvt 
thermoccuptes per 0 BO 616 reqjcsl for Tech Specs amend. 

CREEl.GC 8fl.‘tfT>ore Gas S Electnc Co. 09 / 09 / 20 . Document Control B.'anch (Doc- 
ument Conuci Desk) I2pp 51336305 51336 316 

8909270246 Forwaids Tequ&si lor addv into ra till 690525 response to Generic Llr 08 - 
1 4 . ■ Jnsirumcnr A.r Supply Prob’ems Affecting Safety-Relaled Cquip-mom info ro- 
quesied wjvn 35 days ol iw dale 

MCNEil.SA projoci Di-'cctoraie 1-1 69 / 09/20 CREEL.GC. Baltimore Gas & Electric 
Co 3 pp 51344 019-51344 021 


8909280051 Notificaion of 090925 meeting w/uM A Maryland In BeihosdaMD to dis 
Cuss leslng & ovaiuabon of Un;l 2 heater penetration teaks & provide basis for deter- 
mmng ope/abi'ity of Unit 1 pres Sun /or 

WCNEiL.Sa. ProjBcl OiieciDtaiB 1-1 69 / 09 / 20 . MURlEY, 7 .E.. SNlEI^EK j NRC - No 
Ooia-iod Alt Lation Given MiRAGLiA.F Assoc alo D-rector for Inspeciion A Technical 

Assessment (Pest 87041 1) 4pp. 51350 190 61350.193. 


8910020170 Respontls 10 HRC BOOQ 22 Ur to ilovlallona. notod in Insp Ropls 50 - 317 /^ 
17 A 59 3 l 8 /e 9 -l 8 .Cofrecllvo acLion9:Clioml3try Procoduro 226 updated to 
lestirim per FSAR. 

CRE^.G.C. Belt^moro Gaa A Elociric Co 80 / 00 / 21 . Documoni Ccn^ol S'anch iD« 
umont Control Desk). 2pp 513 B 6 : 105 - 51300:1 OB 

8909280174 Forwards Safety Jnsp Ropls 50 317 / 80-19 A 50 - 318 / 89-20 on 
1 1 .No v.'Olailona noted. 

DURR.J.P. Reg‘on 1. Ofc of iho Dirocior 00 / 09 / 22 . CREEL.Q.C. Ball moie Gai A 
Electric Co 2pp. 51350.208 51350 : 220 . 

-B909280175 Insp Ropta 50-317/00-19 A 50-310/00-20 on 090B07-11NO vlola'jO'il 
noied.MajOf areas inspociodficonsoo Irrplomontolion of Rog Guido l.97.flev3lof 
post-accidDni momioring InsUumonlobon. 

PAOLJNO.R J . MATnEW.n.K . AWOERSON.C J. Hooion 1. Ofc ol Iho Director. 69 / 09 .^ 
21, 11 pp. 51350 . 210 - 51350 . 220 . 


8909290172 Forwards into re basis lor deiermnar.on that p'am can bo safely 
operated Enel fu'/y describes investigaion A resulting conclusion. Listed items dete/- 
m.ned 

CREEL G C 8^1 more Gas A Electric Co 89 / 09 / 20 . Document Control Branch iDoc- 
umerl Com, 'Ol Desk) ?pp 51359 140 51360002 ' 

- 8 ^ 2901 ^ "Basis for Oeierm. nation. Unit j Safe Operation le Unit 2 Piessorizer 
rieaie* oicevo Leakage 

51*^0002''^^'^ Baltimore Gas A Efecir.c Co B 9 / 09 / 18 , 200 pp 51359 142 - 


8908200010 NRC Into Notice Q 9 - 00 fl. “EvaHmtvon ol Inaljumeni SeipcY.l O/r'9 
Mods ” Sve list oncL 

ROSSI.CE. Division ol Oporadonal Evoma Asausstnont (Post 070411 ) 89 / 09 / 7 ’ 
ConsoiidRled Ed-son Co, of New York. Inc I 06 pp- 5 1 33 7 . 200 - 51337 : 304 . 

6909250252 NRC Info Notice 09 - 069 , 'Loss of Thermal Ma.'gin Caused by Chanra- Pen 
Bow." SvC list encl. 

ROSSI.CE. Division of Opcraiioniil Evorvta Assossnnont (Post 070411 ) 89 / 09/75 
Conso'idated Edison Co. of New York, Irjc. lORpp 5 i 53 1 . 001 - 5 i 53 i: 106 


8909280098 Generic Ltr 89-20 to a!l fuel cycle Lcenseos possoss-np usmp or proces 
^^^formula quaw.es ol SSNM le protected area longterm ho^usek^^^^^ 

MC^RKLE G W Oivwjn qt Sateguarda A Trarvspona'jon (Posl 870413 ) 69 / 00/2 
Consolidated Edison Co ol New York. Inc. 13 pp 5l53l:10?.5f53i 117 


8910160027 Forwards response to NRC tnvosiigalion 1 09 ' 003 Mgl d-.'cetives vvi 
ensure lhai any d-sagreemenls wilJ receive opproprioto mgi aitonilon to assure leatAr 
fjon w/mlnimai conffict between OC Inspectors A main! poraor^rvol. _ . 

CREEL.G C BaltvmoTe Gas A F,loci/ 1 c Co. 89 / 10 / 05 . Documont Conlrol Branch (Doo 
timent C^oolrol Desk) 4 pp. 5 1 526 ; 2 14 - 51526 , 21 7 . 


691 (W 40204 Forwards errata to GC Creel 890920 llr re basis 1 

M(SStgomerTb 

munvvjOM&hy.b Ba.^more Gaa A Electnc Co. 09/09/29, Document Conuoi Bmn 
(Documonl Control Desk) 3pp. 51410 352-514 10354. L^oniroi bran 

8910060188 Applicatiorv for amends to Ucenses OPR -53 A DPR.69 chanoma Tnch <to 
bases lo correct administrative disaepancy re operat-on ol containment <^oi nn «n/s 
e“'9« 'Wv « isolation Xes cool.n 9 sys 

CfltEL.G C BaJumore Gas A Electnc Co 09/09/29 Documisni rTvau^i Rcikm-k 
u-mom C^ontroi Desk) 3pp. S 1434 352-Si 434 360. CohUot Bvanch (Ot 


691010007B Forwards Insp Repls 50-G 17/80-20 A 50-318/89 22 on 800913-15 No vo* 
laiions noted 

BELLAMY, R.fl. Region 1, Ofc ol iho Difoclpr. 09 / 10 / 05 . CnEEL,G.C. Baitimo/e Gas » 
Electnc Co 2 pp. 51546 : 339 - 51546 : 3 ^ 6 , 

-8910190100 Insp Repta 50-317/86-20 A 50-310/89-22 on 090913 15 No vio'atojl 
noted. Major areas inspected. ficon see full pariicipaiion annuel orrergency prepaiW' 
ness eKercso conducted on 8909 1 4 

GORDON.CZ.. LAZARUS.W.J, Region 1, Ofc of Ilia Director 89/10/03- '^PP 
61 646-34 1-5 1546:346 ^ 


DOCKETED ITEMS 83 


m,o,;oi 37 Responds lo MAC 890802 Itr ro violaliong noted m Insp ReplS 50 31 //fiO- 
60 A 60310^8900 Correcl.vo actions WntOfS Guido Soct:on VllBQo addrossos bubj 
cl pfcv^djng locations for cqj pmeni sofdorri used o/ difficult to locate. 

(IPfElGC aalimore Gas S ElocIricCo. 69/10/10. Oocumont Control Branch (Doc- 
Conirol DQsk> 30pp 51529 255 51 539 284 

6910250066 Fo/war da Safely Inap Repis 50-317/89 22 & 5O-3ie/80-24 on 090925- 
NO vw'a^ora no^ed. 

EEllAMTRR Peyiori 1, Otc of the Director 69/10/10 CREEL, G.C Balumoro Gas & 
Eec3icCo 2PP 51607:257-51607 263 

^910250066 f^3piS 50 317/69^22 & 50 318/69 24 on 800925 28 No v.olaliona 
fvc:«JWa.or areas inspocied radio log cal env.ron monitoring prograrn.includmg mgi 
»r.!/c A assurance program for anal/t caf moasuromonts 
‘ANGJC BORES, ft J. Reg on f. Ofc of the O.tocior. 09/iO/iO 6pp 51007259 

51607 2&3 

8910C40361 NflC Inlo Noice 09 070, ‘’Possible tndicallons o1 Misioprosenled Vendor 
ProduC-S ■ Sve Iisl end 

P.GSSiCE [>vision of Oporalional Events Assessment (Post B704ii) 89/10/11 
Co^.»'^aied Edisorv Co of New York, Inc I09pp 51531.118 51531.226. 

B9l0ld0l11 Responds to 690628 Itr ra volallans noted in Insp Ropis 60-317/89 
M & 50-3187&9-14 Correctivo aclions focal leak raio tost (LURT) for Punolralion 41 
perfyrr^ on 690708 ^ LLRT for Penelration 38 performed on 800602 
CREEL.GC Bai'rtiore Gas 4 Electric Co. 89/10/11. Oocument Coniro! Branch (Doc- 
yTierl Con‘jol Desk) 5pp 51557;189-51557 193 

6910060103 Advises that licensing act.vitlos assoctaiod w/NRC Bulfoiin 88 OOd.consid 

e'M co^p’eie 

mC’,Eil, 5A Proiocl Oiroctorale l-l. 89/10/12. CREEL, GC Ballimoro Gas & Electric 
Co 32P 51436:075-51 438.077. 

6910130014 NftC In^o Notice 89 071. "Diversion of RHR Pump Sool Coolir'g Water 
no>s Ounrig Reci/culaiion Oporaiion Following LOCA '* Sve list oncl. 
flO^'.CC. Dwisicn of Operationaf Events Assessment (Post 8/0411). 89/10/19 
Censo dated Edison Co. of New York. Inc. I07pp. 51531:227-51 531 333 


S. P^poriabie occurrence!, LERa & related correspondence 

6910100099 PNS I-89-0 16 on 8 90927, plant secuniy shjii supervisor orrostod fi cfiarged 
w/i'.eh of sa^e core's nine $500 between 890l06-Q9.Safo lound ompty In woodod 
a/as Pant access revoked Stale of MO notified. 

S/LVESTER.E fieg'On 1. Ofc of the Oreclor. 89/09/27 2pp. 6H6l.282-5H61;2Q3 


V. Operator Examlnallone 


6910160167 Mcl.fication of contract execulion, "Technical Assistanco lo Support Opera- 
ly Ucensirg Activilos." Task Order 14. ’‘Replacorr.Qnt Exam at Calvert CMfs Nuclear 
P 1*1" Con^factorSonalysts.lnc. 

8.REN^AN.PA. Coniraci Adm. nisi re bon Branch FIN L* 1389-9. 89/09/27. WESI.KS . 
ROSENTHAL. W.J. Office of Nuclear Reactor Regulation, Director (Post B704ti)’ 
PULSPHER.K. NRC • No Dolai’od Alfil.alion Given. Ip 51620:225-51520.226. 


••6910160169 lu Contract NRC -03 -89 -03 1, "Technical Assistanco to Support Operator 
Licensing Activikos," dof nit.ring Taak Order 14. "floplacemonl Exam at Calvort Cliffs 
Nuclear Pcvrcr Plant." Accepted on 890927. 

BELLS Oirco ol Admin st/alion <Post 890205). PETERSEN.I. R. Sonalysis, Inc. PIN 
L-1269 9 89/09/22, PETERS6N.L.R. Sonalysls, Inc 3pp. 51620:226-61620 220 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION. UNIT 2 


F- Security, medical, emergency & fire protection plana 


6910020199 Rev 2 04 io EPIP 6000-AD.M-3054.01 (EP-033J, "Oporallprts of Pamnnany 

jeer 4.C a! Functions C*r." 

* Gc.'era' Pub'ic Utlin es Corp. - GPU Serv.co Corp 09/10/02. l?pp. 51365 I5i. 
51365 167. 

^810190139 Rev 1 to EPIP &200-1MP. 1720.01, "Emorgoncy Public Info Plan & Imp'o- 
nent Procedure “ 

PuWic unities Corp. ■ GPU Service Corp. 60/10/12. 1l7pp 61546 004- 


Ganoric Ltr 09-19 ro safely Implications ol control Bys lalluros 
a^odo'seleciod or^iergency procedures. LU not applicab’o 

General Public Ulilltio a Corp. • GPU Servico Cerp. 89/10/17. Oocumont 
W)ni'ol Branch (Document Control Desk). 2pp. 5 1589.001 -51 689.004. 

I Emergency Public Info Plan 8 Imnlemonl- 
6200 -IMP- 1720.01, "TMl Emergency Public info Personnel Noedod io 

SielTofs Service Corp. 89/10/19. 3pp 51024 013- 


Q- Adjudicatory correspondence 

'o Appeal Board order.* Matters evalualod In environ 
fiSr^T® . y * Known by parties during procooding 8 appear in hoarinp 

KinSc'Jn®? Initial Decision LBP-89-? \Jv/Cort.licato of ^vc. ^ 

Assistant Genorai Counsel for Hearings & Enlcrco- 
51448 n3®5i440 Lfcensfng Appoaf Panel. 26pp 

'®9pond to staff corrospondenco in 

® M r or 8909 1 3. • Sve I isi end . 

ceniLn A ®271. 89/10/03. Atomic Safety and Li- 

«rising Appeal Panal, 3pp. 51448:239-51448 242. « u li 


8910130119 Order • Grams inlervenors 891004 motion for permission for opportunity to 
respond to stafi correspor^donco Response roquesled no later ihal 091020 W/Cortifi 
cate or Sve Served cn 691006. 

TOMPKINS.BA Atcrric Safety and Licensing Appeal Panel. #409 9272 09/10/06 
Three Milo Island Alen 3pp 5i448 243-51448 245. 

response lo NRC response to Appeal Board order * 
Ho-da that NRC 690929 response to Board 890913 order considored modoouate & 
considored Inadoqjaio & untimely Cerlificate of Sve end 
SKOLNICK.F Susquehanna Valley Alianco, Lancaster. PA. SKOlNICK.F. Three Mio 
•ft fina 89/10/20 Atomic Safety and Licensing Appeal Panel 8pp 


6910310182 Licensee rospenso lo NRC Staff 890929 response to Appeal Board order • 
tnvfro.n assossrnoni cons:derod unnecessary duo to i.eenseo proposal fully consid- 
ered in record A Board docislon W/Cert.'icato of Sve 

BAXTER.T A General Public Ullliliaa Corp. - GPU Service Corp BAXTER T A Shav/ 
Pittman, Potts A Trowbf-dgo. #480 9342. 89/10/20. Atomic Safety and Licons'rn 
Appeal Panel 11pp. 51606 334-51600 344 ^ 


J Instrrsrrce A fndemnfry fn/ormaifon 


Indemnity Agreonnent D 64,reflociing chanoos to 
1OCFR140. "Financal Proiocllon Requirements A Indemnity Agreerr.enis." effoctivG 


STOL2.J F Proiecl Direcioralo 1-4 09/09/27. CLARK.P R. General 
Corp • GPU Servico Corp. 20pp. 51366 267-51306 206 


Public Utilities 


P. Operating license stage documents A correspondence 


8809280083 Forwords info ra POMS environ evaluallon.por M Masnik request 
DYRNE.JJ. Genorai Public Uiii.llos Corn • GPU Service Corp 08/02/02. 
TRAVERS.W.O Office Of Nuclear Reactor Fioguiation, Director fPosi 870411) 70 do 
51339 122-51339:305 ' w 

-0909260091 Dev 0 to Co'culation 9240 67-043, ‘’Tmi- 2 Convorsion Factor Update De- 
fuolng Waste " 

SHRtVER.G.O GenofCl Publ.c Ut.lill08 Corp. - GPU Senrico Corp. 07/10/16. 66pp. 
5 1 339. 102-5 1 336:256 


-6900200098 Rev 0 to Calculation 9240-87 042. ‘■TMI-2 ConvOrs-on Factor Update 
MUAP A Normal WoBte." 


PARFITT.BA. SHRIVER.Q.O. Gone/al Pubic Ulilitios Corp. - GPU Servico Coro 
9240-87 042 ROO. 67/10/16. 4Bpp. 51330 257-51339 305. 


8910030367 Forwerds rof malls to accompany NUnEG-0683.nnal Suppi 3. 

HARTY.n Oatioilo Memcrlal insiUuio. Pacific Northwest Laboratory. 89/09/08 NRC • 
No Oofaifod A/fifiQKon Gfvon. 3lpp 51301 020 51381 352. 


8910020026 Forwards Rev 7 to Sys Doscripllon 3527 005. "Submerged Oomino^al.^er 
Sys ■' 

noCHE.M.B. Gerjoral Public Uliiiios Corp - GPU Servico Corp. 09/09/22 Document 
Control Branch (Documont Coniro! Desk). 2pp 51305:215-51365 26? 

-8910020027 "Submergod Oomlnofafi70f Sys." 

OuCHANAN.D.n General Publ'c Ulihlios Corp ■ GPU Service Corp 09/09/12. 52 od 
5 1365.21 7-5 1365:287. 


6910030294 Forwards plant post dofuo’hg sa-vey rapt for pr0ssurt3ef. reactor bldg 
besemont A Rov l to posl-dofucling sunroy ropl (or letdown cooler room.Compilailon 
Ol roots w.ll form basis fer linal assessment ol quality at laci'iiy. 
noCHE.M R Gonofoi PuWfC Utf/fffos Corp ■ GR/ Servico Corp. 09/09/22. Documoni 
Control Branch (Oocurnem Conuoi DesK). 65pp. 51383 037-51383.101. 

8900280098 Gonoric Llr 09*20 to all fuel cycle hconseas possessing, using or procoss- 
Ing formula quantities ol SSNM ro protected area long term housekoep.ng Sve I si 
oncl. 

MCCORKLE.Q.W Division ol Saloguards A Transportailon (Post 870413) 89/00/26 
ConsoLdafed Edison Co of Now York. frtc. f3pp fif53t. f07-51S3i: r 17. 

0910030406 Informs Of dotormmaton that no update to doluoling canlslor lochn'cal 
evaluation ropt roqu red.per annual rev ow. 

HOCHE.M.O General Pub’ic Utilities Corp. • GPU Service Corp. 89/09/27. Docurr.onl 
Control Branch (Document Control Desk), ip. 51307 302-51307:302 

0910110030 Advises lhal v'i dafermLned Piaf rov not required tof processed wafer sfor- 
age A rocycio sys doscnpHon. 

RQChE.M.D. General Public Utilities Corp. • GPU Servico Corp. 89/10/02. Document 
Control Branch (Documoni Conlfol Desk), ip 51475:213 51475:213. 

8910130134 Provides EPA w/final Suppi 3 to programmalic ElS which addresses envi- 
ron considerations under Nall Enwron Policy Act of 1969. 

MASNIK,M.T. Project Dirociorale 1-4. 89/10/05. SANDERSON.RE. EnvJronmenfaJ 
PfOlection Agency. Ip. 51409.240-51409 248 

8910170033 Forwards opp'icaiion for amend lo license DPR-73, consisting of Tech 
Spec Change Roquosl 66 Corlfflcato ol sve also oncl. 

noCHE.M.B. Genorai Public Utilities Corp. ■ GPU Senrico Corp 09/10/10. Document 
Control Branch (Document Control Dosk). ip 51556 043-51550.049. 

-6910170036 Application for amend lo Uconso DPR-73,con8lsilng of Tech Spec 
Chonge Request 66.romoving ronulroments re radioactive I quid A gaseous waste 
sann)ling A analysis of Sr 09 from App B. 

HOCHEDiil.B. Gonoral Public Utiiii:os Corp, • GPU Service Corp. 09/10/10. 4 dd 
51556:044 51556:047. 


"8910170038 Proposed Tech Specs ro rad oaclive l quid waste sampling A analysis 
• General Public Uti.lies Corp. . GPU Service Corp. 80/10/10, 2pp. 51556 040- 
51550 049. 


B9 10180163 Forwards Amend 5 to post-doluelmg monitored storago SAR, por 800714 A 
0822 roquesis 

ROCME.M.B. General Public Utilities Corp • GPU Service Corp. 89/ 10/10 Documoni 
Control Branch (Documeni Control Desk). 39pp 51543:303-51543:340. 


D91U24D149 ftespcnas :Q UJorefit ti-' oy ly ro yyryiy i" uwmup icuu-un 

8 rrod of ^eiec^od emergency procdrfures Lif rol app'icab'o 

flOCME.M a General PlL'.c UM :o 5 Ccrp. GPU Serv-co Corp 89/10/17. Documpni 
Ccn?rcl brarcP {Docun*enl Confrol Desk) 2pp 51589.C0l*5l5o9 004 

8910160250 Grncnc Lfr 69 21 fp all holders of OLs & CPs lo.' nucloaf powof foacfors 
coiice'Hrg request for info te Status cf ifjiplomontat ct^ ol USl rcnui-'emanls Svc hsi 
end 

P/^RILOw.JG Assoc ale Director for Pio;ects (Posi &704U). 89/10M9 Conao'itJftV- 
ed Ed son Co of Now Yo*k. Inc 60pp 51622 009 61622 068. 

8910180273 Gener.c It.' B9 22 lo all i-censees of opGraimg reactors & hotdors of CPs fo 
pc*-er'‘..at ic* vrKteased toot toads & pta-.t area itood twtvotf depth at icensed o*jc'oai 
po*er plants duo to recent change i.n PMP cntena Svc fist oncf 
paR.tlOvv.JG Associate Oiec’e*^ fct Piojccis (Post 8704 it}. 89/tQ/t9 ConsoWai- 
ed Ed so.') Co o1 New York. fr.c 39pp 51622 069-51622 106 

8910250172 Forwards flev 1 to TER 3232*019. ' 0.v Tech.nicaf Evaluation flopt for 
Processed Water O.sposal Sys." Changes do not modify previous co.'trt'n.tmonts re sys 
eM'jerts & oporat'onal performance 

RCX^hE.W 0 General Pubic Uhi.lcs Corp • GPU Serv.ce Corp 89/10/19 DoCurne.'U 
Corv'rol branch (OocLrrent Control Desk) ip 61603 Ml-51603.183 

“8910250175 Rev 1 to "Div Tech'-icai Eva'uahon Rapt lor Processed Water Disposal 
SyS 

TfOS»aS.J a . FREEWAU.RH. OUCHANAN.DR. General Pubic UWit-es Corp • GPU 
Serv-ceCo'p TER 3232 0t9 HOI 89/09/25 42pp 51603 M2 51603 F83 


O. Inspection tepoxla, lE Buhaltns & correspondence 

8909010338 HftC lr.*o Notice 69 D65. Potential for Stress CcffOs on Crack-nd in Stoani 
Generatcr Tubo Piugs Supp'ied by B&W ” Svc I St end 

ROSSt.CE Orv.scn cl Operatiohai Events Assess'nanl [Post 0704 M) 09/09/08 
Conso- dated Ed scn Co of New York. Inc lC8pp 51349.100 51349 200 

8909060204 NRC Info Nouce 89 066, 'Cua’ificalicn Life of Splonciil VoVes ' Svc 'ist 
encf 

nOS5i.CE O.vision of Operational Eve.nts Assossmonl (Post 870411) 89/00/11 
Cor.so'irJaled Eriison Co of New York. Inc t05pp 51337 095 51337.199 


8909200010 NRC info Notice 89 068. ‘ Eva’uaton of fOStrumerxt Sotpo’nl^ Ounnn 
Mods ■■ Svc fist enci 

ROSSJ.CE D.vision of Operaiional Events Assessment (Post 870411) 89/00/25 
Conso. dated Ed son Co Ol Now York, fnc 106pp. 51337.200*5133? 304 


8909250252 NRC tnfo Notice 89 069. "LOSS Of Tnorrral Marg n Caused by Channel Oox 
Bow SvC I St oriel 

ROSSVCE Drvison of Operationaf Evems Assossmoni (Post 670*111) uO/00/29 
Conscl'datGd Edison Co. of New York, fnc lOCpp 5153 1 001 -51531 lOO. 

Notice 69 070, "Possbie ind caiions of MisreprescnioH Vondo* 
Pfodjcts Svc I'.si encl 

ROSSi.C E [^vision of Operai'onai Evenfs Assessment (Posi 870411) 89/10/ li 
Consol dated Ed son Co ol Now York, inc l09pp. 5l53l 118*51 53 > 228. 

8910130014 NRC Info Notice 89 071. "Orvotson ol RHR Pump Seal Cco'mti Water 
Rccrctiatron Operation Fo'.ow ng LOCA ■■ Svc fisi enci ^ 

1 S 1 .^ /? Operetiorral Events Assossmoni (Pool 6704 iiv 80/10/ 1 9 
Consol.daied Edison Co of Now York, fre l07pp 5l53l:227-5l53l 333 


R. Periodic operating reports & related correspondence 
previously submitted sections of rept end ^ 9 » corrocirons lo 

B. Beporlable occurrences, UERs & related correspondence 
891()170206 Forwards Vicioreen.Inc 890411 forowuo Pan ot i . 

ifloqsr aeons IS’IoaITS Pan 

BERl.INQER.CU.Wtc 

Hesion'j. die ol Ihf D^cctoi ^p "tMEW s*"m6 ' 

.ha. vo .,,90 ol 

age required by recovery operation plan Caused hu ^®'ow basel no vofl* 

WELLS.fl 0. ROCffE.MBTeneraT f UtafeP co:i.W/890022 Itr 

22 5pp 51342 170 51342:1 74 “ Service Corp. 89/09/ 

8910100101 PNO 189 08 loo 890925 two labnrem u 

[hat could have resulted m ovorexpoS D0?a?ed as^ctm handled ccro debris 
lo ostabfiah ume individuals handled sourco KtniS ^ pertwoipd by Lconsop 
YOUNG.F.. COWGILL C Rea on I nir ^ Vs.® received 

51458 336. ^ Ovector. 60/09/20. 2pp, 51458:335- 


. ' i.ii*u ,-*((vvicu <„0rn 89/ 1 

('onlrnf nroiicfi tDociiinnni Coiilrol Drink) ifi 275 51534275 


docket 60 321 EDWPN I. HATCH NUCLEAR PLANT, UNIT l 


r. Sociirily, modlcnl, oinorgoncy & fire protoctlon plana 


09 10250361 fruwiuilH Hi,v‘i i) m Cdipornio 


^ ‘NJ i ;t; if ' 0 1 .f fNF 1. ■ I- If ’ ui^.l fNE L 


hiP 05.f fNEf. Elf' OG.J fNEL rtf’ (l/.f lNi'l -Lif’ Rfl. V INf:L.*ElP 10 & HNFL tiP n ' 
J lAlf)SJON.W.G. (luDrn'a F’nwiv (-0 Hti/in/l/ nooimont Cnnuo' Gta'ith 
Control IJiisk) 2jip 51814 n:j2 'll fsM o.tj ...... 


J, Ifieurnnco & Jniloinnlly Information 


GglOllOtlQ forvnv'it's umixo-, moH Atv.nril 13 lo hulomnity Antodinoni 8 69 rf'^ 
incrodHo in pr.tiia'y laynr of juufunr niiiirgy lialil'ity <nsufa.''co provided ty J 
W AtLU 

MATTHEWS.Pl) lVo|«ct Pi'iiUor.ito II 3 «‘>/fitf/20 JfAlftSrONWG Geo'&Ai 
Co (ipp •jUttU 125 51-186 ftO ‘ 


P. OF)oratrno Hconao singe docirmorits & corroapundonco 


80 10030401 f'niwiirdH fl«itHi2fj irmru n* nrcoplnhuty of bipod spicusas eieci'ica 
nocitohk lor apnticnl oini kpnr.iliiul in lictvmi) wbrnittnl & 880817 p'lirtr^eno 
LAINAS.G.C Aboitilnnl Dirui lo.' to,' Hnnicn II flimclora U9/O9/20 CiSSO 
F10i)lon 2. Ole (A Ihn IVrnrtnr tfi V.imm 961) fs 1380. 208 

••89002S0204 J'o'WiUilb saliUy nvaUmiion CfjndiiUing thai nil bucccssljl.y dOTor.; 
Ihflt sufliclunl fiiibiiarily f*xlfll^ Inilwium (tinni Okon ui topor) spi-cu confiaursbcr 
vlcuMv t)ui\:il'i*d spIti'.nSAl 1* in)H,\ also onct 

NnWilEffftY.S lris1rtii))(mint‘oii A Control Syalorna Branch bl\ 
MATim.V/S.nil J'tcitu.l IVinr.Uimlo H 3 2|»fi 51380.20) 5? 38'J 262 

“ODIOlOOCOl Gftlnty i-vnlualtori amPfilinii Qtion to tnfiod cab^i spl.co as olcciic^ 
nuciion to rnpliiMi lurriilii.il Ij'ntkn irt unuinii'd low voltago Iransmiltor measu'.r^ 
® llM',lfvimiMMnirt'-n A Conltn) Syf,Hrm'i liriiiicli 80/0-)/20 4pp. 51089263 5)if 

QQ002Q0009 Gimenr, ) it 1111211 to nt) huj) ryrlu tict.'nsnoB possuss.rg, us nQcrp'i 
i/ilj farmuln tt.ranMIofi of S.SNM ro proUu rn:] nrr?a lung lorm fiOusnVcopina S 
ec\ci 

MCX:OflKl.(*,(i W. ILvifi'ofi of Safojjiiartffi A Transpoflniian (Posi 870413] 
CoiisoVJaiod tili^^onCo ol Mow YciH. Inc 13pp. 51531 107-5>531.117 

OOtOT 10281 fOTwmds lOvlsoil Ti'clt Vspnck to ulil 808022 app'iLat'on lot atr.e^tjl 
cunaoa Hf’fi-b/ A Nf'f S.pof Nfl(^ r»tiiii»sl,ru cyo.'o appcific pp'amoier limits 
HAIliSTOiM.WG Gooinlft Poww C.o no/UJ/l)4. Oocumonl Coniiol Praach (3s 
Co/ilrof Unsk). 2r>p 51473 304*51473 .320 

“00 101 10203 15cf«)‘Jutf rr<;ti Sftocn ro fuaclivrly control 8yb 8 removal cf cybe 
fiOd pcirdrrxulnr tiimis 

' Goerga Ppwor Co a!)/l0/04 2lpj> 514/3.30(1 5 14 7.3 320. 

6010 770010 NoiifiCitllori of H9I03I muPlir'O w/iiM in WaynosbOfO.GA to (liscuss 
of cu/roni ticonsifig & cmpotnio nviliahvo^ lot rlnnis Agenda cncl 

neCD.T A Projoci l).f/‘cioralo If 3 flU/ 10/ 1 1 MATTHEWS, DB Project 0-wie 
3. fipp .51043 (538*515-13(142. 

0010160250 Grinoric LU OQ-21 10 nil boUlcta ol CLa & CPs lot njc'Cftt pows're 
coricofiiinu ra()iiesi for Info ro ataius of /mp'omonfafiOri of USl regu reman'.s £ 
oncl. 

PAHTl OW.JCi Aftbocmio fJimctor for Projocls |Posi 070411) 89/10/19 Co'*l 
e<J ed.aonCo of Now York Jnc OOpp 51022 000 51022 068 

0010100273 Genone Hr 00*22 lo all iw.onsous of oporaiitiQ rcaciofs 8 holders of 1 
noioiif'af for fncruasoif roof fonJs & [>fanl aron flood runoff depth ai .'censod r 
lo (cconi ctiango m PMP crltorla Svc l-si onci 
I ^mTLOW.j.Q Aesocidlo n.roctnr for Projoefs (Post 870411). 09/10/19. Coni 
od L-dfson Co of Now York, fnc 30pp 01022 000 51622.106. 


Q. Inapoctfon reports, IE BuHotins & correspondence 


09090 10330 NRC Info Not'Co 00 005. ■ Poioniinl for Stress Corros.on Crflckir-gm 
Sumvltod by B&Vf '■ Svc ksi end 

MUi>ol.Cfc D'Visipn of Oporatiorial t'vonla Assossmoni (Post 070411) osr 
ConsoliclQlccl Edison Co of Mow Yoik. ItK lOOpp. 51340 100-5 134Q 200 


89000 0 0 2 04 NRG Into Mol'Cv) 09 0P.G "Outthltcalion l.llo Of SolenOkf Valves’ i 
end, 

nOSSl^CE Olvis-on oi Qnotfti'onal Evonia Assossmoni (Posi 070411} 39/ 
Cons olitfoiod Edison Co 0 / Now York. Inc I05pp 3l337.095-5f337:109 


6910040140 Forwards Jnsp FTopis 50 321/00-16 & 50*306/89 16 on 090722 08 
Roiotf but noi cilod snico a't cniena ol i coosoo-ldonlltiQd viO'ations rrai 
MERDT Art Roo.nn 2. Ofc of Iho Oixoctor. 89/09/20 HAIflSTON.VV.G C 
Howor Co 3pp 51391 218 51301:236 


i9l3lM?74 fOfwa os ^ - 

rA^M-?s?M^fleQOf?Tofc of fho Drocfof. 09/0n/Pfi. MAlHSTON.W G Guoffla 
PcAe'Co 3pp 51557-330 51557 345 

«aifti 90 J 75 Ir.sp ^ep^s 50 321/fl9 & 50-nGfl/89-2l o;i 0009^6 07 No vio'niioiio o' 

vo-is noied Malcf ateas mapeclod hsp of faU flilor» proiochofi aciiviiicis ociud nu 
^Jm c\ Mfscnrei dosmet/y records & allooalion followup 

,'^P GHT F N POTTbR.J P Rooioo 2, Ofc Of Iho D.rocio.'. 00/09/Pft Opp 01557 34 \ ■ 
51557 345 

8K92S0252 NRC hfo No‘ico C9 069. “Loss of Thormol W«ir<jif» Causo<l Oy Cfmnnul Uo>t 
3jw ' Svc lisl ®ocl 

ao«;.CiCE Division of Operational Cvonia Assossir-oni (f’ost fl70-lH) 00/00/20. 
Cori daiedEdSOf^Co of Now York Inc lOBpp f.lG3l COl 51531 106 


S9l00403ai NHC Info NohCO 09 070, "Possbio Imlcrti ons of Mi9r(>prnfi(>:Uo:l VOf'do' 
Ftaducls ■ Svc I'SI ericl 

RCSSlCE D.vsion of Op6fQlional EvOrds Aasossmonl {f»oai 070411) 09/ 10/ 11 
Co' sc Wa:o<* Edison Co of Now York, Inc. lOOpp 51531.1 10 51531 220 


83I02W07 Forwards Insp ReplS 50 321/00 20 & 50 OOG/OfJ PO oti 000026 0U22 Viuin 
cn re :ed Since all of cnioria for cotogoriznilon of I cunano dnnlilind v.o'aliotiB ir,ol. 
v^ 2 '.cn nci b^ing c-iad Umosolvod Horn nolod in ropi 

h[R0TAR Region 2, Ofc of iho Diroclor. 00/10/16 MAlHSTON.W (5 Ooomia 
Pc*efCo 3pp 51599 201-51590-219. 


-5910250203 Insp Repis 50 321 /BD 20 & 5O'3fi0/O9‘2O on 0f)0fl26 0022 NofCMorl vio 
b!on noted Wjor areas iospQCtad.morntionnl safoty vnnficaliort.ninnl 

otservaiicn.surveil'ance (csing obsorvollon.ESF walkdowri 0 HOs llnrosolwcd ilom 
ivc*?d 

MENNNG,JE. MUSSER.RA. QROCKMAN.K f. Hcoon 2. OU: of ll‘.o Diu’ctyr 09/ 
lOnO lepp 51599 204.51599-219. 


00101 10090 Fofwords Safeguards Insp Hopt 50 322/00 08 on 89002 1-24.No vio’almns 
r»OlOd. 

DtlLAWY.HH nogo;i 1. Ofc ol Iho Oaocior. 89/09/25 STflGRR W Lena Island 
llOhlinuCo 2pp 51467.120 51467.128 


— 80l0110t02 Insp Hepl 50*322/00 GO o.n 090021-24 No violpiions noled Waior aroQB 
^^spocicdfrgt supacfi.secLTiiy program plans & nudits.proiecied & vile' area physcai 
hafiiofs.iiulGciion A nssossmoni aids 0 v.ial area access control of personnel 
OLSEN.W.T.. OEXTER.TW. KEIMIG.H H Rog;on 1. O^c Of Iho Direcior 09/09/21 
7pp 51467 122-51467 120 


8910130094 Forwards rnva 1o emergonoy proparorfnoss plan re compos trn of firo ba 
gado a crgor'ization ci'ango provioas'y (fuser bod 890720 llr Changes do noi reduco 
ufforlivor-oss of p'on.por lOCFHSO 54 (q) a plan comples w/l0CFFf50.47 
STFIGEF1.WF long Is'and Liglumg Co BO/10/06. Documoni Conlrol Branch |Docu 
niunl CorUfo? Desk). (Ipp 5 1 50 1 295 6 1 50 1 302 


M. Qoneral correspondonce 


8010160026 HospondS lo 000003 tir ro ulil Subrndtal of amend app'icaiions w/o pu'J‘ic 
honr.rg undor NSHC doturmineiion Oppo'tunity lor ornapljaiion commonts or^ 
arnonds oxtsts 

CUHTISS.JH Commlsscnors 00/00/28 MUHPHY.J K Coalition for Shofcham lo 
51521 343 51521.350 


■0910160020 Hosponds io 090/2? concom ro future of plant Dismanfir.g or UOyrada- 
t on Will not l:o pr>rrn ttOd (.nlil Corrm ssion oulhorizos docommisS'On rg 
CAHR.K M Cominssio.icrs 09/09/15 WATKINS, J D. Enoroy Dapt of 2 cd 
51021 344 51521 34/ 


iJl3?502ia Dscbsses insofvico insp slolus of Issuos ro HV/CU wold KiSCC oxanis A 
caiiir bochs for uHrasonc msp activilics Existing cnhiir t>!aukn inodilK'cJ or ropiaci^il 
HJVIFSTON.WG Georgia Power Co. 09/10/10. f5ormnoni Control fJrnncf) (Docoimmi 
Ccnvol Desk). 4pp. 5 1 6 1 5:00 1 -5 1 0 1 5:004 . 

8910250376 Aik receipt of 000314 hr Infomnr.g NHC of slops lakon lo corrncl violnliuns 
ncled f.T hsp Ropts 50-321/09-00 & 50-300/80-00 Atini discus&ion on oroa nf non 
ce'n r.e'd by telcon on 690927 ro lack ol eurvoillanco tosiinu for pumps. 

PEFKNS.KE Region 2. Ofc of iho D rector. 09/10/18. MAIRS TON.W.Ci. CiOornm 
PenerCo 3pp 51607 205-51607.207 

8910130014 NRC fnfo Noiico 09 071. "Diversion of HflH I’uinp Seal ('ooling Water 
FlowOun'ig Recirculaiio.n OporaHon Following lOCA “ Svc list niKl 
ROSSl.CE- Division of Oporationol Evenis Assossmpni (Hosi 870411) 69/10/19 
CO'SO died Ed'SenCo of Now York, Inc I07pp 51631 22/-51531 333 


8910160020 Exprodses opposition to cfismanllomonl ol faci'ity & reciuosls pj'Jic hoar- 
Ing & co.mfrinfd 

MUHPHY.J K Coalihon lor Sf‘.oroham KULKA.J. Kulka Conslrurlicn, Inc 
OOHNSlElN.H J. Chamber ot Commerco. Hunlingion Township. NY. 09/00/03 
CAHR.K Co.Tm sstonors 1 Ipp 51521.340 51521 350 


J. Jnsuranco & Indomnfly fnformallon 


0010030357 Forwards Amend 4 Uj Indomnly Agroorr.orM 0 O/.rofiOcting chongos 10 
ICCrnuo Amond rot.'eci increaso in primary layor ol nucloar onergy liabl.ty msuranco 
IHov.dcd hy ANI & MAELU 

HHOWN.SW. Projoci Orocicrnio 1-2 00/09/20 STEIGEH.WE. Long Island Llghlmg 
(;o bpp 51306.259 51300 264 


R. Periodic operating reports & related correepondonce 

Wenthly oporating ropls for Sept 1000 for Holrfi UnlB I A 2 W/091009 Ilf. 
HAIRSTCN.W.G. Goorga Powof Co. flU/00/30 l2p|) 51634 070- 

51S34 081 

S. Repcrfable occurrences, LERb A related correapondenco 


P. Oporaling llconao atago documonta & correspondence 

8009220154 Hosponds to 090727 Ur ro fuluro of plant At present, NHC does r^ot noo.1 to 
Issuu o.'iJuf fudting activilios at fac lily bul wi I crjnlinuo ons io Insp lo onsuro acliv.t os 
comply w/Ol. foquiremonis A iNHC requiaiicns. 

CAHH.KM. Commiss oners. 00/09/15 WATKINS. J D. Energy. Dopt ol 2pp 
51342.215 51342 221 


S910040101 PNO 11-80-066:^808003 prepared for advorso wondior condihens duo ic 
L w/koy manogora on rosponsib litias lo ch.nck nil iroilorH.flocuff 

omorgency food suppi os 

vtMHEUl.DW Region 2. Ofc of tho DfOCtOJ. 00/09/21. ip. 51452 067-51462 00/ 

atatua of Ifuir-cano Hugo for nuc’oar fociliiios ir 
Sinn I in nosponso Ctr by Region II continuing. 

vtRRELU.OM Region 2. Olo ol (ho Diroclor. 09/00/21. 2pp. 51423.314-51423 316 

^^^^^’-PO'Sonnol mado awaro ilmt Procodums 34GO 
T^h c-i/. n- u Opornb Illy of rod worllr mlnimizor as roiiuirt'd In 

TmTn Procedures revised W/006926 Ur. 

513M'i 35‘ Goorgla Power Co 80/09/26. 6pp. 51366:126 


V. Operator Examinations 


8910030313 Sulimila agenda for 600920 moet-ng w/ull m Rockvillo.MD ro currenl plant 
siatus.roaponao to NRC 000030 llr.p'ani aiaTfmg unM transfer of hconso. plans fer 
tranafor A olfmr licensing action requests 

SMiflAKi.C Y. Pfoioci Difoclomio 1-2. no/09/21. BUTLGR.W.R. Project D rocioraio 1-2 
5pp 51371.351-51371:355. 

6909260090 Goneric Hr 00 20 10 a'l fuel eyefo licensees possessing, using or process- 
ing formula quantities of SSNM ro pfoioctO(J area long form housekeeping Svc list 

Of^Cl 

MCCORKLE.G.W. Oiv.sion of Safeguards A Transporlalion (Post 670413) 09/09/20 
Consol dalod Edison Co of Now York, Inc lOpp 51531:107-51531:117 

6010030642 Hosponds lo Generic Ltr 80 20.Suppl 1. "Indvidual PJonl Exam for Sovoro 
Accident Vulnoraliiliilos.'' No furthor action roqulrod. 

STElOEH.W.E Long Island Lighting Co. 09/09/27 Docuir.ont Conlrol Branch (Docu- 
ment Conlrol Oosk). 2pp 51307:359 5136/ 360. 


execution. Task Or<Jor lO. “Hatch nuplncornofi 
lo Sora'ysis Inc Assistance lo Support Oporalor Licensing Aciivilios," awordoi 

fiOSENTHA^ FlNL-1260 9 69/09/27 WEST.K S 

PJLSiFherk NPr WAf^ i Roactor Rogulaiion. D.roctor (Post 8704 U] 

rntM K NHC - No Delailod Afliliat-on Given V 51520 050-51520 053. 

lo Hoplocomoni Exam, 

SiX’^.'ysis Ire ^ Support Operator Liconsing Actwilioa," awarded a 

bell S . 

FIN L- 1289 0. 09/09/22 


N.l R Sonalysts. Inc. 3pp. 51520 051-51520 053 


ferrninaled^ QffecUve 890913 TH Hunt no longer emp'oyod by util Oporalor 
Cont'olDes'v}. 2p^^(^30 0^2 51530 0^^^^ Document Control Drench (Documoni 


G9 10040295 Advisos of deferral of compleiion of certain ASLB selllomenl egroemenlB 
or commiimonts on end list A doforrai of impiemontatipn of insonvica msp A ’nsorvico 
toslirig programs.pcr agroement w/stoio ol NY not to oporato plant 
STEIGLH.wE. Long Island Lighiing Co 00/09/27 Documoni Conuol Branch (Docu- 
ment Control Oosk). 51pp. 51423 022-51423 073 

8910170110 Responds to 690631 Ur which takes Issue w/vlows expressed by DOE ro 
fuluro of plant.Liconsoo musi meet ai! roquiromonts ol NHC liconse A requiatlons until 
fuUiro status of plant rosolvod 

ROOERTS.T.M. Commlssionorfi. GO/lO/iO KESSEL.RM. Long Isfand Lighting Co. 
2pp. 51532 336 51632 344 

-6010170113 Hosponds lo Inaccuracios A misconcopt ons indicated m ull 690610 ltr A 
DOE 890727 Ur.UOE lias been forlhrighi in slating that purposo is lo de'ay any NHC 
action on transfer ol plant I conso A b’oek decommissioning. 

KESSEL.n.M Long Island Lighting Co 80/00/31 CARR.K.M Commissioners. 3pp 
61532 342-51532 344. 


V, Operator Ejcamlnatlons 


0. mapectlon rapofts, IE Bwlletlna & correspandence 


6&090 10338 Nnc irifo Nonce 69 065. "Potent.al for Stress Corroson CracKing in Steam 
Gofteravcr tulie Pi'JQS Supp ied by 8&W Svc list end. 0 Q/nQ/n« 

ROSSI.CE D.v.sion of Operaiional Evonis Assessment C^ost 070411). 09/09/00 
Cortsol dated Edison Co of New York, inc lOepp 61349 lOO 51349 208. 

8909060284 NRC Info Notice 09 066. "Oual ticahon 1-'to o\ So'ono>d Valvos " Svc Usl 

ROSSI C£ D.v.sion of Operational Events Assessment (Post 0^0411) 09/09/11. 
ConsoUeted Ed son Co of New York, lr.c I05pp 51337 095 51337 1 99. 

8909220154 Hosponds to 890727 Itr ro futu'o of p'ent Al present. NRC does not nood to 
issue order ha'l ng activities al facil.ty but wi I continue onsile msp to ensure activities 
comply w/OL roQuiremenIs & NRC reQuIaliCns 

CARR KM Cofpmssione/s 09/09/15 WATKJNS.J.D Energy. Dept of. 2pp 
51342216 61342 221 


8909200010 NRC Info Notice 89'O60, "Evaluation ol fnatrumani SeJpo‘nis Ojring 

ROSSI C D.vfs^on of Opo/aiionaf Events Assessment {Post 870411) 09/09/25. 
Consol'-dated Ed.son Co of New York, Inc I06pp 51337 200 51337 304. 


8910110098 For\va/ds Safeguards fnsp Rept 50-322/09 G8 on Q9062l-24.No violaitooa 

BE^LAMY.R R. Reg on i, Ofc of the D rccto'. 09/09/26 S7t*lG£R,W Long la'and 
Llghing Co. 2pp. 51467 120*51467:120 

-8910110102 fnsp Rept 50 322/09 00 on 89082 l•24.No v.olations noted, f/ajof areas 
inspected m,gt support, sect-nty program p’a.ns & audils.proiocted & vital a^ea phys cal 
barriers dpleciion & assessment alas & v.tai area access control of personnel 
OUSEU'wT DEXTER.! VJ.. KElWtG.RR. Region 1, Ofc of Oiecfot 09/00/21. 
7pp 51467:122-51467;128 

8910040295 Advises of deferral of compfeiion of coria'n aSLB setllnmoni og/eoments 
or commitmeols on end I st & deferral of Impfemoniation of inserv.co ‘nsp & Insofvico 
losiing programs.per agreement w/slato ol NY not to operate plant 
STElGER.W £ Long Js'and Lfghiing Co 09/09/27 Docu-mont Control Branch (Docu- 
moni Control DesK). sipp 51 423 022-5 1420 073 


B9092502S2 NRC fofo Notice 89-069. 'loss cf Thermal Marg n Caused by Channel Box 
BoW* Svc list onef 

ROSSf.C f:. Division of Operaiional Events Assessm.eni (Post 070411) 00/00/20. 
Conso'idaied Edison Co of New York, inc. I06pp 51631.001-61531 106 


8910200022 Forwards fnsp Rept 50 322/80 06 on 890506-0928 Ko Violations noted 
LINVJLLE.J Region 1. Ofc of the Direcfor. 89/10/05. ST1EG6R.W.C. Long island 
light ng Co. 2pp. 51567 343-51567 355 

-8910200024 Insp Repl 50-322/89-06 on 890506 0020 No violations cr inadoquacios 
noted-Major areas mspecied oporaiions.ma ni. surveillanco.com.'n.itoo aciivit’09.ficonso 
cond t ons, defueimg ope/aiions & preparations for mm posture status 
DOERFLElN.L T. Reg on 1. Ore ol Iho Director. 09/10/04. 11pp. 51 567.345- 
51667:355 


091OWO345 infotms of intenifon to use addf tme to submit comments on \QCfR2 2Q6 
petitionsjier offer in 890915 Itr Comment w il be subm ited no laior than 091110 
STElGB^W.E. Long Island LigV ng Co 09/10/10 Document Control Branch (Docu- 
meniConirol Desk), ip. 51530 031-51630 021 


0910130000 Informs of onplralion of opumlor I'consos for W Russel', M CaseTpj-jj 
M Oaldwin 

STEtGER.W E lotm Islond U«hlit*.ii Co. B0/10/l)fa Documont Control V. 
menl CtJnlfol Dosk) 2pp 5 1604 01 0 5 151)4 0l9 

DOCKET 50-323 DIABLO CANVON NUCLEAR POWER PLANT, UNIT 2 


F. Secuniy, medical, omofaoncy 8» protection plans 

6910030362 Forward public vorslon of ruvisoil El»ff»s.induding Rov 11 to EPG rSiSj. 
4 to CPRB O.nov 0 to EP-nti-tt.ttijv to lo El’ UF-t A It Vo EP 
ro^oaso memo 

OATLEY.D.H Pacific Gos A Elocfnc Co 00/09/05. Document Control BrancruV. 
moni Control DrJSk) 3(ip 61305 300 51300.110 

-8910030304 Public vorsion of fov.sud EPIf’B.including Rov 11 lo EP G-2 Si 
EP RB O.Rov 6 lo EP nO-II.Hov 4 lo LP fllMn.Rov 10 lo KP £F-l & Rev lu^ 
EF.2 

’ Pacific Goa & Elecinc Co. QO/OO/OG lOGpp. 51305.311.61300,116. 

0910160304 forwards Insp Kwpts 50-270/00 21 A 50 323/00-21 on 
not CO ol viOJoiior> _ 

CHAFFEE, A E. Roglon 5, Ofc of Iho Olroctor, 00/00/20, BuiFFEn.JO PaycCui 
Electric Co. 2pp 51546 100-51545 102 

-0010180305 Nol'co of v.olalion fronr In6(> on 000730 0000. Vio'ai on noiod laX« v: 
notify Bhifi foreman & firo Mnralmll of f('«) tfnor impuirod lo pormi frequent a««s 
Uirough locKod doo.' by workn>aii in proft. 

CHAFfEE.A.E. Region 6. Ofc of tlio Dfoclor. 00/00/29, 2pp. 51645 1 60 515*5 'Si 


H. Qoneral correapondonco 

00tQ24Q3O0 Discusses rcspoiwo la txonsfttiu enneurns ro disposal ol sperv,^! 
emergency rosponso uipobiMy at plant Issuii ol long lurrii giorflgo of hiD*! levflt sJ 
wagio being adilrossod by DOE w/<lovoloprni:rU of Yircra Mounion repos toi^i iv 
discussed 

TATUM J. f’rojocl Olruciomio V. 09/ 10/17 KNIGIITON.G ProiQCl DrectoraioT w 
51 505:338-5 1505.34 4. 


J. fnauronco & Jndomnlly fiitormnlJon 


0910049071 ForwAids Amond tO to Inilmnnity Aginument O-TS.roIxOCW J 
lOCFRHO.Otfoctivo 000701. 

ROOD, II. Division of Roaclof Piojecla • lir,lV.V A Spoclal Prolocis (Post 8704 ii; i- 
00/29. SIIIFFERJ 0. Pacif.c Gna A L-locirlc Co. ?pp 51410 307-51410313. 


K. Utiniy Final Safety Annfysla noporl (F8AR] & antondB 

0900200110 f^ov 5 to updated FSAR for lHabfu Cariyori Unite 1 & 2.W/B00020II/ 
* Pacific Qos A Electric Co. 00/00/20 OSOpji. 61340 001-51342.103. 


0010040301 NRC Info Notice 89 070, "Possible indicaf'ons of Misrepresented Vondor 
Products ■' Svc 1 St oncl. 

nOSSl.CE Owtsidrr ol Opsiakorsl Events Assessment (Post 87041 1> 89/tO/tt. 
Consofidaiod Edison Co. oi New York. fnc. I09pp 51631 118-51531:226 

8910130014 NRC Info Nolice 69-071, "Divers cn of RHR Pump Seaf Cooling Water 
Flow During Rocircufation Operation Fol'owing LOCA " Svc Lsl oncl- 
ROSSl,CE. Division of Operational Events Assessment (Post 070411). 00/10/19. 
Consolidated Edison Co or New York, inc 107pp. 51531:227-51531:333. 


R, Periodic operating reports & related correspondence 


P. Operallng license alogo dociimonia & corrospondonco 

0910020017 Fonvords appl calfon for nrnonda lo I feunaos DPR 60 A DPR 02 
of License Amonrt Roquosi 00 fO.ruvIs rtg Toch Spue 0 0 to change ropc.l-ng 
sh p oi onsxlo saiow ruvlovi group. „ , ,, 

SNIFFER, JO. Pacific Gas A Efi^clr.c Co fll»/00/25. Documcnf Conlro! 
mont ConUoi Oosk). ip. 51365 1 70 S 1305; 104 

-8910020023 Appllcoilon for annimda lo l.rconsea DPR 00 A DPn-02. conss'jofitl 
Amend Roquosi OO-IJ.foviSlnij Tocli Spue 0.0 ro ndmlnlsbotivo control? 
SHIFFER.J-D Pacific Gee A EHnctflo Co 00/00/25 5pp. 61365:171 51 365 W5 


8910170090 Monthly ope/ahng ropl for Sept 1569 for Shoroham Nuclear Power Slat on 
Un;i 1 W/09tOO8 Itr. 

JOiNGEaLOED.R.. SCALfCE.JA Long Island Lmhi nn Co. 09/00/30. 4 cd 51637 280- 
51537.271. 


S. ReporlBbte occurrences, LERs & related correspondence 

8910050037 Supplemenial Pan 21 rept re polontaf problem w/six specific engine con. 
trot devices in air siart.lube oil. jacket wate? & trenkcase sys lrr,lia‘ly reported on 
890429 California Conirofs Co will redesign valve seating 

GUNTRUM.BC. Cooper rndustries, fnc. 89/09/13 NRC - No Oelailod AfMiaiicn 
Given. 4pp 51430:171-51430.174 

0909280 1Q7 LER 69-007-00. on 090023, full reactor trip A nucloer steam Supply shutoff 
sys actuation occurred wh.le transferring power aupply.Causod by operalor 
eTiot-OpBT aliens personnel insirucied lo review procedure.W/B9D922 Llr, 

SMITH.OA.. SCALICEJA Long Island Lighting Co. 09/09/22 Spp 51342 154. 
51342:158. 


■8910020025 Proposed Tocfi Spec 0 0 ro ndmir.iHlrohvo conirols 
• PacllicGos A EfoclricCo. 00/00/25 Opp 01305 176 51305 104- 


8909200090 Genonc Llr 00 20 lo ell fuel Cycfo liconsuos f> 0380 ssng. using 
ing formula quanlitios of SSNM ro proloctoci area long lorm housokoopia'-’^ 

MCCORKLE.G.W Division of Sfifoounrds A Trensportatron (Post 070413) 
Coneolidaled Edison Co of Now York, inc. I3pp- 51531:107-51631:117 

0910060113 Forworda Ur ropla fg rosponsus lo long-lorm bol&mic 
on final ropt ol long-term aolsm.c program Ropl conionis will bo d scussoo ai o 
03 mooimo ro aoU airuciuro iniorflcllon. ^ - ciat-vCc 

ROQO.H Proloci D roclorato V. 00/00/20. SHlFf=ERJ 0, PaC'tic Gas & 

17pp. 61420.200.51420 215. 


6910100182 Roquosis concu/rqnco to Intorm-lontly rorouto A discharge f-rewa-ei ^ 
ouxlLorv salt wQlor cooling eya Dlschorgo OOlU.por oncl fhagrom ^ 

TOWNSEND.J.D. Pacific Gas & Efoctric Co 00/09/20 LE 0 NARD,WH w- 
SialOOf. 3PP 5H50 330-51450 341 


P1S7J 

OMJ Fcw6«i« documonis S .eauosis acid ,o <dviu« o» 

83/.OW SMirrERja l-ndltiC Gna 4 ( k.ulr.c (.» 

siMl 001.5153^ 053. 

IJOOOe ftevw. dl S,» 4n«lvs.3 m DCPHA G.050l C..„.o.,.lor 4 ...,1 Imnn 

re"SnA'n.o.™"ft 

g>HoSD.-dC?orafo%* 09/10/04 SHirr-EIW-a t'acn* «i«. 4 (•.<> 

S\S40 226-51540 336 

,S 0„7 Adiands 44 a 43 lo llc<-n«,3 DM(I 00 4 OI*ri nP..O»,H.<4.»nl,, 

^X"ng iTo/10/0? 1 ‘tpp 5t!>4n ;-z-.Mf.40 ?m 
ie0119 Saioty dva'uaion 3dPPO.i.nfl Mnonds 44 4 43 u, Gcao,,,* 01 4. no 4 
fiaacc. nau«-W-on. O.oclo, (f’oat 0/0411,. «»/ 10/04 n,.,. 

15240 51640 245. 

80253 naquasis NRC pa-ticipailon m AS5/F. Sccllon Xi <;<..i.f...iio.. G..3li)o l'«» »" 

..nt..n..in, m 

IwrSalaJuards lPMI 8/0411) ip 51537:207.516:1/207 

finoRi forwards request ror M Info lonu lorni BOlsm c |iro<)rnn« U TSP) f-uimiiv 
ip/SSJfltion ISSC^^ fir ruf>l ro MdoaOfMO ftiool-no f)-i SW. of 

'?aS5'?"ap no So 10 nioo1,d0 « OOOOIl) 0. -Pl •<> 111 

DTpialMoclora V 80/lO/13”sMIFKEfW.[> Pacl.c Gem » I l.a.lni: < 0 
, 51617.120-51617 135 


IM079 OiscussQS ovidenco of ohl’(luo sip rovorm* H Ifiriifif fnulinp f<i,rn ll.Xlflpa 

'WN.F?d" K'Sif” Gooiogcol Survoy. 0O/Of)/2'i ffOfHMANJl. NUC No 

ed Aff ai on Given 4pp 51017:1 27.5 lGl 7 1'.10. 


01«>&77 Con^TeniS on 60000640 nwollnu In nockv.llo.MI> fo w.ion ir: MUjtc c* 

SnsTb Navada. Ur.iv ol. llano. MV. fl0/0lt/l0 HGTMMAN.It NHi: Na 
laled A'fliiaiicn Givor> 5pp 0l0l7:l3l.5l0l7:l.iri. 


10183 Scppls D90925 liconso Amonil nonuoiAl 1 och opne n 0 Ail 

WJve Ccrirols” to incOfpOffllQ Dronr.l^uliOfUil fl GONIIIAC. r rmriijun MimiiiobIii 
ill re's 13 eenof d-icloar oHiCOr bo f;f\nnuO(1 ns inrlicniodjior NIK. niCrjrriirKitxM 


i'fFERJD Pacific 083 & E'ociric Co OOMO/Kl. Oocwnmnl ConUfl llrnni I' K>(uii 
ir^t Cor irol Desk) ip 51509 005-5 1560.005 


ixmnn Gensne Ut 09'2\ lo oil Ivokiore bt OLb & CPe for tuiclmir powor omclrirn 
'veerning fequosi for Info to aialus of in'.plomorUfibon t>f U!i 1 miniiKin'ontn Svi: li-il 

A* 

iRTLCWjG Associalo Diroclor for PfOjOClR (I’osi 070 ' 11 l). HH/ 1 I» 71 *) l.ririsol rial 
I Edison Co of Now York. Inc. COpp. 51022 OOD 5102 ? 000 


)130273 Generic Lir 09.22 fo all llcofisnos of onufOluiQ roaclorn H lioliNun of (<1 n m 
riiC'La'. fci -ncroased roof loads & ploni ofua flood runoff (IrrpK’ licunsorl ourloiif 
wer p'arts duo lo roconl chango m PMP cnlorlii Svc fiHl oocl 
iRTlOWJG Aesocialo Dirocior for Prolocis (Post 0/0411) fH»/lO/ll> Cojisniiiiat 
J Ed.son Co. of Now York, Jnc 30pp. 51022 000 5 1022 100 


nspectlon reports. IE Bulletins & correspondonco 

9010338 NRC info Notice 89-065, "Poioniiol lor Suomg C<»rfosi(^n (aouking In liloam 
eneralof Tupo Plugs Supphod by D&W." Svc lisl onci 

OSSl.CE Division of Ocproiional Cvonis Assossmufil (Pofpl H/04M) fl‘)/OD/OH 
onsclidated Edison Co of Now York, Inc. lOQpp. lOU OKHO 2««. 

19060284 NRC fnfo Notice 09 0B8. "Oual.licohon Lifo of Solonod Vnlvr^e” Svc linl 
ncl 

lOSSl.C.e Drvison of Opcroilonal Lvonis Assossmnnl (f’oal 070411) fii)/on/ll 
^.soiidaied Edison Co. Of Now York. Ific 105pp 51337:005 51317 lOO 

19200010 NRC fnfo Noice 00 008, "Evplufitlon of Insinimonl Si!lpf>iiUG l>ijtini) 
-tpds ’ SvC kai oftcl 

fOSSl.CE D vision of Opernllonal Evonla Aesoaamont (f’oel 0/0411) no/f)n/25 
/Onsoidaied Ed eon Co of Now York. Inc lOQpp 51337 200 5133/ 304 

D9250257 NRC info Notice 89 060, "LOSS of Thornml Morn n CauGud by (3ianni)l E1(»^ 
^ S-tfc 1 %\ end 

?0SSl.CE Division of Oporatonal Evenlo Assossmuni (Post 0/041 1| nO/Ol)/2U 
.xinso <Ja:ed Edison Co. ol Now York. Itvc lG6pp. 51631 00 1 -5103 1 lOQ 

W160304 Forwards Insp ftepie 60.275/00 21 & 50 323/00 21 on 000/30 0000 A 
Wice 01 viola ion. 

D-rocior. 00/00/20 Si lirFcn.J.O- Pacific Cns A 
tledfccCo 2 m> 51545.166-61545:102 

vioiaiion from insp on Q0Q730 onoo Violnllbt\ noUirUdt'unj lo 
I u ^ Marshall of fuo door Impoirod lo portrnf Irnquoni occuas 
^.o^h l^kerf door by workrnan in area 

'-•wn.t.Af Region 5. Ofc of tho Direcior 89/09/20 2pp 51 545 108 51545 Ifil) 


0010250130 forworrla Siional Hnpl 00 0t> rO rnauUa of aloam gnrniraiur lunu ijuiiy 
foiil inMJS rondnrlriif rJiiring nDCOiul roliioliro o'.ilugn , , * rtv^r.. 

SIfIf-l l-lUn. P«( lie (uiR A Chicinr Co 80/ 10/12 Uccutnimi t.nnifOl llrnnub (Uolu 
ninnl ('ontrrjl Oonk) Ip 5 lu 12 050 51812 CNO 

B01010012B Ai-k fcanjjl of 000804 llr & payrnonf for civil iior’ally m nnnnj.Ml ul 

$/ 5.000 Corrnchvo ar;l one will tai tlurlrij) Uiluro iriv.|»^ n rm^ n. 

1 IlillFUMAN.J Ofc ol EriJorronUinl (f’oai U/0413) 80/10/13 .>1 lll f ril.J.I) f OC- u 
l. lATi 8. 1; 'iir.inc. (*o I )) 5 1 65 / 1 M 5 r>5 / 1 7 1 

QO 10 1300 14 N'U: Info Nn\iC(» »D1)/1. O.vi'iaoo ol HHfl Pvrmp So.al Coolu^^l WiUor 
How Doriinr Mnclrc iilniiiiii OpnrnI on f o'lowir^g I.OCA " Svc Hal «’"cj 
IKISSI.CI nwlworr of Oiic'alioruil l.vorris ABSoSSnwfiil (Por»l^ 8/0-1 11 ) 811/ 10/ m 


n. I'oilodic oporntlnQ roporls 4 folnloil corioapondenco 


6910030106 "lloin on lV.rvc.8:wti« N'.uriK«mg ivl H.nUo Canycin Pownr |r|nnl 

MtUilhDf Au| 1080 •• W/MOn020 Ilf 

SI III HU ro lOWNSLNOJl) Pnafe Ona A r luulnc (o OO/O/I/JI. 


1. 1 '111,1 'in- 


r. I'lJI.I .y?-t 


1 Ju' r'i| 


0910260110 Mrinlftly (jjiiUiilimr laptH fO' Snpl 1080 fo' D-ahlo Crinyon N" 14 1 A 2 wr 

Mi ItSE'MP. IOlVN!lfNO. 1 0. I'ur.Jc (ins A l-t(^clfic C-r' nO/Oll/'.K) 1 1pp 
5102/ 1211 5182/133 


S Hopofinbfo occurroncoB, LtRs & rolatoO corroapomlonco 


0010050006 I DtwnnJn AncrKif/Onffing ri!i85 r.irinJiifal aiiacliniiml poiar'llal ‘:liMonra''J I” 
ti.iii-fiinr II ill Ol) iilfmi! aiii/ii 81 iiniTlr npiKirtis lo t»4ivii f'arl 21 mini caiUjiiH 
MAUMN T T 1. /jfc of Hii) Ui'nidor 81>/1)0/12 UHACll.r VJ. Vuiuloi bvipvM- 

iKin rtru'ali Ip 514 15202 '»M P- 301 

..0010050103 f'nU i’1 A rlufimm y mpl »u piilnfilinl Nir rk'iiMHui/ inUifltifOiun* 
Aiitlior/lKirlirn) Al> 5M>'i aOift.lninl nllmhmunV ft wvubUir lH4riv OU AU "80 

onnl-lifif^ Situation rHcvrniil w/i4i% fivrHviiil A irmuof cnnvilurrHl ( rosed 

KlYlSMlWAMt Atrutw«/l>.ulmu Vulvn I'o (miIir Pf Indirilfli'S. 

Inr) 80/08/28 Uiiijnii 1. OfCiif tiKi tliirclOf Oji(> 51415 203 51415 301 

8010020260 U M «0 dOti 0(1 cm 80032l>.pfaGM.r«/tir nalc'ly ruhof vulvu tni'plini tinnp nuin 

not on hltih tiiiiip (Mail'd by li.akai|n imsj f ^ 

ti>plm:i'il Hill will pc-rfurni fiirltiur *»HiiJy nn uiu'ni of •^‘^kaot) W/nOOO/lj^ 

lifllHll.ri SMIMIU.JO Pnnfm Una A t luclrio (•« 80/oy/2ii Upp .u.Kb 31.i 

5ri(i2:i23 

8010030007 M H 8‘l 008 00 nn 880828 ojuiralnm irai.alurl mamiiil loat.U/t 1r.p njli'f ub 
hn/vini) nliirincnl gnxmd a»riffim f<ir rtMirlur cuolnnl imu'P C;8n4nil tiy inntforiimln u or: 

irli Al i:ofinuf:lifin lui nijiiif) rn/r'iUnmiiM.lut )up8\rcd W/ftOfUrpV Ut i.iiiiinrr; 

(dll I . silll n'M,30 Puu'-c (ins a rmclnn (r» fl0/0l)/2/. 8pp .il.Ki8t1j(j 
111 null OK I 

BO 10100176 1 niwmdf, Imal t«p1 rtrau'fii yf yXMxl nciliin ''-’‘J'i 

!<-,liorJ in InviPdirjnln upuunna cnnl.llnniunl vunlilalon ifioalion •rnl'nllonn A l.rJln I fJfl 
till/ (U I 80 1115 01 1 0/310301 A 1 iKi 014 01 ^ ^ 

SUII f rU.I U IMfdtC linn A I liK.tnO Co 110/10/02 flocmr.um Conlrol Urnnt.li (Dnni 
inrint Cnrilrol Oti^K) 5pji 51481 245 51481 200. 

AntniQOi27 1 1 fl 8'J 000 00 Oil ODOOIO.filuafn tumorniof lilowifown nanipfo nol anrily/oil 
wiltrn 24 H n4 r«nii.fi':l by Totli Spac 3 3 3 10 Im-H conm/mn 

nilmimrjrniivo ornorniii Adaiinlfilfat v« pmctjd.rm rovlood W/f8M0nu Iff. . ^ 
(illlllEl.Tl . SI 111 1 11U,.H> Pacllu. C»aa ft tlvicbU: Co U0/fO/OQ /pp .iKildO.lO- 
!i15l:i Oim 

8010250117 l■NC^V•fi^l 001 on 80101 /.i-nflliqiinKn occufod in Safi I rancaco tmy arua 
^ A InU wiVbln pioHicfud (pun nl tftf.tUy CVoutv.l ucc<?5)/all0n wriy 0 0044(1 1 iconnnn com. 

nlotoil inip Ol filanl A no dnaingua klaniiflod nfn-i un 

MlNDONf : a.M fb'QOn 5. Ofc of Urn iJraulOr 80/10/1/ 2pp .*1013 2/2. ilOlJ 2/3. 

6010250015 PNG V. 01) 001 A t)ti 800018 untrsual ovonl . anrlhtlimkn (ujulftlo) Small gas 
l(■nk IdtinlilKid in ovuJrlmnrf fipaco Moatur was imnuKl [‘-P^'/dd ^ 

Wl NS1 AWHKI.f' Uoyfin 5, Gfc «l Itm (kmcior 00/10/18. ?pp .*1807 2/0 


d. i t O > T 


V. Operator Exnrnlnnlions 


A61003QQ42 Ptnviilos mfo ro aunonC lundnirnntnifi uxnm ootlion of ojHiralor liconalng 
wnllou e»nm lo bo mlrninlsluroff un 801004 Map of tuua.liGt of foduf'O & vw\w\mr/ 

'K?fisciHrr^ni^^ safoguanla Bfonch 69/00/10 MMIUN.T Pnc»8r. Gna ft Tlcc 
Inc Co ip 51367 27/.51 3ft 7 2/7 


DOCKET 50*324 BRUNSVilICK 3TEAM ELECTRIC PLANT. UNIT 2 


Repla 50'324/88 38 & 50 325/08 38 Evaloaho.n to confrm adequacy ol pla'^l cooibus- 
nb'os contfo! prog'am indiraios that p/ogta'n adequate as irrplemcrted 
HARNESSJ L Carclna Powa.' & Lig'M Co 89/09/2C Ooa.meni Control B'a''Cti (Ooc 
umonl Conifo’ Oosk) 3pp 5K.13 ?27-5U1?22D 

8910060231 Fo-Vvards Insp Repls 50-324/89 30 & 50-325/e9-30 on 090905 08 No vO- 
lac ens Of deviahons noted 

CLfNE.W.E Regan 2. Otc ol Wio DiroctO' 89/09/28 EURV.L W Ca'o'ma Power & 
LichtCo 9pp 51454 357 51454 360 

-8910060234 Partially withhe'd Insp Repts 50 324/89 30 & 50 325/89 30 on 89C904 08 
(rel lOCFR 2 700(d) & ?3 2l).No viola’ons or deviations noted Malor aroas 
inspected records & rcjits. protected & v.tai area access controls & alarm siaiicns 
THOMPSON.DM, MCGUIRE-DR Reg on 2 Ofc of the P,rocio.' 80/09/28 ip 
51454 360-51454 360 


H. General correspondence 

D909120355 Respords to 890318 recuest re tonsiituent D Gi'< 890703 Itr ccncornng 
wha'o Cody con lamination Insp of plani records fo' li-*no period in question failed fo 
rovOQl Info which has r.o1 a'roady boon addressed 

TAYLOR.J M OIc of tho Executive Director tot Oporaions 89/00/06 MELMS.J 
SofxaiQ 2pp 51555 356-51555 359 


P. Operating license stage documenis & correspondence 

6910040198 C'atities into prnsonied by NRC ai B90616 exit meet r'g for NRC diagnosiic 
ovBfualion ol plant re ratio of degreed vs ren deg'ood personnel m onsite eng neenng 
organ rat on 

WATSON.RA Carol na Power & Light Co 89/07/31 JORDAN.E L NRC No Oo 
tailed Affi'iatlon Given 4pp 51423 316 5l423 319. 

8909270027 Applicafon fer amends lo Licenses DPR 71 & DPR 62.rGViS ng Tech Spec 
3/4.3 2 lo clarify Tables 3 3 2-1 & 3 3 2-2 re primary coma nment f&otation 6ys 
CUfTER.A.U Carol na Pewar & Light Co 89/09/20 Documonl Control Oronch (Docu- 
ment Control OosK) 29pp 51335 161-51335 269 




-0910040185 f’rr^osod foch Specs ro conlrol tod wind' 
msirumoniaiion.MCPn.ECCS response limo & average p'o^iar 'mcar 
fate 

■ CaroLna Powor & L ghi Co 89/00/29 54pp, 51393 206 51333 J39 

091OO5O2SS Notifioaiion of 891012 mooling w/ulil in Rockvile.MD to discus 
OKempuon from /^>p J to waivo next Type A con lammont ' weg rated u 
TCUH!GNY,L-.G PrO.ocr DireclOralo 11-1, 89/09/20 ADENSA^EG Frc 
OfO If l.app- 51430 224-51430:226 


8910060260 Roquosis rov.ovy S Input re oneJ ulil rosporse to C acne s' 
T earn runt lor p'arit.tiy COB. on89l0l0W/ooncl 
PERCU.M DiaooostiC Evaluation & Incident InvosiiOOion Branch 09/ 'Or 
tic EvalJflliori & Inc deni invoaligahon Rranch ip 51435 0B9 51435069 

6910170144 Submts fovisod fos)ionso to station blackout ruitj lo reitect \ 
QC power soi.rco wi I be ulibzod por App R to NUMARC 87 00 
CUTlER.A.n Carolina Powor A Llghi Co. 09/10/10 Documonl Conitc' G 
mom CcolfOl Dosk) lOpp 51536,343-51536 352 


8910160136 Appllcntinn lor nmonds lo Liconses DPn-7i A DPR 62, i.x^ 
abl^rimary conla r'mom loakaQO ralos specified in Tech Spec 3 6 12 
CuntR.An. Carolina Power & Lrohi Co. 8D/10/10. Documenl Ceniro 9 
mom Control Dosk). 1 5pp. 51630.100 51540.152 


-0910160130 Proposrrd Tocii Spoc 3 6.1 2,'ncronsinfl al'owablo priT!i«Y 
loakayo rales 

* Caro'irio Powor A I'ghf Co 00/10/10. 40Cpp 51539 115 51540 152 

0910230052 Forwards ArnoncJ 1GB to LIconsD DPR'62 A salety ovaua 
changes Tech Specs lo implomoni expanded operating doma n 
TOUniGNY.E G Prolocl Oirocloralo 11-1 00/10/12. EURY.IW Caroli 
Light Co 2pp 51570 044-51579 002 


-6909270026 Proposed Tech Specs rev.sirg Tech Spoc 3/4 3 2 lo cl8»,ly slaiod tab’es 
rop'.mary coniainmoni isolation sys 

• Carol na Power A Light Co. 89/09/20 80pp 51335 190 51335 269 

8910040409 Forwa.'ds cO'rected Arronds 162 A 132 to Licenses DPR 62 A OPR- 
7l,rGspi3Cii-/ely.Amend3 correcl typo n Tech Spec Table 3 3 2 2, TRolotion Aculaion 
fnsirumenla1:on Solpo nts." 

LC.NB Project Orectorate II 1. 09/09/25 EURYX W. CaroLna Power A L'Qhl Co 
2pp 5M37 110 5143? 114 

-6910040413 Amends 132 A 162 lo Licenses DPR- 71 A DPR 62.re3pociivolv. correct- 
ing typo in Tech Spoc Tab'e 3.3 2-2. "iso'aiion Aciuaiion insirumentatron Soipolnis ” 

* NRC No Defai’cd Alh iation Given 89/09/25. 3pp 51437:1 12-51437:114 


0910230066 AmonrI 108 lo 1 Iconso DPR-62,chong.ng Tech Specs Is *t 
pondod oporailng domain. 

AOENSAM.E.G. Pfojoci D.roctorato II- 1. 89/10/12 30pp 5l5/9 046-6157 

-8910230059 Safoly ovniunt'on ai^portlng Amor>d 160 to License OPR-62 
* Ofiico of Nuclonr Ronclor Roguiation. Direcior (Post 870411) 09/ 
51670.070 51579 082. 


0910260195 Nolificat-on of 001017 rngl mooting w/uti in Aliania.GA to d.s 

B rlordlzaiion program & simulator upgrade. 

'ANCh'.M.C. Rnn-on 2. Ofc of iho (Jirocior 89/10/12 Region 2, O'c of 
2pp. 5161 7 35/-5 10 17:350 


6910050004 Forwards correcl'ons lo corrponent mail designations fistmg. per Generic 
Ltr 88 01. consisting of tables lisfng hlsiory of wolds A prior mdigallng achons/treai- 
menis 

LOFLINX I CS'cLna Power A Light Co 80/09/ 25. Document Control Branch (Docu- 
mGTit Control Desk) t?pp 5t 420.240-51 420 255. 

6909260096 Generic Ltr 80-20 to all fuel cycle I censoos possessing, using or procoss- 
ing lorrruia quantitos Ol 5SNM re protected area long-term housekocp rig Sve I si 
end. 

MCCOFlKLE,O.Vif. O viSon of SaleguarOs A Transpodation (Post 070413) 89/00/26. 
Consolidated Edison Co of New Ycrh. Inc. I3pp 51531:107-5l53l:l 17 


B9 10240000 Responds lo 08 11 04 Hr requesting relief from ASME Boor 
Vessel Codo.Soct:on Xl ro sve wafer sys repair. Temporary repair accepi 

? ranted for porform.nn hydrostatic lost 
OURIGNY.F. G Profoct D coclorato 11-1. 89/10/16. EURYX W. Caro l 
Llghi Co 3pp. 51505 021-51505:025. 

-5010240010 Safely ovo'eaiiofi supporting licensee request for relef fren . 
A Pressure Vos&of Code roqu'romonte re wold repa r. 

* Office of Nuclonr Roaclor Regufation, Director (Post 870411). hV 
51605.024-51505 025. 


6910040130 Forwards corrected Tech Specs Pages B 3/4 fl-2 to Amends 136 A 166 lo 
Liconsos DPR-82 A DPH-7l,rospocrively ro priTaty conia’nmont airlocks 
IE, MB Prelect Directorate IM 09/09/27 EURY,l.W Carolina Power A L-ghi Co 
4pp 51393.083 51393.086 

-5910040133 Correcied Tech Specs Pages B 3/4 0 2 fo Amends 136 A 166 lo Li 
censes OPR -62 A OPR-7l,rospociively. 

* Project Dirocioraie II- 1. 69/09/27. 2pp. 51393 007-51393 088 

8910040262 Forwards ’’Response to NRC Diagnostic Evafuat.on Team Rept for amns- 
wick Plant A Supporting Organl^oll^>ns ” 

SMiTff.S U Caro'ina Power A Light Co 89/09/27 TAYLOR.J M. Ofc of Ihe Executive 
Director for Operalio-'is. 3pp 51394 222-5 1 334:328 


8910160260 Generic Ltr 09-21 to oH hofdora of OLg A CPs for nuclear pc 
coi\cctrang fot)uost lot mlo re status ol Implomeniftlion ol tISi raqu ‘mt 
end. 

PARTLOW.J.G. Associate Oireclor for Projocls (Post 870411) 80/ 10/19 
ed Edison Co of Now York. Inc. 60pp. 5 1622.009-5 1622.068 

89101B0273 Gonoric Lir 09-22 to a'l licensees of oporalmg readers A ho!(J< 
potoniial for Incroasod roof foods A pfant area ffood runoff dopih at 'cci 
power pfants duo lo recent change in PMP criterm.Svc list onci ^ ^ ^ 
pARTLOW.J.G. Assodalo Direcior for Projecis (Post 870411). 89/10/19 
art GcksonCo. ot Mew York, Inc. 3Qpp. 5t622-.080-5t622 106 


-8910040764 "Response to NRG Diagnostic Evaiiraf-on Team Repi for Orunsw.ck Plant 
A Supporting Organ-zations.*’ 

' Carol na Power A Light Co 89/09/30 I20pp 51394:225 51394 320 

6910050052 Forwards corroded Amends 160 A 130 lo licenses DPR -62 A OPR- 
7 1 ./egped.vely.rovis ng Tabio 3 3.4-1 to defote instrument lag numbers to refloci pre- 
viously issued emend 

LE.NB PrQ\ect Directorate U-1 89/09/27 EURYX Y/. Caro'ina Power A Ught Co 
4pp. 51430.032 51430:037. 


8910250146 Appiicotion lor amends lo Licenses DPR*7l A OPR 6 2. to 
sloam line rodiation monitors trip selpoini lo compensate for increased 
radiollon levels wh-lo hydrogen wafer chom siry sys in sve 
CUnERAD. Carolina Power & Lfghl Co. 89/10/19 Documenl Control 0. 
mom Conlrol Desk). Opp 6 1 60 1-33 7- 5 160 1:360. 


-B9 10250149 Proposed Tech Specs ro main sioam lino radar on men 
ebango tiydrogon water cbom'strv- 

* Carolina Powor A Llghi Co. 09/10/19. I5pp- 5l60lt346-5l60l 3oO 


•(VMniiili Ark rc'c pl of 890918 Itr inrofming NRC of biops loKon lo correct vio'ftfons 
50 32-l/69 n & 50 325% 1 1 

I tiAfJCA Ro^cn 2 Ofc Of Ihe Di'tfdor. 80/00/15 EURY.L W. Cnrolnd f^jwor & 
!:^h'Co 3PP 51306 110 51386 121 


I00}{)047 Forwards Insp Ropis 50 324/89-20 8 50-325/03 20 on 003801 31 A nol.co 
I ,TO’a‘on Pa'ticijidf ai:6n:o.T in rosponso lo idont-ficaiinn of rool causo of prob'om of 
i'% :o volancn no'ed n nolice lorwardod by 00022/ Ur roqjobluU 
^EVE5LA Reg on 2. O^c oJ ihe Di'ecto.'. 89/00/22 EUflY.L W. Caro'mn Powo/ A 
^hlCo 3pp 51385 060-51395 100. 


910030050 Notice of viciai on from msp on 890831 31 Violations notoef. Opoiaiir'.g 
1 OP'24 madoq-jately osiabl.snod S wntlon procoduros lot posi nm nt test 
r' < ’ es iradequafo for contanmonf alrrosphora tiluton vnivo 2 CAV CV 27H 
li^vESL A Region 2. Ofc cf iho Diroctor. 09/00/22 App 51385 003 51305 066 


910030052 Sa'ety ln$p Hopls 50 324/09-20 A 50-325/89-20 on 090801-31. Viola- 
c.'s rsied Major areas inspociod main! obsurvat'on, son/oivanco 
csena joi operet oral safely verif:calion. lOCFFIPI repcrlinq A ot^siio Lf-Rs roviow 
lUJUxDWH. OANCE.ffC Region 2. Ofc of tho Direcior. 80/00/M O-Ipp 
1335 06> 51305 100 


[0C3O473 Forwa'ds corroctod pages lo Insp Repfs 50-324/09-22 A 60 325/00 22 
jl'AnCA Reg-on 2, Ofc of Ihe Di'octor. 89/09/22. EUfiY.t.w Carolina Powor A 
.9h' Co ip 51397 308 51367.310 

1100304/4 flevsed paces 1o fosp Ropis 50 324/80 22 A 50 325/09 22 
Reg on 2. Ofc of Ihe D.rccior 09/09/22 2pj). 51367:309 51307:310 

^200010 NRC Inlo Nolico 89 060, ‘ Evaluation of Inaifumoni Solpo ni8 During 
'c<js ■■ S%c isi one I 

1355', CE D VIS on of Onoralional Events Assossmont (f^osl 8/04 ti) 89/09/25 
Ed son Co. of Now Yoik, inc lQ6pp 61337 200-61337 304 


3020164 Responds 10 violal ons noiocf in Insp Repis 50 324/09-14 A 50-325/80- 
4 Coaecr VO eci.on involved maint supervisor A foreman counsolocJ at lengih re) nsH 
:cideni po:eriiial.y posed lo nu clear sofoiy 

ifiNESS.JL Caro ina Power A Liyhl Co 89/09/26 Document Control Urnncti (Doc- 
Ten CcrUol Desk} 5pp 51366 137-513G6 141 


K <004 6 Forwards Insp RoptS 50-325/80-24 A 50-324/89 24 on 8008 14- 18 No vio 
0' devial.ons noted Un'osolvod ilom noted. 

-UAV.Ca Reg-on 2, Ofc 0l Iho Dirocior. 89/00/20 EURY.L W. Carolina Power A 
^hlCo 2op 51392 26B 51392.278. 


insp Repls 50-324/89 2 a A 50 325/80-24 on 800814-18 No viplaHons or 
c^'ttlc^s roiedMaior areas inspected corrocilvo aciiona in rosponso to provious 
15? I ."c-ngs re env.ron qualifcalion of oloctneal oeuipmoni A LER 04-18 
'r'3?270^n9^2^6 ^ PcGOn 2, Olc of llio Direcfor. 89/09/18 7pp. 


response lo 881221 response to violation noliitl In Insp 
ffCJs ,0 324/89'30 a 50-d25/88-38 Evaluoiion to confirm adequacy of plant combus- 
Indicates lhal program adoqualo os imp'omoniod. 

A . jtSSJi. CafO’ina Power A Lmhi Co. 89/00/20. Documoni ConUol Branch (Ooc- 
r-en* Con:rcl Oefk). 3pp 51412 227-514 12:220 

3M0231 Forwards Insp Repls 50 324/89-30 A 50-325/89 30 on 000005 08 No vio- 
uV*iS w dov'.aiions noied 

Director. 80/09/20. EURY.L W Carolina Power A 

^ht Co 3pp. 51454 357.51454:360. 

50-324/80-30 A 50-325/80.30 on 800004-00 
violailons or doviaiions nofod.Mojor areas 
hSSpson n M ^?fPr^‘J,nc nccoss conlrols A alarm eialions. 

MwmsHsToeo ^‘'octor. 09/00/20 ip. 

»«^”SvchsUrlci^ Thermal Margn Caosod by Chnrmol Dox 

d^«nn r^i Assossoioal (Post 0704 M} 09/00/20. 

'-'Tsgi.aatedEdsonCo ofNew York. Inc. lOQpp 61631 OQl -51531. IOC. 

* 50-325/09.25 on 000021-25 No viO 
eMefiecw®;Q8oivSd^ associated w/ALARA program lhal Iiavo not 

S3pp^|?5eV43?:^^^ 89/09/20. EURY.L W. Carolina Power A 

^ 50-325/09-25 on 000821-25 No violations or 
Jiip-pmQrepiac^miniL^iflnfi^l^^^ Hconsoo preparations lor irnminenl rocifcuhn 
HORTfl^DCP fl n previous Idoniifiod Itoms. 

1564 1 <o^^‘^® " of the Direclor. 09/09/29. 7pp. 61504:134- 


9WC0 2pp''5?sT7M3°St577*i40^"°''“^ 88/09/20. EURY.L W Carolina Powut A 
«-iCoY4i536 261.5, He'Jgg’ fl9/'0''0 EURY.lw. Carolina Power & 


nnujuf areas mspccieo msriission of p?an A techrical jssuos as- 
safe end /riser replacomont 

5 1566 034°^’^ ’ BtAKE.J J Reg on 2. Ofc of Ihe Director 09/10/05 5pp 51566 030- 

0910240008 Responds lo 881104 Itr roQuosiing relief irom ASME Qciler A Pressure 
I f mpai.' T©rrpo.'ary ropa r acceptable A roi.of 

granted for poflo.mnn hydrostatic lest 

TOURIGNY.EG. Prelect arocto.'ato 11 1. 89/10/lG EURY.L.W CO'olna Povwor A 
LighlCi) 3pp 51505 021-51585 025. u u a 

-8910240010 Salotyevfi-iraiion suppo-d-ng Jiconsoo request for tel*af from ASME Boler 
A Prossuro Vessel Cede requirements ro wold repair 

Regulation, Directo.' (Post 070411) 89/10/16 2pp 

51 5u5 024-51 505 025. 


8910130014 NRC Info NoliCu 09 071. 'Uivorsion of RhR Pump Seal Coolma Y/aiOr 
Flow Dicing Roc-fCulation Oporat on Following LOCA " Sve f.sl enci 
R05SI.CE t^vrsion of Onorational Events Asaossironi (Post 070411) 89/10/19 
Conso.idaied Ed son Co of Now York. Inc. 107pp 5l53l .227.5153l 313 


R. Periodic operating reports A related correspondence 


0910160325 Monihly oporat rg ropis fer Snpl 1989 for Umnswok Sioarn Elactrc 
Planl,Unil9 I A 2W/091OO4 Ur. 

^ Tight Co 89/09/30 I5pp 


S. Reportable occurrences, LERs & related correspondonco 

8910020286 Summary ol &90B>0 meoUng w/CPSl. in Rockville MD ro uml 890617 loss 
of offsilo power oveni.L.6l of ailendees agenda A prosenfat'on or.cl 
TE.NO^^OjccI Diroctoraie 11 1. UO/09/13 ProJocl Drociorate U l. 24pp. 51366 197- 


8910040090 PNO-ll-89 087 on 00002l.alOf1 declared duo lo loss of aud.ble annunci 
aiore to conirol board Caused by shod -n annuncator resot circuiry in safoty related 
control panel Shorl romovad A annunciator oporablty vordied 
DANCE.H C. Rogion 2, Olc of Iho D'oclor. 80/00/21 ip 51452 062-51452.062. 

8910040101 PNO-ll 09 066.1 censues propa.'ocf for adverse weath-or co''diiion9 duo to 
hurricano.Onofings held w/key managers on rosponsbi'it os to chock all Ira Hors, secure 
crane hooks A Increase omo/gency food suppl es 

VERREH I.DM nog on 2. Ofc of the Direclor. 89/00/21 Ip 51452.067-51452 067. 

8910040121 PNO-ll-09 066Aupdal09 status of Hurricane Hugo for nucloar facil.lios In 
southonsf Manning of Incldoni Response Cir by Rog on il coniinumn 
VEnnELLl.OM. Rogion 2. Olc ol the Droefor 09/00/21 2pp 5 1423 314-51423 3l5 

8910030120 LEFl 89 012 OO on BOOOOO.emorgoncy bus F8 lemp high.480 volf ground 
a'arm annunciation occurrod.Dlsassombiy of molof rovoaiod failure ol windings Rool 
cause for failure undetorminod Motor rel)uiM A fOinsiallod.W/B90929 Itr 
f^ASTVA.M J., HARNESS, J.L. Carolina Powor A Light Co 80/09/29. 6pp. 51363 069- 
51363 073. 

8910160285 Spoclal Ropi 2-SR-89 004 on Gi90922.7-dav limo Irarne lor llmiling condit on 
of opotaiion oxcooded Fire watches wi l bo ma-niained until door lolurne J to sve A 
limifino cond.lion for operat*on canceled 

HARNESS, J.L. Carolina Power A Light Co. 09/10/03. Oocumeni Conircl Branch (Doc- 
urnoni Conrrol Desk). 2pp. 61622.305 51522 306 

8910130039 LER 00 014-00 on 8900lO.primBry containmonl local leak raio testing re- 
vealed leakage which degraded primary coniainmeni safety barrier Causo under inves- 
Hoof ion lor rool causo doToroiinalion Leak rate losiing conl.nu nti.W/801005 lir. 
PAS1VA,M J . HARNESS.J L. Carorma Power A Light Co 89/10/05. 5pp 61400:260 
61480 264. 

8910160290 LER 00-013 OOon 690909.HPCI turbno auxiliary Oil pump rfovoloped shaft 
soal leak ot approx i gpm Rool cause not doterminod.Turbme secured A investigation 
begun failure analysis ol soal being porformod.W/89i006 Itr 
HAmRIS.T . HARNESS, J.L Caro'ina Power A Light Co. 80/10/06. 5pp 51513 142- 
51513.146. 

8910170226 LER 89 015 OO.on 89091 1, outboard suction valve for shutdown cooling sys 
2-El t-FOOO automatically Isolated dunng malnl surveillance losi Causod by personnel 
orror.Rusponslblo oporaior ccunsoled A procedure rov initialod W/8d10l 1 Itr 
JONES.T.M., HARNF.SS.J.L. Carolina Power A Light Co 09/10/11 6pp. 51526.038 
51526 042. 


V. Operator Examinations 

6910040216 Hoquosts tormlndl<on ol senior reactor oporaior Lcconsa SOP-2467-7 for 
MA Jones. 

STARKEY.R.O Carolina Powor A Light Co. 80/09/21. Document Conirol Branch 
(Documenl Conirol Desk). 2pp. 51452.065 51462.066 

8910240062 Roquosis lhal License SOP-2997-5 lor SB York be torminafod. York reas- 
signed to duties not requiring license 

STARKE Y.R.B. Carolina Power A Lighi Co. 09/10/20, Offico ol Nuclear Roaefor Reg- 
ulation, Director (Post 87041 1). ip 61584:166-51564.196. 


-a9092a01 14 ROV 2B,Vcl XIII.BOOK 1 to tmo.'gGncy hiebource rwi 
■ CafCl na Powot & Light Co 89/O9/C0 75pp 51345 253 51345.327. 

0910050050 Rgv 26 to Pages 3 20 & 3-2l 1o "Had ological tmorgency Plan.” covering 
Itrs ol agreerr-cois w/agenc es 

• Caroiina Power & Light Co. Q9/'09/2l 4pp 51430 045 51430 048 

6910050013 Submits foi'owup response 10 861221 response 10 vio'oipn noli/d n Jnsp 
HopIS 50- 324/00-30 & 50 325/60 39 Evaluation to conf rm adequacy 0l plant combjs- 
i dies control program moicaios that program adequate as implemented 
HARNESS. J.L Caro'ma Power 6 Lighi CO 09/09/26 Oocumenl ConUol Branch (Doc 
umenl Ccmcol Dos^l 3pp 51412 227-51412 229 

8910060231 Forwards Insp RopiS 50 324/09-30 & 50-325/09-30 on 090905 00 No vio 
lations or deviations noied 

CLINE.W.E Reg on 2. Ctc of tho Director 09/OD/2O EUHV.L w camlma Power & 
light Co 3pp 51454 057 51454 360 

-•8910060234 PaHially w.lnheld Insp Repis 50 324/89-30 & 50 325/89 30 cn 89D904-0Q 
(ret 10CFR2 790(d) S 73.21) No vio'ations cr deviations noted Major aroas 
inspected records & reels, protected & viial area access ccni'ols & ala'm stations. 
THOMPSON.DM Rogion 2, Otc ol the D.reciCf 69/09/20 Ip. 51454 360 51454.360 


H. General correspondence 

8909120355 Responds to 890818 request ro constituoni D Gill 6D0703 Hr concerning 
whole body coniarrination Insp of p'ani records for lima per od In quest on fa-lod 10 
reveal info which has rot already been addressed 

TAYLOR JM Ofc of the Execulwe 0/eclcr for Operatons R9/09/C6 HELMS,J 
Senalo- 2pp. 51555 35B-51555 359 


P. Operating Ncenae stage documents & correspondence 

8910040196 Danfies info preseniod by NRC a1 690616 ewt meo’ng for NRC d agnostic 
ova'uation of plant re raho ol degreed vs non -degreed personnel m onsite engineering 
organisation 

VJMSON.R A CaioSna Power & LigtU Co 69/07/31. JCROAM.E L NRC - Mo Do 
tai'cd Affi'iation Given 4pp. 51423 310-5 1423 319 

8909270027 Application lot amends lo I'censes OPR-71 & OPR-62,rovising Toch Spec 
3/4 3 2 to clarify Tables 3.3 2*1 & 3 3.2-2 re primary containment isoraf on sys. 
CuTTEn.A B. Carolina Power & Light Co 89/09/20. Docuniont Control Branch (Docu- 
ment Coniro! Desk). 29pp. 51335 161-51335 269. 

•'8909270028 Proposed Tech Specs revising Tech Spec 3/4 3 2 lo clarify stated lablos 
ce petmarv containment Isolation ays 

• Caro'ina Power 4 L ghl Co. 89/09/20. DOpp 51335 190-51335:260. 

8910040409 Fonvards corrocicd Amends 162 A 132 to licenses DPR -62 & DPR- 
7 i.fospeciiveiy Amends correct typo m Tech Spoc labfo 3 3 2*2, "Isolation Acuioion 
Insirumonlai on Selpo nts “ 

LE.NB Projecl Directorate ll-l 89/00/25. EURY.LW. Carolina Power a Llghl Co. 
2pp. 51437.H0-51437.114. 

-8910040413 Amends 132 a 162 to Licenses OPR-71 a OPR 62/o&peclivo!y. corroci- 
mg t)po n Toch Spec Table 3.3.2 2. 'Isolation Actuation Insirumentailon Setpoints" 

* NRC * No Detailed Affiliaf on Give.*! 89/09/25 3pp. 51437 1 12-51437 1 14 

8910050004 Forwards correctiens to component mail designations Istmg, por Generic 
Hr 88-0 V tons! Slmg ol tables ViSVing bisioiy ol wolds a prior mitigaVng act ons/lroai* 
menis 

LOFLIN.L I Carcl na Power a Light Co 09/09/25 Oocumenl Control Branch (Oocu- 
menl Control Desk) 17pp 51420 240-61420:256 

8909200098 Generic Ltr 89-20 to all fuel cycle licensees possessing, usmg or process 
mg formu'a quantities Of S5NM re protected ama long tqrrn housekoep ng Svc 1st 
enci 

MCCORKLE.G.VV Division of Safeguards a Transportation (Post 870413). 89/09/26 
Consol dated Ert son Co of Mew York. Inc 13pp 51 531: 10? -51 53 1:11 7 

8910040130 Forwards corrected Tech Specs Pages B 3/4 6-2 to Amends 136 a 166 lo 
Licenses DPR-62 a OPR -71. respectively ro primary containment airlocks 
LE.N.B Pro,oci Direcicrate IM. 89/09/27 EURY.L W. Carolina Power a Light Co 
4pp 51393.083-51393 080. 

-8910040133 Corrected Tech Specs Pages 0 3/4 6-2 lo Amends 136 a 166 to Li- 
censes DPR-62 a DPR*? 1. respectively. 

* ProlOCl Oirociorate fi t 89/09/27. 2pg 51303087-51393088 

8910040262 Forwards “Response to NHC D eynostic Evaluation Team Repi for Bruns- 
wick plant a Supporting Organl^at-ons." 

SMtTH.S H. Ca.'Olma Power a Light Co 89/09/27 TAYLOR. J M Ofc of the Executive 
O rector lor Operaimns. 3pp 5i 394 222-51 394.328. 

—8910040284 Response to NRC Diagnosnc Evaluation Team Rept lor Brunswick Plant 
a Supporting Organi2arions " 

• Carolina Power a Light Co 89/09/30 I20pp 51394-225-51394.328 


•nstruir.onrulion.MCPn.LCGS rosponsu i.mu ft avorogu p.anar li.ioa* heal 
rate 

• Carclna Power aUghlCo 80/00/ ?0 5-ldt> 51303 206 51303 333 

B91OOBO209 Roquosts rov.ow a lr^pJl ro ond ulil rosponso to Oiagnosuc 
Team rept for p'nnl.by C.O B. on 001 H lO W/o end 
PERCH.H Diannosllc Eveluuton A fncidnni Invost gnimn Branch 09/10/02 
lie Evaiuaio.n a inculont invosliyalion Rrunch Ip 51435 ObO 51435083 

8910170144 Submits lovisotJ rosponsu to HliUmn l>lackOu1 rule lo reflect 1^.3 
ac power source wll bo uhlirod pnr Ap-j R to NUMAMC 87-00 
CUUER.AQ CarOtuiQ Power A Liahl Co 09/10/10 Document CorUttf Qiii 
ment Conlrol Desk) lOpp 51536 343-61530 352 

0910100135 Appi cntion for amonds lo Hconsus DDR-71 A DPR 62, re ea 
able primary coniainnioni lonkago rntos bpiinfind In Toch Spoc 3612 
CUliEn.A 0 Coro'mn Power A HglU Co 09/10/10. Docu.monl ComroiB.a. 
monl Contfcl Dosk) I5pp 51530 100-51540 152 

-•8910180130 Proposed Tech Spoc J.f> 1 2,lnrroaslny fli'owablo primary ci 
leakago rates 

• Caro'ma Power & L ghl Co 09/ 1 0/ 1 0 400pf> 6 1 530 1 1 5-51 54U 1 52 

8910260195 Noiilicaiion ol 001017 fiiyl irauling w/ut.l m Atiacta.GA to c-sa 
p.'iorihzntion program A ulrnolaio.' ujimnifo. 

DANCE.lfC Rngion 2, Otc ol tluj Dlrecior 111)/ 10/ 12 Roy on?, Ofc cl H 
2pp 51017.357*51617 350 

89 10260236 forwards AEOD/EOfia. "bKCUhSivo Valvo Body Derrago al = 
locfm cat review ropl Low How ilnrnogo rnuchniuamfi lor pumps may ref bO' 
OWR owners group or Gonaric Lir BO - 13 for sve waior sys. 

OnOWN.E J. Reactor Oporalions Amilysh Brnncfi. 00/ 10/ 10. FIOSENTI'Al 
lor Operalions Analysis Drench 1 () 51 tU)'1.3iHI 5 1 003 343. 

-8910250238 AEOD/EOOO. 'CxCOSsiva VnlvO Body Eioslon 8l Bivin^witk; 
evaluation rept 

BROWN.E J Oflico for Annlyais A (-vnluatlorr of Qf>nra1lonnl Ualn, Orecior. 
7pp. 51603 337-51603 343 

09 10160260 Genufic Lir 00 21 lo all hn'durH of OLfi & CPs for njc'oarfXJrt 
concerning request lor info ro staling of Irnjjlimioniaiion of US' raqur'cne 
onci 

PARTLOW.J.G AssoC'nio Uireclor for FVojoClb (Post 07041 1J 69/10/19 
od Edison Co. ol Mow York. Inc GOl'4> 5Ul?2.1\0(l 5 1622 068. 

8910100273 Genoric Ltr 09-2P lo nil l■Cl?lls(•os ol oourating roaclors A he'de' 
polontial lor rncreasod roof loads A plant (iron flixid runoff dupffi at liconi 
powo/ planis duo to roconi chpogo in PWP cnlona.Svc list enci 
PARTLOW.JQ. Associnii) Dl/ocior (0/ fVojociH (f’osi 070411) OO/1O/10 
odEdiScnCo oi Now York, Inc 30f>f) 5 1023 000-6 IG22:10ft 

8910260146 Appicalion for flrne/ufs la LIceriHOS OPR*71 & CFO 62.10 s 
sieam irvo tad-allon moniloia Vi:p 9olj>o-.nl 10 componsalc 1w incrcawd 1 
radiallon levels whilo tiycfrogen walur rhnrnishy ays in sve 
CUTTER.AB. Carolina Powor & I lyin Co 80/10/10 Documoni CcnIfOl Brj 
moot Control Desk). Opp. 5l6ni:3n7-5l0(>l 300. 

-8910260140 PfOposoil Tocti Spoca fO main steam inn radial cn mori,’ 
change hydrogen wnior chomisiry 

• Carolna Powur A Light Co. flo/10/lB I5p() 01001.346 51601360. 


Q. Inspection reports, IE Bulletins d correspondonco 

890901 0330 NRC Info Nollco 00 005, ' PolonlMl for Stross Corrosion OaCM 
Gqrvu/atof Tube Plugs Suppfiod by U&iA/." Svc list oncl 
ROSSI .CE. Divison of Oporntional Gvonts Assoasmoni (Post 870411) 
Conso’idaiod Edison Co. of Now York, lec 1 0Qpp 5 1 349. 1 00 51349 205 

8909060204 NRC Info Noiico Oo-OOtt, "Qual lication L1I0 of Solonod vaYt 
one) 

nOSSl.CE. Division of Oporollonal Fvonis Assossmonl (Post 
Consolidalod Ed son Co of Now York. inc. lOSpp 51337.095-51337199 

8910030166 Ack rocoipl of 000018 Ur Informing NRC of slops taken to cone 
noiod in Insp Ropts 50-324/G0- 1 1 & 5O-326/00- 11, 

JULIAN.CA Rog'on 2. Ofc of Itio Dirodor. 09/09/15. EURY.LW. Ca-'o 
L'ghlCo. Opp 51306.110 61300:121. 

8910030047 forwards Insp Ropts 50-324/00-20 & 50-325/89 20 on 000801 
of violaiion.Partrcu’ar ationiipn In rosponso to idonllfjcaiion of reel cause 0 
slmilnnly to v.ofallon noted in notice forwardotl by 89022? Ur roquostoo 
REYES.LA. Region 2. Ofc of Uio PIroclor 09/00/22. EURY.LW Caio 
Llghl Co. 3pp. 51305.060 51305.100 

• 8910030050 Nollco of v.olohon from insp on 09OOOl-3l.Violarori8 ^ 
Procedure i -OP*24 inodoquntoly osiablisnod A wrdlon Pfocoduros for^ 
actlvitios inadequate for conialnmnnl airnosphoro dilulion volve 2 CAV4^y 
REYES.L.A. Rog-.on 2. OlC ol It.o Dirociot. 09/09/22. 4pp 51365 063 5' J' 



3909200010 NflC Info Notice 89 060. -Evaluat on of Instrumoni Sotpoinie Duf.ng 

oSn of Oporaiional Events Assessment {Posi 870411) 89/09/25 
ofNewYo^k.Inc 1 06pp. 51337:200-51337 304 

Ple^ponds to volsLons noted m Insp Repts 50 324/89-14 & 50 325/00. 
Sn invoked maml supervisor S foremar^ counseled ai length to nsk 
^-snLa'lv ooscd 10 nuclear safety. 

i I Caro^na Pov^er & LighI Co 89/09/26 Oocumom Conlrol Bxanch (Ooc- 
Coraol DesV) 5pp 51366 137*51366:14 1. 

forwards Insp Repis 60.325/Q9 24 & 60 324/89 24 on 890014-18 No vio- 
rtflva'ors PO'ed Ur resoled item noted. 

A Reo-on 2 Ofc o1 tho D-reclor, 89/09/26. EURY.L.VV Carotina Power & 
?pp 51392 268 51392 276. 

'nSD RepiS 50 324/89*24 & 50-326/89-24 on 8000 14*1 8.No violations Or 
“ rti^beVs ncted Mafor areas inspected corrective actions tn rosponso to previous 
ria fn^nas re env:ror» q^ualificaiion of eloclr.cal Bau.prnont A LER 84*1^ 

A AthER.N . COMON.T E. Region 2. oic of the Director. 89/09/18. /pp 
5 r3?2 270- 5 1392 276 

MiMMOtJ Si-bmiB foliewup response to 881221 response to violation noted in Insp 
W-324/68'36 & 50.325/88-30 Evaluation to confirm adequacy of plant combus- 
■ corL'ol prooram ind-caies that program adequaio as implemented 
H^fiESSJ L Carol na Power & Light Co. 89/09726 DocumonI Conlrol Qranch (Doc- 
Cor l/ol Desk) 3pp 51412.227.51412:220 


B9I0060231 forwards Insp Repls 60-324/89 30 & 50'326/89'30 on 890005-08. No ViO- 
idior.s or deviations noted 

Clin" WE Region 2 Ofc cf Iha Director, 89/09/28. EURY.L W. Carolirra Power & 
ugM Co 3pp. 51454 357*51454 360. 

-3910060234 Partialty witfihold Insp Repts 50-324/09 30 & 5O-325/0D.30 on 800904 08 
10CFR2 790(d) 8 73 21) No violaions or deviations notod.Mojor aroas 
r.spec'ed records & repis. prolected & vital area access controls & alarm stations. 
ThOMPSONDM. M(iGUlRE.D.R. Region 2. Ofc of iho Diroclor. 89/09/20. Ip 
51454 360-51454.360 


i9C9250352 nRC Info Notice 89 069, "Loss of Thermal Margin Caused by Channel Dox 
Bow ■■ Svc list end. 

ROSSI CE. Divsion ol Operational Events Assossmoni (Post 870411). 89/09/29. 
Cor\solida:ed Edison Co of New York, Inc. 106pp. 51531.001-51631:106 


8110190206 Forwards insp Repis 50.324/89-25 & 50-325/80 25 on 800021.25.No vio- 
idbcns or dav'alions noted Probloms assodalod w/ALARA program ihal have nol 
been e*fec'jvely resolved no led 

STCH.9JP Region 2. Ofc of tho D.recior. 00/09/29. EURY.L.VV. Carolina Power & 
UqmCo 3pp 51564:131-51564 140. 


'8910190207 Insp Ropts 60 324/89-25 & 50 325/69-25 on 09002 l*25.No violations or 
de/jbor.s noted Major areas fnspacled; I censeo proparai'ons lor immtnoni rocirculo- 
Dcn piping repfacemeni o jiage & fol'owup on provfous Identifioci Homs. 

Sl-OnTRIOGE.n B Region 2. Ofc of the D focior. 89/09/29. 7pp. 61564:134- 
51564 140 


6910200068 Ack rece'pt ol 690912 Hr informing NRC of stops token to correct vjolaiions 
noted n Insp Repts 50-324/09-18 A 50-325/80-18 

JLLIAN.C A Region 2. Ofc of the D'recfor 89/00/20. EURY.L W. Carolina Power & 
fjghlCo 2pp 51577:139-51577:140. 

8910180127 Advises lhai ulil 690615 & 0821 Itrs re ISCCC insp plan moots Generic Llr 
6661 guKfehnes & acceptable. 

TOUFlGNY.EG Projoci Diredoraie ll-l. 80/10/10. EURY.L.VV. Carol na Powor A 
UQMCo Bpp 51536 281-51538 280. 

8910040361 NRC Inlo Notice 89-070, "Possible Indications of Mlaroptesonlod Vendor 
P'oduci3"Svc list end. 

ROSSI CE Division of Operational Evenis Assossmoni (Post 070411). 89/10/11 
ConscWaled Ed-son Co ol New York, Inc 109pp. 51531:110-51531:226- 

8910200020 Forwards Insp Repts 50-324/89 33 A 60-326/09-33 on 690913-15 No v.o- 
laiKX'j Of deviations noted. 

Reg on 2. Ofc of tho Director. 89/10/11. EURY.L.VV. Carolina Powor A 
ijg^lCo 3pp. 5(566 027-51568:034. 


hurricane Brrofings held w/koy mar>agof8 on rospons bi'iiios to check a'l trailora.secure 
crane hooks A increase emergency food supplies 

VERRELLI.DM Regon 2, Ofc of the D.rector 89/09/21 Ip 51452 067-51452.067. 

8910040121 PNO M 80 066A updates status of Hurricane Hugo fcr n^dear facillias m 
southeast Mann-ng cf Incident Response Ctr by Region it continu ng 
VERRELLI.D.M Reg-on 2, OfC Ol Ihe 0, rector 09/09/21. 2pp 51423 314 51423 315 

6910190106 LER 89 01 9-00 on 6009l4,detorrrined lhai Svc water sys may nol have 
mei design requirements under cofian worst- caso co'-.d, lions Caused by fai'uro of 
startup testing to detect inadequacies Assessment of oveni inihated.W/69lOt3 Itr. 
HARRIS,!, HARNESS.J.L Carolina Power A Light Co 89/10/13 1 1pp 51559065- 
51559.075. 


V. Operator ExamlnalJone 


8910040215 Requests termmaton of senior roaclof operaior License SOP-2467.7 for 
MA Jones 

STARKEY.R 0 Ca'Olna Powor A Light Co 89/09/21 Document Control Branch 
(Document Control Desk) ?pp. 51452 065-51452 066 

8910240062 Requests that License SOP 2997-5 lor SB Vo/k be terminated York roas- 
slgnod to duties not reqjir-ng license 

SiAHKEY.n.O. Caro'ina Power A Lighl Co 89/10/20 Office of Nuclea' Reactor Reg- 
ulat-on. Director (Post 870411). ip 51584 198-51 504. 198. 


DOCKET 60*326 UNIV. OF CALIFORNIA AT IRVINE RESEARCH REACTOR 


F. Security, rnedlcal, emergency A lire protection plans 

6910040304 Forwards Insp Ropt 50.320/80 01 on 890826-31 A notice of v.olaticn Ut<l 
fociuosted to ro ovatuaio level of mgt aiiontion necessary lo assure conlmuod safe 
operations. 

SCARANO.R.A. Regon 5. Ofc of tho 0 rector 89/09/27 TIFN.C. California. Umv of. 
Irvine. CA 2pp 51393 340 51303.343 

•*69 (0040388 Insp Ropt 50-320/80-01 o« 800026 31 Violabons noted Major areas 
inspocled reactor oporationn.hoallh physics.omergency planning 

preparodnoss.lransporiat on aciivities.fo lowi.p iioms A exit Interview 
NORTH.M.S. WENSLAWSKI.F A. Regon 5. Ofc of the D.rector. 89/09/26. 12pp 
51393 344.51303.355. 


O. fnspecllon reports. IE Bulletins A correspondence 

8910040384 Forwards Insp Ropt 50-326/69.01 on 860820-31 A noilCd ol violatonUtH 
requested to re-ovniualo level of mgt Biiontlon necessary to assure continued safe 
operations. 

SCARANO.R A. Region 5. Ofc ol the Oireclor. 09/09/27. TIEN.C. Calfo.'nia, Univ. of. 
Ifvlno, CA. 2pp. 51393 340 51393:343 

*>8910040366 Nolle© of violation from insp on 800628 31. Violations noted operaior 
monthly maml checklist for Sopl 1988 nol signed by assistant reaclo; supervisor A 
reactor operations committee tai'od to meet dxjimg ponoil 6008(9 690130 
SCARANO.R.A. Region 5. Ofc of Iho Director. 09/09/27. 2pp 51393 342-51393:343 

-8910040366 insp Ropt 50-326/09 01 on 690628-31 Viofations no led Major areas 
Inspected reactor operations, health physics. emergency planning 

preparodnoss.transportatlon ecliv.iies.followup items & exit interview. 

NOhTII.II S., WENSLAWSKI.F A Region 5, Ofc of the Diroclor 69/09/26. t2pp 
61303:344-51303:355. 


DOCKET 60-327 SEQUOYAH NUCLEAR PLANT. UNIT 1 


F. Security, medical, emergency A fire protection plans 


-«9 10200021 Insp Repis 50-324/89 33 A 60-325/09-33 on 890gi3-15.No violalions or 
ideniiLed. Major areas Inapecied: discussion of plan A technical issues as- 
sale end/fiser replacement. 

O'c «< Ihe D'l 


Irector. 00/10/05. 5pp. 51506.030- 


B81104 Ilf requesting relief from ASME Boiler A Pressure 
t water sys repau. Temporary repair acceptable A rollef 

fni 

D-rectorato ll-t. 89/10/10. EURY.L.W. Carolina Power A 
ughiCo. 3pp 51585021*5)585.026. 

supporting licensee request for roKof from ASME Boiler 
• repair. 

51^5024 51585 025^'^®'^°' Regulation. Director (Post 8704)1). 89/10/16. 2pp. 

* J?? "Diversion of RHR Pump Seal Coofing Waier 

ROSSI C? "®‘:l' 5 u'aiipr> Op 0 ,a„on Following LOCA." Svo list end. 

Operational Events Assossmoni (Post 870411). 00/10/19. 
«iWwadEti.son Co. ol New York, Inc, I07pp. 51531:227-51531:333 


6910100189 Revised conlrel emergency control clf EPiPs.Including Rev 6 to EPiPs 2,3 
A 5.ROV 6 to EPIP 4 A Rev 4 to EPiPa 7 A 8.W/ 091004 lir. 

RAY.M. Tennessee Valley Aulhonly. 89/09/19 37pp. 51458:195 51458.253 

8910060060 Advises that 800023 flov 2) lo physical security plan consislorH w/provi- 

sions of 10CFP60.54(P) A accepiablo. 

WILSON.B.A. Assislant Oireclor for Inspection Programs 09/09/20. KlNGSLEY.O.D. 
Tennossoo Valley Authority. 3pp. 5 1430.063-5 1430.005, 

8910170184 Forwards new manual cover slips A sp nes.rellectlng renumbering of physi- 
cal ptari Now tabs to bo placed in manuals in accordance w/now 

offeciive page listing a'so oncl.VV/o enci 

RAY.M. J. Tennessee Valley Authority 09/10/05. Document Coniro! Branch (Docu- 
moni Control Desk). 2pp. 61533 360-51533:361. 

891020000? Forwards Monthly Insp Repts 50-327/89 21 A 5O-320/89-21 on 890806- 
0900 A nollce of vlolatlon.Response should address NRC concerns ro two recent 
©morgency notification sys phone repis lacking info necessary for p.^ompl evalualion 
VVILSON.BA Assislant Director for Inspection Programs. 89/10/06. KINGSl.EY.O 0. 
Tonnossoe Valley Authority. 4pp. 51560:250-51568 294. 


eij.n aa & p oo.rospectiveiv' 

MAV.MJ Ttnnos<iOt» Vaiioy AulhO'ity DO/lOyiO DlN(Ti',l Di-JCunmni Cc:nifOl 0fpii;:li 
(Documoni Conlfo’ Desk) npp 5155G l :0 5155G l^O 


P. Oppraifng ticense stage cfocumenta & corrospondence 

a^tOOSOtOA Ol CO".’.iACl ftxecuVOfv.Mo;! t(^lo ' Uso at TVA Stmi'a- 

icr FacntifiS al Chailanooga.TN lOf Irai-iing cn Qro^dS Futry.Soiiupyah A flo;iutor*lii 
SimLiaiOfS " ConlractO' IVA 

CnAMMTQM.SA Cofxnftct AdfrifusUaliua Prai>ch MRC G5 I5J GO/Ofl/iG 
SHLSSARDRL Cthr.o Icf AraiyS'S S Eval-jatcn of CporaliO’W' Dain. D.foctcf Ip 
5Hr,2 029 5145? 031 


0910100204 AprMlcaf iui tor iiiiii)t,(Is l(j I icohsuh nfm ?? A DPn-79 cons:?- lo r* * . 
‘.ipOC CluiiijP 90 40,i.iaiilyhHj loqii ri;irioa1h for Ht’S hoaci vc/)lB ' ■ - ‘9C t: 
flAY.MJ r(fn«U‘S'.m' Valluv Aurluviiy HO/lO/Pf* DoCutk^oI Convcl Er^nrh 
nioiil C'ODlrol f)nsh) 2f:p 514!iM 130 fi H'jO ho 

-8910100209 l*roposi»jl ri-fl) Sr)<\‘5..i:iir»MS[i<ig of Tuch Spue Chango89^n r;-. 
ft»j..irofi’L*iils fcf fU^S lu‘;uJ viir^la ' * ' « 

• Tcniiussoci Vn'iiiy Aiitli(j*ilv lv>/1O/0i> l^pp 01450 132 5145(1 146 

0010120024 App'.caiiyn lot iioiun.ls to I l:.<ii'si>s l)f*n 7/ A UPH 70 ton^siiOolT • 
Spec i:iiari;|it 39.tiiv.sf g Spuf s I r, i l. :u, l 2 & 3 b 1 3 ro Conia W-' atk:,'., 
RAY.M J liifitmssiMi Vtil'tiy Aultiofity nil/ 10/05 iJoLoironl Conitc H-a-'c" tv J 
n> .< ti ( O'ltf 0i Dosk ). IJ ' fj 1 1 lit) nil 7 M 4 1)0.05 1 . ’ 


‘ 8910050106 Mod iG.rolIocImg ret-.rn of oqupmoni to IVA.IO ’ Uso of TVA floactof 
Simi.'iaior Faciiiios at C^'ettaroega TN fer i tar mg cn Otowns Totty Soiiuoyab A llol 
■ofonle S rr.u'ators ” 

JOHNSON RJ. Tennossae Va'lay Aulhct.iy. NHO 05 04 153 00/00/ lO ?pp 

51452 010 51452 031 

6909270170 Noiif.caton cf 691003 rnooting w/uti In Rochvi'lo.MD ra inlo on tuicionr OA 

S 'an. 

ONOHFW.JN TVA Pfclocis D.v,scn 89/09/10 ULACK.S Assislant Rfoulo/ fat 
ProjoCfS 4pp 51343.1 17 51343 120 

8909280022 C'SCussos comploi'on of orig-ncn.'.ng chnngo nolico backlcu 605 ij.‘u tVA 
has devoloriod p'oeoasos & ptoymtns Ih4l should mnn'i^o futu'u liarklaps A o'.n l 
rato any safoiy impact hacklogs co^id hai/o on cpo'ai ons 

HAY.MJ Tonnnssoe Vaipy AulhO'.ty 83/09/10 r)0Cv.fr.i>,il Ccnltcl Otatirf) (Uocu 
mcnl fonltol Desk! 4pp 51345 186 51346 189 

8910030242 Fo'wards onv.rcn assussmorn A li' ilnt} of no 8griti;:ant Impact tpr Im<> ok 
ompdons ftom lOCFRSO.App J. Suction III 0 f|a) 

RLACh.S Asssmnl D-tGCha let Pro;ecls 69/09/2? KlNGSLRY.OO fonnussro 
Val'oy AcihCfity ?pp 5I3B7 ?94 51387 301 

•‘8610030252 EIA rpaoving Iccnsou lro:n provisions 0l lOt^FRSO.App J Seciicn 
IN m (n) 

BLACK.S Assisioni Di’ccto' ID' rfO,f-cls 89/09/?? Cpp 5130/ ?0C 51 18/ 301. 

0010160255 Nolificnt.on ol ronlraci oKrcui.pn.Mon lO.to ‘ Uso of TVA Roaulot Smiulii* 
lot Faciiiiios at Diaitanooga.TN ter Itamny on Orowns Fof/y,So(n.oyafi 8 (Jnllolonlo 
Sirr.ulfliOfS Conitaciot 1 VA 

DUBOSE.Q J. Conhact Adm naitanon Brai'ch 89/09/22 SPfSSARDR L Division of 
OpOfftt-onal Assossn Ofil (Post 8/04 1 3) ip 51526 207-51 526 209 


-8910160259 Mod 1 0.Oxto.uhrg on ctgonry O osol goncralcr cot'tsu ai tio aiJdl cost A 
lotniinatmo loaso of Hatisv.lio ErgToori'.g rrcdt.i,to U9o of IVA Huftclof Simulator 
Faci'iKos ai Ci'ailanooga.TM.fcr Txan ny cn Drowns Fotry ... ' 

JOE JOHNSON.n. Tnnnossoo Va’ioy AulhO'ity. FfN 0 87l? 0 00/09/22 2i)n 
61526 2D0‘51 626 200 

8909280098 Gonor c LIr 00-20 to all fuul cydu liccnsaus possess ng, using or p.'0C«ss 
ing loimola quaniiros ol SSNM to proieciod nroa long to.*m ficusokooping Sve list 
enci 

MCCORKLE.G W O.v sion ol SafoguarUs 8 Transporioticn (Posi 870410) 89/09/20 
Consclrtaicd Edison Co ol Now York, ir.c I3pp 51531 107-51531 117 

B9 10040 2B7 App'icai on for amontl lo Liconso DPR 77,consi3ting of Tech Spue Cfionyu 
69 42,iuvisirip survei'lahce roqurumonls (SRs) 

4 3 3 7. 20 b, 4. 7. 11. 2 c 2,4. 7 II 2c.3.4 7.11 4 02 8 4 7.11 4 6 3 10 dofrr porfotrnonco 
ol SRe unil 091215. 

RAV.MJ Tennesson Vsi'ory AuVhpniy. 89)09/29 Dcturronl Control Branch iCccu 
mom Control Desk) 2pp 51391 257 51301 2C7 


“8910040291 PioposGtl Toch 5pot9.iov.sirg schod.ilo let survoilanco lOquifc.monts 
fSRs) 4 3.3 7 20.b,4.7 ll.2.c 2-4.7 Il2c3. 4 7.il4b2 & 47ll4b3 to dufor nor- 
fcrmanco of SRs until 80121$ 

* Tennessoe VafOy AA.lhcniy. 60/09/29 Opp 51391 250-51301 207 


89100500B3 Roquosis rekol fiom ASME Scclion XI to hydrosiaiic p.'ossura lost requto 
oiOfM Involv.r.y RCS Exemption nocossary duo lo mods te romoval ol plan! upper 
head in.cci'on sys & removal ol RCS resistance lamp device man folds 
RAY.M-J Tennessee Val'oy Authority. 80/00/29 Oecumeni Coniro! Orancti (Oocu 
meat Conlfol Dosk) l2pp 51415 260 51415.291 


6910130060 Forwards Amend 127 lo License OPR.?? A safely oyaluai on. Amond ro 
vises siiivoiiarce re^iufomorMs on comammonl imeciaied lopk tide losi or App j 
Typo A lest ‘o Section 3/4 6/ 1. primary coniammont of Un.l 1 Tech Specs 
OLaCK.S Assisiani Diroclcr tor Prejocfs 09/09/23. KINGSLEY OP. Tennessee 
Vn lay Authority 3pn 51505 105 51505116 


—8910130064 Amend 127 lo License DPR‘7 /.revising su.'veil'anco taqu'remonis on con- 
tainment intoaroied leak raio lost or App J Type A lest in Seci'on 3/4.6 Venmary ton- 
tammeni of Llnii 1 Tech Specs 

BLACK.S Ass stani D rector for Projecis 09/09/29 5pp 61606 tOO-61505 1 12 

-8910130065 Safety evai^at on swcrii.'ig Amend 1?? lo License DPR-77. 

OMice ol Nucloor Roacior floQdlaiion, Director (Post B70411) 09/09/29 5oo 
51505 113-51505 118 cv. 


-.8910120031 Ihopostiil Tiu h S|:t'< s Mi I l.;Hi 1 2 A 3 0 1 3 ro (.cnlai.-Ti- ar.* n 

* Tcinnusson Va u;y Autlionly 811/10/05 I l|)p 5 14U0 030 514U0.051 ^ 

6910120035 App'iCiOiori lo' arnm-ds lu I ctaistis ()l’/1/7 A (1PH-79, conist-g V* 
Spec Ct'eingo 8fi 36 A-riund cfanf.us uci-ous tu hu lakun wlimi noi poss lir-v, , 
LOidnn r,uadiam pi-vimt l .1 itH.cj 

flAV.M .) I(>n'icssf)ri Vallnv Auinofiiy «'t/ 10/05 nccuinuni Ccn'rol B.a'-.c*' 'O'.' 
morl Cr:ti1ti)l Husk) 2pp 5J4M8 ?f»'. '.1408 ?// ' 

--8910120038 f'ftmoHti.'l lucti S;ii:tH,Cr)tisi‘»lit^o nf focti Spec ChanjoBJDB di'-.v 
iicliCr>s to li(‘ tOM;:! wJioii nol pos‘ii!iln lo jnctnloi cf conlurn q.jQd'uni powr 

* li.-nnosHoo Vmiuv AiillU/iilv A'WlO/O'. n|.p 514Dn ?h7.v,Hft8 ??7 

8010170252 Nctificaiicn cf OdUVb niunlinij w/uM In flockvIloMD 'o preser.l ‘'j o‘ 
(itonosc'd (1(>1r;rni(«ril ol wpfk c<irriin.1h.>d icr t'.yr?n -1 raUjulcn oulagos 
hONOfUiW.JN TVA [)vr.i::n 89/10/10 fit ACK 5 Assisiari Di^:’oi ‘ i 

fYoKis 3f>p 515:10 014 ',1530(115 

6910240028 Forwanls r ivrocii'd Aintmils ii»r 8 I?? !o l.n'ufiso Df’R 77 & Afr:i111li. 

I cun’if, (H’n /0.c)iaiig iig RUiic 3/4 (i M, tu 3t»!, rfay (;uiiuj'atu‘e tnio pc'DdPage** 
9-13 i« i^iiiir.iiii) limp ai'iivH 111 1’A 1.lli>fs 8 Ban.' 3/4 J ft2,rusphctivo r 
RIACK.S AS'.l'ttiinl fkruclur to; fVn.i.i (« 80/1(1/18 KINOSLF.Y.OD Tf.v.e^irt 
Vnlluy Aiilliomv 3j)j) 51(i| ( 330 !.Hil 1 ;Hl> 

“6010240026 Ciifrit tu^l Amur iris (i1) A 12? lii I (rcp^ti f)P(t-7/ Arrortf fevSGSPajaJ* 
8 15 f<» 385 (lay ciiin.lativu liiiiu pr^f'od fit f'agP 3/4 0-13 ru p.'ussu.'O drep acr^n 
lirOA blnis K ebiuena' alr.iiilptii li.ii kjv 

* Nflt: - No t)(rlailii;l Althat-o'i tiiy(?ri 80/10/18. ;if)p 510M 333 5161 1 J35. 

-‘8910300129 Conntlml Arncod ill id ( i-tiso nrJl /O.ruv.smg Pages 3K 0 * - 

20 & 3/4 0-15 fu hii'vr?il nt'cij rouul.'urriont', 

* NHf: - No Dotni'ud yMfil aiKio Ciiviifi 80/i0 /lfi 4pp 51(11 1 330 51611339 

6910160250 Genurk; Ur HD Pi to all tiolihjra of Ol.s A I'I’s for nucICQ' powe' reacciS 
C0r‘C0:niiig roqiiusl for .nlo ru Hlaiua of ifrifPrirniwifatiOn of USI roq.i.'CTen'sSfCSi 
urcl 

f’AnTf.OW.J.Ci Afi<ioc'alu Oructo.' for fVo)Of.tn (f*osf 870411) 89/10/19 GjrioJAif 
od LcJinoii Co of NOkv Yoik, itu: nOjip 01822 000-51022 008 

0910180273 G(*fuiric LIr f!9 22 tO all liceriscus of opofalmo reactors & crCEwa 
pjloniini for incroasriU rcof kmeJs A plant nrcii flood mnoff dopHi fli i ^o^-sod 
nowu }>lams dun lo tornnl r.hnngu m BMP i.riienn Sve liiil unci. 

PAniLOWJ.G AfisoraUr Droctor (or (V(/,ucls (Post 870411) 89/10/19 ConSO'^Jd: 
et) Ed.soii Co. (d Now York. Iru: :iO/if> 518?? 000 51022 100 

09 10260143 Protfidos ruciurud info ro dota-fod (Juscripiion A knplornonlaw 
for roso'ulign of tacLily fault cufruiit fjrnhlf.vn lor 8.U kV irni board load OreaNersV.'^s 
w.tl l;o imp'omonlod holotu siailun tdh^r Unil 2 nPuo'.ino 

RAY.MJ Tonfies:>oo Va'kjy Autho/ily H(j/10/ID Oociimoril Conirol Graxh iDoc.- 
munl Control Dusk) 3jif» 5 1813 2tW 51813 271 


Q. Inspection reports, IE Bulletins & correspondence 


6909010338 NRC Into Not.co OD 085. ' f>oloriiiol for Siross CoffOSton Cracl- agmSifa-i 
Gonofoior Tube Rings RuppluJ by DAW." Sve list ofcl ^ ... 

nOSSf.CC Div*S'on of Opurat.'onai Events Assossmuni (Post 870411) t 
Consolidator/ Ed. son Co of Now York. Inc lOOpp 51349 100-51340 2C9 


8009060264 NHC Info Notico OD 086. "OualifcaiioK Life of Soleno.d Ya'vdS" 
end 

ftOSSl.Cf: Division of Onoralionul Evunis Assossmonl (Post 870411) 69/vS 
Conso'idaled Edison Co. of Now York, (nc l05pp. 51337 095-51337 1 09 


8609280043 Clanfius utl commllmeni lo Horn 2d of NRC Dulleiin 09-001. ' 

Wosiinotiouso Sioom Generator Tube Mochanical f’lugs.” Procodures rtii-berfi^^ 
to procTudu insiaflalior^ Ol sloam generator lubu plugs ^ 

RAY.MJ Teneousuo Valov Aulhor,ly. 80/09/10 Document Coniro! Dra'cntuw 
rruni Conirol D08k). 2pp 5134-5.353 51345 354 


8910030463 DiscuSsos fo'fowup insp linUinns ro actions lo CO.'recl 
violallons in Insp Ropir) 50 300/67-18. 50-301/87- 10.50 259/67-30.50 xSO/BT-f’’'" 


296/07-30, 50 327/07.6O.5O-32O/B7.6O.5O 430/87-08'& ^0 cvOD 

WfLSON.OA Assistant Drocior for Inspection Proflranis 09/00/19 KI^GS.tY. 
Tnnnnssoo Volley Authority 4pp 51374 21 7-51374 220. 


J)0«0<»10 NHl' 

.,.^'s SvCiiSi umO.us /vssqsh.hoi.i (I'o^I n7()tn| (lO/CD/^r, 

-«Cn> r„a./P.K..M 

. r' ftJftQQ? Hr ^[Offr'.iiig NRf; Of Hopn laKnii U) co‘U» \ vi;>'nt.<:n‘. 

e/, ,n Don..fl<iK ad-l .nio ro Implomoniofon (jf ^ovv' a of NUC hnl'olm (l« ():)«. 
BjlOOSOnO , c onfirctOd 10 lies;’ wiU-in ?0 (fays of Iff fi-ri-'pl 

:Ss nb70u/.a K,s/.s,r.voi, 

SM-H552 N^c tAfo Koico 83 069. losa ol liif<.n«l \tn.i|.n (.aiis...! >.v l.i.u„...A l\.« 

11 6 5J ^<o unltiirKi lA/.ll llO tr'OSulv ttlOfiltOfCtl 


'^1 ^crvoliaqo & ItJl kV l)U9 volWyo w ll c'l’suly tnotutortal 

I^Of^RGMO Vn-tMSM valloy Aulhoilly 0U/(j9/7.l l)..<a.n..,..l (-..nlua 

laZSccnlrol ties'.) to iHOO 19H.?,I«0?M> 


A"iniOQdl4 HOSDOndS fO &00!^25 Itr ro viOOfons noU-.f n Iiikp HopN M) 1!» A 

^ M 3J&/89 -..-t 1/11 funti Ilf KfsiiMl \ii i\ lu'f'.ir.rt t'l A t^'uU 


tngS 10 iir fu vwuwt ■■.•-i'- 

AS 115/83 19 coecctive ad ees Itu nin.j Hr Iss.iwl >i) a iKtinvaul ..i f, dull 

iVf^'f.cal advisors on B90?2l * H’Cfi Spocb w.ll bo fo.' c:foiel« .ihnii 

H'EOrcnDMO TfinnossoO Vnlloy Aullbonfy Docomnnl (.nolo*. H-.iiu h 

■y}C,nA\ Conifol t)e3k). 9pp. 3?0 .V.U 

6910^0033 Provides Rov ? to ul.l losponso to mC fill HUH fo Ihooiml mmv.m.s 

nDp'ocorncciod toRCS W doos m\ >w.r«w pi«rHt kx \UmwA 'Af.isMis 

nU“M EQ'ipmcntinUntSnolooyo.' funiJifC'iJ 

FAYUJ Te’nnossoa Va"oy Aulhomy dO/lO/OU «-it (x>riirol Mtam >• (l\;u. 

re-n* Conixi Desk) 2pp- 51^52 20tt-iv.02 20/. 

6310060300 escussos franl inalruclion or.r'nficofm*nt .dfiKt ncjiirffoliMi' - bi'.ij 
‘•;3^?/B7 37 & IpO 328/^7 37. To dftlOAil'* ovur SdO maliil iriMiin t on'. oi 

i.V'al'oner'hanccmontcMoft ^ ^ , ,, , 

RAY.V J Tennossoo Va-loy Autlionty flO/lO/O t [Jotioiomil (-fiiipr:l Mrijot ii (Uih u 
Tf'l CcVfol DosV) 2pp A30.‘382'onJ0 3^)3 


ftAY.M.I Tootiofisoo Volloy Ai(thor«ly OO.MO/OIi 
ir*onl CnnUo' HosX) 3jJli Or»'.VT.U.U2 


(DccumofU tkmt/o< Orancfi (IDocu 


Q9I024UI66 SjHii till H<*pl 00 I J f(' tu)ncom(jl<anco w/foqii fOfnoola of L^ennso Cond-lion 
Sf't'tiOii 2(. 13 r fo l{in'ri‘)0,App H Caused by itwJa<i„oto doslyn fuviow m proa ol 
iiowc/ lo nm n coiiltol roour cfxo'duts Rov-r'l) fi'n waicfios osinbi bhoiJ 

MAY.M.I ToriiiOftSiXf Val'oy Authuf.iy 00/10/17 nocumonl Conirol fironcli (Oocit- 
iiuxif (Joiiirol iJc’bk) /l|j|i ij ll»0f> hl^ilft 3AU 


00102b0274 S;i(?r»al Hrt>i «90<l0/,R'n()ko ctomriora In f.ro tJotoLliorr ?0t)O 

3b2.l;>wor ci)iiii)nfliiu;ol Coolara inc'pa'ntlo pur IfOuli'o liyfil O'l PauoI O L OPU-C-auso 
Will Odl (id ilriKiriniiiud uulil CfU'y oio fro 2ond Ar tamp men lomd bcaily 
HAYMJ TtiniioSHi'o Valioy Atjthoniy 110/10/23 [)ocaint*m Cunifol llraaCb (l),>c.a- 
nu'iit Ccifitrcl f)0Hk) 2p(i f> 10 13 200 51010 264 


V. Opcrnlor Exonilnatlons 


0010030501 faacicr opcralo' A 6unof foacfo' npormor l.r.cnsr.t) OYarrx* 

M biidiilail For wk nl 001211 hficl fuf mail rOf|UOHtuil try 001011 In Cfdur to rnuot 
scfiodulu ^ , 

\>l lilUE .S r A llagnn 2. OFc: oF lha Urfactor 09/09/21 KINObl.EY.O t) Ttinnnssuo 
Valliiy Antiiotily 1 1pp 51:102 000 51:102 036 


DOCKET b0-32fl SEQUOYAH NUCLEAR PLANT, UNIT 2 


F. Socurlly. niodlcnl, omorQoncy & firo protoctlon pinna 


0010100109 Havist'il timufnarif.y conlfOl clr El’IfMficliaJ rm f^ov 5 lo EPIPh 2.3 

A :.Mavll lo I r*|l* 4 A Mc-v 4 lo Cl'lf’s / A WW/ 691004 Hr 
MAY.M fmiriiivioii Va<luy AiUlioiity H'J/()il/1‘) H/|ip 514511195.51450 203. 


QOinOOOOQQ Advil, (1*. Uml 090(12,t Hav 21 to pliyfiicnl be^:^.^^ty p'an L<)n^ -.lonl w/provi 
'.(ofi'i uf liKXilOO 54(p) A a(:Coj>1»iEU^ . . 

WllJiDN.IlA Aiisslafil U.foflor for Inspociiofi Proo'miii* 611/00/26 KINGSLLY.( J 1). 
It'iUuiSMar ValUiy Aolti»'>/ity 3iip 5141 HU)<>:f 5l4:i6 065 


0310200007 Forwards WoniFily Insp RoptB GO.:i2//FFO 2' A ',1i :i:’lt/6ll 21 on MbilflDli 
t%S i race Ol V O'M 00 nvjspob^u st-cju'/l nrf'lfos*, NHl. eotuiam'i rn Iwu nu i»n1 
crrcrctJ-cy nol ficaiion sys phono rcpts IncVmn olo nor.oS'mfy tor 
WLSGN.9A Assistani C rdClor [pr irispncticn l‘ronfnm'i 6f)/H»/0b KlN( iSl I Y.O M 
■r»"bssea V&l'.oy Aultioniy 4pp 51506 2G9 51560 2lM 


0910170104 I nfwnnl'. naw manunl i.ovaf siiph A f.p.nas.rnHnrimo foniifriDonny of fil'yf*' 

I nl sauinVy/t.onlt'Hli ivy p'xoHovf Irtlis to l>a plactnl 1u aianoAlH iii acrofdarxo w/fiow 
iilfm iiVH pmja I ■.Ill'll a'so oncIW/o on: I 

IIAYM.1 Imifiii'isaa V/aliny Atillionly. flO/lO/OO Oeci.n'r’iit (.oniiol UfOfir:li (Uccu 
maul Coiiliol (kink) 36115153.1 ,16 1 


-09I?2MOO9 KOI CO oF violalon From Insp on 090000 0006 Vii/alioo'i noti-ihn pirn ass 
QC msQ tioi pedorn'.od for aH soldcrifiQ acliviliaa.r ontniry lo Work FNans M/nb-HM A 
M^eOSOl & Slops e ? 1 (3) Ihroimh (0) not pDforrnad.treoimry to Ml 1 1 / 1 
AilSON DA Assistant Difoclof Tor Inspccllon Profirnnis H0/lu/(lfl 2|)it M5nn2ii'i 
%\yi 8 <64 

-0310200010 :nsp ReplS 50 327/60-21 A 50 320/111121 nri MlKiMCei UOOFI Vm*ali'i;vi 
"C'edMaiOr areas -nspoctod opofOf'Onal snfoiy vanlii cilinri 'ni Imlini) rvcalrnl roam 
otsc.Yatonsoporarpns podornnanco.sys l.no;ip 3 .fadiatoii protoi-tioa A Hnfanmird;* 
.EN'SONK. WATSON.IJ. Hogron 2. Ofc oF Iha D.rar.tor H‘l/lO/0il IlDjip 
51568265 5 1S68 294. 


501020000/ I orwiiribi Ma;:1t;'y Insp Hap!s 50 :i27/60 21 A SO :F2d/fF0-2l oa OllOllOO 
boon A naUra td vmUilinn fb'S|>(iiiso s''Dvild midiass N!\C coiu'-amtl i<> I'/zb f^iwOnl 
iMiiaruiim v rint-lifatan ayii jjliornj raiilfl lacF'-r g info n«H 4*ssnty for 
WllSflN.liA Ar.sl'iioni Diiocio.' lor Inspocion I’fogrnn’s 60/10/06 KINGSLLY.OID 
I < JO' M insist Va'Njy Aanumiy -ipl* 51566 259 5151)6 264 

.-0910200010 fnsp Hoptir 50 :i2//n0 21 A 50:J26/«0 21 on UUOllOO OOCfl VioJnlInns 
anb’dMnor nraiin insfifrclad opixalicnn* sntoiy vrififirnl'on.iiiclail'ng c<in 1 fo 1 icom 
tjb‘;a/viiiions,i)FH!falions pCffcniionco.f.y8 finLHips.rtitlinliuri |ifOl(J<:lion A S^Fouuordd 
JE NISO.N.K Hugion 2, QIC ol Ibo U.fc*oiof fiU/ 10/00 30pp. 51600 205 jKiO0.?F>4 


991C04O3B1 NRC In'o Nciico 69-070, "Possili'O Indicaiians of MiHfL*j>ni'it;nlail Vanilrir 
Products " SvC l.st Orel 

P0S5i.CE Oiv.sion of Opo/ational Events Aaaossmani p'ast tj/lMH) 6 *)/ii)/h 
C o“So!d9'.ed Edison Co. Of Now York, Inc lOOpp 510:11 I in 51 ‘i:n 226 

Wl0l30(H4 NnC Inlo Notice 69 071, "Divorolori of FblEl I’limp Siml CiKt'ii'd Wblai 
F Of^Cunrig f3ecirculailon Oporallon To lowing tOCA “ Sve !isl anci 
FCSSI.CE D.vislon ol Oporatianal Evonis ABfi09Sir.onl (Poai 670411). fig/ id/ id 
Co"W daiad Edison Co q\Uov/ York, Inc. I07pp 51531 22/ 5i:>:n 333 

6910250267 Responds 10 roquosl lor QddI mfo ro utl tJurilnl ol viointions nolad in Inyp 
R?;ls 56 327/86 00 A 5O O2O/0O-O9 Approfinala orEjimdalionn Biirvoyail A ilocvi 
nents idenMiad that shou'd bo ollofdod spodol hnr.di-ng A BU)fngr) 

WEDFCRD.MO. Tennossoo Valloy Aulhoniy 60/10/20 DoCairiant Cniiirol Uriinrti 
iriocunsri Control Oosk) 3pp. 5lG07 201-5100/. 203 


A Periodic operallng lepom & related coiroapondonce 

*^2 Sanuoyjb Nucla.if J'lent llalt-i I 

J., RAY.M. Tennossoo Valloy Aathority 0g/00/:t0 0f>p 5l53;i:i3fl- 


S Reportable occurrences, LEfla & related corresportdenco 

645E4 aiandliy diosal oonoralof inndom sind-ng 

P^-rC»u . ^0"'SonKr.udsen Co, Inc 80/00/15 MURlEY.T Ollico of Nuftonr 
r^e«c.orHeQuation, Diroclcr {Post 070411). I4pp 5 14y9 115-51400 127 

^^iroUys^^^ 1 ol 9 10 Pari 21 rept ro EMD 045E:4 tondom ait sinrl rori- 

9 Co. 09/OU/1O MURLEV.!. Offico ol NiiClunr 

■ea. at Ha^ulavion, Dnecior (Post 8704 n ). l p. 5 1 499 1 1 2-5 1 100. 1 M 


0010300013 I'oiwiirdH flcv 15 lo sncii'.ly pntagnnal Iralnmi) A qtJQif calion planHnv 
v,)«ilml;M<of UK:I EU3 2I1 . n , 

MAY.M.I Tonnaasno Vn'Iuy Anlhonty 60/10/25. Docurnoril (xUntrol Flrnrich (Ejl’Cu- 
iimal f^anlrol tJosK) 2f>p 51044 121 51044.122 


J. Ineurnnco A indemnEly inCormatlon 

0910100109 rofwarrls oxocutc:! Amoriifs 15,0.3 A 3 10 Indomniiy Agronnionts n-52.tl- 
62 U 66 A R-OIl.rOBpCcUvoly ^ ^ x- . t , 

MAY.M J lonnosBOt) Va'Iuy Aullioniy 69/10/10. DINIT/.I Document Lxoritrot Bra nc)» 
(nociinuint GortUOl DosM I Ipp 515 j 6 1 lO SISSO 120 


P Oporatlno license etago documents & corrospondenco 


1910050104 Nolificnlion of conlfdct oiroculion.Mod 16,lo ' Uso of TVA f^pacior SlrPulp- 
tor Facilitoa ol Cliallorioonn.lN lor Tra nrig on Drowns Forry.iDoquoyah & Oollofonln 

G muVilofS*’ Conlracior TVA nr o>i irn nn/rtiiym 

CMAMIHON.S A Cofitfoci Adm.nisuaiion Or.inclr. NnC-05 84-153 60/011/10 
SPESSAnpjl.l Oltico for Afioiysis A Evaluniion ol Oporatlonol Doia. Oiroctor. ip. 

r < X i\on r. I Jiflo m 1 


**09t0050tOC Mod tU.roliOCling fOlurn ol ogaifimonf lo TVA.to ‘‘Uso of TVA nooclor 
Simulator rncllilioa al Cuannnoogo.TN lor Tfaityng on Drowns Forry.Soguoyah & Ool- 


^IntlNSON R*J^ toimnssuo VoHoy Auttiority MRC 05 64-15:) 60/08/10 2pp 

51402 030-51452 031 


B9092?0t79 NolArcnVion of 09t003 wcoling w/uttl Ift Flqckvil O.MU ro Info ori nucloor OA 

I)0N0MEW J N TVA riqlocis Divison 69/09/10. DLACK.S Assisionl D.foclor lor 
Proiircis 4pp 51343 1 1 7 -5 1343 120 


*>0910160259 Mod lO.extondmg errefgoncy dosol genemrof CCurso al no add. cosi & 
lerminaling foaso of Hattsvi'le Engiiocnng modol.lo "Uso oJ TVA ReaciOf Simulafof 
Fac I t es ai Cf'aiianooga.TN.lof Tral/mg on Browns Fc/ry . 

JOE JOHNSON.R Tennossoo VaL'Oy AulhO-My FIN [3 0717 9 bO/OD/22 2pp 
51526 200-51526 209 


..y.» IW %yj ^uriiULI urevi0lj5^^ 

violatonb in Insp Hopls GO 300/07-10. 50 301 /Q7. 10,50 259/87-38 SO- 
206/07.38. GO 32 //«7- 60.50 320/0 /■ 60,50 -136/0 /-CO & 50 439/87 
WILSON.B.A Assislonl DrocKu lr)r Inspoclion Progfams. 09/00/ IQ kiNGc rvnr 
Tc.-inossou Volloy Auinonty 'Ipp 5137'! 21 7-51374 220. "J. 


B909260096 Genonc Ltr 09-20 to el fuol cycle Lconseos possassirg, usng or process 
Irg formu'a quaniitiGs of SSNM ro p-'otoctod area long torm houSukoeping SvC l-Sl 
one I 

MCCORKLE.G W D-vislon of Safognards & Tfanspo.'iaiicn {Post 0704131 09/09/26 
Consolidated Edison Co of New Yo-'k. Inc I3pp 5l53l 107-51531 1 17. 

8910DSQ083 Roqjosia rel et Irom ASME Socuo’^ XI re hydfo&lalir. ptossufo loM leqj'io- 
menl -nvoVing RCSExorrpton necessary dun lo mods 10 removal cl p'ant upper 
hood inject on ays & rorroval ol RCS resistance te.Tip dovico manifolds 
RAY,M J Tennessee Va’Ioy Aulhonty 09/09/29 Documoni Ccntrol Branch (Odcu 
ment Contrcl Desk). 12pp. 5t4l5 200 51415 29l. 

6910170021 Forwards uM l.si of pflo/«ly Icensng acliv.l:09 which requTo rosolvilo.'i by 
Jan 1D90 w/plannod dale lo-' action T;nc ma'ni to ma* oxioni praclicaWe of conii*w»iv 
of tochn cal roviowors d pro;ocl manago,' requested Rolaied :nfo orcl 
KlNCiSLEY.O O Tennossoo VnI'Oy Authority 09/10/02 CRU rCHFlELD.D. NRC • No 
Qalatlod AltiUaio'x Given lOpp 51537 235-51537 253 

6910100212 Roquosis rolof Irom ASME Bo lor & Pressure Vossol Coda Section Xl, 
“Stroke Timo Testing tor Two Boron Inject cn Tank OiSCharga VolvOS’* Uhl roquosis 
oxpcdionl roviow Of proposod oxerrplion to support 091027 (loadl.no 
RAY.MJ Tonnessoo Valley Authority 09/10/04 Document Control Branch (Ducu 
men I Control Oosk) 6pp 51461.146-51461 151 

6910100204 Application for amends 10 Licenses DPR-77 & OPH-79, corislsrrg of Tech 
Spec Change 60 40.clanfymg requirements for HCS head venis. 

RAY.MJ Tonnoasoe Valley Aulfiorily. 09/10/05. Document Control D-'anch (Oocu 
menl Control Doak) 2pp. 5l45R 130-51450.140 

-8910100209 Proposed Tech Specs, consist ng of T<»ch Spec Change 89 40, clanfyir'g 
lOQu lamenia (or RCS heart vents. 

• To nnosseo Valley Aulhorily 09/10/05. 15pp. 51450 132 51450 146. 

8910120024 Applicai on for amends lo Lrconsos DPR-77 & OPR-79, consisting of Tech 
Spec Chariyo 09 -39, revising Specs 3 6 1.1, 3 6 1.2 & 3 0.1 3 ro conienmenl arlocks 
RAY.MJ Tonriossoe Vo'luy Aulhonty. 69/10/05 Qocumonl Control Branch (Docu* 
menl Conirol Desk). 2pp 51490.037-51490 051. 


0910030371 ForwarrlS fotco ol volnllon & fwoposotl rmpostion of cv' afc.'* 
amouni of $07,500 from .najj on flUOGOO 0005 ' ' ^ 

CRUTCHFlELD.D Associate Oimcior for Gpocinl Projocts {Post 890101) ■ 

XmGSLtV.OO TonnobHUo Vftl'oy AxAhonly OpP 51307:005-51387 094 “ 

**0910030372 Nofco uf violatiuM & proposed rmposlt on of civ I penalty m arwi-i 
$57,500 Nonconipl ar\ce anto<l.cliango rnado lu taclMy as doacnViert 
roriiiinn written Oviiltmliori 8 n‘tirgi.M of snloly reduced w/o NRC approval 
CRUTcHI IELD.D. Aasoc-ato D-ruclor for Spocifll Proiocis (Post 0901 Dl) flJ '4 • 
4pp. 51307 001-5130/ 094. 

6909200010 NRC Into NoHco 09 060. ' Evalunllon of Instrumeni Sarpor.s (X/.c 
Mods “ Sve list cr^cl ’ 

nOSSl.C E Divisiori ol OpornHonal Evonis Asseasmore [posi 87041 1) £3,-'^.^ 
Conso'kiaiod Ed-son Co. of New York. Inc, U)0f)p 61337:200'5133? 3C4 

GQ 100401 12 Ack tocolpt ol OOOUO? lU lnlorn\ing NRC of Steps taken to cwreci 
rieted in Insn Refits 50 327/09 M 8 50 320/00-11 

WU SON.uA Assatiinl DifCClor for Inspoclioo Programs. 00/09/26 KINGSlEyC: 
Tennossoo Va’.oy Auihoniy Jpp. 51423 300-51423,310 

09100501 10 Roquosib addi mfo ro Impliimonialion of Suppi 3 uf NRC Ou 
"Ttinrninl Stresses in Piping Connecled lo FICS.*‘ within 30 days of ltr recap: 
BIACK.S. Assisianl D.ruclor for Projocis 00/09/28 KINGSIEy.OO Tmi«« 
Vn'luy AiilhorUy 3pp 51430 002-51430 004. 

0909260252 URC Info Not co GO 060. "LOS'i ol TUormal Margin Caused tyy 
Bow ■’ SvC I St end 

ROSSI, CE Oivbon ol Oimrauenal Events Assossmonl (Post 6704 II) £3/0? ii 
Cpnsolidnied Edison Co. of New York. Inc inpfip. 5 163 1:00 1*51 531-106 

6910050009 Rospomfu to NflC 090031 ltr re vio'aiioiiH noted in In&p RepiS $C^377';.* 
i4 A GO 320/00 14. Correclivir acHons no'it nnJur Issued lo prov do gu dance fyc:ft 
(rol of end ovorvniinne A 101 kV ims volingo will be c.’osoly n:on lo.'ed 
MEDFOnD.M O TonnesS(*o Vnlloy Aiilhonly. 00/00/20 Documon: Co'l/cl frj-c' 
(Docoiiienl Control Desk). 3f)fj 51430. 100 51430 200 


*•8910120031 Proposed Tech Specs 3B1.1,3 6I2A 3613 ro comanrnont arlpcks 

* Tonnesaoe Val'cy Aulhonty. 00/ 10/05. i ipp. 5 1400.039-5 1490 051. 

691012003B Applicai-on Icr nmerds to licenses OPR*?? A DPR./O, consist ng ol Tech 
Spoc Chango 00-30. Amend danfios actions to bo laVun when noi possible lo m.on tor 
or confirm quadrani powor iiii ratio. 

RAY.M.J Tcenessflo Valloy Auttvorrty 60/10/05 OoewmoM Control Branch {OoCu* 
menl Conirol Desk). 2pp. 61466 265-51460:277. 

*•6910120036 Proposed Tech Spocs.cons-slmg of Toch Spec Change 00-30. clonlying 
actions to bo taken when not possibid lo mentor or confirm quad.'nnt power till ratio 

* Tennessee Valloy Aulhority 09/10/05. lipp 51400 267 51400 277. 


0910100014 RumiohcJs to 000025 Hr rn violations notod <n insp Ropts 50-327/63 d! 
50 320/00- 10 Cnrrocilvo ociions.lfoining Hr JSfluoJ to nil icensod person?’ i 5/7 
locliniciil arivisors on 00(}721 A Tecti Spoco will bu rovISQd for daririca:ic.‘i 
MEOFORD.MO Turinessoo Volley Autliority. 00/10/02 Documani Cori/ol B-iV 
(Docurnonl Control Oosk). 9jif). 51400 320-5 1 450 334. 

D9TDOe0030 Provides Rev 2 lo util rosponbo in NIK: BulfOlm 66 008 ro therm' si’ 

In piping connected to RCS Util doea not intond to monitor piping for llififir.a; sfess^ 
l.n Unit T. Equ prnenl m Un-l 2 no lonrjor roqul'od. 

RAY.MJ Tonnossno Va'Uvy Authwlly. 09/10/03 Docem-orvl CwUol BrenchfOwi 
muni Control Doak). 2pp 51452 206 5 1 -1 52:207. 


6910170262 NoW'^itlon ol 60 1026 ooeelnfl w/uta m RockvxUo.MO to proseat Into on 
proposed deferment pf work commttiod for Cycle 4 rofue'ing oulages 
bONOREW.jN. TVA Projects O.vision 89/10/10 BLACK.S Assistant Direcior tor 
Projocis 3pp 51530014-51630010. 

6910240026 Forwards corrected Amends 60 A 122 to Liconso DPR -7 7 A Amend 1 1 1 lo 
Licenso DPR-70.cIianging Pone 3/4 6-16 ro 365-d6y cumulative llmo penod.Pago 3/4 
9-13 TO oToasuTo drop across HEP A Wlcrs A Pftoa 3 / a 3 B2.iespoctlvo.(v 
BLACK.S Assistanl O.rector for Projects 80/10/10. KINQSLEY.0.0. Tennossoo 
VaToy Authority. 3pp. 6161 1 330 5161 1:339 

*•6910300120 Corrocted Amend 1 1 1 lo Liconso DPR-70.fOv.sing Pages 3/4 3-02.3/4 7 
20 A 3/4 0-15 re surveillance requirements. 

* NRC * No Detailed Aftriailon Given 09/10/16. 4pp. 5161 1:330-5161 1 330 

8910160250 Generic Ltr 89-21 to all honors of Ols A CPs for nuclear powor roaciors 
conce/n.ng request for Info re slaius of implementation of USI roqu romcots Sve list 
end 

PARTLOW,J.G Associate Director for Projects (Post 070411). 09/10/10. ConsoLdal- 
ed Ed sen Co. of Now York, inc. 60pp. 51622 009 51622 068. 

6910160273 Gonorve Id 69 22 to a'.t t censaas of oporaUng toaclora A hotdots ot CPs i& 
pofenf'al for incroasod roof loads A p*dni area ifood runoll depth at licensed nuclear 
power plants duo lo recent chango In PMP crjleda SvC list end. 
partlOW.J.G Assodaio D.foctor for Projects (Post 870411). 80/l0/f9. Consol.ffol- 
ed Edison Co. of Now York, Inc. 39pp. 51022 069-51622:106 

6910260143 Providas required info re detailed description A Implomenlat on achodu'o 
lor tesolution ol iaeWy lault cuttonl proWom ten 69 kV urnt board load btCfOkots Mods 
w.ll bo implemontod before startup after Unit 2 refuel ng. 

RAY.M J. Tennessee Val'ey Aulhority. 89/10/10. Document Conirol Branch (Docu- 
menl Conirol Desk). 3pp. 51613 269 81613 271. 


Q. Inspection reports, IE Bulletins A correspondence 

69090 10338 NRC Info Not CO 69 065. “Potential for Stress Corrosion Cracking In Sloarn 
Generalor Tube Pfugs Supplied by BAW." 8vc l>81 end 

ROSSl.CE. OivTSion of Opeiahonal Events AsssssTneot (Post 87041 1>, 89/09/08. 
Consolidated Edison CO. of New York, Inc 108pp 51340:100 51349:208. 


6910080300 Olscusbos ruelni Instruction onhoncomont offer! schodu'o.per inspPrf^ 
50-327/07-:)7 A 50 326/07-37.TO dato.util npprovod ovoi 500 maml i-iStAjClicrj « 
au'iing from onhoncomf-nt effort. 

RAY.MJ. Tennossoo Valloy Aultiofiiy 89/10/03. Docurnonl Conirol Branch (>'- 
merit Control DofiK). 2pp. 8(430.352 .51430 353- 

8910200007 Forwards Monlhly InSp Ropls 50 327/00 21 A 50-326/00 21 on £90^ 
0008 A noiico ol Violation Robponao bhoulrt nddross NRC concerns re 
omorgoncy noMIcallon ays phono ropls locking Info necossary for prompi 
WILSON.OA. Assisiant uifoctor for Inspection f^rograms. 09/10/06. KI.S'GwLctU 
Tonnobsoo Vallqy Aulhorrly. 4pp 510G0 250-51500 204. 


•'6910200009 Noiico of violot-oo horn Insp on 890000 -0900. Viola lions ao-Pd • 

QC insp not porformod for all eoldoring ochviilos.conirarv lo Work P.’s'is w/ww: 
M/Q0501 A Slops 0 2.1 (3) Ifirough (0) not puformod.contrary ^ 

WiLxSON.B.A Assistanl Direcio/ for Inspection Programs 09/10/06 2pp 
51588 264. 


-6010200010 Insp Ropls 50-327/00 21 A 50 320/09-21 on 80O8C6 O9O9 VW 
nolod.Major aroas fnspociotl.oporolional saloly veriflcation.includr.g 
observaitona.otKjtatloaa pottO((x\oaco.Rys Laoups.radlauon P f election A 
JENISON.K., WATSON.L.J. Rogion 2. Ofc of UiU D.roclOf. 09/10/06 W 
51600.265 51560.294 


6910040381 NRC info Nolico 00 070, ■“F’ossiblo Indications ol Mi 6 f 0 prese^-«( 


Pfoducis ■■ Sve lisl oncl. o'/if.i 

ROSSI, C.E Division of Opotalionol Events Aa&oasmuni (Post 870-1111 ” 
Consoiidntod Edison Co. oi Now York. Inc !09pp 5163 ! t !8*St53t 226 


0910130014 NRC Info Nonce 00-071, “Divorslon of RHR Pump Seal Coo-ngVij' 


flow OwroQ RoclfCulGrton Opof 0 tlot\ Follow .ag lOCA *’ Sve list ©'’Cl 
nOSSl.C.E Division ol Oporabonol Events Assossmont (P^®* ^ 

Consolidated Edison Co. of Now York, Inc 107pp. 6 153 1 : 227 - 51 53 


6910250267 Rosponds to roquosi lor addi info ro uiil denial of violations rot 
Ropls 50-327/80 09 A 50-328/00-00. Appropriate organisations surveyou 
moniB idonilfiod that should bo afforded special handling A slorege 
MEOFORO.M.D, Tonnossao Valley Aulhority. 89/10/20 Document Cx? 
(Document Control Desk). 3pp. 6 1607:201 *5 1607 203 


011 “' 


. a9/09M5 WURV.EYJ 0«»co ol ^^uc•tJat 

=«“.Nrorc" '4PP 5.499 ..5.51«p .97 

,„'wO»J5fPr«a.<l4P49« ' 9 “ P"' '"' *'®" 

.i„,.„nKn-rt 4 an Co Inr 89/09/19 MURIEV.I OKco 0. Noclea- 
'P 5,499 ..95.499 ..4 

.0444 Da. 1 10 Part 2. fopl .0 EMO 04564 landoni H-r slat, con.io' sys 
'99 5.499,, 35,499 ., 4 

yaya,«i-*t ito ftS 0 \& 0 ^ 080407 . 4 scovO ted ^31 iwo h CCS pumps lo be 

^ loadvenani ealry in !0 Tac, Spec 30 3 Caused by na<lo<T..alo 
■ 4 Cfe<a 5 le/ 4 su I 9 ■ conitol fevisad W/fl90929 Hr 

r^Ofnn J W BYn5uJ R Tonnessoo Valley Auino.-W 89/09/99 6 pp 5.39 1 003. 
61391068 

I PQ AQ 012 00 on 8909l?.reacior vossol level ifi9Uumontai:on sys love' n 
f^iiied mcn,Ny\M^^^^ check fi dodared lnone/ah‘e^Cau9ed by madoquaio 
“ ^ ine ha/rt rfflft Dfl.'sonnei lhal pedormod viave w/ti9iOi2 hr. 

hVp^A. BYNUMJR Tennessee Val'ey Authority 89710/12 5pp 6l?S26C04- 

Si5?60O6 

fta,ni«n?90 LER 89 01 3-00 on 69Q9l4.fQund lhal mrr number ol oporablo pboiooJocinc 
S5.Ss not mainiamed lor Zone 374 Caused by .dentihcatlon & ofdonrg of m- 
r/viwr f^Diacemenl f.re detectors Hourly fire watch Qslablished.W/B9i0i3 iir. 
Slftlfr 6™^^ Tennosseo Valloy Au.hotily 89/10/13 4pp 
5165901 7-5 1559-020. 

H10240ia8 Special flept 69-1 1 ro noncompllanco w/foqu romcnis of Liconsfl Cor'd.hon 
2Cnc re iScERSO.App R Caused by madoquaio dos gt^ fovow in nroa of 
stppl es 10 main control room recorders Roving firo watches ostab-isbod 
WV M J. Wnessee Vai oy Authority. 89/10/17 Document Control Branch (Docu- 
ren: Conl'ol DosVl 4pp 51585 345 51585 340. 


V. Operator Examinations 


BS 10030561 Discusses reactor operator & senior reactor oporaior ficonsmg exams 
jctwdCod for wk ol B91211 Enel rei mail roquesiod by 80101 1 m order lo moot 


Reoion 2.0lt ol vho Oroewr. 8Q/QQ/2t. KlNGSLtY.OU Tonnossoo 
Valley Acihor ty llpp 5i382.068'5l3B2 006. 


DOCKET 50-329 MIDLAND PLANT. UNIT 1 


A Appi, cat lon/const ruction stage documents A correepondonce 

6909260098 Generic Ur 89-20 lo all fuel eye’o liconsoes possossing. using Of process 
ing ♦orrr.ula quanhtes of SSnM ro proloctod aroo long term housoheoping Sve list 
etici 

MCCOR<lE.GW. Divis'on of Safeguards 8 Transportation (Post 870413) 80/09/26 
Cpnsoiida’ed Edison Co of New York, Inc. I3pp 51531 107-51531 1 17. 

6^10160250 Generic Ur 89-21 10 ell boWera ol OLh & CP& for nucloar power joaclois 
concerning requesi for info re status of Implomenlatlon ol USi requ romonts Sve Hsi 
end 

PARROV/.JG. Associate Director for Proiocis (Post 870411) 69/10/19. Consol dat- 
ed Edison Co. ol Now York. Inc. 60pp 51622.009-51622.068. 

6610180273 Generic Ur 69-22 to all liconaoes of oporaiing laactora & hoidors ol CPa ro 
poienui lor Increased roof loads & plant aroa llood runoff dopih at l consod nucioar 
power plants duo to recent change In PMP critoria.Svc list end 
PARILOW.JG Associate Director for Projects (Post 870411) 80/10/19 Consol dat- 
ed Edison Clo. of New York. Inc. 39pp 51622 O0O-61622 1O0. 


0 Inspection reports, IE Bulletins 4 correapondence 


W09010338 NRC fnfo Notice 69-065. "Potential for Siross Corrosion Crackmg in Sloam 
G^^a;pr Tube Plugs Supplied by B&W." Sve Hal end. 

ROSSI.C.E. Dn/islon of Operailonal Events Assessment (Post 670411) 69/00/08 
Consolidated Edison Co. ol New York, lac loapp 51349 100-51340 208 


6909060284 NRC Into NoUcs 09 066. “Qualification Life ol Soionoid Valves ” Sve l st 
end 

POSa.CE. Qw^sion ol Operailonal Evenia Asaosamoni (Pool 670411). 69/09/11 
ConsolKfated Edison Co of New York. Inc I05pp 51337 095-51337:100 


89<N200010 NRC Info Notice 09-068. “Evafuallon of insfrumont Setpoints During 
S-^t m fetid. 

R0SS1.CE. Division of Operational Events Assessment (Post 070411). 89 / 09 / 25 . 
LonsoiKfaied Edison Co. of New York, Inc. 106pp. 61337 200-51337 304 


89 069. "Loss Of Thermal Margin Caused by Channel Box 
Bow Sve list end. ^ 

R0SS1.CE. Dwislon or Operational Events Asaossmeni (Post 070411). 69/09/29. 
Lonsdidated Edison Co. oi New York. lac. lOOpp. 61531.001-51531:100 

89-070. "Possbie Indcal'Ons of Mlsroproseniod Vendor 

nwucts Sve LSI end. 

Operairtinai Evema Asaessmeni iPosi 670-111) 69/10/11. 
UinsoWaled Edison Co. of New York. Inc. 109pp 61531:116-51531:226. 


tr.g foMouia quanLues ol SSNM to p'otecied area long term housekeeping Sve list 
end 

.MCCCHKt.E.G W D.v.slon 0l Safeguards & Transportahon (Post 870413). 09/09/26 
Consolidated Edison Co of Now York, inc 13pp 51531 107-51531 117 

8910160250 Generic Llr 89-21 to a'l holdOfB of OLs & CPa for nue'ear power reactors 
concerning requesi for irxfo fO status of ImplemeniatiOn of USI requ rements Sve I st 
end 

PARTLOW.JG Associate OireclOf for Projects (Post 870411). 89/10/19 Consolidat- 
ed Edison Co. of Now York. Inc GOpp. 51622 009 51622 068 

8910180273 Gonor;c Ltr 89-22 to all licensees of operating reactors & holders of CPs ro 
potont-a' for increased roof loads & plan! area ffood runoff depth al i consed nuclear 
power p'ania duo lo reconi change In PMP cnieria.Svc l:Sl onci 
PARTLOW-JG Associale D.roctor for Projects (Post 870411) 89/10/19 Consolidat- 
ed Ed^on Co ol Mow York, Inc 39pp 51622 069 51622.106 


Q. Inspection reports, IE Bulletins 4 correspondence 


8909010330 NRC Info Notice 89 065. "Potential for Stress Corrosion Crack-ng in Stoam 
Gone'ator Tube Plugs Supplied by B&W." SvC fisl end 

ROS5l.CE Oivisioft ol QpotaLonal Events Assessmeni (Post 870411) 89/09/08 
Cof'so'idated Ed-son Co or New York, tre lOBpp 51349 loO 51349 208 

89090B0284 NRC Info Notice 89 066. ■OuaMical on Life of Solenoid Va’ves." SvC list 
end. 

ROSSi.C.F Divison of Operational Events Assessment (Posi 070411) 89/09/11 
ConSGl dated Edison Co of Now York. Inc 105pp 51337 095*51337:109. 


6909200010 NRC fnfo Notco 09 068. "Eva'uolion Of Inslrumoni Setpolnis During 
Mods ’ SvC Hsi oncl. 

HOSSi.C E Division of Operoional Evenis Assessment (Post 870411) 89/09/25 
Ccnsolidaiod Get son Co of New York, Inc I06pp 51337 200-51337:304 


8909250252 NBC fnfo Not-co 89-069. "Loss of Thermal Margin Caused by Channel Bo* 
Gow " Sve lisi erci 

ROSSl.CE DNlSion ol OperaVicnal Evoms Assessment (Post 670411). 69/09/29 
Conso'idaiod Edison Co of New York, fre lOGpp. 5i53i 00 1 -51531.106 


8910040381 NRC Info Noiico 80 0 70, "Possibl© indcafong of Misrepresented Vender 
PrOtJucla.'’ Sve list end 

ROSSl.CE Divis'on cf Opo/aiional Events Assessment (Posi 070411) 09/10/11. 
Consoirdatod Edison Co ol Now York. Inc I09pp 51531.1 10-51531 226 


8010130014 NRC Info Notice 69 071. "Diversion of BHR Pump Seal Cooling Walor 
now Du'ing Rocirculaiicn Operalion Following LOCA “ Sve list end „ 

ROSSl.CE. D.viaiort of Operailonal Evonis Assessment (Posi 070411) 89/10/19. 
CDnscldaVcd Eclvson Co. of New Yoik. Inc I07pp 51531.227-51531 333 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency 4 fire protection plans 


8910120213 Revised EPiPs including Rev 6 to E PIP 3 3. "Doso Assessment & Proiec 
live Action" & Rov 6 to BPIP 0 i. Maml of Puane Arno'd Energy Ctr Emergency Pre- 
pared.nos9 ■■ W/891003 Ur. ^ ^ 

SDRRA.P.l. Iowa Eiocirlc Ughl & Power Co. 89/10/03. 400pp. 61486.061 -51 46?. 166 


8910160185 Revised corporalo p’an implementing procedures.indudmg Rov 9 lo CPIP- 
2 1 ro doso assessment & protective action re common da lions. Rev 6 io CPI P 4.1 ro 
maint of omergency proper odness 4 Rov 4 to CPiP‘4 2 W/89101 1 ltr. 

SERRA.PL Iowa Eleclflc Light & Power Co. 89/10/11 230pp 51520:299-51521 168. 

6910170340 Revised cotpocalo plan implemonllng procoduros.consisting ol 5 lo 
CPIP-I 4, “Roloaso of E mo rgoncy- Related Inlo" & Rev 2 lo CPIP-2 4. OA 4 QC Ac- 

SErfnA.P L fowa Elocthc Ughl 4 Power Co 80/10/ 12. 200pp 51527:335-51620:222. 


j, insurancd 4 Indemnity Intormallon 


8910030516 Forwards Amend fl lo Indemnity Agreement 0-68.r(3flecling changes to 
lOCFRHO Util requested to submit signed amend lo signify acceptance 
HALL JR Projecl Oirociofato III-3 89/09/25. LIU.L Iowa Eleclnc Light g Power Co 
5pp. 51099.296-51069.302 


p, OperoDng license stage documents 4 correspondence 


8909260196 Boquosis that deadline for revievy ol inservice testing program for pfant.per 
Gerxenc Ltr 89-04 be extended lo 900105 Addi 750 man hours of work will be needed 
10 comploto & implemenl procoduro tev & mwmal review ol pro^am^ ^ 

MINECK.O.L lowa Electric Llghl g Power Co 09/09/21 MURLEY.T E. Office of Nu 
clear Reactor Regulation. Dirocior (Posi 07041 1), 2pp 51350 266-51350 267. 


8909280098 Goneric Ltr 89-20 to all fuel cycle llcensoea possessing, using or piocess- 
ing formula quantil-cs of SSNM re protected area long-term housekoe ping Sve lisl 

MCCORklE.GW Division of Safeguards g Transportalion (Posi 8704 13). 89/09/26 
Consolidated Edison Co. ol Now York. Inc, lOpp. 61 531:107-51531:1 17. 


8910180205 Aitic' fJ loJ In Lm O'iSn sfiloly Aimt.I 

fh.HnjOS Tc.ci Spec O lo fi’lio,';! i„ m ;;rnlnr )•**(',“ I 'i(|h pens*, rn lri|> “« v«>i 
S T.otl snc(i;,tis 'o hl*// Inp ovo son r (; 

MALL.Jn 1Vc;ii;1 III I yO/lO^Cti tl J I. low.i Lli;f.nr I igM K I’-ai t to 

;^pp S ^ l>7tt -L 1 OOS cnfi 

-0910100207 ArrofiJ I'O lu 1 cOf.n Dt’H -l.i rovivu; li‘<'li J'pei I iht; :i ll lo «.>((itI 
no»v ccntarriie'-i h<ili p/est-ii'O Ifip luv< I snri'ij A 'rod vi-cl ;:i; ro i (>w In;] 

levolsottnj 

MANNO.N,JrJ I'ro/a l 0.'i:;;loMlo II J I'9/I0;f:i> ipp onjMSM) Ofl l 

• 8910160209 S-iluly »>vanaln>:i siip;»o;i nil A rit.n;J H) < fo LiLt-ny.ii iii'H <*.'> 

’ CHii-u nl Ni:c;onr Hooct:f »'^ovilaii0‘) Utt.cicf (i’osi ii/D'iri ;!'>/'(inj!i 
5l‘)Wl>H.: 5l55f)f>8‘> 

6910160260 Geciunc Hr 0'^121 lo 3l f'oVfcrs ol ()i.s & CPfi kv iuccnr |.‘r)wt.r f^.M: Vas 
<on,:poifij It f mlo ru sliiliis tj' tihpli;'ne'ilit!it)n ol 1151 n*<j,r:inii *-nls Sve Isl 

f.nri 

f^AIUlOW.JG Asscciaki t)i'octrf lo' l\oj<xis (Posi d/o-lll) UOMd/ni i taisf)! d.ti 
o:l I'lHct* To ol New I'cfk. n: r»Ji>;i fi1(j?<: 009 5’tV2 OfvO 

6910180270 Genenj Lit 5:) 22 lo H i I Co: sees ol opotai t:ij fuo:.lOfS 8 ho't*t;t5 t'l (.f>s <i> 
potcniial let fctcflsod roof lonn;, A plar* nio.i f'ccii nin:>ll tluplli nf .icnnsc n nu. Ina' 
po«(.f pWtn1& tJ-.n lo renMl :1 niiyo m PWP Cfilot.o Svi, l si t m i 
I’AHr^OWJG Assoc inio Urocicf for Projects (Posi 870111) 00/10/ 1 U CcrsoVlai 
otl E il,r»tjn Co ol New Ycrk Inr 'I'JpP 61622 OIjO 6‘f)2? ICO 


Q. Umpcctlon reports. IE Oullotins A correspondonco 

600901033Q Nflf; (r'n Nol'CO HO OOS ‘Polunlinl loi S:*toss Ctunisot* C'nrkni:) m Stisnr 
Go-iOftHcr Tulio PC<j^ Suppiod l»v RAW iivc 'isl or t I 

RCSSLCi E D. vision ol Operutrenl Events Aft<;('SSineol (f\isl H/:t4ii) tHi/on/opj 
CufisoSrlcileil Ed SCO Co ol Nnw vp-k. in;; lOHpp 0 13^.0 1 00 m;hi) 2011 

800906029A t41K> le'o 14<‘.'re 69 CASH, 'Ci..al<c.aHon Liki ol Sv’ Is*. 

Olid 

ROSSI.C I; (iiviscn of Cno'ftlional LvotAs Assosmoi.tiI (Post f!?0Ali) fiO/o-.t/ii 
Cons(]l ifntotl Lt'iso-i Cj r< Now Yi:fk. (rit lOOpp l;i:i3? OOb 6i:i:i/ 109 

6999280065 Eorwo'dri Insp Rof): b0n3l/H»i l6 on H90HM IIiNn vin'iiinns 
('Gn'.in.;f'tJ mjl nvO voircnt netu;ii;J ro rcmtVvo protiO Tn w/i‘r-.i*,mi'‘‘r iv, s'.inunl 
inc'ud nfl ii flEer rnrijotijn ol <r.ij wt tk rocufsl tmekh:;) 

MILLEU.MJ no^jinn 3. Die of tho nitecict 09/09/10 | Hjj itiAn r‘»»i‘lff Iml-I A 
Power Co 2 mp 6 1 3bi> 037-61360 0-16 

-6009280008 leap Ropl 50-331/80 1 A on OnOOH IflNo vKilniions n.Uotl *A.i\xy nnsis 
Ir.spccluU fo‘lcw.,p my) lo mami lOAm r si: ilot ,; i‘otit(':l in nsP Re j)l 10 311/89 23 
rROui-GS.N C . CARTER.T H . MARRA.I- A Rncnn ;i, Ofe ol 1I‘0 LVnrlcf P, 

lOpj) 61350 039 61160 046 


F. Socurlly. Miodteal, oniorfloficy A llro protedlon plans 

0910110107 I tawjfd - I l.MA I 1 t >0 CV -It tr» DA Di'Viio to ^ , 

l•l'‘l•<l;<<MC y OKI-,': isr> >ll plnnl iSCj’.'Vj.. 

•li llAMV.HIl ftii|i<ii- ■, CVi I(ii> i:i'i>, |t;f MO/lO/tin [ EllNArjOt;? ., i 
P'|iWMf A; III (f;>Mi‘. ;|y I'.iw. f Anti tady f,f Ha. Sl.iU- ot No a Votl.) 6 :)d iur 


6010190212 I iKwn'iJ. ii Hi p* tiO i,n.'/ei t:‘i on n-j')/ t-u tKft> 

IS-'* S-..ll. « I flll.il ■' ■ It'OtV. 

WkUilNS J 1 Hi iji a 1. ffli Ilf it,ii [ti'iifini f'»j/l0/|;; lir^PA'^^CK < ‘i 
l'.:wi'.- Anti III I ly (fr-iiK'-ly I'o^vo; Anti if, |y nf tlo SI.iIh of r,cw VOiKi PrCe’u' 
*j 19';H 3* '1 


■8910190210 lf)'.,i (l<:;il - n n i i/n-l no <1, non/ ''l O mp H-j t m 

iXiMS inspi.; Icdfi.iv A I .11 k-, lull |. ;,| ,pV i.v • 

0(a.ftil,n V. snuinly A ni,lf)l A l■■l,e'l;.'n; y PfOpafoclnOiiS 6 

ka hi I. il- MippOil ' ’ 

Ml ViM.fiW Hii;|fi>i (fir r)l l|,.i D.rtnl, 1 HO/l()y(|f> IQpp 537 ^l<!i 


J. Infiurnncu A liitloiinilly InfnrrontUni 

OOinO<1016S I i>‘vii,inl‘« Anii'i'fl h lo ln<lf.a ,-iiy Ai;rei ninni U <:3 foVecl,,* ' cM' ■*' 
inCI M 1-10. ri iara.i.il Prnli'd ivi I liaj j fiiini>:ils A Iridun nly AijfeemertT' e 

r,ntr*ile<l If] s.i'iinl •-i;|niiil ,iiiii':i:||ri MjMily iK.i iipl<i‘i:u 

lAGAlit.l 01 DnaloMir • 1 hhfll');2a niUM>JSjC. Yjfk P;i- 

Uijtily (loffiicrly l\iWi;' Aiitlanily nf Din .SIjUi of Ni«w YOfhl 5on Sui' 


P. Oporntlng JIcujiao nlngu dociirnootn ^ rorreopondoriro 

8909260050 llnsji.aiils In ( ji nn.i I If MM la |•|s1ln■'lc'•lt nr supply 3“^; 

sniniy ll*,ll♦•;| la.ii | Mi'i i il Ae i|iiiilily I'.f Vf ll,if f n fi'ikjfnni vt.'fifying s: Ua' -"jt-.'-t 

ti ..ilily i.iiii'>i'pli>iit w/Af3S|/|ii:>ln.nii nl iiii r.yri wil' I" ni|:|i rnnniod 

RMOMS. M: fji>w Y»ak I'nwrf Anil (liiifa,,f|y Pfiivnf Alitfi f.'ily ol l^oS'a ac" 

YfJ'k) MO/t)')/. l l)n'n-,*iit ( fii Ifr I Mfiifi: fi iDdri.niiint ( Crffc! OosH •' 
61 <AU .Kl/ 'iCr-lO I f'i 

6910020103 Hi siai'i, I*, in NHf /*Sim.V Iff fi' viaLilmns ficteii in Hi'pt 5C 333^0? Nt 
n idivi* i'.r lifp-is ,|||| i><.t.i|;|i',| <m| Ifafri.l iifnvniilivi > iiidnl |;ni;|*niM If J 934 y,.".:h •‘t j 
liOd vi> I ( l<i!><t 1| ( r: ml IrfiaiKi ;‘,,it iilia ',f,iil«>i'< A IrdfisIcffnc'S 
it fINA'Nl )f. /,VV Nl w Vfi'K j'f»wi*: AiiflMuty (ri>'nii*r,y fh)wt.r AMlfur'ity Cl rj Sti’ 
Nnw Yt;ik) fi'l/nn/.'l 1 Ira nninril 1 tiidfn lifiii)t:li ilkni.finvl CoVfC^ DoSR i 
t|13li I ;'/■( 'ii:U; l llpi 


6910020236 Forwpnjs S^i'oiy insp Rnpf 5o:i3i/nii H on 690/22 ft'Jfpl No vinlnh-fis 
notod 

AX LI SON. VV I f Region 3. Oft: cf Itm Direcicr Hu/u9/?2 LIU.L 10*,! nieclra: I ‘i;rn A 
Power Co Vpp 51360 223 51360 239 

•6910020239 Ir.sp Rnpt 50 331/60 14 cn 690722 0906 No vo'atcn-.) -loU-J M.n>t 
areos rspuctnULLR fol Cwup Icrowup ol everts. It.'.npo'dry ■oslnir l'ori.ojx'nilir nnl 
soffily,rral‘'i,sij'vc.l ancu. p'dnl Irps.rngnnal namosis.ropl rovow 8 niil ineuf nns 
JACKiW.I N Roocn 3, OfC cf tt;o LVectO-v 89/09/22 Ibpp 5 1 HHO 225 5 1 If ly 21(1 

6909200010 NRff Ifdo Noiico no-PAfl, "Fval.iaiion of Inst/ij-nent SnlpomfM Ouriin 
Mcclb “• Sve hsi end 

(tOSSI.C.E D.vision cf Operatcri,il rver ts Assessniuni (f‘o;il h7(M(l) H9/t)u/2fi 
Con SCI dntoa Ed son Co of Now VorK. Inc l05pp 51337 200 5 1 33 7 304 

6909250252 NRC Info Nolieo 89 C09, l oss ol Ti jcrmal k/nroiu Caused tiy Oian-vt'*. 

Dow ■■ five I St onci 

RORSl.CE. Oivision Of Oporaliorpl Lvonls Assnssrnnnl (Posi 070411) UO/OU/29 
ConsoLcJaied Erliscn Co. of New Yo*K, Kc lOBpp 51531 001-51531 106 

8910040361 NRC Info Noirce 69 070. 'Possil/lr) fndicairons oJ Misrop'nscnk^d Vtaafer 
Produefy “ Sve Lsl onci 

ROSSlCE. Civison of Oporarional Evonis Assossmenl (Pf)si 0704H) uo/lo/M 
Consolidalerl Ldison Co 01 Now Verk. fnc iCOpp 51531 1 IB 5l511 226 

6910130014 NRC Info Nolico 89 071. 'D.vor&ion of RHH Pjn^p Soal Cceirn Wainr 
F.ow Du'ing Roc rCwlal'O-i Operation FolfOwing I OCA." Sve lisl orcl 
ROSSI. CE O.vision ol Oporafiunal Evonis Assossmont (Post 870411) na/ifl/iu 
Conscl daiert Edison Co 01 Now York Inc I07pp 51531’22? 51531 333 


R. Periodic operating reports & roiaied correspondence 

6910260170 Monihly oporahng ropi for Sopi 10Q9 fo' Duonn Arno'd Erorgy Clr W/ 
&OIO15 Hr 

A'/LLER.l . HANNEN.n L Iowa E'ccinc Light & Power Co Q9/0D/30 ?pp 51626 03 H 
51023 037. 


-6010050100 M<u;i.ii.-^| ♦ ifn o.'i pi, in-, In <,ivi .11 ifesign Of fa. '.ily 10 aCC c 4 J ?:-: 
lalfi] ppii liii'.j'i", A i'‘,lm .dn‘> f:* •„! e.ii,l,> f,,f ifos'g'i.f.il n; at ;m A nisrsliaU-'H't 
t'ssfity n‘ii;|-.» wiMn, I 7 days Hi>‘f|ti<d iifonf f'l 

filAMfll'S:-i(l,A Aliiiiil-: f m riiy ( immi *;■• tin RriitnrnU) t)l Lre-nsna L 
(|| Dlllil ,A Nnw Vfrfk l\iwia Aiilluiiity (fiJln ,*ny Pcwi'r AiilhO.'ily Cl If'OS'i'SC’f 
Yti«k) ni p l.l Ki'i If)/ :i. D 

-0910050100 I D'vikIiiIs An ni|:i ci ij, ,i(ip|i,.,iii;>n fer '-rt)nse,cunlAi'i r;; CfGSS 
l.idwrita) I'SAH A Sti(;p(*» 111 

MlOSUiN.l V Ddltm-If. I a-ili, mtiy A Wmfim* TflonfEN.L M Ncw'-o’kD 
Atdlifviiy (lorfimtly fViwm Anlhr>fily nf D n CldUi of fi’flw YOf*) 70-01 
(il.l.ASON.J f . flCNlU I) . I I lACSI N.H Alnmc Sakify an J Lirens ng Du J 

5)ip :no bi.ifi'f w., 

-0910050200 Ainefil i:l In afipls fili.ai fn; Ol .(jnf Su(:(:l 12 lo PSAM 
GLDHfif A Niiw Yfi-h f'ownr Anir-ardy (fcrnxirly lh>wiir Aulficr>ty 0' I'loSlflldCf 
Ycfr.) /D/OI/I'I Ip fillltn A lb bCPi;! .13', 

-6010050211 f4or|ni)sl*, n>',nlls of i,lii h(,i,ly laaripnriiig para lei Iwt) diCSC s.i9‘0tn.< 
in t)rijf)» to f tiinjilnUi nvniiiaf or> pnr 7tl()iJ24 fiitmlirifi ro ifoeign cn'erii ior p.pe f 
t)rott)::|ii''o A proposed Onslti ufnf*f(i(,>;i;Y power sv*! 

MORRin.f’A Atr;rn.( Ijiorgy Cornni S', 00 (f’rfi 750101) 70/ 10/ 10. GEORGE ^ ’ 
York Power ADlhniity (forrrc.'ly flower Aiilfiorily Of Dm Slain of New VC'»' < 
513113 :)3f> 51303 ;n/. 

-6010050222 Snmin'iry ol AC;HS /0‘JI2,l-?4 nmelmgs ro t.li 
F.l/pnifiC't N.jclt.'ar f’ownr Rinni Hnlak'tl irdo i."icl . 

llENDRiE.JM Atran c Triorny Cominss on (fhn 750101) 70/01/27 SEAB,.F'j' 
Alo-nrc l-rmrov Commisson {Pro /fiOHH). 23pp 5 1353 J3U 51354 019 

8010030439 Forwards Armifd 138 lo I. const) (lPR-50 & safoty ovauatici A''.r'4 
rcovos rtrqii rnmonl to purit.rh ruarior vossnl wnler (ovol Insf/un cnls a9 partol/^ 
{y ft,ricfonnl losi ol rnado.' walur luvni scram msiruinuiifS . ^ 

lAOAHCfE.DE fVclod Oirecloraio l-l 68/09/25 RRONS.JC New York 
it-orily (forintirly f»owdr Aiilfiorily Of Dio Slain Of Now YO'k). GpP 
51360 209 


S. Reportable occurrences, LERs & related correspondence 


6910020268 LEH 80 01 1 00 on 890026 inp of man lurbinu control valves A S'wbsoquont 
foacror scram occurred Caused by fo led trip coil cn associated breaker P;ant b'ciiohi 
10 normal sale sliutdown coed.l'on W/890925 Ur ^ 

S.MITH.RK, HANNEN.R L Iowa Electric light A Power Co G9/09r25 DAVIS A f) 
Region 3. Ofc ol ihe Di/ecior 8pp. 51362 303 51362 3 lO. 


*-B9 10030440 Anif-nd 138 fo I Iconso DPR-bD romovir'O refjtiiron'eft lo 
vnssul wntof luvol msirutvgnty as pan of rttoriih y lur.r.Lonal ir?s1 Of reaCiO' wat 
scram in*ifrumoniH 

CAPRA. tl A. Profoci DirncfOfQto 1-1 89/09/25 5pp 51380 203 5136020? 

-8910030442 Snfnly ova'unilon snppcrlrvu ArnontJ 138 lo License ; 

Oflicu ol NbClunr Munrior noqjiai-on, Direclor (Post 870411) 69/uy/- 
51380 200 51360 209 


«iVAOJl0 fO'iAards appicaton \os a'ncnd 10 L.censo tJPn S9.rovisn(j Tech Spocs lu 
® V.. •/* eierp'on frcm lOCPRBO.App J re contamtnoni look rale losing 10 pcffni 
/■A ’ oi Wfr'd 10 14 Ba4A on coro Spray lost lOUitn fmo 

J C Ne# Yo'k Po Afi' AuihO'ily Iformorly Powor Aulhonty o1 tho Sinio of Nl‘v» 
r^k)' 83r09>l?8 DocuT&nV Conwol Btancn ^OwivimetM Connol Oosk) 3pi> 
033 51392 051 


B310CJOJ20 Ap“iCafon for amend to Licenso OPn.S9.cl rnmaimg foqu foment to per- 
' t- T^po A pf ma-v coniai''frent miegratod leak fato lost during 1089 nimni o jingo & 
■^Kf-' 1 repai* of Weld lO-14.88*lA on coro Spray sys tosl roturn hno 

JC New York Power Aulhority ^crmorly Power Author, ly of iho Siato ol Now 
<£[fc‘ o3/09/2fl 4pp 51392 041 -51392 044. 


8910040422 Proposed Tech Specs ro cor^ia nmont teak ralo tosiing 
• York Power Aulhcr.ty (formerly Power Authority of tho State of New York) 80/ 
C; 2a 7pp 61392 045'5l392.05l 


890130054 Fcnvards Amend 139 10 License DPn-59 & 3.ifory ovaljation Amend re 
rcvei ref fo nonemsimg primary containment continuous look rain monilofing sys 
ueARGEOE Protect D recloraio M 09MO>t>2 ORONS.J.C Now York HOwor Au 
c-c'tr ('orrrefly Power Authority of the State of New York) 3pp 51505 095' 
*15-35 104 


-8910133075 Amend 139 10 Liconso DPR-BO/omoving ref to nonox.slmg primary con 
ccrtifijous teak rale morilo/ ng SyS. 

CAhRAflA pro.eci Dirociorato 1-1. 69/10/02. £pp 51505 098-51 505 102 


-0510130080 Safely ovaljafion Siopo't-ng Amend 139 to Liconso Df»n-59 
* C)tr:e of iS’uc'ear Peaclor negulaiion. D.recior (Post B70411). U9/ 10/02 2pp 
51505 103 51605 104 


--8910250282 Safely ova'union suppo'lmg Arr.dnd 141 to License OPR*59 

' Oftico of Nuclear Reactor Regu'an'en, O-rcdor (Post 8704 Ilf 89/10/16 2pp 
5I613237-5161323B 


8910160250 Generic Ltr 89 21 to a'l f olders of OLs & CPs for njc'ear power rOaciO'S 
cor-.corn nij requost fO' mfo re status of implomonlalion of USi requifemenls Sve l.st 
onci 

PARTLOW.d G Associate Cimctor tor Pro.Gcls (PosI 870411) 89/10/19 Consoldai- 
Oil litfison Co of Now York fnr QOpp 51622 009 51622 068 

09t0tfi0273 Gtnouc v.li 89 22 Vo all I censeos ol operai ng readers & To'ders ol CPs ro 
potont-at fer increased roof loads & plani area flood runoff depth ai I censed nucloa' 
power p'anls duo lo recont charge in PMP cniena Sve I si enct 
PARTLOW.J.G Assocate Director for Pro.ects (Posi 870411) 89/10/19. Conso'idai- 
od tdison Co of New York, Inc 39pp. 51622 069 51622.106 


Q. Inapecllon reporla, fE Bullotlns & correspondence 


0909010338 NRC Info Notice 89 065. Po'oniial for Stress Co'^ros^on Cracking in Stoam 
Gerorator Tube Plugs S‘.;ppliod by flSW.” SvC fist encl 

ROSSI.C E D.v.sion of Operoiio.nal Cvonis Assessnrcnl (Post 870411) 89/09/09 
Consolidated Ed son Co of Now York. Irc lOOpp 513-19 100-51349 208 

0909060284 NRC ln*o Not co 89 C6G, ' OuaMiratlon L 'o of Solonouf Valves ” Sve 'isi 
oncI 

nOSSl.CE Division of Onoroiional Events Assossment (Posl B70411). 89/09/11. 
ConsolidaiOd Cd-son Co of New York, no 105pp 51337 095'51337;199 


6913060284 Forwards exemption from rotiuremunts of lOCPH5f),App J. Sect:on IV A re 
p.^r"orm 3 xe ol Type A.B or C leak rate lost on weld 10‘H OQ-iA on CO'O sprny lesi 
.X 0 per ui 1 850928 reqjest Safoly eva’uahon also onci 

WCAr-GEDE Projeci Directorate 1-1 00/10/03 URON5.J.C Now York F^twor Au 
i.’yj.hy I'ormerly Power Aulhonty of the Sloto Of Now York) 3pp 51452 294 
‘ 1452 302 


0910020103 Responds lo NRC 000322 Iv ro v.o'dt'ons noiod in Repi 59 333/69-80 Ccr 
reci've actrons ul l established formal provoot vo mam program m 1084 which inefudos 
GOO vo3 C'nss IE Circut liroakors.mo’o.* starters & transformers 
FtHMANDP.Z.W Kow York Power Aulhcniy (lormor'.y Power Authority of Iho Slate of 
Now York) 80/09/21. Docurnor^l Conlro? DrOncfi (Document Control Oask) 25pp 
51303 279-51364 019 


-83i(X)602W Grants exemption from lOCFRSO.App J.Soct on IV A roqu‘romo<hs ro pot 
fjrrr^rce of Type A.0 cr C loaK rale lesi 

LAMAS.G Divis.on cf Reacior Proiects • l/ll (Post 870411) 60/10/03. New York 
Pa#€f Aj'.hcu.t-/ \fotmetly Powet AulhorAy of the SlfllO Of New York) 4pp 5U52 207' 
61452300 

-0910060291 Safely evaluation support-ng util exemption from lOCFHGO.App J.Socton 
iV A req-, remer.ts 

* Offco cf Njciear Reacior Regulafion. Diroclor (Post 870411) 69/10/03. 2pp. 
51452 301 51452 302 

891O1SOO06 Forwards status ropl on response fo NRC Gonoric Llr 80 04, "Gadonco on 
Oti-c’op nQ Accepiab'e Inservico Tosiing Progrrtms ” Rescopmg procoss.toslmg rov & 
procedural Charges wll requi.'o 16 whs to complolo 

BPOnS j C New York Power Authority (formerly Power Authonly ol Iho Siato of Now 
tOfir) 69/10/03 Document Control Branch (Documoni Control Desk) Gpp 
51620076 51520 063. 


'8910050100 Hequosis inlo on p'ans lo roviso dr^sgn of facility to accommodate postu 
fated p.po failjroG & eslimaios of schodjio for dcs-gn, fabrication & i.4SLaiiaiion of nec- 
essary mods. Wiltiin 7 days.Nolaiod mlo end 

GIAMOUSSO.A Alomc Enoruy Cemmssion. U.rGCiOtaie of Liconsinu 72/10/18 
GEORGE, A Now York Power Autho.'ity (formerly Pcwor Aullior«ly of the Stoto Of Now 
York) 23pp 51363.307 51363 329 

>8010050196 f'orwa'ds Amend 13 to applxation for Ixonso.conialnirg cross-roforoncos 
liotweon PSAR & Suppis Ml. 

IROSTEN.U W. LeBccul. l amb, Loiby & MacRao. TROSTEN.LM. Now York Powe.' 
Aulhorily (formerly Power Aulhonty of 1MO Stole of New York) 70/01/23. 
GLEASON.j p . BOND.J.O.. ELtASSHN.R. Atomic Saloly and Licensing Board Parol 
5pp 51363:330-51363 335 

>8910050200 Amend 13 to appHcailOn for OL.per SeppI 12 lo PS AH 
GEORGE.A. Now York Powor Aulhonty (formerly Power Authority of the Slalo of Now 
York) 70/01/19. Ip 51363 335-51363 336. 


MlQlWKUt Fcr«at(Js Arr^nfl UO to Uesnso DPR 59 & saloty ovoluBtion Arrond 
al^s repair of Weld 1O-I4'804A on 0 coro spray tost I na w/o performing Typos A.B 
O' C .eak fa!o test per App J to 1 0CFR50. 

LABARGB.OE Projocl Diroctoraie 1-1. 09/10/04. BRONS.JC. Now York Powor Au- 
51 Power Aulhonty of ihe State of Now York) 3pp. 51522.250' 


'8910050211 Roqus'iis Jesuits ol wW. sludy companng patai'.ehWrfO^ escl single bus sys 
In order to corrp'ele evaluation.per 700924 moeiing re dos gn criteria lor p'pe wh p 
protocilon & proposed onsll© omergorcy power SyS 

KlORRiS.P.A. Atomic Energy Commission (Pro 7501011 70/10/19 GEORGE.A Now 
York Powor Authority (formerly Powo.' Authority ot the Slate ol Now York) 2pp 
51363.336-51363 337. 


License OPR-SQ. allowing repair of Wofd 10- 14-084 A on 0 
w/o performing Types A. 0 or C leak rate lost pur lOCFRSO.App J 
mid Cycle maini outage. 

51^2 2 ^ Director for Hon'Or^ I Ro* 


Assistant Director for Region I Reactors. 89/10/04. 3pp 51522 253- 


89100S0222 Summary of ACRS 760123 24 mootings re util application to construci 
Fiizpainck Nuclear Powor Plant Ro'atcd info onci. 

HENOHIE.JM. Atomic Enorgy Commssion (Pre 750101). 70/01/27. SEABORG.G.T 
Atomic Energy Co.mmssion (Pro 750101) 23pp 51363 330-51364 019 


evaluation si^portlng Amend 140 to Liconso DPn-59 
51^2^51522 259 ^^®^’^^ negu'aton. Director (Post 870411). 69/10/04. 4pp 


0909200010 NRC Info Notice 89 068, "Evaluation of Instrumoni Soipomts During 
Mods.'* Sve I'St end. 

ROSSI.C E. Division of Opofdiional Events Assessment (Post 87041 1 ) 09/09/25 
Ccnsolldaiod Edison Co. 01 Now York. Inc 106pp 51307 200-51337 004. 


correction lo 891003 environ assessment & finding of no s gnifi 

P'^eciorate l-i. 09 /IO/IO. BRONS.J-C. New York Power Au- 
( orrreriy Power Aulhonty of Ihe Stale of New York), ip. 51534 . 1 13-51534 1 16 

CAp!l?f?a assossmont & fmdvi^Q of no sjgn.kcanl impacv 

'.a>^ha.ha Project Directorate l-t. 89/10/10. 2pp. 51534.1 14-51534 1 15 

^^iSdgeNo lariimiAn disposal of sowagu ireatmeni pfani 

W/Stai0 of NY 89091 lllr 

YoA) ss/io/u ^ n Ai^hanty (formerly Power Aulhonty of ihe Slate of Now 

51557 199 51557 202 Control Branch (Document (Jontrol Dosk) 4 pp. 


8910100352 Forwards corrected Pago 3 of Insp Ropl 50-333/80 19 to foplaco Pago 3 
of repi submitted w/8009l4 iir 

BELLAMY.n R. Region 1. Ofc of Iho D rector. 69/09/25. FERNANOEZ.W. Now York 
Powor Authority (formerly Power Authority of thO State Of Now York) 2pp 51461:194- 
51461.196 

-8910110003 Corrocferl Pago 3 of Insp Rept 50-333/80 19. 

' Roo'on 1. Ofcol Ihe Director 89/09/25. ip 51461 196-51461 196. 

8909250262 NRC Info Noheo 89-069. "Loss of Thermal Margin Caused by Chanr^ol Box 
Bow ■■ Sve 1 .SI onci. 

ROSSI.C E Division of Operational Events Assossmont (Post 870411). 80/09/29 
CcnsolidaietJ Edison Co of Now York. Inc 1 O 6 PP 51531.001-51531 10 B. 


091OtQO212 FocwOfclS Hopl 50-333/89 09 oo 800730 0906. Oporofo/ profosslonol 

t, Olc Of lt.o n.oclo. 09/10/12 ritZPAfRICKJ Nov. Yo,k 
Povvof Aulhnnly {formerly Powor Autf'-only of If'O Siafo of N<*w York) ?pp. 51558.J U- 
51653 354. 


-B91O10O216 insp Repl 50 333/80 09 on 890730 0906 No vro'aions f«HciP Ma)o/ 
aroas inspoclod day & backshHi h ol plant acliviliob including pla.-j 
oporat cns.SQCu/Hy.su'vol lanco 8 ma-nl & omorgorcy proparoifnoaa A onglnooiing & 

MEYER.G W*^Hogioo 1. Ole ol llio Di'oclO' 80/ 10/06 18pp 54S5B 


0910130014 NRC Info No?cO 89 071. ”av0rs-0n ol HHR Pump Soal Cooling WaiOf 
Flow Oaring Roc'rcdolion Opofolion Fo'lowirg UOCA.'* Svt W 
ROSSi.f^E Divison Ol Oporpiional Evonis Assossmenl (Post 8/0411) 80/10/10 
Consol doioii Edison Co oi Now York, Inc I07pp. 61531 227-51531 333 


R. Periodic operating reports & related corrospondonco 

8910160197 Monthly oporoling ropl lof Sopl 1009 for JA Fii?Pa1rick Nuc’onr Power 
PlaniVV/801011 Ilf . „ . „ . „ 

COOK,J . FERNANOEZ.W NOW York Powor AulhOnW Ocn^Otiy Powor AolhCrt.ly Ol 
Siaio of Now York) 80/0D/30. 5pp. 51545 233-51546.237 


••Q91O02O2QO fVoposed Toch Spocs romov.fiQ conimnmora isolation 
Inlilo 3.01. 

* OijquoHno l.’g'U Co 89/09/22. Dt)j) 5 13G0 276-rj 1369.200 

G909200008 (ionoriC Llr 69 20 10 all fiiol eyefo Hconaeos possess ng. usrqcfp 
Ing lormijin guanlilios ol SSN'M ro pfOloctuf) nroa lonp lorni housokespnq' 

MCCOHKl HXi W D.vlskio of Sfiiogiinnls A Transportation (Post 8704l3j 119 
CoiiSo:i:ralocl LrJson Co of Now Yo.'k, Inc IJpfJ. 51531 107-51531 117 

8910040416 f-oiwartls noKu? ol conskJuralicn ol isauanco ol arrond loCcessdl 
A prO()Oiiuil NSifC rfutof<nlt‘alion A ufiporlunily for hearing on 690922 rw 
fuirltio Tocfi Spoc fahio 3 01 lo fomovo vnivu SI -01 for ponolraiiof). 

TAM fry f*fO|oct Di'ociornlo 14 80/09/20 SIEDER.J D Duqjosnd Loh C 
514117 084-51437 002 

*•0010040410 Not CO Of cofiaidorplion ol issuanuo of omond 10 Lte.-iso DFfl6c 
posod NSHC iJoUrffn r‘AliOn A iipportunity lor tioarlng Arnond rovisos Toth 5 
fomovo coninlnmonl isolaHon vatvo SI 0l I Btnd for ponelrniion 1 13 1*A 
TAM.P.S Projoci Difoclorato 1-4. 00/00/26 ?f)p. 51437.086 5143? C32 

8010030441 roiwdfds Aruo/ul 144 lo Llconno [DPR 06 A safety ova'udton An« 
niiia iiso of upgrmlod Wa^linQhoUBo fuul dosign In f-nol Cycle 8 & beyond. 
TAMPS Prolan IDfociorata 14 80/00/20. SIEOEH.J i). OuQtosre ligv C 
5t3l)2 143 51382 169 


S. Raportable occurroncoG, LERe & rolaled correepondonco 

8010110023 LER 86 014-01;on Q0l205,in6p ol 4.160 vo:i «c circuit b'oakOffl rovoaV d 
possible common couao lallure as rusuit of p'ocodjrol delic:oncy by venUof porfonn 
Tin ckci^it bfoaker ovoihaul Clrcu.i umakor rapa.fod W/09i005 iti. 

ClIllDSWV FERNANDEZ.W Now Yofk Powor AuWionly (lorimnly PowOf AuVhonVy 
of Iheslalool Now York). RP/ 10/05. 7pp 51400:171-51460 177. 


'•Q010030445 Arnunil 144 lo l.icar^sri DPR RO.cliang ng Tech Specs in perm js 
gradoil WoelihO'ionsii lapl ffoslgn In FiioJ Cydo 0 A boyond 
STOlZ.J.r Pro)ocU>ranuoiaV4. UO/00/26 l7pp 51382.146 51582 ifil 

-8010030440 Soloty ova'ualion aunfWfllng Amoiifl 144 lo Liconbo OPR-66 
' Oflico ol Nucioar RaaUof fiog*/.aiion, Dnoclui IPosi 87041 1). 
51302.103 51382 lOO 


8910250269 LER 69 015 00 on 8G09l0.two ol n-na remotb inasaaViy opoiatod dm 
phranm ok oporatod conlainrr.ont laolaiion voNos failed occaplonco criiena for closing 
l-mo.Causod by buildup A hardoning of I'cn ox-du a'udgo.Valvoa cloonod W/ftOlOlO 

FiSllHC FERNANDEZ.W. Now York Power Auinonly (formorly Power Aulhonty ol 
tho s'ldlobf Now York) RQ/lO/lO. Gpp. 51611 244-51611 251. 

89 10250321 LER 00 016 OO.on 8900l8,8crom srgnal aiilcmalicnily inlliated rluring Irans- 
for of powor supply for roaciof proioct on sys Cou'iutJ by lack of cauKon siniomont In 

r ioceouro.Pioceckiio tov.sod to add imo caul nn fo* bus translcrs W/09i0lft Hr 
ISHHC. FF.RNANDEZ.W. Now York Powor AulhOfity (formorly Powor AulhoMy of 
If 10 Sieio of Now York) 8O/1O/IG. 4pp. 6I6II 263 5161 1;206 

8910250330 LER GO 01 7-00 on 800920.ESFAS mil plod Croup II pnnf'ary contointr.cni 
isolailon signal iriggor ng RHR A LPCI ays isolalions Causod by cogolt.vo liumnn error 
in noi f-nilino isoiBiion slonal Fuse roplacod A sys rualariorl W/091020 Hr 
FISHHC. FERNANDE/.W Now York Powor AtHiorily (formerly Powor AuUioniy of 
ihos’raieol Now York) flO/lO/20. 4pp. 5t6ll 27G 5101I 2G1. 


docket 60*334 BEAVER VAllEV POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

8910100017 Forwards Safety Insp Ropls 50-334/G913 A 50-412/09 14 on 890708- 
0831 A noi CO of violation 

WENZINGER.E.C. Region 1. Olc of Iho Diroctor. 00/00/20. SIEOER.J.O. Duquosno 
Liglil Co 2pp. 51460:121-51460.130. 

-6910100023 Insp Repis 50 334/00-13 A 50-412/00 14 on 890708-003 1 No vioialiona 
noted Major areas inspected plant oporalicns. socuriiy.radiological controls.plonl 
housekeeping A lire protecUon A fiinoss for duty. 

COWGILL.C.J. Rog en 1 , OfC of tho 0 recto/ 80/09/20. 15pp 51460 124-5 1460; 130. 

8910170089 Forwards /Opt Of 801025 exercise of oHsIlo radiologcol omorgoncy pro- 
par odnoss plans No offsilo defrclencles idontiflod 

KViRATKOWSKl.O. Federal Emergency Managomonl Agency. 00/10/03. CONGEU.F.J. 
O.vislon of Radiation Prolaciion A Emergency lYoparoonoss (Post 870411). ip 
5 1 534 :10O-5 1534:239. 

-8910170094 Rovisod final repl. "Exorcise Ropl.Oeovor Val'oy Powor Siation.Joinl Ex- 
orcise/' conducieci on 001025. 

* Fodeial EmetQency Wanagemam Agency 89/09/22. 4\pp 51534.199-51534 239. 

8910110021 Forwards Rov 0 lo Issue 4 to physical aocunty plan Rev wilfthold (ref 
lOCFR2.799(tl> A73 21V 

SIEBER.J.D. Ouquesno LighI Co 80/10/06. Documoni Control Branch (Documoni 
Conirol Desk), ip 51475212-51475212 


J. Insurance A indemnity Information 


8909260262 Forwards Amond 12 10 fndomnty Agreomcni B-73.f effecting changes lo 
10CFR140, "Financial Proieclion ftequiromcnis A indemnity Agroemonls!*' 

TANA.pS. Piojocl Oitacloiaie 14. 89/09/20 SlEBER,JO. Duqoo^na ughl Co. 20i>P 
51350.306-51350 326. 


89 10050204 AOvihos ol clostroul el iK.rmb'ng ii<-lion on ktonbOP 890905 
Cyclo fl RuMad Safcrly Cvaiuot-un." Coro clOHlgri chongos rev.owod sepa'a'c 
TAG 73123. 

lAM.PS. PfO;ecl Onmloiftlo 1-1 80/00/29. SIOIZ.JF Pio.oct Crec'.yV.e 
51430 227-51430.227. 


8910130053 Foiwatda 1 A 2 li> uwh to "InrwjtviaJ Tcaing Progtar (.ji ( 

Vnlviis." In rosporisu to Oonotn; l.ir 00 04. Guidance on Develop ng Accor 
sorvrco loHling f’rtjgfnrne.*' 

SlEOtR..l.O u^KV.:osno L'Oid Co flO/lO/O'l Documoni Control iP 
Conirol Dobk). 4p|i. 51504 044 51505 002 

**8010100096 iH^uo 2 lo fUw 5 lo ‘Tnsonricu Tottling Program for Pumps A Va 

NOON AN.T. P. Diif|U(>ftrui Light Co 60/00/2/ l05pp 01504.040 -51504 234 


*-8910180229 Isauu I to Rov 4 lo "iriBorvico Toflling r/OQ/am for Pumps A Vi 
NOQNAN.T V. Ouquusiio Llyhl Co. 60/00/01. iCOpp. 51504 23 5 51505092 


0910170151 Forwnrifa corroCUril Tob'o I lo rosf>on&o to NRC Goror«c Llr 88-1 
f’qslUon on nodlaiion ('niliriMiemcnt ol Rurtclor V0SS0I Malls A Impact cn P" 


AtiOns ** 

SIEOERJO Duquosno Llghl Co. 00/10/06. Documoni Conirol Branch (C 
Control boak). 2pp. 51030 001-51530 002. 


8910240298 Forwards appl.cnilon for nmund to I Iconsoa DPR 66 A N®F-73.i 
ol Llconao Chango Roquooi 171/32 to updnto dmsol gonoratof fuel 01 sa 
analysis sun/nlUanco rotiuirornonls. ^ , o ii 

SlEUER.JD Duquosno Light Co 00/10/16. Documoni Conirol Bra-'kih (i 
Conirol Dusk) tp 615fl0;202-5i6( 


1500 312- 

*0910240200 Appl.cntion for amonrls to Liconsoa DPR-66 A NPF*73.updai 
gono/elor fuol oil aamplmn A onalyais aurvoillanco roquiromenis 
SIEOER.J-D. Duquosno Lfglil Co 00/10/16. Ip 51b09:ZO3-Sl569293 


**8910240300 P/opoaod Toch Spore, updQilng diosol gonoralor fuel oi' sampkit 
8-3 aurvoillanco ruquirornonte „ 

’ Duquosno Llghl Co 00/10/16 lOpp 51500 394-51500 312. 


6910240305 Forwards application lor amond lo Licenses OPR-SO & NFF*73. 


ol Liconso Chango Ruquosl 100/30 ^ , 

SIEGER. J.D. Duquosno Liqbl Co. 00/10/16. Documoni Control Brarcn 1 


Liqbl 

Control DosH). Ip. S15D5 244-51585 260 

-8910240307 Applicnuon for nmonds lo Uconsos DPR 66 A NPr 73.chen 
Specs to updalo oppricab'o epocB ^ 

SIFOER.JD. Duquosno Light Co 00/10/10. Ip. 61506 245*51505 24S 


"G910240309 Proposed Toch Spocs.updaling Pages 3/4 7-34,7*i9.7*2?7*^^ 
3. 

* Duquosno Llgtd Co. 00/ 10/16 15pp. 61505 2-10*51505 260. 


8910260023 Forwards oppficai.on for amond to Liconso DPR Oncers s. ng 
ri lying 1 
Llqhl ( 

Control Dosk). Ip. 51603 227-51603.255 


luiu^auuiru t-orwaros oppiicauon lor omunu lu i-iuwp«^>« *-*- 
Chongo Roquosi 1 06 .clarifying RCS boron dilution roquiromenis 
SIEQFR.J.D. Duquosno Llghl Co 89/10/16. Oocumool Coa./oi oranc 


M 10 100373 Generic Hr 89 22 lo dl. Iiconsefls of oporalmy readers a holcto's oi CPs to 
* ac’en'al for mcreasetl 'OOl loads a plant area flood runoff dopUi al iconaod nucioar 
DO^rr^Dlan'S due lo recent charge n PMP cntorirt Sve I si orxl 
^rtlowjG Associaia Director for Projects (Post B70411) 00/to/i9 Consolidat 
ri Ed.sonCo or Ne^ Ycrk. Ir^c 39pp 51622 0G9.51G22 106 


0, hspecliort reports. JE Bulletins & correspondence 

8305010330 NHC ir.'o Nc'ice 89 065. “Polonlial fo.' Stress Corrosion Cracking n Steam 
Gen^raipr Tube PUgn Supp'ied by B&W ” Sve 'isl end 

FOS'^'CE of OperaJronai fivenis Asspssrrooj (Pewf 0701 0!>/O9/Ofl 

Conso'daied Edson Co of Now York, Inc lC0pp 51340 100 51340 

0909060304 NRC Info Notice 89 066. ■Guaiif cai ofi lilo of Soloncid Vnivos " Sve l si 
snc- 

ROSS'CE Dvision of Operational Evonis Assossmont (I'ost 87041 1) OD/OD/ll 
Conso dated Edison Co of New VO‘h. tnc. I05pp 51337 005-51337 109 

8910020370 Responds to NRC questions ro uli' insp plan for oxaminjng fl&W sioam 
Mr.?ra:or tube p’ugs ir.siaHed in faci'ity steam gonoraiors.por 800012 confuronco call 
5E6ER.JO Duquesne Light Co 80/09/22. Cocoironl Control Qronch (Decurnont 
CerS/d Desk) 5pp 51365 001-51365 005. 


Q90902.hi-hl alarm feco.ved on Tram A auK.liarv bldg 
monitor nM.VS.l02A Caused by largo vol of rooclor cooUl in 
iso!or-on vaivo w.ll bo ropairod W/Q91002 itr 
NOONAN, T P Doquesno Light Co 89/10/02 6pp 5H36 071-51436 075 

8910240106 LER 89 022-00 on 8909l0.detnrminod lhat Curroni max selpclnl temp for 
rod control sya nonconservaiivo w/rospoci to plant safety analysis. Caused by 1076 
S/nPR'sJa r^D 'O '-I snioly ar>alysis W/B91010 Itr. 

51^81^03 Porlland Genoral Electric Co, 89/10/19 5pp. 51500 380- 

8910260193 LER 09-0 JJ. 00 on eOOS^O.ennmeonng doiGrmmod lhal fupiufo ros'raint 

design anaiysis.Causod by algnment nor- 
formed during not funciiona' testing Design chango mod lo bo performod.w/891020 

KOONAN.l P Cuqjesno Light Co. 09/10/20 5pp 51611:302.51611:306 


OOCKET 50 335 ST. LUCIE PLANT. UNIT 1 
F. Security, medical, emergency & fire protection plana 


8909200010 NRC Info Notco 09 060, ‘ Evaluation of Insinimer'l Soipomts During 
Mdos ' Sve ‘isi enci 

ROSS', CE Division of Cperaiional Evonis Assossmonl (Post 870411) 80/09/25 
Corsc‘:(fai6d Ed.son Co of New York, inc 106pp 51337:200-51337.304 


8909290196 Forwards Insp Repis 50-335/89.21 & 60 399/89-21 on 890812 25 No viO- 
fafions Of dovtationa noted. 


CLIN^W.E. Rogen 2. Ofc of iho Oroclor. 09/09/20 WOODY CO Florida Powor A 
light Co 3pp 51351 357.51351 360 


9910100188 Forwards Safety Insp Ropt 50-304/89 15 on 090905 00 No vioialions 
pc:ed 

O'JRR.JP Region 1. Ofc of tho O.rodcr 89/00/25. rdF.DER.J D Diitiiiosru) I luhi i't> 
3pp 5H61.202.5146I 200 

~89i0t00110 I?i9p Ropi 50 334/89-15 on 000005 00 No violations holed Wujor a^oas 
inspected use ol HAFA imi developed irvsirumonlod itisp tocbriiquo as aHornniivo lo 
hrdrosiatic lesl requ remenis ol ASME Section XI. 

MCSREARTY.R A.. STROSNIOER.J R Region 1. Ofc of tfm Dirortor 89/09/22 5oit 
5 ‘161 ?05 51461 203 


^PP'3 50.336/69 21 & 50 389/09-21 on 890021-25 
(rof 10CFH2 790(d) S 73 21) No v.olaiions or doviations noted. Ma'or areas 
Pa. ? roaciors.spociUanY sccunty fr.gi. 

‘ MCGUinE.DR. Rogon 2. Ofc of tho Oroclor 89/09/20. Ip 51351 360. 

^ 1 Jd 1 jqU. 


89 10230006 Forwards Rov 
1 0CFfl2. 700(a)(3) & 73 21) 


23 lo physical security plan Rev withhold (rof 


• Ck c ij 

SAGER.DA Mondo Powor & Light Co 89/10/16 Documenl Conirol Branch (Docu- 
nrrmi Cortfrof Desk). 2p(i. 5 f 580 255 -5 f 500 256. 


8919200083 Nofificalion of 891017 SALP Board Moot ng 89-155 in K-f;g of Profts-n PA 
C0WG..L,C J Region 1. Ofc ol tho D.reclor 89/09/28 Ronicn 1. Oic of iho Uir«f:ior 
2pp 51576313 51576314 

8909260252 NRC Info Noi-co 89 069, “Loss ol Ttiurmol Morgm CauShd by Clmnnul (iox 
6 ew ■’ Sv: .fsf end 

ROSSI.CE Dvision ol Operational Evnnts Assossniunl (Post 8/0411) 00/09/20 
Consol-daiod Edison Co oi New York. ir.c. lOOjip 51531:001.51531,100. 


0910240151 Rov II to Hoallh Physcs P/oced.i'o HP-202. “Envi'cn Moniloring During 
brnurguncios. ' rof in ontorgoncy plan W/ 00 10 1 7 Hr 

5^1590 W*5 1598 SAGER.OA Ffondo Powor & Light Co 89/10/17 tOpp 


H. General correepondonce 


Forwards Safety Insp Repis 50-334/00 13 & 50 412/09 14 on OOO/Ofl. 
0331 & poiice of violation 

WEN^NGER.E C Region 1, Ofc of the Droclor. 09/09/21) SinBEiF.iD. D.itiuosnc 
(rghfCo 2pp. 5f460:f2l.51460:l30 u.inuunni. 

'^0?! '>^90 on 000523 0707, Vio’atioh noied.approx 00 
^jasunng $ test dovicos past due for cal.br S noi properly rnorkorl A seg^ogniocl from 
^br measuring 8 teal devicoa as required l>y proccduro 
Region t.Ofcol me Director. 09/OD/2O ip 5 1460. 123-51460,123. 

‘TmK * 50 -"?'fl0 H on n9»7on 0031 No v,ow,on, 

h<x.4fliipln nn^iVra oporaiions. 0octiriiy.faffio'coical conifols.ploni 

rSvi?ri ® p/ofociion & iiinosa lor duly. 

bUiftbiLL.C.J. Region 1. Ofc of the O.rocior 00/09/20. I5pp 51400 124 51460 138 

^^Mi' In ic D opotafon of aliomaiG intoko sys occurrud in Auy 

crcflcJi BuJJoiJn 79 1 b.po/ NUnEQ/CR^3{hi Q ^ 

Si'lTi'.Vi?'!'’!!' posillon takoo lu Nnc Gulloln 08 nin,Siipii( 

Acon aa'a/jla 

**pfSiucis" Svcllal’ancl'"''^" "Pos®'Wo maicoilons ol Mlsioproaoniod Votirtot 

^widaiedESIloI ?Pm Aaaosamoni (Poai 870411) OO/iO/n, 

oaieo tdison Co. of New York. inc. 109 pp, 5 ) 531 - 1 10-51531 226 

FkJw Dur na^RSircu^atiin' Pump Seal Cooing Water 
ROSSI C dS ng LOCA." Svc lisl end ^ 

Conso:'dalBd Ed son cl PPwf ‘‘S'® l Assessment (Posi 870411) 09/ 10/19. 
uaiBo ta.80h Co of New York. inc. 107pp 51 53 1:227-5 1631 333 


0900200146 Notifies NRC thai uli' f*as implomonlod organl/ation chango In njCloar 
onorgy doparlmont por )OCFR5O.54(0)(3) Changos do nol fodjco commiimoni In OA 
pronrnm descnpilon previously acceplcd by NRC 

GOLOOCHaj.fr rionda Power & Llg'it Co 89/09/10 Document Control Branch 
(Documoni Conirol Desk) ip 51340 034-51340 034 


J. fnaurance & indomnily Inforinatfon 


^ Indemnify Agreement 0 46.ronocilno changes lo 

l0CFMl40.offoclivo 80070 l.lncfoaslng primary layer of nudoar onorgy liablily Insur- 
anco 


GERKOW.HN Prdoci Dreciorolo 112. 09/09/20 GOLDBERG, J.H Florida Power A 
LightCo.app 51430.221.51430 223 


P. Oporating ifcertse stage documenla & correspondence 


8910060229 Forwards Safely ovakiaton c’oslng Generic Hr 83 20. Horn 2 2 l “Equip. 
mom Cfasaification Pronram for all Safely- Rolatod Components” 8 lochnical evalua- 
tion ropt prepared by EG&G. 

NORRIS, J A Project Dlrociorato 11-2 80/00/21. GOLOBERG.J H Fforida Power & 
Lighi Co. 2pp. 51431 021*51431.035. 

-8910060232 Safely evaluation supporilng ulil responaea lo Generic Ltr 83- 28, "Equip- 
mcnl Classillcation Program for alt Safely. Related Componontg." 

TRAN.L. Ofhco Of Nuclear Reactor nogulation. Director (Post 870411) 80/09/21 
2pp. 51431023-51431:024. '' 


-8909160162 Xonfoftnanco to Gononc Hr 83.20.llom 2 2 1, Equipment Classification 
for a'l Olhof Safety- RoJalnd CompononiB.St Lucie 1/2,'* technical evaluation repl 
UOY.A C. EG&G Idaho, Inc. (eubs. ol EG&G. Inc ). UDY.A c. Idaho National Ennineor* 
inn Lebotatory. FIN D 600I. EGG NTA-7440. 89/05/31. NRC ■ No Doloiled Aff.liai:on 
Given 14pp 5 143 1,025.5 143 1.035 


Mfc operating reporla & related correspondence 

0910120011 NPDPq Hicz-Ki 

Slaion W/B9Qd27 Mr hionitoring repl for Aug 1 9fl9 for Boaver Vaifoy Powei 

09^02400 Light Co. 09/08/31. 2lpp. 51400:285.51490 305 

Units 1 & 2 Boaver Val'oy Powor Siaiior 

415S5 .oo' 9^^ ’ Duquesne Lighi Co. 09/09/30. Qpp 51505 001 


6909280098 Gonrjric Lfr 89-20 to aff fuel cycle Iconsees possossmg, using or process- 
ing formula quamilies of SSnM re prelected aroa long-term housekeenina Svc li$l 
end. ^ 

MCCORKLE.G.W. Division ol Safeguards & Transportation (Post 070413) 09/09/20 
Consolidated Edison Co. of New York. Inc. I3pp 51531: 107-51531:1 17. 

0910060214 Advises lhal NRC intends lo conducf aud/l ol imp^emontanon of 
104-,FR50.63 ro Station b'ackout on 891017- 19 at Juno Boach ofcs.lloms for discus- 
5 on listed on onci 

NOnniS.J A , EOISON.G E Pto.eci Dlroctoraie ll.2. 89/09/29 GOLDBERG J H Fieri 
da Power & Light Co. 3pp. 51430 218 51430.220. 


HA^^DS<■.Hl■HJ A Fir-nd Po-vr' s L<3'»l Cc 6-}'C7'.1- (Atpn 5: t‘)4 03.1 S '•'•£' 


MO 


8910103195 Appiodiio" icr airr'-d lo I censo 0? 'tvis '*, S;utCs l.y clotr^iAj 
'ca:*u vA5Se. n-a'l s..r,£. .j-cc rapi...lo '5C''t'-’J C ro rcrrt'bo^n'j 'c ASTM E JiiS ro 
n-^.ai .'^(lervais fo' 

GOlCOLRG Jh Mc'c.i Power & Qht Co 89 .' ’Om)? Cc c ,rro;0 Lo iwcl Mmucti 
tCjctT cnt D'sH 3 dp 5 MSB ’75 5M5B 195 


■8910100197 Proposed ^ech Spofs.ch.in^ cig rea:'C' vobsel mail s.rwol'anco tar.si.in 
«c: *'0 lo to-re^pcnj lo ASTM LiB‘ 82 'p rcva «r‘efva 5 lor f uonco 
■ F‘of..;o P::we' & L gMuo S:j/i0'O2 epp 5M5fl '/ti 5 m 58 iBS 


8910103071 Rt>scpnrfs lo Gencn^ Lif 89 O-i Guidao:e on Ccvoop-riD AccoplOLlu Ir 
sen CG Ffcg'dT-^ UM pfo^ram *:i cOTpl-ancu w/Pi.s«!*on -i in U ai al* p«or> 

S-.re- i^c'a* cfi va vGS .n nscr.rce test ng program I si«>(l S5 ‘»la*Qd 
GOLC'EiFnOj 1- F’cfija ?cac* A L ght Cn P9^'0r01 DoCun oni Cnnirol HMc cn 
(CccuT-^r* Cc.-'rJ Ccs»i) 2pp SM 61 270 SM6I 271 


eoloieojso Gercnr L" 83 21 lo a I nore's ft CLs A CPs lo' r u:lea' po.vC‘ reac'crs 
ccn:G”’in^ request *P' '‘ 'p 'C sid'us ct mp e neni.ilion o1 US renu rernen's S.c l si 

or': I 

pARflO/; JG Assoc arp Drc'ricr lor Proiecis tPosi 8/04M> 8<)/l0/l9 Ci>n50i'l.u 
ed Ed.^cr Co oi Now YorV '-.c eOpp S’ 622 OOD S'622 CFH 

8910180273 Genonc Lir 89 22 lo a I iCGnsecs ol opcraimg r^aciors S r-otpers Ol CPs to 
p3lGnii3l ‘cf iscreaseO 'oof oajs & piani a'ca *iooJ r.nofi ceprn ar Ironscrl fiMCloar 
power planH d.ro 10 reccr: chango n Pf.'t» criie* a Sve l-ii cnci 
PAMTLO’^.JG Asbc;'d!o Oi-ecicr ‘pr Ffc,ecis (Posl 070411) 09/10^19 Conso'Uai 
elFdsonCo ol Now YcMrc 39pp 5 1 622 C-t9 5 1 022. 1 0A 


0. laspecilon ropoiis, IE BulleUns & correspondenco 


CiHiscI >ln'ccnM so'i ('o 1)1 Nnw Vrrik >iir in/f)ij fi T SDI:??/ Sl‘>3l ji;j 


S. Ropofiabl© occuirc-ncos. LEHs & roiPlocJ correfifiondencfl 

0910040101 I Nt) II H'J 0i‘(j irntisoijs f»»op;«t»rl 'u' nilvui' f* ‘'■'Mlher cc.'J 
Unr.s-ijs fi<'i<l w/kc'v mfirMCjivs rn r»isfiof‘s InI.I-hS t'r fi.er,- ^'n; 
ciaiu' l ooaa H. '*'■ C!'Vi'cc\vi‘r'y 

Vfnm;LLI,')M lloii-fin 2. Ofe ol Uio nri>rior VO]/OU/?i Ip SMS?C6 

0910100245 Pari 2' roi:: 'o pi'U'r iial iil ii.tibiur i Lr:fii|i("> wiic-n r^ Jed 
hrOiiKurS lo iluviflU? rrc^in p.ip isl‘<*:i niu ■nsItinlrinocjMS in|) Cl c^k w:li 
<l'‘ Cla'jS IE l(‘i*rn^,i'/.'rag'if;!ic iiiT liorl l-rnako.s |:t (i> to >.hf>innrr 
jOMNJ:('NW,J 1,Vot.liis;i,.iis»- rU't.lfi.: Corp Itll.'lOrOll MUFiVCy T p ( 

dh' fUiac 'O. tic CiiiLiftln. nr«r. :fV |P<»Sf A/IM * l) .Jp|i. olMil 1 on b 155.1 1 

0910240217 S nc'‘i:;orni>l Mfi c* t olil 1 aii'aicui OiiiPlKCi A n4.r''irl ds: 

loirifi cwCOcjricul I M F .im I .Jinl 1 ;ti;vvn j,c)wi.'*.‘ei| N> ro''.!L''isef ■ 

SACiFn.UA FImiiM Powof H M;)hl i:;i AO/IOMh Pocarnfni Coildl !;' 
fiior I ( oiitrcl Un-k) ,i;ip *, iSHf. 3*;7 5 ir‘J‘i 


DOCKET 50*330 MILLSTONE NUCLEAR POWER STATION. UNIT 2 


F. Security, iiiodical, oinorgoricy & tiro protuctloii plnn» 


0010100013 (Yar.t;rr l in Hciv 1 1 M I, PIP .11 12, ' lie i<li>ri1 < ;<inimu'ijn*iors’ 
SC^ACr. S N;;f(ni' tsr N.jr lit.i,' Frictpy ( <i (si.hs nl N»irl'H*tlS' Uh 'i03j 59 
M iOn I iG r.MliO 12.) 


0909010338 nHC nlo Noii::c* 89 C65. ’ Poienbai Ij.* St.'ess Corrosen C'ackmg in Sloa-n 
Gcfie’atOf TtPo Pnjes S.^pP'GO bv ?A'W " Sve »s: enc. 

ROSSl.CE n/i£;.2n ol OperaiiO.-ai Hv-e-s Asscssrnyni rPjsl 970411) BO/CO/iiO 
Corscldatc.1 Erl Co ol Now ^'erk in: loOpp 51349 103 5 rj40 208 

6909060264 I.RC Ir'o Nct.cn 69 C66. C.ra ilicatiw.n L le of Sn'crcifJ Valves Sve l>si 
enc I 

ROSSl.CE O.vision C OrGraner'al Events Asscssn e-ni (Post 8704 11) 69/09 / m 
C or scl later) Cd sen Co o* New York ‘n: lC5pp 51337 095 51337.199 

8909200115 Ferwards su-nmary ol ©r 'crccrrcni coi^ororcn cr‘ 803905 in nngo.n M ofc 
re vcU’ors noted n Irsp Ropls 50 335/89 20 A 60 389/09 20 L t»i ol 
attendees.meeting agnnoa A I censeo presenia* cn a so enci 

EBNEIER S D Heacn 2. O'c cf tre O.rector 89/09/18 WOO'3Y,CO F-o'-da Rowee 
ALrgMCo 35pp 51346 041 51346 075 

8909290196 Forviia’ds Insp Rep's 50 335/09 21 A 50 389/09 2i on 89O0i2-26No vo 
laiio.''S or devai ens noted 

CelNE.WE Region 2. O';: ol re Crecicr 69/09/20 WOODY CO Ficnrja Power 6 
L ghiCo 3pp 61361 367 61361 360 


0910030502 I o'wA'cfs ti ?.;jr?;isi! to NH(. Gll062'l ri.i;\ni‘>l Uif ml :I til.' ro A, 
(!'k:o rovinw in arc>,s oi liru p.oli clnn vntiiral.n;i 

.MnO('7KA.E I Ncflfiunsi Ni.i'loar f tinipy f:o (sc U*. r;f N'orihct 
L'IIC'C^kA.I. j No.' till mil UMiliii?. ti!>/(:n/27 IJcc nniiirit {:ti''trcl Uranc' 
CcMrol Dosk) -n-p m:'«/ 2/H ')i.m/;'iii 

8910100161 I orwiinls SAl P flnpis J i) ;M5/GU t.) A 51) I Ji ./')<! 50 lor ftaC 
nUSSa.L.Wl Uv-go'i t Olc o* lice n-ivivr.c (UU10/U2. W.tVJC^KAf 
Niulo.li rr‘C‘'i;v kd {s.ilr^ cil N.;ri(ic'iist hlil iicis) 2f)p 5 I ilifJ 2l'D 5146J J 

* 6910100170 bAl'* Ui.iAs ‘/.i '2'1‘idMJ <V.v d Ml VoiPtiO dy \ot fil’.Ol’OVWOOO' 
* Hogo'i 1 etc of 1l c> Diror'lci' t)'j/1()/02 52i:|) 5 1 4(;() l^tl 1 f.l U.f! 312 

0910100193 J'rovitns ilir.tit nijf of nl.l j:cisi|if).‘i to c.vt.j'cptni V 'nihcaioii 
hCQltl) ^I'lySKS I cl work (tiPN)Utl l.ifirriifs to funvufn Iwo ‘.cipii.l'o ::ij3'>f C 
fO' LNS A HPN CO'nii.c."i ent OMh il iniig l■xnfr'•Ul ffr.lK 
?vinOC2KAC J. Cnniiiii III ul Ya ikcn Aurirro I'ownr ( n, MIKX'^KA.F J b 
Ciocir fro.'iy Co (siil/i ol Nortlii);i<il iJlihims) MROC/KA.C; I Nc'll'casi 
10/02 nUbSKluAV I Hr^go.i I, Ok oMIm (\'ri,lor 2tip M -10.1 0!35 5U 


■6909290200 Pariiai:^ wiihhed insp Rep'S 50 335/09 21 A 50 359/09 2 1 on 993821 •25 
)rel lOCFn2 793(d) A 73 2l|No li.c'aia.'s cr dov'at o.''s areds. 

inspected phys cal secenry prog'dro lor power reacioru.spoc iicaily security mgt 
TOSi.N.Wj . MCGUIRE. U R Reg cn 2. O'c ol f''o C reefer 69/09/20 ip 51351360 
61351 360 


8910030204 0.scusses Insp Repis 60 335/69 20 A 50 300/69 20 00 89071 1- 0l)M 8 
lortva.’ds no’ CO of w clat on 

ESNETER.SO Region 2. Ofc of ihe Credo' 09/C9/21 WCODYCO Flor.oa Powor 
A light Co 3pp 51381 363 51391 367 

*•0910030208 Notice ol v.o'aiion from nsp on 09071 1 00 M Viciai'O.-s noted valvo 
VI 721 6 fo.,nd 10 have boon locked shut fpr ndotermnale pcuod A Proco:kro 
2000920.Rov 2.fcu''d ij he radecu&le 

EBNETER.SO Hog on 2. Cfc cf the Orecrer 09/09/21 2pp 51381 366-5 138 1.357. 

6909200010 NNC Info Notice 89 066. "tvaiuaton of lAsltuavoo*. Seinc'nls Du'c o 
Mods ’ Sve I SI erci ^ 

ROSSl.CE Cvsio.n ol Cperdhonal Everts Assessment (Rost 87041 n 09/09/25 
Co.nscl da’ed Ed.son Co of Now York me lC6pp 61337.200 6133? 304 

8909250252 NRC Info Net ce 89 C69. "Loss ol Thermal Marg o Caused by CharTo' Sox 
Bow " Sve .‘isi end 



6910190040 Fervy-ards Irsp Repis 60 336/69-22 A 50 389/89*22 on 600615 0910 .No 
V'O'aiions o,' devialions roied 

SIMULE W V Rogon 2. Olc of t' O Drecic' 89/03/29. W'OOOY.CO Flo'nla Power 
A Lighl Co 3pp 51568 105 51568 119 


•*8910190043 insp ReptS 50 335/09 22 A 50 389/09 22 on B9O01S O91O No vo’aVor.s 
noted Ma.or a'oas nspecled plant operatens review mam 
^ fO‘lo.vup Ol prov.CiJS -nsp f.roirgs 

^2p(?51^56 2 C»C ot th® Oiior.’ot 09/O<l/20. 


0910120171 ftciv 13 to ('orruirctUi Onj.ini/iilittr' fo.' Nci. Nuir liir'ilc' l*. f’roc 
3 0l. "Cn GhII Co.'|:orniu TOC l)i‘t‘c 1o‘ I cyiMt r:*! A Rt?<;nj>n‘i 1: 1.I1P9 
MHCC^KA.L J, FiODGFRS.nC N;:rH'finsl Uti.ilius MIUX'^/KAE-I Nod 
Q' tlr'cjcciy Co (Mil/S ol Ncfllirmsl Uul hes) 00/10/1)2 n2r r>. 5 1406 310 5 

0910100158 Ruv 7 lu L'PIP 4001, 'Urnctc)' c' Sl«i*‘ori (.rvtrr j|u'‘.cy OpcriiU,- 
DUCH.W H. (^^0'll^l>asl Niic!o0i (Miurgy C(i (siil:s of Norlr onsi lH los 
22()p 5 1458 31 )4 6 145(1 3 25 

6910130(44 C(rnrigu 2 lo Mov 4 to (-P/P I oriii 4/012, ' Vji srono Uri J 
Af.tuvn Lovols " 

SCACt.S.E Ncnluuisi Niir'uhf Lnergy Cn {sii:i‘i. of Ncjfll'uasl Uti-l.''S 
ipp 51403 203 51400 203 

6910100076 Slalns tir'lol Hint tfnvu'op.'roni A HdiMun ol now ornruO-irCS 
salogjrtrrfs conlingorcy plane ol fdnrils as /r.(ij.rcHl by 1fJCKFl50 3-Ud) 
Sio.l ly ot land voli c 'o ):o.'iib pt;r firovisioris <;) Gc;r',0'ic Lir RU 07 A sjpp' 
MnOC2KA.rj Ccrnociiciil YJrKcjo Alrwnj Power Co MaOC^KA.EJ ^ 
c'oar Fi'orgy Co (sjIjs Of Ncrlbonsl Ulli(c'S) FVHOC7KA.f: J 7fC'll‘03Sl 
10/r.b Oct iirricml Control FTtnf.ch (Doi:a‘i oni Control Do:.k) 3pp 
51520 231 

6910260036 Forwards Rov 1 1 10 Phys cnl socur.iy nfanRov wiKiho'd (ref 1 
MROCZKA.E J . ROMflERCi.W D NoflMoost Nuclonr Enorny Co fSJbS 
UlMtos). MROCZKA.L J Norlhnasl Uhlihcs 09/IO/2U. Docti.iiGnt Co 
(Oocumnm Control Dosk) ip 51020 024 ■ 5 1 628 024 

6910170009 ' Exnrc'fio Conirqllor/F.vaUialnr Man lal for Oct IROJ Enorciso 
cy Pian for Millftlono NVcIonr Power Sint'on " for 0D1UO4 0)«>rr.Jso 
N'erthonst Nuclonr Fneryy Co (snlis. pi NortMoaht Util.lics) bO/K 
51530 029 51530 241 


H. Qenoral cotroapondence 


8910200064 Ac k rccc-pt ol 890915 Kr nlormna NFIC ol slepa laKpn ip cctred vtalauons 
noled in fnsp R^ls 50 335/6916 A 50 309/80 16 ^ ec vumnons 

SINKULE MV Rogon 2. Ofc ol iho Oirecicr. 89/10/02 GOLDBERG JH Ficrida 
Power A Light Co 3pp 51576 251 51576 255 ' ^ 


8909220144 F)osponds to 890810 mai’g'n/n ro lack of aclion t>y NRG on 
nuclear safely viclato.ns by ulil at piarrlOfc Of Jnvopl oalions cu’/p'i 
R edon l requesi for nvosligai on Decision wi'l be 80ni will try 2 wks 
CARR.KM Co.mmsslcno,'9 80/09/14 OSULLIVAN.T AFli'uilion Nol A$: 
51466 072 51465 073 


lU/ » 




5tSt..l OM MSto m.s 
p Opsracng license siege documenls & coirospomlonce 

.«».'«Mea Gene-.c tn *« 20 'o <=*‘'0 "=«''»‘-'o» pnsMissnii usckj or r>'<>':.;ss. 

Vrr j'J quanti* es of SSNM to proiutled aruO loiiQ lOfm >io.JS(i)M'..‘piin} Svc isr 

fr-r/iPktPGW Divsion of Safoo-auiis f4 Ifnmpo.'l.iHon (F’cM h/CWli) 
j!^-SedEL.CO n,Nc«Yo:k.lr.C .3p.. SIMI lOM.IWI .1/ 

aftsiunjH qj‘'miis fesu'ts o1 Qvaluaficn 0* t ot lag rc-sisinnuo ffion .ftili'ilcr I'.it.i 
tegrnrg o1 CyCe 10 A<lvrt-icod Nucloar Fuols w.ll iir>l h*.| 

UlvO'^.nsl >U.WU'M 

J<-S^7ka F J NorthUflil Uti'itios Oa/C‘J/37 Uocuironi Como\ nfomu (Utu; jh cn.i 
C cr^ol DesM 2pp 51392 000 51392 OD^ 


-0010240135 Ir'lo'if’s c)f curmnl shijlHown t.chodulo & pfOvidOH nn’ r paled scope S OJ. 
roptanro cnicri.i loi ri.iif cyclo sioam gorofalor ufJdy curroni lOSti'ig I'lsp.pnr NRC 
1)00605 lu 

K'HOC;7KA.t J N‘o*t'»oas1 Nc'CiOcif (Inocgy Co (schs of NcfihoPfil UMiios) 
J No'ilioHHl UhlilKiS fl9/('8/30 RUSStLL.W T Deg cn i Ofc of Iho U ■ 
rnclo' Opo 5i5n-1 20/ 51561 2H 

0010040301 Ndf: info NjIk O HO : 1 70 Rossi'.*!o (nJ cdlions of M s'oprosoniod Vondur 
f'foiiii;:i‘) '■ iivr “isi ofi'ri 

MOSSi.l'l: of (’p<?'aiianal Lvunis A?iS«ssmOfU (Posl R70411) 09/10/11. 

oi Moiat YniKJrc lOOpp 51631 118 61531226 

0910230116 Tdiwnfds Sp^oni AllO(jati:n Tonm Insp Repl 50 330/09 13 on 893710 21 
A r olirfi n* vi::lnt cr Lfripioydob slin..l«l bo irnmcd lo uhli/o oxiging fonral ro'foclivu 
aciioti sys cr a csjaf or pro^ossing pro ;fam lo rosolvn 6aloiy issiioa 
liOiKif’.S.Vl w fWijii 1 Ofc cMMii D-fOdlOf 09/10/11 MHOCZKA.L J Norif oflsi 
\rrl('ai Li i.rgy C;; (Mihs of No'lf oas' Ulnl es) 'ipp 6f677 150 61577 280. 


0310110194 Forwards cM responf.a \d Goaonc V li 09 04 it' gdKliVdv o tvt Ovunlppinvi .tt 

mSzkTeT^Coi^ioC^xuIv^^ Alt)-!! c Power C:o MRCCZKA.f J Kofll-yH'^l Kt. 
HeaVEnerqy Co (scbs. of Noflheasi Umnos). WflOCZKA L J fJotiheasi tlhliioH 09/ 
10^32 Docjn'eai Cor'9o1 Ciaach lOoct'im«a C'-cuUol OosV^ r.«i.vi 6140 10/6 
51493 254 

6913160023 0 see S SOS CO'roclion o1 f urnan or.g tioofit g iiisc:r<>|)at»;:ius fins;) ut-on cif 
dst/ooanc-es resc.btdu'.ed Iw orAl oi <evc'« W rekio mg ut moz 

M3^ZKAEJ SEARS.CF Nnrlhoast NuCloar L-niugy ('o f&tibn of Nrtll'unsi Uhl 
tesf MROCZKAE J Nonhoast Ulil.hns. 80/ 10/06. tJocurmiot Cixitfc)! Hraiw/i (f)o;:ii 
noniCcnifclDosk) 2rP 51520 146 51520 147 


6910180050 AcK recept of Invonos too I3,((:004, 10050 8 IC0 10 for fi'i.l qua'hmy i‘isl.'ili 
fr.en*. cf 1093 annual loo.por lOCFniVl. Poymont w;!! On wi'O irnfisli'ffi rJ on 11010 II 
PROCZKAE J Comcchcul Yankcio Alo'n c Power Co MfiCC'ZKA.i; J Noillioasl Ni. 
t?a'Eiv^fcyCo (yibs o1 NorUiOnsi Uliilios) MllOCZKA E »! nrjiifin.js* Uhlihns tin/ 
(0/06 Ooci.manl Ccnirol Branch (DecornorU Conlrol Otisk) ip 6163/207 
5153/28? 


Mia?Q0l72 Adv.sas Ql mrcf dovialion fren) IffifKpprInt un fe(jiilniit)()s rn Inuinil (in.ir.li 
tyradjoacl ve malls sh pmcni lo fludilarn NOcK plant Ull itiltatnif nvH‘n4ili;jt> of nuiMing 
la'sponaicn program lo doiermino what actions noctiHb.ifv 

WFOCZKAE J. SEARS.CF Noflhoosl NnClnn^ l-nnrgy Co (si.hn ol N;:rlli('nsl Uhl. 
•lesl MROCZKA.EJ. N’Oflhoast UhU-os 80/10/11 Uocuninrtl ('ontrol flrnri fi (On. n 
iT.eni Con'rol Desk) 3pp 51560.223.51566 225. 


8910160250 Gar.ehc Llr 09 21 to pH fielders of Ol ft & Cf’s for n.iclnar |'owi:r intndi.fs 
cos:off ng rosuosi 'or nio ro status of iinfilntiK'nialion of U!>l mcjMiwfuents ;ivt: hsi 
enc 

PARTlOWJG Associaio Dirocior for fYo,nci8 (Posi H/04 11) 1ili/lU/l9 Coounlifal 
ed EC son Co of Now York. Inc GOpp 5 1GZ2 009 6 1 022.080 


'•0910230110 Nohrt) ol v:olnhon Iro n I'sp on B907in 2i Violat.on nolod fai'nro lo pro 
vKjn (ronsurf>s for i nnt'olhnu tfraw ngs lo produdo possndo use of ouldatnd rfrawnnH 
f’OlJUl'SMvV fir'rjijn 1. ()lc of h'n Dm odor (19/ 10/11 4pp 5157? 160 51577 164 

•8910230120 frisp flopi 60 336/6;) 1 3 on 09P/1C 21 Vio'ohons noted Ma.or aroas 
in'jpt^.fcd.alli'gHl ons ro nsin.irn.'lrtlion A conirrh A n'eclr cnl ft'Cas A oihor foct'riinl 
A norlechn cal arens 

niUK'!if'ffG.N ni.RUJP negrn i, Ofc of ilit> Director yO/OD/12 126pp 
6167/ 105 616/7 21)9 

0010100304 riosncnds lo vio'nnons rioU-d in Insji Uopis 50 245/80 10, 50 33fi/U9 10 A 
!)0 4<::i/il9 16 Cormchvn aclijns Wr'mo MP. 133183 issnotf strobsn j curronl uruiccop; 
nblti 'iivr: of i:rrfcrniarco In niboluhjn o' amlil fi.ndn;jS. 

MnccZKA.C 1 Nr'riteabl Niicir'iir Lf‘.orgy Co ist.hs of No'l'iOast Uti;iiins) 
MUCC/KA.L J Nnrllinasl Uhiliob 69/10/12 GAl.l.O R M Hegon l.Cfc Of llio Drcc- 
lor :tt.p 61667 103 61667 105 

0010130014 NIK; h'o Ntjhcr- ii9 07l. Dvoraon of RHn Pu<r.p Seal Cooling Walor 
Flow IJnr ii;j floci'dihil On Opt'rnhon Fol'owing 1 OCA ' Gve list enc' 
flDSSI.ld. Dvision r:* Opnral onn' Lvonis Assessment (l^wt 870411) 09/10/19 
<;r)iisi htJ.Pdil l.ifiscn Co oi Nnw Yo‘k. In^* lO/pp 51531 22 /-'j 153 '’333 


K. Periodic oporatfiio roporta A rolatod corroapontfonco 


8010170011 Monthly epn'atinu repl for Sunt 1900 for Millslonn Uril 2 W/ROIOIO Hr. 
GIUSO.N 3 . SC;A(-E S L Nnntioasi Ni.duar rnorgy Co (subs of NnithoOSt Utihlms) 
SCAcr.Sl- Norlhcnst Uirnius 09/00/30 5()p f> I b'J4 103-516:14 IB? 


S. Roportablo occiirroncoa, LEfla A relalod corfoapondonco 


8310180273 Ganosc Llr 69 22 lo all l-censoos of onnrahrig tonclorn A Ji^ldnrs et t.f\ m 
poKnval for neroaserj roof loads & p'anl Pfoa flooil air.off tiopifi nl Irnn^o:! mu 'ear 
power plants due lo recent chargo in PMf' ciilonn Sve I bl rind 
PARfLOW.JG Assoc alo Diroctof fO' P/OjOClB (Posi 870411) 80/ II)/ 19 f;<)iiri(il‘(lal 
e4EfliSon(^ ol Now York. Inc OOpp 51022 OOD-L 1822 100 


8010040300 I CFi 87 003 01. On 870l20,rc!Oiialyb'a ol sloam gonurn'or luDO oxom data 
uJnnhlHjd Ifmi one lubn wOch ccnini.ind repahohlo dtdncl.not 1 )(il*.i ropolrod.es ro* 
iiiiroil hy TclIi Sjiec -1 4 0.1 4 U Dulociivo lobes n'liggod W/0l)C029 Hr. 
vWAtsJCHAnfl.n T , SCACt.SF. NoiircrtftV Nocloai tnergy Co. (svjhb ot NormoflsI 
Uh!.tcb) GCACL'.SE No'ihunsi Ufll.os 80/00/28 fipp 51 :«)1 000 51391 013 


0. inspecHon reports, IE Gulloifna A corroaporidonco 

8WM1033fi NRC Info Noleo 69 000. "PoUmhal lor Slfosn Dirrosion f:-ncK;ig in SU*nrn 
Gefioralor Tube Plugs Supplied by QAW ” Sve l si docI 

FOSSi.CE Div.sion of Oporaional Evens Assosemnr’ii if^ost 870411), oo/OD/Ofi 
Co^so ddied Ed.scn Co of Now York. Inc lOflpp. 5l34i> 100.51340 200 

6909060284 NRC Info Notico $D QGO. "OuQlilIcnl of) Lif« ol Sphinolil Va'^itis “ Svr l.'ii 
end 

ROSSI, CE D.vision of Opo/ational EvouIh Assossmonl (Pobi 0/0411) 80/00/11 
Corso'idaied Edison Co of Now Yo/k. Inc I05pp 51337.005 51337 lOl). 


0010040307 IFR HGC07 0lon UGOOOl.dt.r.ng monihly conircl room sn/voi'fnnco 
ClmcK.sioam gnndoloi 1 Invnl inixahon cn fomo'.n srtiUlown pane'. vrdCfttod zaio 
porront (Ipubcd by fa Itro of nm(>h' or assornhJy W/OOOOZR Mr. 

STADN.CK.S, SCACE.SL Noflf-oosl Nuclonr Energy Co (suhs of NorlHousl Um- 
cos). SCACE.S L No'thensi Uh It os 83/00/20 4pp 51430 007.51430 010 

0010000207 l.rn no cua m or) «00l30,i;mdvoflont automaiic loss Of normal powDr ac- 
timli;;ri otcorrod cii two Of onninocrod safeguards ocludllcn sys.IrrniOdiQlo causo nol 
tipjiQfOni VAfing orror Idoniificil & corrCClud W/fln0929 iir 

DtttG'U JM . SCACF.SF Hvcloai Gr.wviv Co of Noiiuaiisi UuUwis). 

JjCACE.SE. NorlhrJiial Uh’illos 00/09/29 4p;>. 5143o001.51436.0B4. 


8909290015 Responds lo NRC 000021 Hr ro vlo'aiions rofurl in Uiftp Rripl 50 :)36/f19 
2;^®?''® atf i)/i9.8utomaiic lost lunden of ESP ochincori sys vonlmd cpofablu on 
Surveii'ancQ P/ocoduro SP2403A corrodod 

WhOGZKA.E J , ROMBERG, WD Norihoael Nucloar Energy Co (S'.bS ol NnfUu.’uBt 
Ut tesj MR0C2KA.E J Norlhoasl UlilHlos 59/09/16 HUSSELL.WJ lingion l. Ofc 
cl the 0«ptlOT . 3pp. 51351 350 S 1 35 1 . 353 . 


8909200010 NRC In'o Nolico G9 OGO. "EvaUaiion ol Indlrurnonl Gelrioints During 
M^s Sve 'isl oncl. 

Ovns-.on ert OpDiaiioiiQl Evonia Assossmom (Post 870411) 00/00/25 
wnso daied Edison Co. of Now York, fne lOOpp 51337 200 51337 304 


0010110246 LED 0 / COO 01 on U70902.unil oxporioncod HutomaiiC roncio.' trip duo lb 
ipw 6108)1) gonoiftio' luvci in sioam yerciftior l Causod by lack ol tot pm in stern 
plug assombly Darnagod etom/plug essornhiy fOplacoU W/001002 Hr. 

DFnGlN.J M , SCACe.St Norihoost Nucinar Enorgy Co- (Subs ol Ncrthoasl UliMos). 
SCACC.SF. Nofthonsi Uhl. lias 50/10/02. 4pp. 51513015-51513016. 

6910120003 l EH 87 000 00 on 070902,nutonnft1ic rifaciOf trip occurred duo to !cw 
btoani genoraiof lovol in gorxKdicr l.Causod by valvo stom sepafoting from 

E 'uo Stom/plug nssombly repfocod A valvo toslod W/601002 llr 
ERCtlN J M . SCACE.S.E NoiUicasi Ni:ctQar Enorgy Co (subs of Nnrlhoasl Uli'il 09). 
SCACESE. Norlhoasl UtlihOS 60/10/02 4pp 51460 248.51400 251 


89 080, "Loss ol Thermal Margin Caused by Channel 

0* Oporaiional Evonis Assossmonl (Post 070411). O'J/OQ 
utrsciioaied Edison Co- of New York, Inc lOGpp. 51631 00 1 .51531 lOG 

50 245/88 03 A 50-038/80.90 let 060101.800 
1, Ofc of tho Director. 00/10/02. MROCZKA.L- J NoiHi 
■ ..cear trergy Co (subs, of NortMoasi uiihlies) 2pp. 51460 209 51460 342. 

& 50.330/08.99 for 880101 890615 
r'pgion i.ofc ol ihe Dracior. 80/10/02 52pp 5 1460.20 1.5 14 60.342 


8010120156 LER 00 010 01:on 80092 l.obsorvod Ihnl lesl/oporotO switch for each ol 
cpnlanmenl oimosphcro gasoous tdaiauon (Donitors was in lost position Caused by 
eporator error Switch placed In oporolo position W/fl9l002 Hr. 

(JEHGIN J M , SCACE.S.E. No/lhoasI Nuclear Energy Co (subs of Northopgl UlilillQ9). 
SCACE.SE. Ncrlhe.isi Uh'itios 00/10/02 4pp 51513 040 51513 043 

8910110127 LEH 6<J 004 O2.on 0Q0320,v.sjal insp Of mochanicnl plug rovunlod circum- 
lofoniial cracking at icp of plugCausod by primary water siross corroslcn 
cracking Tube rofiauggod w/now rrochanical lute plug W/801005 Hr. 

PARULlStM SCACE.se. No/lhoasf Nuclear Energy Co <aub3. of Norlheast UU- 
lies) SCACE.se NOfthoasi Ulihlios 69/10/05- 5pp 51400.185.51460 18g. 


8910050278 RtJrf ^2 lo Fmefger.cy P ao 
* PGAer (V 'gna Giecinc & Pc^et Co J 

S 1 -1 1 6 C J 3 


89/10/02 2b0pp 51417 037 


8910200005 Forv^aftis Insp Repis 50 330/89 25 & 60-339/09 25 Oi 890307. 10 No v,o 
la* ''ns Cf (Je»-a^ ons nc^eO AU&r' on io exetcise i^^eaKnoss lescUVork feqjasiod 
COUiNS.DM fiegr-n 2. Cfc of the Orecior 89/10/06 STGWAHf.VVL Vifgm:f» 
Pckscm'/ fg n 3 Elocmc & PowiS* Co > 3pp 51568 232-61 660 249 

-8910200006 insp Repts LO 336/09 25 & 50 339/09-25 cn 89G907-10NO v.olaliors q : 
c£viai-cns ro'ed Majo/ a'eas ftspectod an''ual emergency ete-'Cse 
SARTCR VVM RANKIN WH PeguDA 2. 01c Cl Ihe Drecrc' 89/10/06 I5pp 
5^560 235 51660 249 


8910 120 186 FcA^ards Rev 23 iO secu.'-*v P'ogram Rev wilA“.el1 (rel 10CFR73 12> 
STEWART. WL V.fgna Pc^e' (V.fg>ria E'ec*'.c & Pov»e' Co) 89/10/09 DcCuniunl 
Ccrt-'o' Granch (Docu'nani Ccnifci Cesi^) 2pp Si 490 254-61490 255 


8910200220 Ccnfi'n-s 891006 lelcoA re mgi meelmg schedu Gd 1o' 891011 m Hegisn li 
cic IO a SClss eme.'Qcrcy preparedness plans 

REYES LA Reg on 2. Ore oi IFe Di-ector 09/10/10 STEWART.W.L Vrg,n«a Pov^e.' 
iVcginia Eiecinc A PcAe.' Co I 2pp 51566 204 51666 205 


K Ulllity Final Safely Analysis Report (F5AR) & amends 

8910040378 Rev 10 to updated FSAR for Nert'j Anna Po»^e' S'anoaUnls l A 2W/ 
89G929 Hr 

STEWART.WL V.rgna Po^Gr { Virginia E'ecinc A Power Co) 69/09/30 400pp 
51397 163 51390 U2 


P. Operaling license stage documents A correspondence 

8910020213 Forwd'ds resu is ol Qnalyss of iQ-xJ samp'os sp-^ed w/ raci:on^c(-(Jes 
STEWaRT.WL Vi.'gn.3 Power iVi'g-'-ia Electric A Powe' Co) 09/09/15 
COLL'NS.DM Region 2, Cfc ol Ihe O.rectcr 3pp 61365 342-51365 344. 


• Vrgrim Powo' {Vi-gr-m Fkirlnc A iWor Co) 0!)/ 10/1 3 Opp 51579 

8010250242 Forwards ‘ North /Mina C'aiI l Cyclo 0 SlArtnp P^yslds Tpsi f 
STEWART.WL V.rgmn Powo' iVrni-va Eicr.fnr & IWir Co) 03/10 
Control Brnncfi (Ucctrrioril C'oril'ol nnsk) Iji fiKllU 1 14 5 16131 75 

-89102S0243 Rov 0 In NcrlM Arum IJn I 1 8 Shirtun (’tv, sics Test 

MAIN, A P . TRACE D A , DZiAtJOSr? 1) Virg nm f’tjwot iV rg n ,\ Fipch; 
Nt-734 HOO no/ 10/31 OOpp f'16 13 I 15M0 13 1 /i> 

8910160162 Forwards TeeP Specs A h.istiH In ML'fTlTS Ic'ra 
Sp0C8.Wosl.r.gh2US0 MFld fS spccs.li rulur conrnnlng ifrrin RCS pres* 
repicofo oporahrm ti'nii^i ropt A olfior rulnUnl inlo 
STEWART.Wl vi'gnia Piy^tit (Viruima Lloctfr: & PowrT Co) D9/:0 
ConUo? flrarxh (Documrnt ^-oiitml Dinrk) 2.0r);>pp. 5lfi47;D01 515522 

0010230161 ProvKlGS final roril'Mi'alion ol ulil rloinirni.nniion ra impart 
reduction program mp'oiroritrJttOn C oro nltnratio'm o>’ physciil chanQ 
iirincrossnry 

STEWART.WL Virgnia Po.vt’^ (V-rgmia l;'octri( A f^jwor Co) 09/10 
Coni'Ot tirar'cU lOocunierd C* tr’iluA OunK) 21-1) hl5 7ft 007 St 576 008 

8910160250 Gonofic Ltr 89 21 to .ill f’olrldrs of Ol s A Cf’s 1o' n.jc'oar 
cor'CCirnng rntii.nsi lor iaIo rn Ht,iixjs ol Kof.tnmohtnl i>n o\ USl ittijir 
OACi 

PARTLOWJ-G Assoc mo UirtJctcr fer I'rojoctn {PO'st 070411) 89/10/ 
ed tdson Co ot New Yr.ii^, tio: MW/ f-W r>1h22 OiOU 

8910180273 Gooonc Llr 09 2P U> tlH hConnuc*?* of oouraimg r«‘ncior8 A he 
potum ol lo» incrtiosod rool U>aNH & plum utoo flcrTkl fuivotl ilv.pih ai l. 
power plants dur) lo rocont cliftrigo in PMP crilnrr.i Sve lisl trici 
PARTl.OWJG. Assoc mo Dure tor for Projt'Cts (Post 8/041 1). 09/10/ 
edF-dsonCo cf New YoO', ln»* .iflpp. 51622 GfiM 5 tUi!2 lUG 


Q Inspection reports, lE QuUetlne &. caireepnndence 


09 10040322 Cchlirms 890514 te‘ccn ro arrangements lor mgt meeing on 000926 in 
Ai arita.OA io Oiscuss dC5.g.n basis docurre.-ia* on program 

REyES.L A Regon 2 dc of the Directcr 69/09/21 STEWART.WL Virgna Power 
(Virg n 3 Eiccinc A Power Co ) 3pp 51436 168 51436.170 


6909D10338 NRC Info NoLco Hf) 005 ‘J'olontml for Slfo-t«i C orrosion Crt 
GunoiaVor Tuba Pl..ps Sopplifir) \>v flASN ’ S'lC ls\ unci. 

ROSSI.C E Oivison of Onuralio nil Evimis AnspHHnnml (Post 070-1 
Conso’idntcd Edison Co of Now York. Im; i08pp SI 340 lli;)M349?C 


8909200090 Gene-’‘-c ltr 89-20 10 a'l foe! cycio I censees pcssossicg. using or process 
ir.g torrru'a quanhi.es Of SSNM re protected area long term housekeeping Sve I si 
cncl 

MCCCRKLE.GW. D viS-cn cl Saleguards A 1 ransponaiion (Post 870413) 89/C0/26 
Conso' dated Edison Co ol New Ycrk, y-c l3pp. 5 1531.10/- 5 1 531 1 1 7 


8910040318 Forwards Amends 124 A 108 lo Licenses NFF.4 A NPF-/. 
rospec?.ve:y Amends add super nlendeni o.ni;i''eering to hsl of specihed membera of 
Slat.on Nuclear Safety A Operai no Comm iiee. 

ENGlE.LB Prcioci Drecicraie 112 89/09/26 CARTWRlGhT.W R VifOma Power 
(Vi-gmia Electre A Power Co ) 3pp 51412 230 5l4 12 244 


-8910040324 An ends 124 A lO0 to L«conse$ NPF 4 A NPF-7.respOClive(y. add no sn- 
perirtendeni engineer ng to fSl ol specitied members of Slat on Nue'ear Safety A Op 
erahng Comm fteo 

BERkOW.VIN Pro, act Oi'octorate 11-2 89/09/26 lOpp 51412 233-51412 242 


-8910040328 Safety ovaiuason suppo.mr.g Amends 124 A 100 lo Licenses NPr-4 A 
NPF-?.T6specirve‘y 

Off CO cf Nue'ear Reactor Reguiai'On, Qirecto.' (Post 870411) 89/09/26 2cd 
51412 243 51412 244 


8910030493 Forwards “Nc'th Anna Un.ls 1 A 2 MERITS Prog'em Cr.iena App'icahon 

n€p » 

STEWART.Wl Virgnia Power fVimna Glectrc A Powet Co) 69/09/29 Oocu-menl 
Ccntrcl Branch (Docume.ni C!or!/o! Desk) 1 16pp 5 1 390 020-5 1 330 1 35 , 

8910040323 Forwards response to NRC 89C803 reqyesi for add into te uw 860310 
Tech Spec chango.rewsirg a iowabio differential sottlemeni between sve bido A Un i 2 
IT'S n steam valve house u v « 

STEWART.WL Vrgna Power (Vrcmia E’ectre A Power Co) 89/09/20 Oocumont 
Control Branch (Document Control Desk) I9pp. 5141 1 084-6141 1 : 102 

89 10040366 Surrrr.an^es results of evaloat ors cf Impaci of larce break LQCA analvsift 

break loCA moder re® sSd^o 

lucorporaio reduced steam generator tube pljgging level of 15% 

STEWART.WL Virginia Power (Virgna Electric A Power Co) 89/09/20 Oocumer>t 
Comrol Blanch (Oocurrem Cortro’ Desk) 2pp 51436 1 ? 1 5 1436 1 72 ^ ^^^^umont 

8910W0072 App'.c3'.cn lor amends lo L'conses NFF.4 A NPF.7,fe-/i6(ng Tech Sooca re 
sewicmem rr.onUcur.g program ^ ^pocs re 

STEWART.WL V:rg n-a Power (Vrgma Electric A Power Co) 89/10/02 Dor^umem 
Conirof Branch (Document Control Desk) 2pp 51453 001-51453 310 uocument 


8909080284 NRC info Nohcu Dll -Dim. "[Jua'if < ntlon I Ifn i>1 ScVh niij V 
one' 

ROSSI.C G O.vision ot Ciu^int'ouul Gvonl'^ Au»>i>u?‘.inviul fPosi 8?C4 
Consol dated Edison Cu of Nnw York. Inn lOfifiji. fi 1 33/ 0i)5 5133/ U 

8909270160 AcK ro.co pi ol QQOil tf» Ur U'lorriuvg NUC Ol Hlojis lul-on h o 
noted in Insp Ropts 50-330/nD- 1 P A 50 3:10/80 12 
JULIAN.CA Regon 2, Ofc of flu> D.MJClor. 80/OU/in. SIGVVART.WL 
(Virgin.0 Eleclr-c A Powot Co.). 3(jp 51:138 235 51138 P'l? 

8910030213 Forwards Jnsp Rufils 50-3311/80 20 A 50 3:iO/D9 26 on B 
not'ce of vo'ahon 

SlNKULE.MV Region 2. Ofc of llio Director 8(}/on/21 STEWAF 
Power (V.rgria Gleciric A Rowor Co ) :fp|). 513/2 [fPO 5137? 345- 

-8910030218 Notice Of violoton from in&p on 000/ 1 5 0022 Viplnlion no 
procodjres 2 PT.a6 5 3A A JFT. “SSPS Oufpul birivo Relay Trans AA 
reeky detail inlerlock condhons for ontirg./nt on of KfICfO relay 
SINKULF.W V Regon 2. Ofc c»# llm DrociO-' 89/00/21 2pp 51372 

-8910030223 fnsp Ropla 50 ODD /OO 20 A 50 339/00-20 on 090715 
noted Major areas Inepociod p.’anl sloius.n'a ni. s 
walkdown.oporaiionol safety vor«ii-caiion, oporalinn rcNintor evo.'ifs ALE 
CALPWELL.J L. KING.LP. MUNflO.JF. Himlon 2, Ofc of ihfl Dira- 
21pp. 51372 325-51372 345. 


8910100309 Records lo woakrv<»3so3 .(Jont.liod m SAI.P fnsp Hcp!9 i 
SO*339/00-i0.Socurity ndmmisirativoiy soparpiod frcni station mgi to 
remains mcfcperdoni A rot sutjj to operot onai prossuros 
STEWART.WL Vi'gnia Pow<ir (Virgrla Eloctnc A Power C 
GBNETCR.SD Region 2. Ole ot WioDrocior 2pp 51458 070-514590 


8909200010 NRC Info Noiico 00 ObO. "Evaluation of JnsIru.iionI S 
Mods '■ Sve Usi encl 

ROSSI.C G OivlS’On of Opotalltvial Evonla Asaossnoni (Posi 870-^ 
Censokdated Edison Co. of Now York. Inc lOOpp 513.37 200 5 1337 3( 

89p040430 Summary of 80090;/ rtiooti.ng w/uhl In RockviTo.MD lo C>si 
Ouiage Mods insp F-nding iC-o.aiiog.r.g that non-Cfafis 1E pressure tr 
r vr/o proper isoiavinn Viewgiophs R aviendeo 

fcNGLE.L Proioci Di'ccioraio lt-2. 09/00/20 f^roloci DiroctO'fl 
51423;1?7-51423;191. 


-8910060073 Proposed Tech Specs re souiemeni monilor.nn pmoram 
514^3 ^ 09/10/02 19pp 51463 00: 


8909260262 NRC Info Noleo OO-COO, ' Loss of Thormal Marnir> Caused 
0DW ‘ Sve 1 9t end. “ 

ROSSI CE Division of Ocoraiional F.vonH AsaussmaiM (Post 870' 
Consol dalod Fdison Co. of Novv York. Inc lOOpp 51531.001-515318 


forwards .'nsp Rep'S 50-338/89 25 & 50.330/09 25 on B90807. 10 No v-O- 
MID20000S f orwa os M ,q OxerClSO weakness resolullon roquOSlOd 

S’^^NSoT fiSaon ? orrihVo.ecto/ 89/10/06 STEWAnl.W.L. V,o.n.B 
W/g“3 & Pav.a< Co) 3PP 51566 232.5t588 249 

^910200006 irsp Repls 50 338/89 25 3 50 339/80-25 on B00607-10.No v.olal-ons or 
Wflinr a-eas hspociod an'-.ual omoxgency oxorcleo 
SrTC 9\S PANKIN.WH 2 . 01c Ol IhO Orcct<y. BQ/IO/OG. 15pp 

^1568 ?35 51568.249 

j4iflia023S Responds 10 NRC 090921 Hr ro violafons noted in Insp Ropfs 50.338/89- 
”?6 4 M 359 / 6^26 Corrociive aclions Wock^ng scivemos 10< A & B Uftln slave telftvs 

S^Slf l,V^L^WQ^n?a Electric & Power Co) 89/10/10. Documont 

Sn-^lrf Kch (Ksnt Control SesK) 3pp 5 1 545:3 13-5 1 545 3 1 5. 

B9t3O4038l hPC Inlo Noi :e 89 070. “PossiWo IndCOliOnS of Misroprosonlod Vendor 

^O^CE DiViSion ol Operational Events Assossmont (Post 0/041 i). 80/10/11. 
Cocsoljdaied Edison Co of New York. Inc lODpp 51531:116-51531.226 


M 10750238 forwards ■’Inscfvico insp Repi Of North Anna Powor Station unt l " Ropl 
s;rvrjvi8s exams performed to satisfy bolh firsl & second insorvtco rnsp Interval fo- 

^nlvj^fwL Virginia Powor (Virginia Efoclric 8 Power Co). 00/10/13. Oocumoni 
Coril'Cl Erarch (Documenl Conlrol Oosk). 2pp. 6161 2: 101-5161 3: 113. 


-8910250239 ‘inservice Insp Ropl ol North Anna Powor Station Unit i.” 

' VVc'ma Power (Virginia ElOClnc & Power Co.) 89/10/13 300pp 51612.193- 
51613 113 


8310130014 NRC ln<o Nol.ce 69-071. ' Oi version of RHR Pump Soaf Cooling Wale/ 
Row Dufi'w Recifcu'ai'On Operat>on Following LOCA *’ Svc lisi onct 
fiOSSi.CE. Division of Cperational Events Asaossmont (Post 870411). 80/10/19. 
Co^^vo'43Ve<l Ed son Co of Mew Yoik, Inc. t07pp 5l63t .227.5l531:33J 


8 Periodic operating reports & related correspondence 

89)0260265 Monthly operating ropls for Sopi 1989 for North Anna Power Siaiion tints 
1 & 2W/891016 Hr. 

TILLACK.B. STEWAflT.Wt. Virgirtia Power (Virginia ElOCtrlC & Power Co) 89/09/30. 
iPpp. 51624 001.51624 012. 


a Reportable occurrences, LERs & related correspondence 

8910040121 PNO 1 1 -89 ‘060 A updates status of Hurricane Hugo for nuclear faclliilos in 
sotrtJ%ea5lMann‘ng of Incident Response Clr by Region li coniinulng. 

VEftREt.tl.O M. Reg on 2, Ole of Vho D tettoi. 89/00/21. 2pp. 51423 314*51423‘.015. 


U. CtKigreielonal/Exerutlve Correspondence 

0910060181 Fonvards rept of AOs et licensed facilities for First Calendar Ouartor 
1069 P'^g failure resu'ted In steam generator tube leak at North Anna Unit 1 & sioam 
oeneraior ruplured el McGuire Unit 1 .W/o end. 

CABRKM Commissioners 89/09/ M. QUAYLE.J.D. Sonaio. President ol Iho Senate. 
Ip Si 436 099.5 1438 098. 


OOCKET 50-339 NORTH ANNA POWER STATJON, UNIT 2 

F. Security, medical, emerganev 4 tire protection plena 

weaknesses Identified in SALP insp Repls 60.330/89.18 & 
VI.333/89.16 Secunty admi.nistra lively separated from station mgt to ensure socunly 
^ operalional pressures. 

r, (Virgin’a Efeci/ic & Power Co ). 09/09/22 

tBNETER.S D Region 2. Ofc of Iho D recior. 2pp. 61458 070.51468:071. 

summary of 800906 meeting w/util In Region II ofc re progtam 
StrSo iS emergency prepared ness, LI si of attendees & handout also end. 

Director. 80/09/29. STEWART, W.l. Virginia Power 
(vvginia Electric & Power Co). 10pp. 51576:224-61576 233. 

89100^W278 R^Bv 12 to ‘‘Emergency Plan. 

51418043 ^ Co) 09/10/02. 260pp. 51417:037- 

Insp flepis 50-338/89 25 & 50.339/89.25 on 890007. lO.No viO* 
C0LLiN<;nu n!!® exercise weakness resolution requested. 

PoiflfJin Director. 89/10/06. STEWART .W.L. Virginia 
>*cwflr [v,g,r,a Electric & Power Co ). 3pp. 51568 232.61668:249. 


8910040378 Hgv 10 to ^pdaled FSAR lot North Anna Power biaiiOn.Unils t & 2W/ 
890929 itr 

STEWAHT.WL Virg-ma Power {Virgn>a Etocinc & Power Co). 89/09/.10 40Cpp 
51397 183 51398 142. 


P. Operating license stage documents & correspondence 


8910020213 Forwards results ot arialyss of 'iqud samples spiked w/ rac'ioruciides 
STEWART.V/l. Vfgi.“ia Power iyi.'gin;a Electee & Power (To) 80/09/15 
COLLINS.D M Rogon 2 . Ofc of the D roctOf 3pp 51365 342 51365 344 

6910040322 Confirms 80C614 lelcon ro arrangomenis fo' mgi rneotirg on 690926 in 
Aliania.GA to discuss design bas-s documentation p'ogram 

REYES, LA. Hegron ?. Ofc of the Ofociof 89/09/21 STEWARl.WL Vrgima Power 
(Virg nla ElQCtr*c & Power Co 1 3pp 5M36 168-51436 170 

8909280098 Gononc Lir 89 20 to all fuel cycio l.censeGS possessing using cr process- 
ing formula quantii<os or SSNM ro protected area 'or^g form houeekooping Svc l.st 
end 

MCCORKlE.GW Division of Safeguards & Transportaiion (Post 870413) B9/09/26 
Consolidated Ed son Co ol New York, Inc 13PP 51531 107-51531 1 17. 

8910040318 Forwards Amends 124 8 108 1o Licenses flFF 4 & NPr-7. 

respectively. Amends add supermtondeni ongmcoring to list ol specilied members of 
Station Nucloor Safely & Oporalmg Commilioa 

ENGLE. L.O. Project Diroctorato 1T.2 89/09/26 CARTWflIGHT.Vl/ R Vi'gmia Pc*er 
(Virginia Fjecuic & Powor Co) 3pp 5i4i2 230 S1412.244. 

-8910040324 Amends 124 & 108 to Licenses NPF-4 & NPF-?.re8pociiv0:y. add-ng su- 
perrniondoni- engineering 10 I SI of specified morrbers of Sialion Nuclear Safely & Op 
orating Committee. 

OEBKOW.HN Project DirodOraio II 2 89/00/26 lOpp 51412 233 51412 242 

-8910040326 Safety ovaluat-on supporting Amends 124 A 100 lo Licenses NPF-4 & 
NPF-7.ro8pociiVOly 

* Office of Nuclear Roaciof Roguaiion. Director (Post 870411) 09/09/26. 2pp 
51412 243 51412 244 


6910030493 Forwards “North Anna Units 1 A 2 MERITS Program Criteria Application 

SriwART.W.L Virginia Power (Virgna Elocinc A Power Co) 09/09/29. Document 
C^UOl Grancli (Oocurrent Control Oosk) 1 16pp 51390 020-51 390.135 

8910040323 Forwards response to NRC 090003 roquesl for addi mfo ro util 800310 
Tech Spec chango.rovlsing aiiowab’o d fferontial sollloment between svc b’dg A Unit 2 
mnvn svoam veWo houso 

STEWARr,W.L. V.rginia Power (Virginia Electric & Power Co) 89/09/29 Documem 
Control Drench (Docu.mont Control Desk) 1 0pp 6 1 4 11 084 5 1 4 1 1 . 1 02 

B9 10040356 Summarrzos results ol evaluations of irrpatt ol lotge Lioak l.OCA analysis 
Input error as described In uKl 000021 Hr Plant largo broak lOCA modef revised to 
Incorporate reduced steam generator lube plugging level of 1 5% 

STEWART.W.L. Vi/g-n'a Power (Virgna E'ectric a Power Co.) 89/09/20. Document 
Cohirol Branch (Oocumoni Control Oosk). 2pp 51436:171-51405:172 

8910060072 Appficalion lor amends to I censes NPF.4 A NPF-7.rovi5 ng Tech Specs re 
soulom.oni moniior.rg program 

ST EWART. W.L. Virginia Power (Virginia Electric A Power Co). 89/10/02 Document 
Control Drench (Documem Comrol Desk) 2pp. 51453 001.51463:310. 


-8910060073 Proposed Tech Specs ro seitiemeni monitoring program. 

* Vi/g.nla Power (Vrginia Eiocir.c & Power Co). 80/10/02. I9pp 51453.003- 
51453.021. 

-8910060074 Rev 0 lo *'Evalu0lon of Satilemeni Monitoring Program for Ma'n Plant 
Structures In Support of Proposed Changes to Tech Spec 3/4.7.12" w/one overside 

T?}ORNTON.J S . DWIVEDY.K.K . MADDEN.D P Virginia Power (Virginia Electric & 
Power Co.) CE *001 9. 89/09/19. 300pp 51453 022-51453 310 

6910230236 Application for amends to Licenses NPF 4 & NPF.7.changing Tech Spec 
3/4-7 6 lo add flood control dyke around west end of Un«i 2 turbine A svc bldgs. 
STEWART, W.L. ViifllrAa Powet (Vitolnle Electric A Power Co.). 89/10/13. Document 
Control Oranch (Document Control Desk) 3pp 51579:100-51579.108 


-8910230230 Proposed Tech Spec 3/4 7.6, "Fiood Protection.“ 

* Virginia Powor (Vitg'nia Eiocirit A Power Co.) 69/10/13 6pp 51579 103-51 579-100. 

8910100162 Forwards Tech Specs A bases in MERITS formal.curreni Tech 
Spocs.WeelJnghouse MERITS spocs.b ndor contain ng draft RCS prossuro/lemp limits 
repl.core operating hmils ropl A other related into. 

STEWART.W.L wglnia Power (Virgn>a Eloctdc A Power Co ) 89/t0/l6 Document 
Hranrh rtlnrumant f!ontrol fjeskl 2.Q00fiD. 51547:001-61552 244 


89 10230 161 Provides final confirmation ol uW date rmi nation re impact of T(hot) lomp 
reducl on program implemonlalion.Core allerations or physical changes lo plant sys 

ST£WARt!vV.L. Virginia Power (Virginia Electric A Power Co.) 89/10/16. Documant 
Control Branch (Documem Comrol Desk). 2pp 51578 007-51578:008 


Q to$pecv.oa fegoria. IE Gul'enrs & correspondence 


MfJ-L into 'O’ '.c OnS Po'c'* a* Icf Svcss Ccrrcs Cr C'a:»''ng m bfoarn 
r. M”'* Slcc ;cd Dr 6S^V Svz > Si crci 

(■:.5S Ct 0.. VO'' cl C-t'aifCPa ev^rnis Asae<v?a-enr (Posi 8'J/03'08 

L^:'■s■ ?i'e% to s>C'' Co c' f*€ <v In" 'Cdpp S: ICO b'340 irCG 


8909C60?84 nHC ' 'o Mvce 89 CtO. Ojal^':aliCr Lilo ol ScioncP Vaves ' SvC UM 

L, F iVniS'O'* &l Opc'aiio' a cider's Assfe^srr-tr^ iPosv 
r,cA.-' J jvo Eg > 0'' Co cif.c* if>' in^pp 5*337 095 b 1357 159 


8909270 t60 Ac-^ re.'rri c? 8535^6 ‘u in'D-'T-'-Q r.HC of stepb la^en lo corrod vidaiions 
T' *«a ,c\ in^p HcpK 50 'jldr':5 12 & 60 339' 89 1? 

jOL'AfjC. A rtcijjn2 Ofc ol ‘hO D.‘ec‘o' 85/09/10 SieWAflT.W !. V.f^na Pc^t*.' 
^ tioc'i:.: S P.'.'wCf Cc I 3pp £1339 235 51338 237 


8910030213 Fc-vira ds lf':p fiepis 50 353'?9 26 & £C 339/89?6 cr 0907U> 0822 & 

5 ^kule V v nc'Zo:. 2. O'c cf I'e D. eclcr 89/03/21 STEWART.W I Vi'gma 
r. A?' (V fij ‘ a El/cif*c A PovwCf Co) 3pp 5>5/2 520 51372 JcS 


>•8010050218 l.c te cl ^'a* :^c\ uctr. i -sp co 8907 '5 0822 V*o a» cn rc'od Svrvo nance 
r'oct>jj'es 2 PT 26 5 3A & 30, SSPS CttP^t 3'avo Delay T'ans A8a, ’ dn roi co: 
•cf'i C''*a'' ccnciuo' s ty C"e'^i2a* cn of k 630 re'ay 

S'.-^UlE MV D-gcn 2. Olc of *no LVectO' fl9/C9/2l ?pp 51372 323 51372 324 


VcMHElMDM flc-ijion 2. ()lc: ci< Ifu) O-ri'Clo' f'0/00/2l, ?|j;> 5M2 j3H^ 


0910120184 I.FH H'jOOn 0! r-o jinOHi.u'i.i SI Viilvo ;j MS MOV 20ll) c rU'd . s; 
d%.rriO fi.l*a‘ v ol 2 1ft 5 3A C1a.isgd l:y iiira t < 

2 nS"MOV-20lO lorn Sficc: 3 n 3 f'nlfVi.iJ ft (liiViHf tin rcpl tl-one iV/6'JIOCu 

KA'>.EGE iVuvii'U'i ft Toiiv*'' (^i 1 O9/1U/01 7po 

5Mr>n'220 


OOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


E. NRC Saloty EvnkinllcJn Report (SF.R), airppls & corroapondence 

8010040342 Adv«s(;s llinl nil wil rmsul ( ();niii Ifimru in ji-ovrin assn'anco ih' 

of <luCl worK o>^foff Hi 10 cof'lfol rC'O i' wvil Pi c <;nry IfoH f- il'.por lice*' 

liCo 7 

SVl VIA.O R Onifo l FrJiscn Co m 0/0')/2/ Dot uiiwU C niilfo: Rf.inc*i |D>;,,- 
ifO. DosK) 3pp 5143? 107.514 1/ Kjo 


F. SociirUy, modJCfll, emorgoncy & lire protecllon plnnn 

9909290034 Rov 5 to EPIi’ Ef‘ 204 Ol. "iJ.initKjo Cooirol & Dus-r i;n Trrun 
* Coifo.f EJiaoo Co B j'0g/12 iCpp 5i:i(.0 r o 513/.0 i Mi. 


-8910030223 IntJp RepiS £C3J8'09 25 & 50 339/09 2ft m 093/15 0822 ViCleHon 
r:>it>dMd,or aroa^ .nspecied pUnf s'afus.mamt. su^vci (ance.ESF- 
r»a ’•do*'' opo'ai '■//'a' ^a’pty venhcat cn opera' ng reacMr events 8 iLH lola^up. 
CALCaVELI jL king I P. MJjNRO.JF Reqon 2 . Olc c* no Di'c:io' 09/09/21 
?ipp 5V.172 325 S13/2 345 

8910100209 P.e^pcftds io \K€al‘'€^^6? »'icr*’‘ed n SALP inso RgoU 53 358/09 16 ft 
50 333 89 16 Sccv.f'i'/ aorr -ijVanvel, scparaiod ircm s'ation ngi *0 onSjro sec .rity 
•ora ns i^dcper do'l ft npi soo, IP opp'ai oral prossofcs 

STEvVARJWl V.rgria POAt: (V<rc;na riecinc ft Po^ef Co) 09'O9/22 
FrSETf.RS0 Rcgcn?. CfcOfihe 0.*ec:o.* 2fp 51450 070 51450 071 

8909200010 NRC r'c Npite 89 C60. Ewaluai.on ol irs^u-neni Seipomis Gjr.ng 
VoGS Svc '.SI en:l 

HDSS'CE IJ;/.5cn O' Opco'c-nal Evenis Assessn'ent (Post 070411) 09/C9/25 
Cc-s: oaifed Edsp’i Co ol Yo'W. inc lOSrp 5’ 337 200 5133/ 304 

891(1QW430 Suf*>r^aO| c' 69G90? mceu-'g '«/aUi m Rcckvile MO lo d.SLu^3 Seleiy Syi^ 
OjiaQe Mods ’'vsp Fi-'ijr.g IC Sai’egi'-g ihai rcn Class 1E p:ess.>fe bansmilors pow 
€ft-d Ifc*^ Cass i£ buses w'o preper iso’anon vewgraphs ft ai'enx'ees 1st encl 
E‘*GLE.L PfCiOCi C.rocroraie n 2 89/C'J/26 Prcjeci Drecicra'o .9 2 l5pp 
5H23 17? 5 m23 191 

0909250252 C'HC Info Notice 89 069 "LOSS ol Thoimgl Margn Caused by Ct annDl Ro< 
Boa ‘ '.si tnci 

ROSS' CE D.v»S'Cn c' Oceotcnal Ei'enis AssessTie.ni (Pcsi 0704 lij 09/09/29 
Cor.so.caic4 EOso^Co c' Yp*v. inc li>6pp 51531 ODI 51531 it6 

89 10040319 Afi/ SBS that u*. i 8*30726 ccoiTMr>e(\i to ro’iisG pioced'Jies io 'Pt'ude cor. 
ciOence requrpmenfs lhat produce reactor vp o' ESP sgnaipor Insp Repts £0 338/ 
P3 14 ft 60 339/89 14. cannol be met by 699330 Flan of acl cn i s*e<j 
SIEtVART WL Virgna PoAPf (Virgna Fleece ft PcKrer Co) 09/09/29 Ooc^.‘mo.*'l 
Corifcl DianciMDoLUTcM Conifoi Oesli) 2pp 5143ft 284-51436 235 

8910060101 Fcfvrards Rev 5 fo msc-ViCt* tesJ.ng program p'an fo' pumps ft valves for 
rsi msp r.'e.val 78060& 90l2l4.pef Gp.sonc li.' 89 04 

STFWAqr.vVL v..'g.«-.a Powe' iV.'C'r-ia Electric ft Power Co). 09/10/03 Oocv-mor^i 
Ccmiot Branch iCocvmeni Co^ftol uesM 10pr> 51446 218-5144? 339 


9910020059 Rov 0 to fM;! o'oq't *il Linurgi-r i y Mi:s;i;:r‘so Pljiri liup'Cir jr^g I 
FR-5-10. ‘Man, in' OlKitu Rnr) o'd.jic.il f jo'll* A'i'M' .miv " ii Cfil<;iiini u;itil P'oee* 
bo'no Ro'iiaso OvofviOA' ‘ 

* Outio' Edison Co 80/09/ !i) S!l[»n Sl.'fU') iHlI 6 l.lbfi fMli 

091OOSOD53 Rov 5 1<J RailnO;)cnl rniGriJi-my HL">|i.;tiSti Plnn I n;; 'c nor ling : 
fP-S'll. "Assossmo'il ol Alifif;rfT:;il u' lini.lHi iH'tl i miPil lit ii*pMH 
' Doiroil Fdisnn Co 09/00/25 2pf' f. 1 1:)0 djfi 'i M KUJ iii 

0010040076 ArJv.'.OS full finoilfm Ri.v 4 lo ''.i.cn'ily jU'ist'orup Iniir.rg ft 
pl.w foucis prov.SKins ol KK CtlSO 5'Hiil ft (V.< t'lflnb 
GRE(jFR.l R Hoijon :i, Ofc of I'm |T.fii;.kir fl l/0'l/?li SYl VIAUS D-.!' 
Cn ?PP 5MHj.24(t 5I410 2'V> 

B91016Q26G Rev / U) f f’ 292 “rnio.*U''i'' Y N'F •" «ili”n ” 

* DolfO * Edison Co 80/10/04 Opp 5 1 '.28 26l> fili'2f » 2f‘.l 

6910240340 Rev I lo ‘ Rn:lio'0()iC.‘il ! niijKiinif y [?i".pofiSt) F’njjM'rrrMiiss P'd* 

* OntfOit EJsofi Co 89/10/11 i’ft'Jf'f) filMl.i 2'i 4 SIMM H.R 

89I02B0320 Fo'w.irds Rov I lo fbul olr^jivfil I'crr-tgufiLy F)i*si>0'i$0 Fie 
Plan 

SYLVIA BH Doircil tdisiin Co 8If/10/70 fjof.vfticni Control (Ir.i iCh iDoCi. 
irol Dnek) Ip 5 1 034 LO » • 5 1 004 2 /O 


J. fnauronce ft indemnity fnformntlon 

0910230241 Fcfwards Ariionif 20 to liufom'ily Agroornenl II ^il.rtifloci ng c 
10CPR140. ‘T-i<ifirc nl ProKicion Rniiu fmtu'nlfi A )r'tK>n*fiilv At I'c-O i 10/1*1' i 
derson Aci.for signoU-fO 

STAt.{G.J Drv'Sion ol Reactor P»o,ccls lll.iV.V ft Sfu.f ‘nl I'lc.i-clb iPcslOf 
10/11 SYLViA.RR Doifol FdiSOn f:o 1?pp 5 1 5/0 lOU 5lb7R:120. 


K. Utlllly Final Salfity Analysla Repot 1 IFSAR) & emotide 


-69 10060 1OS Nonh Anna PowC' Sra' on Uni 2 lnsci\ico Tesu*-/! PtoQ'am Fla*^ (or 
Pu"!;)? ft Va'vCS F r£l Insp tr.'crva' 001214 - 901214. " Rev 5 

• Vircra Power iV-rg^.a E’ect/.c ft Power Co) 69/10/03 234 dp 51447 107- 
5144/ 339 


6910200005 fowa'cJs insp Reprs £0 338/B9 26 ft 50 339/89 55 on 600007- 10 No v.o 
•a'.ons cr dC'V aiio-'s noted After*.’ cn 10 enerc so weakness resoiui cn requested 
^t^LlNS DM Regcn 2. O'c Ol ir.o Drecicr 89/10/06 STEWART WC Virq‘.-ia 
Power (V rg r-a Eiecmc ft Power Co ) 3pp 5i568 232-51560 249 ’ 

-0910200006 Insp Repis 50 338/89 55 ft £0 339/89 ?5 0,-1 690807- 10 No v Olahons or 
devwr cr.s ro’od Ma;Of areas irspecled amjal emergorcy ©itetciM 

^^OQ'On 2. QFC Cf Ihp C rector 09/10/06 15pp 

8910160235 Responds fo NRC 890921 lir re violaions npled in Insp Repts 60-338/89 
?& & ^<^3 j 9/83 2&Ccnecive achcns b'ockmg scremes for A ft S tr^n slave relays 
'eviGwcd ft no acjdi prob'CT.s ident.ficd ^ 

STEWART.V/L V.«gtv.a Power tVr9i.ia Elecuc & Power Co) 69/10/10 Document 
Co'tfd Branch I Docu-to-*' C onircl OesK) 3pp 51545 313.51645 315. 

^Vro^u^Ns" src^urorcii^*^^ 69 070, "Possib'e indicahona of Misrepresented Vendor 

ROSSI CE Dirision of Cperohonal Evanis Assossrrent {Post 870411) 89/lD/li 
consol daifd Ed son Co of Now Ycrk, fnc I09pp 51531 1 10 51531 p26 

691013^14 NflC 'hfo Notice 89 071 ■O.vo-siCn of RHR Pump Seal Coo’ing Wafer 
RoLircuiaKr. Optr0lio.n Follow ng LOCA " SvC I.S1 OncI ^ 

^ Evens Assessment (Post 870411) 89/10/19 

ChSoso idaioil Ed'son Co c< Novi Voikjrc I07pp 51531 22? 51531 333 ^ ” 


6909290242 Fntloic 09 01 Fcr i^lonl uprlaloil FSAR cli.ir'gw lorj'iDMS.Vul XishC' 
lisloO updated FSAR cF'ar-go noll.':o^ 

’ Ceito.l Fd'tvonCn 09/O9M8 ?V4) 51352 185 *51 ‘.lO? 100 

8900290267 Rov ? to Usi o( Ojlsh«i\(«0j FSMl cPiifyo noUCB/n‘,idalccl FSi 
notices for 1987 ft 1968 

■ Ootreit Edison Co 89/00/10 lOpp 51352 t? 1-51352 n*f 


P OporaHng license stage documents & corrospondonce 

6909270162 Confirms 89/)901 lo'co.-i w/WS Or^or lo co.'kJjcI pfosontation c 
O'. ilaqo issuos dur.r^g 090014 mooting in Nowporl.Ml 
GREENMAN.FG. Region 3. Olc ol Ihu Ofoclof 89/00/13. SYLV.A.O 
EdiSenCo ?pp 51343 115*51343 116 

0909290009 Forwards corructort Amond 36 lO I.Fcorisu NPF 4 3. safety 6> 
not CO of issuance of amorid Arnond rovisos Irjch Spocs (o aourco rarge 
permit comploto core off loading dLr.ng fust rofunl r.y oiilogu 
STANG.JF Project Cirociorato lll-l 09/09/19. SVLVIA.nR. OnUollHd^; 
51360.199 51360.217. 

-8909290022 Corrocierf Amonrf 36 to l IcLnsu NPf^43.rovis ng Tech Sp6- 
tanno morutois id pnrrfii co/ripiolo coro of Hoad ng during t.rsi rotuo.irg z^ 
ThOMA.JO Prcluct D.rocio'aio III 1 00/09/10. lOpp 51360:202 51360 2' 

-8909290029 Safety ova«'uaiiOn sunpoitmg corrotfud Aniond 36 lo L cerse ^ 
Office of Nucfca' Renctoi Rcouloion, D.tocioi iPoai 6701 M) 63*'^ 
51360 212-51360 215 


ver.f.caiiGn of OPOfaL.'ly o‘ If ormal mluK 

'V=iR’DClIoa‘'flcnCo''M/0(l/26 UJCUirPRt Cooircl U-nnch (D;;ci,mo.H Co', 
ipp 5.363 'e9-S>369 .93 

]0727 tto:t^cn\0'\ ol 691003 moaimg m ftcckv.l'o.MD lo dscus*, (Joforfol a* 
r"'''p?0K?C^6cS”''ll1 89/09/26 THOK'AJO P.O.OCI Oroclo-Plo ll|.l 
VOI '23 51J31 12b 

A*. AH -AC fhJt till VW I meol ccmmlmorn to ptov.no nstSbcorce dial pctlions 
L?*:tt'o:ier^ 'ooni w,:i bn sufhcrnily ;o«k iighlpo^ Licpt-.o Conn, 

‘ A 0 R C0‘'c 1 Ed SOI Co 09/03/2/ Dccumoni CcnOol Rttinch (noctmwtn t:on 
3pp 5M37 107 51437 100 

AUDI -ai on fct anond to Liconso KPF -lO.ctiattg f.Q Teen Spec Tab'o 3 r, 3 
j/.rV'v Snian.Teni iso'aicn Values ' fa QtM ftsnioto tnataiaf ptimaty coniaititno-il 
• *- va-va^associaied w/msia'-alian 0^ onUancca v^alot Uxvol «\suutroaua-on 
iSa R Cetto.l Edison Co 69/09/27 Documafd Cot lfOl i2f0ncli (UacLmt-nl Con 
:^s-l I4?p 51415 334 51415 340 

n«;niJ0 Ptc^-osed Tech Spocs ro p‘ maty tontainmoni so'at on vnivos 
■•♦c.:ediS:n Co 69/09/27 2pp 51415 040 51415 340 

503112 Forwatds ' CcnU'l Syb Cen mon l^owot Sou;ro Tijiloa* Attn yb«s fvaioai-on 

■ Ernco F e.*n-i Powet P.ani Unit for rov:otv not 0900 1 2 Iff 

^EflWS Do'/c: Ed SOT Co 80/69/20 Dociimom Conltol Bi.Vich tOr-cnimviM 

loiCcsVi 2PP 51415 112 514 IG 207 

«0393 Conlfo' SyS Ccmmcn Powo/ Scu'co PRi't.fo Anolysis f;va‘oaii'5n Hupi 1r,t 
'0 Fc/Tii AioTi G Powof Flani Unt 2 " ^ ^ 

.f.-TTDE FUJiTANIJ.Y Gono/e’ Eloctr.c Co 811/00/30 OOpp 51410 111 
•e'i37 

7C039 CoTlffTs 891013 monihly mpolinn w/uti in Now|jo.‘t.MI to tJscu&'i p'ani 
■j 5 schedi/ps S NRC contriimunls po/ 000927 doCuHi, on 

"WAN EG Fleg:cn 3 O^c cf tho Di‘uclor 09/10/03 SYLVfA.f^n. Uoftoil 
iOnCo ip 51543 044.5 i'543 044 


*30108 Fonvards safoly ovaluahon to cotrpiancn w/ATVVS n;o. 
fflW 62 concern ng a.'O'nain rod iii;oc lion roc i'r.u'ahori pump tup A slafdhv liquid 
VO’ sys hsi3 lai'cn scOe^Ju'o fo' all ATWS n'ltoaiicvi fcMiu<us accnpiatJic.pof 
*317 i:t 

ifiGjF Pfcieci Utecioroio 111-1 09/10/ 10 SYl.ViA.UH Dotmit Edison U> 4p;i 
^7315 51567 326 


3200109 Safety eva ualion rO Lompinr-co w/ATWS ri.lo lfl(’fdi50r»2 co.ncotnng 
T.aia tod n, action & tec'Cuiaiir.g pump tt p sys Sys dnaiyn acconiah'*) 

D'fco O' Ntc’car Roaclo-' flogu’aton, Dnsctoi (PohI 070411) 00/10/10 flpp. 
.57 319-51 567 326 


?60O?2 S.btrts addi itilo to 0909 H toquosl lor doloftu' of Miimon Enyt'or.r.nq 
C'ep3.*CY 1176 on MSlV actuaiion nUicnIio.n Iglilsprovklrq lochnical iiibhf caliop 
a:c€p‘.arca of re quo s* 

LVIA.BR- Deiroil Edison Co. 69/10/16 Dccumont Cotiirol Oranch iDonrne.nl Con 
Deskl Spp 51617.176 51617 IQD 

150250 Gcne'ic Ur 80 21 lo all holdoth ol Ols & CPs lor tuicluar powor toaricra 
icefrtrg reqjOSl hr *nfo to status of .mplomotifalion ol USI mqu romants Sve list 

HTlOWjg Asscc-afo Dtecio' for Pfo.ocis (fhsl 07041 1) 0D/l0/if> (xonsolidal- 
Ed-soT Co cf New YOtk Inc 60pp 51622 COO 51022 008 

180273 Generic Ltr 89 22 to all IconsoGs of Ppurotmq toactofS & ho’dofs of CPs ro 
'c'ldl for ir^teased roof (uads & p ant atoa flcod tMnod Ucpui ai itccfisotl nucloar 
•Ap' p'ari!s duo lo recent chango in PMP erdona Svc list oncl. 

RTlOW.JG Associate Oirociot fo.' Projocis (Post 070411). 09/10/lU Ccnsolidnl- 
EdionCo ol Now York. ifK, 39pp 51622 060-51622 106. 


'Speciion reporu, ie Quihuns & coriespondenca 


1010335 NRC info Noice 89 065. "Poient'ol for Siross Cert os-on Cracking -ti Sloatn 
Supp'iod by BAW ’ Svc list onci 

-'^i.Ct Dvsicn cf Ope.'aiional Evotiis Assossmoni (Post 070411) 80/09/00 
Y'40 cased Edison Co of Now York. Jnc. lC6pp 51349 iCO-51340 200 


W60284 NRC fnfo NcHce 89 C66. 'Qualificaiion l.lfo of Solor.o:cf Valves ' Svc lisl 

Ccetat-onal F.voms Assossmont iPosi 07041 1). 09/09/ ll 
wsOida-edEosenCo of Now York. In.c I05pp 51337 095-51337:199 

Notice 89 068, ‘'Evaiuaton of insirutnoni Sciponis IDunng 

^ Svc I %\ end 

Operaiional Events Assossmem (Post 87041 1) 89/09/25. 
w«iME(ji?on Co of New York. Inc. 106pp. 51337 200-51337 304 

Deviation 80020 04 & Untosolvod liom 69020 05 
. ^^‘441/69 ?0 Corroctivo act.cns 3L panof roquoUicalion succossliiiiy 
ilCia ft R ^ ccmmiimonl hacking item oporod 

CfciVi 89/09/25 Oocumeni cfqrtirol Dtanch (DoCurr.oni Con- 

opp 51366 266-51366 260. 


0910030420 Forwa'ds Safety Insp Rapt 50 341/89 21 on 890/1 / 09.15 NO v.oiations 
rovnd 

KNOP n.C Region 3, Oh of tho O.fGClOf 09/09/20 SYLVM.B R Def'o;l Edison Co. 
2pp 51382 223-51302 241 

-0910030431 fnsp Ropl 50 341/89 21 on 890717 0905 No v otatons t olod fVaiot 
areas mspcciod cperai onal safoty.n-aini, sutvei'.ancos.foi'owtip of ovonis.LER 
fcllowLp.nsncfnbly/ n CCO un tab: I. tv.fi manacement rrooimgs 
niNG.M A Reg-cn 3. Ofc ol Ihe C rector 00/09/2/ l7pp 51302 225 51302 241 

0009250262 NMC Info Nc'co 89 069. Loss Cf Inermal Morgo Causen by Channel Bok 
B ow ■' Svc lisl OncI 

nOSSi.CF, U-visicn ot Ocotaticnal Events Assessment (Post 070411) 09/09/29 
Ccf'SOTilolcd Ed son (h. of Now York. Inc I06pp 51531.001-51531 105 

8010100213 Ferwatus SSO‘/l1 'nSp Hepl 50 341/09 200 on 090717-21 & 0731 
0004 Woaknossos idOnM:od.mcij(fi.ng lack of dolmiiivo posi rrod lesi cMona for pack 
ages & fa lure fo osial)!i3h propor confrols Icr locrt.pl of verdot nio 
HOlAViAN.GM Dr/ison ol neacioi Ptolecvs • ili.lV.V & £pGC»oi Ptojccls (Posv 
870411) 09/10/03 SYLVIA.QR. OoUoil Edson Co 4pp 51458 351 51459 Gift 

-8910100216 SSCMI Ropl 50 341/89 2G0 On 090717-21 & 0731-0834 Weakrossos 
idOf'liliL'fl ^*oiof proas f'spociPd cfota led des-go 8 ungrooring worn p'CtluCls teqM-'Gd 
to support mods planned for f rsi refuel rig cutaye 

GnAMMR JACOBSON J , IMUHO.E V Spocial Inspcckon fJtandi. 09/C9/28 24pp 
51458 355-51450010. 

8910040301 NRC Info Nohcu 09 070, 'Posshlo InUirat.cns of M sreprosonled Voi’dat 
Prcducia ” Svc iibi orci 

nosS'.Ct O.ViSoo of Operatoral Evoois Assessment (Post 87041 1) OO/iO/ii 
Conso'itfaiod Edson Co of Ngw York, inc iCOpp 51531 1 16'51531. 226 

891013DD14 NHC ln*o Nolico 80 071, 0. version Ol RHR Pump Sea' Cco' rg Vjahi 
F'ew (l.j'inn nocitcu'alion Opo'oiio-h Fol'owrg LOCA ’ Svc l.s1 onci 
flOSSl.Cn Uiv.sion of Op«;r8l o.''al Evonis Assossmont (Post 070411) 09/10/19 
('o.nso'iilalod Hdscti Co oi Uew YOik. Inc 107pp 51531 227-51531 333 


R. Periodic operating reports & related correspondence 


0910260031 Monthly cporainj repi lor Sopl 19119 1o' tnneo rerm Uni 2 \*J/0O1O16 m 
ANrnONY.F^M, ORSRH.wS Pulton Ec'ison Co 89/09/30 Spp 51620 038 
5IG20 04? 


S. Reportable occurroncoa. EERa & rolniod correspondence 


0909290010 LLR 09 018 00 on fl908i0,bo1h div3 ol conttol cif UVAC stiifiod fro.m 
normal lo tocitcu'aiion medo dao lo blown luso Caused by potso.-nel 
o'tcr AcccutUabrny mooting t'old & oq^ipmoni to bo roa-'ranyod VV/8tf09l0 ltr. 

NADHU fi OnSEH W S Oohoit Edison Co 09/09/ 1 0. Spp. 5 1 342 106 51 342 203 


0900290161 PNO'IJI'89 063on 090022.P ckelets ptolosled liconseo uso of nanbldg 
dado on on peiscrnol to perform insp & maint work during outage liy dstupl-ng 
oulngt* conirnctor traffic from entering gate Two atrosu mado by county snunff dapt 
REl ANGER J GREGEn.l n nagSon 3. Ofc of the Ci/cciof. 69/09/22. 2pp 
51352 030 51352 031 


0910030421 LER 09 020 00 on 000830, removal of incorrect fuse caused acloaion of 
siandby yaa iroaimejil sya 0>v l & isolation ol toactoi bWg HVACCa'-sod by pGtson- 
ncl error Cnf quo of event co-nductod VV/090929 Ur 

PE NOERG AST, J . ORSEFI.W.S Dolro.l Edison Co 89/09/20. 4pp 51380 163 
51368 186 


0910120179 LER 09 010-01 on 090/1 i.D.v i of RMR svc water ays (feclared moporoblo 
(fuo 10 low nitrogen pressure for coding tower Ian brake Caused by leak in ono 
hose Leaking hoso rop'acod & niirogen pressure reslo'od W/b9 1006 ltr. 

ANruO.NY.P.. ORSER.W S. OoiroU Ed.son Co 09/1O/C6 6pp. 51513 010 51513 024 


0910160031 LER 09-02 1 -00 on 00D906.loca1 foak raio tosl-ng of containment isolation 
vaNtt^ 6 ponoifotions excooded Tech Spec l mil Caused By excosa-vo containment 


vaNtt^ 6 ponoifot«)ns ' 

iso'alion vaivo loakogo duo to donradaiion of valve.W/89l006 ltr 
NAOER.G . ORSER.W,' S. Detroit Edison C 


iCo. 00/10/C6 5pp 51513.115-51513.110 


V. Operator Examlnatlona 


0910020031 Responds 10 not Co of Doviaiion 09020 04 & Unresolved Item 89020 05 
Ircm insp Rapt 50-341/60 20.Cotrectivo actions 3L panel requaUicaUan enccessluly 
completed by ficonaod oporalors 5 commitment trackii^ item opened 
SYl VIA 0 R Detroit Edison Co. 09.'0G/26. Oocumcnl Conirol Branch (Uocumoni Con- 
trol Dnsk). Spp. 51366 256-51366 260 


0910100020 Forwards synops s Ol Ol invest oat.on inlo utl impfomonialion of facility li- 
censed rcquaLfication iraln ng program unJor Case 3-87-009.Entorcemeni action as- 
sociated w/potenliGl violation not warranted 

MILI Efl H J Region 3. Ofc of iho Proctor 89/09/29. SYLVIA.O R Ootrcit Edison Co 
6pp 5 1459.019-51 450 024 


YUfOr.CP Gcne. al Liecifi- Co H9/09/j0 l^’PP 5 14GC 5HIiO 3^1? 

09TOO3O443 He.^.sed l^.Ps nc u.li-g n^v 4 to 6P 1 01, Rev 4 ro £» lOP.Rotf 5 to pP 
;C3 Rev 2 10 EP-23\Rev 2 ic CF 202.flev 3 ‘j k:P-3C0 & Rev 3 to CP- 305 
YOr.DT.CP Pcr.iaMGeufc'a' Eiecif c Co Bft/COMft 500po 51398 00 l 25'l 

8910120170 Revised radoioocal cRPiPs CO'isisi ng of Rov 3 to tP OO?, ‘ Polectvo 
Ac’cn RGC0fT;frendatiO''S & Rev 5 to EP lOO. Coolfol Hco^n ' 

<LND1CP SVVANSCN.D Po't.d'-d General t'ocJnc Co 89/00/20 72pp 
SM55C43 51405 114 

8910100032 Rev 1 to RacioJogcai EBPIP EP 307. Pi.W>c Polcy " 

’ PC't and General E'ocific Co 89rp0/26 I4pp 51556 230 01505 242 

6910030030 Ack reCept of 990028 A 0923 responses 1o NRC 990/27 f'.otiC0 ol 
viOia* cn t;RC r.otes that I'ce-see rtd not ac«\ V ciai'on B i« piot»ciGrcv ol socitr>tv oil' 
ce'S in use ol ass.0“ed weapons 

SCaHANORA Regan 5. Ofe ct mo D.'erfO: Q9/C9/27 COCK«=(£LD.O W F>Oftla'>;l 
General Elect' c Co 2po 51374.1 14-513/4 1 15 

0910110016 Forwards noscnpi-o-*' cf al'e-nalo comper.&alo'y measu'f.s implomentod 
during upgrade activiiios W/o encl 

COCkF ELD OW Pcflland Geno.*a‘ Eiecv c Co fld/lO/06 Oocu'ne-'il Cor^lrol Qranrh 
(Document Control Desk) ip 51475 2H-51475 21 1 


ConwUlivIt’' 1 • <l>?>0'i t:f> Ni'w Yit/k. 

0909200010 Nr«. Info Nnlmi Jl'lChli 
Mo:ls ' !4vi; Irst in 1 

f^OSSl.Cl:. t-iv.M.:ri <i‘ l)|;nrMt niitil \ 

I I disivi (:<> ol Nnw V< fk. 


ircbl 

Irv. IOSjtp 5i;rW <105 5^307 1 
■f’viiliiiilion of lostfuri-ont S 

Vi nt*. Anfios'itnij'U fUQSl 6/G 

Irr lf:t,;if) 5133/ ?U0 51337 j 


8910030573 A< k o" '■ lU nf »‘Ki<Uil\ Ut Mops lake-i 'n r 

nofurl in 1‘iWi P' 34-1/MP IM 

VljMAS.d r llr^iJO'i nf U «' tlmutnf tU)/{]»}/25. t:CCKFl^LI 

Go.U'rid I to Ip M :infi 2ii I '■ II'HI 3< 1 / 


0910030030 Ai k u:. 1 ipl nf M'lim;*/! fi:)2;i M.npnnscs 10 NRC 09 

vowiliiiil Nf It ' riiJl*", Hull h Iiiisnn itui n;*! ii; K VK:ln1k>n R re prcfic Cric, 
r D13 in itso ot iiss\)ni''.i 

SCAnA.\'<.1,H A FN'ilinn 'i, Ofi: r.* I'ln iJiiiuUir /<!»/(][>/?/ COfrtF'-* 
Gcnutnl I ('«: cn *'i'P M i/4 I M M;i/4 m, 


0910040T97 Ar:k ns mpl r.* H'MJHOI) |li 1-151^11 nri NHC (if slups token toe 
nciod III Irisp flr pl ni) :M4/n!> i:m airHiisIffl vi;:iaU;>ri fu inlcrp.'oiul 0' 
foqu fL‘ri“n|il*i W* I r-n Iniifici nirn'tiiiiisl 

ZtMMEllk/At4.M I' S. (!tv Ml ll^M I'lUirlu' ll'l/Op/27 COCKF 

lar)d Gciiu>rnl I li-uir r ('n Ip MilH I ;•/;• iiClfH U'll 


8910200168 Rev 5 fO Radio:ogcal Fr^e'gorcy Response P'an Inip'en oniing ProcorJuro 
EP 001. • Emc'garcy C'ass^ ca*. on " v//6^i006 Ur & f> cvois’ie ligurns 
’ Po't'and Genera* Eiectr c Co 89/10/06 27pp 51623 070 51623 002 


-89100401011 J<ov :i In OAf* VI in/t. v.mi.iI f imin " 

DECKFUJ Mrifiiiiliis t nstri,j SnrvK n-r li-i. n!l/n:i/2/. 40p;i 5l3fiJ32 


6910200004 Forwards revised i.nlo ro 6S0531 Hr do ineaimg OvaLatiOn on removal of 
tu‘k hyd.‘cgon storage ta.ni'S from fOcJ ol co.""oi tldg Ltr rev nco. Doraios Iwo arfril 
cases to aspfiyma'cn & fire analysis per lE info Nc'co 09 044 
COCkFIELDOW Portland General Elecinc Co 00/10/13 Docume.ni Ccnlrcl aruich 
tOocument Control Oosk I 12pp 51576 299 51576 310 


0910040249 SiippF) HfiUKM ruHiMir'in In Nl ir Rulhiii.t 00 009, "Tncrr 
Piping ('.un/U:Ctii;l lo VIV'S ” til/i ( ni liiiiin.t Ui;il rt) (uistiiij lljiw^ 0>iiSt 
i‘ocaliUiis r«i thnini.il 'iirntiliMiiinn 

COCKFIE l.f 1 . 1 ) W Prirliiin;l (inrinntl I foi im t 'n fllJ/flii/2/ Oocu'tilfrt 
(Uoriifiicne ('r>nif<i( [ii- .^) ‘.pp !p1;i*i/ ii'i^ !iin<jp oi^tl 


8910160144 f orwft'ds Rev 2/10 security p an Rev w.mhold (rof lCCFR/3 21). 
COCkFIELD.O W Port and General Electric Co. 09/10/15 Docii'nenl Conlrol Branch 
\Oocumtm Ccmrol O&skV ip 51522 300 51522 300 

S9I023Q162 FonvardS Sategoft'ds Insp Rept 50 344/09 23 on 000925 29 & noiico of 
v.d'ai on Inspec’crs dosC'bed contm-rg concern w/aeJequaCy ol w.ilk lhfcuijb rnoial 
de:eciers ai uM access control b'dg Eric* w.trhe’o (rei 10CFH73 2i) 

PATE Rj Begcn 5. C'c of the Drecicr 09/10/19 COCKFiELD 0 W PorUanJ Go'i- 
era Electric Co 2pp 51580 238 51580 240 


J. fnsi/rance & Indemnity information 

8910040203 Fo/viards Amend 6 to indemnty Agreenieri G- 70 ret.ee? nn channos to 
lOCFRUO.eifechve 890701 uni 

BEVAN.R Div.son ol Reactcf P/o.eds iii.iv.v $ Speem* Pro.ccts fPosl 870411) ng/ 
C9/25. COCKFlElO.DW PoPla-o General ElecUtc Co Upp SlAlO 206 61-110 336 


K. UlINly Final Safety Analysis Report (FSAfl) & amends 

8910130129 Amond 1 1 lo updated FSAR for Troian .Nuc'oar Planl W/890029 Hr 
CpCKFlELO.DW Pcft'and General Electric Co 89/09/30 0OOpp 51494 042- 


P. Operating license stage documents 0 correspondence 

8909260098 Generic Ur 03 20 to a I fuel eye'o Icenseos possossing usng o,' p-'oeoss 
mg^^formola quanvt.es of SSNM ro proiecied a-ea 'ong-Torm housekoop ng Sve I L 

^^’^9uards & Trarsporiaiion (Post 870413) 89/09/26 
Conso.idaied Edison Co of New York, inc l3pp. 5l53l.l07-5i53l.i 1 7 

O'*" •'"P'ovi'a pertormanco ol ruc'oaf flv 
Changes* P^lcranco 

(^bnrc^^o^s 2 :t;^?^ 51 ' 4 D 

esjMSOIlS Foma, as sun-ma-v Ol acfcn p'an to .esoiva luai bklg oversi.ass cona- 

CpCKFiELRO W Ocniand Oenciai Elociric Co 69/09/?9 Oocumanl Conlrol lloinrh 
(DoCum.ent Control Desk) 2pp 51437.122-51437 123 iJot-umeni Lo-niroi ftni.nch 

89 toiQO 188 Forviatds response lo Generic Lu b 9 04 “ nn rian<^A a.s r^as a 

«b,0 In.sa..a rashrg oTs-anrs - 

"eoVc^^s^? 

8910160250 Generic Ltr 89 21 lo e'i hn'ders nf n* c « f'Oe, „ i 
concorn ng .aouasi 10, ,ni, ,a s-a-.s ol -arp'ornSria^Si ol US^aSS 

iARUnr^'t r-'®A'® 1" PMP aiianaX UM ench^"' *' 

ad Ed son Co ol Now Yoik. Inc SEpp* slapj 


6910040334 14 i(,iy oi|[| thriJlJ20 ft) ruspond lo vc 

Insp Hopl ')0- ;l44/riM 11:1 niifiviluiil'i iiivolvi'il ir* f)fOv.ili‘g llipul to ros 
nSS^jni rl U) 'irilviiij I t(4) i-ins Onnri) i iirnui* tii-i mt ciiinuo 
COCKI i| I I ),t 7 Vv IVi'lliiril (iiif iimI f 1)11 inu ( o DoCLnoni 

incc.iTKini f^-cinlrnl I l<i-,k) 1|> fi I4.tlt lltit) 5 

0910100001 Ativisos 1ti.il i«?|i w II siikrmt f mil i '(is(*uut of NlKi Hu 'uli-i i 
Hal Snfrily F to I Oss-i.” tiy 0!)ll I r'l 

COCKF II |,|).() W F^i-lliir i| ('uiriii<,il J liu Irn. Co HfF/OlF/yp Documori 
tDncurmui tluiilrrinirisK) Ip ‘iM'i/ ;^/ / !,M‘i/ 2//. 

0900250252 fVI K* Ifi5> NoIh i- do iini) ' I o-i'* uf fl-i.-niial K/argi'i Cnusodl 
How ■' Sve 1 M I'ru.l 

FtOSSl.f^ f nivi-iifO Ml Upcriil mull I vivils AisHf'Hsmofil |Pos| 0/Cl 
ConsoInfiilMil t rl-smi Cm of Nhw Ymk, fm H:f f)p 51531 GDI 51531 K 

89I0I1D081 J otwn-il'i Hiw i t<i l‘(il lo-PF. 'Idiiiitviuu losp Proy-Hin Fo 
Intu.'val F turn tiRosi^O '.)<*05l«i ' 

COCKF' If I fl.D.W Mold, ‘If kI (ii.fiiiftp I Ii I If I, Cfi hO/OIF/^O Uouu'TKi'l? 
(Documunl ('<;nlf<‘.n)n'sM I'V'*' 'il lAUVU '»t4/UU‘i4 

—8910110002 1 to I '(if, 1040, *l(is<)iv:rM fnsp J'lOiirnm I cr Soccar 

Ffom «f>0f.?(> 0Fi()'i1<i “ 

KtNT.CiJ Pr>fiiaii;l (lumiial l liulru Co f’GFiH)4U ROI 8D/0! 
51470 ()3'i f) 1-1 mi Oftfl 

6910180312 l-Div^OKh insp llupi Ml llA-l/HM 20 c»i 0‘JO/:iOOO33 & rd 
/3FAFf LE A I; |l(H,j(jfi n. ()f<: ol lli«) firm for 00/03/23 COCKFiEut 
Gunoraf Llii(,1r.<: (;<) ;>pj> r^,4fi oi i 5 l‘i4fi 0.t2 

**8910180314 Nol'i (* of viO.'uliO'i ffoin insj) ofi H*Ki/30 (HJOU ViolHtiOi n0*< 
not dutorrni/uHl In In- within i)'i:iip Ofiniii il haiii nvory 4 h from 090716 
CHAFFf.'F.A.r. ftoyum fj. Oft! <if itni |).fmaof 00/00/21) Ip 51545013 

-6910100310 IriBn Riipi Ml :M4/fH) a'»(J nri fhJO/JO 0900 Nd v.olfil-or! 
oroas <nspu(:tn(] op(>f|i(ioruil uahMy vunlit :nlii>n.n’fliii1, survei'lftrico ove 
Onn nourinn A oonn ilorn hi’iowup 

MENDONCA.M.K/ Ruuipfi 6. (3ti: of Ifm Ru'cctcr 09/09/29 19( 
01545.032 ' 


8910180320 { or^auis lnT,j> llnpl 50 34 4 /ill) 21 on 00001 1*15 Mo 
VUUAS.G.f’ f ton on 0 OH; ol Ihf' D.foctcf fin/OO/20 COCKflELC 
Gont-ral Eli»(.ir:<: Co 2np 51550 20/ 5155(1221. 


-8910180323 Msp pupi 50.344/01) 21 on 800!) I F- l5.No viO'aliO.ns r.o?( 
•nspoctod fo'.Viwijp of wniiufi roplH ol rion roiilino ovenls lol'owup cl 
^oRo*ku;i ul Horns of noncomjil jneo & potfod c fopis /O''-® 
RUSbeU .3 . CM ISOM ,1. , WFNSIAWSKIJ ntiuioo 5. Ole ol Ihe O’O' 
13pp 61550 200-51550 221 


-w « S..-I fjn uutumi.ntU’r u Ol vio-nnon & propasuu imtn 

ally m amount of $200,000 to lio issuod to hconseo Action pasod ( 
focirculnton SD/njj funrlicn 

IpOSKOSKI.W,, ifEBERMAN.J Ole of Enforcomonl (f>osl 87041 
614Q0.2OC61ACH).201 


0OfOl7O217 Diacussus Insp Ropt 50 344/09.10 & forwards notco of ' 
posod imposition cif civ.l punoHy Violations roWiod in -nodoqortio 

Qdmp (fos.nn basoa - 

MARTIN.J.O Honion 6. Qfc of Ihu D.roctof 89/10/05 COCKflELC 
Genoral Efoctnc Co Gpp 51530 303'5153C 312. 




ij, Mfogon 5tc a^e 19 b y ^ 

OTKMIDO W Poland Goretsl ildCl-c Co 00/10/13 Oorumoni Cont.ol Uomct. 
”o- Desk) 12pp 5'6?6 390-515/0 310 

.,...,/v»i (fl- Inlo Nonce 890/1. -Di/wson ot Hlin Pump Sool Cooing Wolo- 
”r"”’n „* HOC cu^- on Op«,ai,on ( orow.ng LOCfl • Sue Ii9i oik-i 
^ rsafe^Sn^WomnooelEvOrls^^^^ 99/10/19 

Co„«MaiedEd.soTCo ol Now York in= lO/pp 51531 23/.51S31 33.1 

.mo«oi6} Forwards Seleouarrts losp Hop! 50 3.la/00.?3 on B<)0a25 20 « rxMico ol 
cMUciospeciors doserbod conlin.i-ig 

wi -^1 '^jc ai 1 1* I prf*fiss ccnuo' t)ld{J ^ ^cC^r R7 J-i? 1 1 

ReaCnT ^ C-rocio. flO/lO/IS COCKnaO.DW. PoMlnnrl Gen 
erai EectncCS 2pp‘ 5 1 560 238 5 1 5fl0 240 

iaiAQin503 Frrwa/ds ‘ Inse-'vicft 'r.bp Suirmar# Ifci'.Bn umt t Nvicionc Gut\utH»ny 
‘ p/- S<?ond 7r.M^al F,“t Period Thrd Ouiago. NOE ASML' Sodori Xi Roqui-od 
EirUr Which i-’c i-des iracture mochanics analysiH fo' aiccnpmnco o» Mnw n uppof 

rrirKf l-LDO.W Portland Genom' Etocinc Co 00/10/20 Oocunwnl Conirol Hranch 
lOxi.'^eni Co-Itro' De^k) ip 5 1 570 011 -5 1575 333 

^A4n?^02dfi "‘.nsefv.ee insp flopi Troian Unit 1 Nuc!oof Gonof<il*/ig Pinni Second 
l'•ckn,a'Flfsl PeTiOd Tr.‘.id Ojiaoo NOE ^SMe Sect on XI Roquifoci E>«ami ' 

' P^rt^ni Gone'^E ocmc Co 89/ 1 0/20 2.000pp 51 570 0 1 3 5 1 5/f, 333 


R, Pfcrtodit opeiailng tepofU 4 relaled corroapondenco 



5U57 270 

0310170015 MorlhV operating ropi for Sopl lOBO lot Tfo;iin Nuclonr P.'anI W/UOlOOti 


0910200214 Spocal foplon 89050 7.dGlOClOf U749 oul Ol SvC for more than 14 day 1/01. 
raiicn duo to fn«ap'ecod ma'rti requoaiNow ma:ni requPM suOmiPGd & oHeciob com 
pt>f“ei^l f08lo.'ed cn 890025 AdfJI adminisiralivo controla boing implemonTod 
YUNDT.CP Poflland GenofPl Elecinc Co 89/10/13 Docurneni Conlrol D'an-h (Ooc- 
u:riuni Control Oosk) ip 51566 127 61566 127 

8910230051 l ER 88 032 01 on 880924 p09i live pressurp of 0.125 inch water gaepfl 
rpuid not bo obia'iiPd n r.onirol room djrmg Poriudic Oporaiiort Tosi 20 1 Caused by 
incorroci posilion ol Dampor GD-104.0an'pQf loposdionrd W/891013 itr 
GUBEnSKi.J . YUNDT.CP Pofl'onu Goreral Emctric Co 89/10/13. 8pp 5l5b2.038' 
51562 045 

8910230204 I EH 89 019 CO on 690016 pfossufizor safety valvo sdlponl fojnrl oul ol 
lolorarco during losi mg Caused by change m lost meihod Valvo loft sol point ad,ilsl0U 
& valvo loioatuil aa^sfacionV W/B9iOl31rr. 

BLACKUURN.T.n . YUNDT.CP. Poft’and Gonoral Eioclric Co. 80/10/16. 4pp 
5156? 023 51562 02G 

8910230208 LCFl 80 02O COCfi 890914. doniifiod lhat values for RCS avoragu temp & 
p.'essurizcr Ptossuru In locfi Spoc 325 woro actual vaLos usod in satoty analyses 
rpthor than indicatod values Caused by po.'^sonnol error W/891016 Hr 
GUDEHSM.JD. YUNDT.CP. Podiand General Electric Co 89/10/16. 3pp 

5»56? 02 7 b 1562 020. 

0910240282 LER 09 010 00 on GOCO 16 aiiyi'idiv fuedwalor pumps aulcrnaiically 
Hiarled Causod by porsonnol error in ro? fo lowing General Oporalmg Inslrucllon GOI 
3 p'oeoduro Rosponsiblo ind vidual counsolod.SiOnal rosol W/69 1 016 Itr. 
GUDEnSKl.J.D. YUNDT.CP Poi'«ind General Elucinc Co 89/10/10. 3pp 

515811 306 51560 306 

8010250260 Spoc>al ropton 000927.aiesol firo purrp dec'arod inoporablo Local liro 
ling no eiogod ons.tu to prov-efo for loss oi redundancy of d:osoi lire pump Pump re 
lurnuil 1o bvr. on ftOiOl'J ^ ^ _ 

YUNDT.CP Porl'and Gor'oial Eloctrc Co UO/lO/lO Ddcumoni Corifpl Oranch (Doc 
i.auini (^cnlrol DosK). ip 51607 2O4-5160/.204 


V. Operator Examlnallona 


iwtREJ YUNOT.C.P. Port' ftrvJ General tlQcUkt Co 80/09/30 Upp 51521)240 
51529 aw. 


S. Reportabfa occurrences, LERs & related correspondence 


8810030284 Sutmvls into ro gonur c lundamoninls Oxftrn soebon of operator IlcohSing 
wntion Oxam lo bo adfn:nistorod 091004 & forwards map doscnbmo location of exam 
& other info W/o or'cla ^ „ rs , . 

KinSCMOP. noglon 5, Cfc of Ifio Di'oclor 69/09/10 NICHOLS.S. Portland Gonofel 
Gluclfi'-Ca ip 51366 265 51386 265 


0910040428 Perl 21 repi ro EMO 645E4 siondby diosol gonorator tanilem stiufng 
SrSEngireer.pgstodywi'lbOiniliaiod 

11 ULCHAYR 0 Uoms&n Knjdsoh Co . Inc 00/00/15- WURLEYJ. Offw^u of Nucluar 
Reactor flegjlafion, OiroctOf (Post 87041 1). Hpp 51400 115 51400.12/ 

0310040426 Forwards Pago 1 of 9 10 Pari 21 ropi ro EWD G45E4 inrulom air Biatt con 
to! 5X5 

KLlChakro. Morrison Knjdson Co. Inc. 80/00/ 11). MUflLEY.T Ofbco of NuCloar 
Reacto' Reg jiatiori. Director (Posi 8704 1 1 ) ip 61409 112 5)499 114 

-80)0130035 Rev 1 to Part 21 ropi ro EMD 645E4 tondom air stpri control sys 
’M^rnsciKnudsenCo . me 89/00/14. 2pp. 51400. 1 13-51490 114 


8910030125 Specal replon 890908. Err.orgoncy D.csol Gono.'rj)Of AUorniite Air Dampor 
vx 103 deda-'od inoperobla No UL lacol or vondor inarKing found on 
urvt h'DrcoVo'marce rep! i'',l'atod Expocis lhai cfnrnpor w.ll bo oporah'o by 891231. 
YdN‘3T,CP Pcriland Gene.'al Efoctcc Co 80/09/27. Documoni Control Drartth (Doc 
u^em (kiatrol Desk) ip 51300.310 51369.319. 


W)0)1D1?0 Informs Ihai Rev 1 fo LED 80 07 w.ll bo Submiliod by 601013, dun lo 
'ofced Outage A dilficuH ea 

VUNDT.CP, Portland General Emcfnc Co. 80/00/28 Docurr.ont Corrtrcl Branch (Ooc 
ureriCcntfOl Desk) Ip. 51469 149 51469 140. 


0910060120 Fo-wards AEOD lochnicol reviow repl on i/obris in conirt'f'rnGrrt rocrcu'fi- 
Lon pumps No occurrences found lo involvo ocUiol RCcumulQtlon of Uobris In conia-n 
irr.mod ale correclivo aciions complofod 

PADO/ML\.w Roacio.' Operalions Ar'aiysis Dronch 80/09/20. ROSE NT )) At .3 E 
Reactor Operations Analysis Branch ip. 51490 07)-51 490.076 


Debr.s in Ccnlainmonl Rocirculaiion Surtips,” Iccbn cnl roviow repl 
paooy^l OlUe let AnaVysis 8 Eva'.uaiion ol Opora) onal Ooto, Ditodot 69/09/20 
5p0 51459 072-5H99 076 


Forwards revised page to LER 00 OlO-OO.corroclmd om-sson ol no block 
i'^i'-caies lepcrt ng TOqjviemerYi ol rop) bemn 6\/Urmv)od. 

Port'and General Eloclric Co 89/10/03. Document Coniro! Branch (Doc- 
Lneni Comroi Desk}. )p 51513 013-51513 014 


09-0l3-00.mdica\tng wb ch roqutemom top) being 

SlaCKB'JRN.T n Portland General E'ociric Co. 60/00/14 Ip 51613 014-51513 014 


6910190061 Forwerrfs operator license cort.licnios prior to prosonlahon ceromony.pcr 

CROSS R Rocton 5. 0)c o) tho Oiredof 89/)0/i2 ELLIS.G. Portland General Eloc- 
IncCo 2pp 5T54G 350 51546 380 


DOCKET 60 348 OAVIS-BESSE HVICLEAR POWER STATION, UNIT X 


F. Socurlly, medicnl, omoroency & fire protection plans 


0910170174 Forwards Insp Hopl 50 346/80 19 on 090717 0913 No vio^at-ons noiod^ 
KNOPnC noflion 3. (jfc ol iho Cirocior 69/00/20. SHELTON. DC Toledo Edison 
Co Qw 5)634 240 5)534 258. 


-8910170176 Iftsp Pop) 50-346/89-10 on 0007)7 0913 No violations nolod Major 
areas inspodod LEns.plant oporanons.radio'og cal conlro.s.moim/ 

sufvoiilanco.licenseu action on prov.ous'v idcnVlvad rtftms.omorgoncy pteparoclrxQfis s 

Dr'PAYEnE.n Region 3, Ofc of Iho Dfocior. 80/00/29 lOpp 51534 242 51534 259 


0910100291 Hospo/ids lo NHC 890505 Hr ro v;o)0))ons on assembly ot t«o bJlgoda.NRC 
foquustud 10 approve doviobon from Iniorpreiaiion ol gu danco provnJori m Nuclear 
Piani Fifo Prolociion Functronai Rospcnsbiiiiios ■' 

SHELTON.D C Toledo Ed son Co 89/00/30 Document Conlrol Branch (Docurr.eni 
Control Doak) 4pp 51461 179-5U81 162. 


8910180027 Forwards adds into on 090731 requosi for oxompilon from lOCFRSO.App R 
roqu foments ro conduits omboddod in concrete Scope of exemption hm tod to specif- 

SHELTON DC^T^o'otlo Edison Co. 89/00/30. Docurneni Control Branch (Document 
COrtfroJ Desk) 6pp 51545 307-51545 3)2. 


0190169 Forwards response to NRC request for oddi mlo on nFPA atd cornp'ianco 
rfa'uallonDor 800914 tolcon Cased on results of f:ro tests & ongmoering 


SHELTON, DC Toledo Edison Co. 89/10/11. Document Control Branch (Docurr.eni 
Conlrol Desk) lipp 51659 14 7-5 1569 157 


IN Kfcjeci urocio;aio I’l j oa'uy/i:j. opp di.i/ i i juj 

-0910030180 Safety eva'uatcn buppo'ii'^g AmnnO 13/ lo L-conso NPf 3 
MASSEY.Afl O'lico c' T'1-c ca» Roacirr Peg./.ai Uunciw \PdM B/ 04U) 

20 2pp 51371 304 51371 315 

60l00<lfl222 Forwards torrecled pago lo Amcrd iJ5 ro Ll.nnso NPf 3 issut’d cii 
690304 W/o erci 

WAMBACHjy Pro,aci nrocioraio 111-3 69/09/20 SHFLTON.UC Frlnuo Fcfisrrn 
Co 2pp 5139/ 160 £139/ 161. 

8910050125 Forwa'fls Aeiend 128 lo LiCOnse NPF-3 A Safety ovrt'i.nvO‘i AtronJ ruvisos 
lech Spec% lo relleci m cigan /aiioo. pC/SAicns & Wios 

WAV3ACH.TV Pfo.OCl CrectoralG (l.-O 89/0D/20 SHCLTON.DC FclufJo Ltfison 
Co 2pp 51417 022-5M17 033 

”8910060127 Amer-cf 138 to L.censo NPF-l.'OwiSing Tech Specs to refine i rf'nru;c*s m 
o.gan /aiion pos.t-or^s & 1 99s 

HANNONJN Prcjeci D«rBcTcroto III 3 D9/09/20 7pp 514 1 7.025 5i4 1 / 031 

-8910050128 Safety ovaluatoo supporti-'Q Amord 13B to L consu NF>r 3. 

* OH.Ctt 0l M-Cteat Poado' Hr^guahor-. Oiccioi iPoai w>/00/2(1 2pp 

51417032 51417C33 


8910040345 Cccurnems NHC 8QC908 ascepiance to util mioni lo u5f> proviSO'is of fin 
none Lit 09 C9 lo replace snC woi6r sys lo coiipcnont CWS MX oiiliol valvos 
SHELTOfJ.DC Toledo LOison Co 89/00/32 Ooc-'.tiooi Cor.iro' Urorith (Ojri.mnnt 
ConlrolDosK) 2pp 51436 337-51436 3C8 

6910020326 Peq^esia 5ubm.sson o* ;<p<1atu rop* or ropincomont poQos fo i.pdninf 
rsAR 890721 to apptopt'&te teg ooat ofc per ICCFROO 4UOIO) V3evin,w oi 

u'pdaled OA program doscr piio/' bociicn 1 7 2 w-il requ re moro loan GO Oeys 
Wfl GMT.GC Ho^ion 3. Cfc ol the D recto' 89/09/25 SMELTOfl.a To'eifo Fiu^jan 
Co Ip 51366 163 5I36G.163 


6909260098 Generic Ltr 69 20 to all tup: cyc e Iconsoos possess ng. iisr g o; process 
ing formula Quenniics of SSNM ro prctocied aroa long term hcusiAonp f‘g Sve I si 
enct 

MCCORKIEGW Division of Safog::a*dS A Tronsporiahon fPosl 8704 13> «9/n!)/2ii 
ConsQldaied Ed son Co of Ng-w Voik. irc i3pp 61531 107 51531 M7 

8910100063 Advses NRC of uli. rev io locked valvo program Fva I jo vo'i ol larqo 
nurr.ber of valves m 'ockeb valve program & .nvesl.gation as 10 roasonng fo' (Ji7S‘gr«i 
tion as locked valves resuliecf in reassessment of enteoa 

ShEVTONO.C Toledo Edison Co 89/09/28 Document Conirol nmncb (tJocnmnnl 
Control Desk) 4pp 51457 268 51457 271. 


6910040414 Fo-Vraids safety ovel;*at.on acc6pi.nn u:i 890228 A 0633 prcpcsocf iXmit 
^ comply W/10CFR50 62 ATWS rule tequ letTionia Proposoil daio of 
May 1990 for implementirq aTWS mods a'sc accepiaU'o 

WAMBACHJV P/o,ect Direcforaie Ilr3 89/09/29 SHUlTONPC Toledo Fdsen 
Co 3pp 51411 028 51411 040 


-891004041S Safety feva'uat on ecceptma 1.1.I 890228 A 0630 Subm-tlals prosonlm j vm 
posed des ons to co.mply w/ 1 CCf R50 6? ATWS ru'o req jiroments 

Ro9u'ahot>. OweciOf fPosi 0704 n). 09/09/ ?i) lOa;) 

51411 031-51411 040 


8910110295 Forwards Amerd l39 to License NPF J A safety eva'uation. AmonU rov.ses 
^ r? 0dm n st'aiiv© A ed tonal charges to adm-msicauva 

conTfo.s. nclud ng slai cn review board responsioi'itios 

SHELTON.OC TO-OCO E.„son 


-8910110300 Amend 139 W l.icense NPr.3.fevism9 Tnch Spec lo fofloct aUn imstratiw 
b‘T?-es^^'^ t;hanges lo adm'nisiraiivo conifols.inclcding fi*aiion roviow board rosponsi 

HANNON.JN Pro.ect Directorate no 89/10/03 I2pp 51473 230 51473 240 

-8910110303 Safety evaijahon supped ng Amend i39 lo Dconso NPF 3 
5t4m50°$l473 2l2^^^"‘®' flegclat on. Direcio: (Post G/0411) GO/iO/03 3pp 


e»eo'p‘cn to lOCFRlTt.u to annual lens tor FYftfirn 
lAYUUHj M ofc of the Executive C rector for Operations 09/ 10/05 SHti TQtj t\r 

T oiedo Ed son Co 2pp 51552 353 51552 355. «« bHU.TOn.UC 

8910160005 Discusses use 0‘ lempo/ary ccnia.nme.nI porsonroi air'ock doors ifur-rn r» 
fempora.7 doers acceptablo ® 

e,anch (Docu.non 

appi canon for amend to License NPF-O.rev.si.-'Q Tech Sn0''< 
SHPi Tn^ n r .retirements for menage/ p'ani operations ^ ' 

Co-'-'ol B-anch ,Dccun,o. 


rARlttV,V,,ir 1 A'.-‘U ..lit! '.li'in hi; ( 'tv l»>t 1'\ tUft/,!!) Pl/ 

r*:n M".“u t II Ilf Ni'W Vii'r, III. <i(i;:|* *• If-;'/ FDil fi UI2? 056 

0010180273 I iifriri‘1 1 1r f'*i li» hH I i lll■'.♦■ns iW 0( iiral fi;j f(.uici:;,*3 & 
j‘.u‘i;nUi\l Uil nil :l■.t■,|■■l ririd kn f-i A i:kii t tiUui hoOil mi'itU rtv.'.n I 

I ioWfV pkl'if'i iliiii fii Ii': I‘rit I |‘:ii:i)n in I f.H' ; fltUiiii SvO I si O- li 
‘Al 1 1 1 dvV. H i A-.-.ii iiilii Ilrni liir h r l'iii;fn t‘. (J’nst fl/04 1 1 1 CQr 
ri:f f i| sou < T/ Ilf \‘*iiiv Niuk, Ift t'l|i;i Mf',',’ fjh^} hUipj |(;f, 


Q. iriGpociloii rcporlB, IL (hilloifiui A corroaiioriiJenco 


8900010330 Ntir . Into o 0 i tU/i, tS^Umlmt tm SVnss Co'rCW 
(auiiiiriiluf luiiii l’iiii|-» S.i;ij:liiiif liy ilAW " Svt Vsl iiiicl 

fUlSSlf I Tiv S' Ill III, il I vin is As*,iis-.^fvura (l'us%*. &i 

(^>u^rll<l.|t4' M if. .i;n < II Ilf .Now Viiik. ii|; IlIMfip MlklO ICO 5l34^ 

0909060284 NMi: Infn Ciul.i n M;) Ui'/i. ' ( Ju.il in ni nu I ifu Ol SClOi'Dii 
ur i:i 

flOS:>l,fM liivi‘.l.;ii u< : )iii r.iti:i'i,ii f vi ;il'i Assiisstui iit (Pcsi 0 
{‘(irsn'iYuliiin il Miu I u of Ni»w Ymw. hn 111' ji|) ‘i 133/ COli-hllO; 

0909200010 Nfti: li (u N.ilii. OfM'iiM. ' J v.i'ijnl.rni iil liisViJ'nOril 
Muds “ Mvi: li'.t I>ri: • 

llOSSIt-f tlvi'.iO'i of ( JiA'Mlii iii.|i I VI ''its As'iussiui"'! (I’OSI Hi 
( .(ins::! ihih-iU Iiisini I ii i J Ni w Vi iik. If i ll:fi|;p !i 133 7 200 5133; 

80100300U4 Il4i‘.| uiiis f > VI ::|.iliiiir. ii“1i'il in iii'-fi llf'iil fJl 3<I6. 
UlIIO'is Sy. I’ru; idiiui r.l* | 1114 oti luvi'.inf In fi-i];i ul (i;)i;rii''g Ol l^il 
iM-tiVliun vulvivi |inii* Wi Slii-l«iii| i nnluil in: :ii aiiiii'roiiii; y vuH''iV.'0n 

Sill I KJN.i'lt; lii'ulii I li'iiil* ( II li'l/Oil/."> ( kii.iininnl llc^nl'Ol I 
( <ilUn:l (!nsk^ lU^l^l M I'l'l l.'ll h I IIIU t V* 

8909260252 t,lU Into tlnln l\M non, “v ns i -.>1 f/ri’y'n < 

Mow ” bvi Isli t il 

M()>»Sl.l' I liiv »iini Ilf ( )^Mii iil.i II itil I vi'iils Assus'iii Mill d\‘S* 81 
(3 >;ISii‘i.JhIii 3 I nf Nnw Vrrk In; ll)h|>|i l.l'rl! UOI 51511 

0910170174 I uiwjfifs .'Iisri iri.).l Mi 34fi/(l'1 IM nn liWfj/1/ CUHNo n 

KNiJf’lK . Ill•l|(^ln .« Ok <1 111, I tk'iilit Hll/d'i/lMi SliriTOff.U 

(-U :'(iji M'l 14 ,'411 M'i34 

-llOlOf /0175 ,'iri|i niifjl Ml I1l*/(l*i 111 Ii;i H'UI/ 1 / CO 13 NO viO .Vi 
hruii'i insjiiM.ti i| 1 1 f i<i.|il,ittt Dui'raliuns.rad o'i3)iCiil 

si/fvu linn, n.i.i nrit’uu .u liun on f>.'iivi:;i.-.‘v i3ofi|if-u<| i|(‘mfi.iiTLf9Cn( 
hl'L'lltlly 

I'f l Avmi.n Mi'tiiun 'l f Jhr nf tl'ii h.i/ 1 lur H!}/nf)/2'> iBpp 515 

8910100291 fhi‘ir«iriils In NHi: ftiif)M)*i If* m vininlmus nn assembly C 
ri:fjiKis|i ij Id upprnvu fli'Vxil'un frn.-n I'lliifp.'iil.ilin.-i n1 gij:f0i‘cr pr( 
Piiint 1 nu I'lutnri mi I iini.l.iKM0 Muspuns tiinins '' 

Sf ILL lON.I) ( : I ii'uiki ( <i>sDn Cu h!i/Oii/:iO (im iiii unt Ccmrol I 
riauUnl Dusk) M4t>1 1/M‘i\.Hi1 1H.' 

8010040381 tilK, luli> Unlii «• WWMVi. ' rus'.l/.n ImlicAhor.S Ol WW€ 
f'xorliicls ' Sve list I 'III I 

IfflSSI.lM- Oivlnkio nl lliHitwlMuftl ( vu.iiiv> Ahh<'hmiu»-1 (PcsI O' 
Cr)fiSn'ii(,lU!ii r-<|if.<;n (:«, nf Knw Ymk. liirr lOOpp 51611 118 51531 

8910100161 Wiilir'fawii H1I0224 rufml rii'iiii'M ffO.-M ffIK* Rjl'cHin 60 0 
mg riMi;j rmrufils fo' snn'n tin ml U/uukun*. pur 000822 tolcpn 
SlU't. fO.N.f) c I nludn f 1111,011 (!n h'.i/lo/ll Oocuirurit I'onirCl I 
Coniro* Dnsh} Ip 5 1 Mtfj 20/ MMtJ, 2fi/ 

8910240184 Cnnlirfii'i j.Lins li> ci)nilin3 lurliu'L'nl riiuoliny on 801024 
(j-sciiss p'fint H/ifiJiy Hyp funci oiidl iruip p/enrum A rnsclls oblonedj 
OfiCnNMAN.E: ti. riiiginri :i, Ofc i)f thn D.ruclor 80/10/fG Sffc 
Lilsonfln Ip fjlhfllJ 004 

8910130014 NFK, Jnfo Nniiro 80 0/1, ‘(ivufsuio of fiMM Pump 
Flow Diirmu ni’CircoUif'on Opnrniion rfXlowiny LCCA ” SvC 1 81 onC 
noSPl.f'yfc OlviS'fjii of O/ioralioiuil Evtnils AsROSsmcnl (Pest 8 
Consoliifiil(!(i Fifisoii (!o of Nnw York, l/ic lO/pp 51531 227-5153! 


R. Poi Iodic oporallng foporta A roialeO cor respond once 
B910260020 Moolhiy oporalin:! foiit Far Supl 1989 for DaviS Dosse ^ 

non Unit I W/OOIOI 1 Hr 

SAnsoun.b, STDn2.11 - touujo tti.son co ao/oo/iio 6pp 5te 


V, Op«faK>^ Examlnallofis 

AH ihfli rev sod rot moHs subrnllod to T Flijiuiryor of n«^;ioii III & H 

J91017016S MvSM «v.sc< ,:oi-.-pV„i, o|p...aio. A s„.,o. 

° scGSdJod lor wk ol tlOiPl 1 t.sn..,, ol ...alls n.lic.l o.xr 

o«/.o/ofl wnKiMi.a.t: r..mio» ;i oio oi inn i;, 

rwljt 3£pp 51533301 51533 335 

fiiinifini59 Fc'wa'ds appicaton iot amend to Lhronno Nrr.;J.fovis r.^ Spojs 

A - A 6 5 1 ? re rO!lu:fOmonis tor manogO' pMo* opurotioos 
cw-i TrNt?C Tolodn Edison Co- 00/ 10/00 Oooi.rru.-nl Cor^lrol Hfu ich (l)o;;unioni 
5t5?0 20^51^20215. 

-Atjioieoieo Acpicaion ter amend 10 l.co.nso NPF J.rov sing Inrti Sjh-ch fi 2 2g.h d 1 
4 6 S 1 2 ro requiroircnis tor manager of plant opor«iions . , , 

SHElTCNDC TolOdoEdsonCo QO/10/OU 5pi)- 5 lf.20 200 MV»2m 

-8910160161 P/Cposod Tech Spocs6 2 2g0 3 l S. 6.»» 1.2 rti rodMiniiu-tilB 

■Vedo'E^serCo. 89/10/00 5pp 51520 2l l-O l !320 2 15. 

docket 50 340 JOSEPH M. FARLEY NUCLEAR PLANT. UNIT l 


F. Security, madlcal. emeiQency S Itia protccUon pinna 


8309290138 TorpO-'a^ Chango Rctinosi 24A lo Rnv 2*1 ti> l.P<P I M’ 0 I IP- lli, Lino/. 

c-:ncy Equipment & Supp los " 

^ A abama Pewd' Co 09/03/19. 5pp 51352:143 .>rLj2 14/ 

83 10030 135 Rov 13 to EPIP FNP 0 EIP 15. "Etno.*f|i?iiry O/IIh ' W/ntin-nu Hr 
HUDSr^tTHJP Alabama Powof t^o 09/00/ 1l> IHip 324 t;i4 

8910050269 Rev 69 to EP.P FNP 0 EIP U. ‘ Emoriionciy CoiinnijnlfTnlioi's ’ W/ H'lioo? 

HJDSr^E TH.J B. A'abama Power Co fiO/lO/02 .lOf/p 5 mho 254 M -no 200 


8910110236 Responds lo violalions noiod in Insp noptH 53 :M0/tl0 Ul A A fiO 'ifM/HlJ 
18 01 990/3i -C00 lCorrociivo acl'On Sociirily tnrldont Mo|>l HO 0104 w/,ili>ji A Suci.n 
ty Group suporviSior^ roce.vod roirnln-ng ro ProceJuro F-NP I) SP 1 2.Si‘i I on H 0 
HAiRSfCNW.G. Alabama Power Co 09/10/03 IJouun ipnl t:crrliol Urniv h <lJoi.u 
meni Ccnifcl Desl<) 2pp. 51475 142'5 1475 143 


891018D232 Rev 14 to EPIP FNP 0 ElP-15, "nmornuficy llnl s." W/HOIOIO IP 
HJOSFETH.JD. Alabama Powof Co 09/10/00 20|)|> 5154b 05-1 51545 0/2 


8910260160 TerrpO'a'V Change NoHCo 2UA lo tlov Pit li> I' FOP I NF' i) (jP 20, OflsM 
■‘lOi 'icalon " W/89l0ifl Hr 

hj:)SFETH.JQ Alabama Powof Co no/lO/12 Tpn 5102/ ?-io 5it'i2/ 25? 


-•0910120127 Rov 3 to FNP-l M 042 fo socond 10-yr IniorvaF Insorvico loBtmg prograni 
lor AbME Coito (Pass 1.2 A 3 pumps & valves. 

* AMlmnm Power Co HO/ 10/04 55pp 51400 1 14-51490 160 

0010100370 D scijssus rovised walhdcwn schodulo fe.' resolulion ot USI A 4G, "Srj.iim c 
Ounlilicalion in Opr.raii/ip Ptania ’ Ul.l oncoureges NRC lo consol cfalo a'l soiam c 
mclvalrvo irargtr» & bvjjojo accdcnl program 
I'AIRSION.WG Alabama Powo.' Co 89/10/09 Documont Conlro' Rronch (Docu* 
troni Corrirol Oosk) 2pp 51557 004 51557 095 

0010170232 Cofdirms U01005 lolcori fo pa/hclpoiion in NHC FTogulaiory irnpaci S.irvoy 
on U9l 129 Itrfo ro survey provided Name A pbeno riumber ol ir dividuol lo be coniQCl- 
od In CQbo ol niioal o-rs concorr-lng rr.eoi ng logist cs roquoslod 
EDULItlLSO. negion 2. 01c ol b o O rector 80/tO/t0. HAlRSTON.'W G Arobama 
F’owor Co 4f;f). 51537.1 14.51517:117. 

0910170114 Forwards monihly operoing ri?pl for Sopt lOHO lor JM Fnr.'oy Nuclear Plant 
tJn.1 1 & Hov 8 to OUCM 

HAIMSTON.WG AloUama Power Co 09/10/13 Oocumoni Conlrol Dranch (Cocu 
iiHifil Control Desk), ip 51532 345 51512150 

0010100260 Ciofiori*: Llr 09 -Pi to all ho'dors of OLs A t'Ps tor nuclear powo.' roaciors 
con;;(>n'lng r(U|iiost for info ro biaius of implampnlnl.on of USi roquirornonia.Svr 'isi 
onci 

PAFITI OW.J.G Assccioto D.fOClCr for ProJOClS (Post 970411), 09/10/19 ConsoliUOl 
Od Edison Co Of Now York, Inc. HCrip 51622 009 5192? 060 

0010100273 Gufor.c Llr 09-22 lo n l 'icansoos of oporalmg rooclcrs A holders of CPs ro 
P'Huntml lor Incruaso/l roof loads A p nnl area liood ninolf do{>ltr al I cnnscil n.icio ar 
[rower |)liirils rfin; lo roconi change n PMP cniona Sve I'Sl onci 
I’ARTI ()W..iri Associnio Cirocior lor rV(»,ocla (Post 070411). 89/10/19 Consol dnl 
cdl‘d‘JonC:o of Now York. Inc 30pp. 51622 069 51622.106. 


Q Ittspocllon reports, IE Bulletins & corrospondonco 

0000010330 NRC ln*o Noheo 89 065. “F^olnnliol fo' Stress Corrosion C^QtKmg f.n Sloam 
Grrnuralnr Tiibo PL.ys Supf>liurf by HAW." Sve liSl oncf 

MOSSI.f.C Uiv-sion ol Ontuaiorrnl Cvunis Assossmonl (f'osl 070411) 80/00/08 
(^onsol'didnU Edi&on Crj, ol Now Ycrk. Inc. lOOjip 51349 100-51340 2C0 

0900060204 NRC fnlo Notice 89 000, QuB’ificaiion L.fo of Solunnd Valvos ” Sve l9l 

Olid 

ROSSL<n* Divislo.n of Ofxjratorol Evonis Assossmonl (PosI 870411). OP/CJ/ll 
Cnr'srddnluil Ed sen Co. oi Now York. Inc. 105j)p 51337.095-51337 199 

6910030395 Aclv-sos n^ apnc ijl nrnnrgor.t:Y cporaiing (irccoduro msp program boinn per- 
fo'mnd al pinni on IJHI 127-1206 to verify that pfocod..ro3 lochncoly occiirnto A lhai 
(Kdavn tan bo nccorrphsMoU w/orji.ipmonl,conlfo!s A mstrumonlation 
RF YfS.l A Ftogion 2. Ofe of If-n R roclor 09/00/15 HAIRSTON.W.G Alabama 
FMwufCo 3pP 51309 35/ 51300 350 


891025O1B2 Rev 17lo FNP O EP OOO. “Lmurnuncy f‘lmC W/HPlOMJ llr 
HJ3SFETHJB Alabama Power Co 00/10/10 lOOpp MGO? o:)l blifO:! Old 

8910260246 Rov.sed EPiPs.consiSt ng of Tompornry (‘di*if“.yn Ntdii’O 20:) Uj Ruv 2i) Uj 
FN. 3-0-E P 28.Rev 10 10 F7/P 0 ElF’-13.nov 13 lo fNF* 0 l:ll' 1 1 A Flnv 70 In F-NP O 
EP-0W/891O10IU 

HJDSFETH.J.Q Alabama Powor Co 09/10/10 tlQpp. 51017 101-51817 2/8 


0- Adjudicafory correspondonco 


0009200130 Advises that uti' will subml responso lo INEL qunSVons rn insorvrca map 
prOlUiiniS l»Y 89 1000 

HAlllSTON.W G Arabniiia Power Co. UO/00/21. Uocnrnonl Conlro! Branch ^Dacu 
rm ml Control Dosk) ip 51348 30 1-51340:301 

0009200132 Responds to NRC Bullolin 00 004. 'Polonliel Safoly Ro'oiod Pump Loss*' 
Flnnfno ma'rd.insi) A siin/bllonco praciiCOd w.ll bo conllniiod 10 dnlncl puo'p efo-gratfa. 
bon A to piovent ftilnro concerns w/lurb no drivon ouKl-ary foodwnior pu rjiH 
VlAlHSTON.V/ G Alabama Po«oi Co. 69/00/21 OocumotM Conlrol Branclx <nocti- 
nrent Conlro! Desk). 2pp 51345,237-51345:210. 


6910010170 Secor'.d |oni status ropi * O.SCOvory In proc nntlmg conm‘rr« oil w/c.icn 
pa.1y n proccod-ng rcspond.ng 10 Initial roquosl for [rroduciinn ol documenH A fo.ir 
P'ei'nirary depps.lions taken by hconsco during wKo of 88093.1 A 1 1 W/Cnrtif caiu of 

AErSMANR M. Ass.siani Gonoral Counsel for Hc'rtrwiJH A l:nlr)t(:en;onl MIll.EF’l.J M 
Alabatia Power Co MlLLER.Jfl GricF'i. Binnham, Rnkor. Hawthorne, Wi mms A 
iWard #483 9237 69/09/27 4pp. 61340.240.51340 ?51 


P.Opeialing license stage documents A corrospondenco 


8910030073 Forwards summary of 090012 mgt mnollng »n Region II ofe ro conligurnt on 
ftgi program A find rgs ol self-initiaiod anloiy sya oseossirenl of sve wafer sys 1 1st of 
'*•9 also onci 

tuNtTER.S.O. Reg on 2. Ofe of iho O.rocior. nO/OO/ifi MAinSTCN.WG Alnlmrim 
POwS'Co 22pp. Sr371 274.51371:205 


Into to 009320 appl cnt:on lot amends Vo Hcur.sos 
y 8 NPF-8.pof 600613 lolcon concern nn comonslihio gas nontro' Rovisorl Tncti 
apucs ensi 

Alabama Power Co 09/09/25. Oocumoni Conlrol Branch (Dotu 
nr.cn! Control Desk). 3pp 51366 120.51308:132 


1^30284 Revised proposed T 
Aabams Power Co 69/00/25 


pecs ro comt)uslil>!o gas conlro* 
51300.131-51306 132. 


09-20 lo a^l fuol eye’o ficonsoos poSfiOSSinn- us rg or procaa 
er^l Quan.-iios ol SSNM re proloctod area lor.g-iorm liousokcepino Sve ?i 


MCOORklE.GW Division 
Lcnsc dated Ed son Co. ot 


of Safoguorda A Tronsporlal on (Post 070413) 89/09/26 
Now York. Inc. I3pp 51531.107-51531.117. 


0900200010 NRC fnto NoHCO 00 006, “Gva'uaiion of FnBlruirnnt Sotponts Dui ng 
Wods “ Svi: I SI rmcl. 

ROSSl.ee Givifilon of Oporailonal Evonis Assrissmont (Po:>1 070411). 80/00/25. 
Co.nsclidaiOd Edison Co. 01 Now York, fne lOOpp 51337,200.51337 304. 

0909250262 NRC Info Notico 08-069. *Lo88 of Thermal Margin Caused by Clutnnoi Box 
Bow.” Sve list onci , 

nOSSl.ri.r Division of Opo/Qtonal Evonia Assossmonl {Posi 870411) 00/00/20 
(^onsolKfHlod Ed son Co of Now York, Inc lOBpp 51531.001-51501:106 


Tiing NF 

noiod .n Iiisp Ropts 50 340/09 10 A 50-364/69-10. 

PERKINS, K.E Ron on 2, Ofe of Iho Oiroctor. 00/09/29 HAIRSTON.W.G. Alabama 
Power Co 2pp 51^05 205-5 1565.206. 


8010110230 Responds to vJOlobons noiod in Insp Repis 50-3-18/89.10 A A 50.364/09 
18 on 800731-0004 Corroct.vo actiOn:StiCurily IncidonI Ropt 80 0104 w/illon & Socun- 
tv Group suporvision rocoivod rolren ngro Procoduro FNP 0-SP-l2.Sec1lon 8 0 
HAinSTON.WG Alabama Howor Co 09/10/03. Documoni Conlro! Branch (Docu- 
ment (^onuol Oosk) 2pp. 61475 142.51475:143. 

80102G02&6 Forwards Insp Rcpis 50 340/89-20 A 50-304/09.20 o-n 090001-01)10 No 
violAiions or doviallons noted 

VERREI LI DM Roaon 2. Ofe of iho Oiroctor. 00/10/03 HAIRSTON.W.G Alabama 
Poww Co 3pp. 51024 002- 5 1 624. m 

-0910260260 Insp Repts 50.340/00.20 A 50-364/09 20 on OOOOOl 0910 No v:o*at.on3 
noiod Mo|of areas mspoctod.roviow ol oporailonal safely vorif:cal:on.monlhly survoJ- 
lanco obsorvallon.rnonmiy malnl observotion A Iconsoo plana for coping w/blriKos. 
MAXWni L.G K.. MILLER.W.H . CANTRELL, P S. Region 2. Ofe of iho 0 rOCIor 00/ 10/ 
0? 1?pp 61624.095 51624:111. 


110 DOCKETED ITEMS 


69I0060J57 nespords lo N^C reqjDSl for adoi mfo lor msorv.co msp 
prog re nn flosponse 8u'n.'T'a'.7e5 each •v-'n fcr wnch addi -r^fo or classif.calioo rcci.osl- 
ed 

HAIRSTCN.VVG AlaDoma Pciwer Co fl9/ 10/00 Doconnonl Cor^lfo' Branch (Docu 
meni CorVo.' Desk) ?25pp 5 C0 1-5 1443 I91 

“>8910060278 C'ass 1 & 2 cOToonenl & pipmo sKeXhes W/Cf“0 ovors ze draw-rg 
’ Alabama Po^er Co. 09/10/06 425pp 5144 1 213 51443 19 1 

8910260136 Forwards >nio.'.m SALP ln$p Repis 53 348/89 15 & 50 364/89 >5 for Ap' 
1988 • Ju; 1909 

EBNETERSD Rogcn 2. 0?c Of Iho Orec'or 89/10/05 HAIRSTON.WG Alabama 
Power Co 3pp 51627 134 51627 164 

-8910260138 SAcP Ropis 50 346/89 15 8 50-364 /69 15 lo' Apr 1988 • Jul 1989 
• Reg cn 2. Olc of iho D-rodCr 89/10/05 28pD 5162/137.51627.164 

6910040361 NRC in'o Ko!.co 89 070. "Possb o lnd.Cdlions of ^^sraproso^led Vendor 
Products “ Svc list erci 

ROSSI.CF Division of Operaiioral tvcnis Assossfreni (Poai 67C411) 89/10/11 
Corsofidated EdscnCo of New York. Inc I09pp 51531.1 18 5153* 226 

8910190018 Corilirms 801013 loicon re schedj'o oxions on ter rosponso lo insp Ropis 
50 348/09 19 & 60 364/89 lO.ROSponso w-ll to submiied by 891101 
HAinSTOiM.W.G. A'abama Power Co 89/10/12 Oocurroni Ccriro’ Branch (Docu 
moni Control Desk) ip 51559.123 51559 123 

6910260273 Forwards compa'<son oi util anaytcdf resuis of samp'os iransiriUed by 
690823 11/ w/known values per Insp Ropts 50 340/69 06 & 50*364/89 C6 All ccmpari 
live resu'is in aqroo/rent 

COLL1MS.OM Rogion 3, Olc of ihp Drecicr. 89/10/16 HAiRSTON.WG Alabama 
Power Co 5pp 51617 345 51617 349 

8910260093 Forwards insp Hepis 50-348/09 34 & 50 364/89 24 on 890918 21. No vio 
laiions or deviations rolodSoih inioii'n & icng term corrective actions taken re self 
:de.ti.fied discropancios appeared prudonl & fmo y 

PEESLES.TA Region 2. O'c o' fhe Drecior 89/10/10 HAIR S TON. W G Alabama 
P040' Co 3pp 51 607.214.5 1607.223 

-8910260095 Insp Repis 50 346/69 24 & 50 364/09 24 on 890918 22 No violaticns 0 / 
deviations noted Ma.or areas inspedod results of nitiai sei* initiated saioiy sys assess 
mem (SSSA) on svc water sys & d'all program Icr future SSSAs 
M'tlLEN.l S . BERNHAnO.R VI , KELLOGG. P J Region 3. Olc cl the 0 rector. 89/ 10/ 
12 7pp 51607:217-51607:223 

0910130014 NRC Info NOKe 89 071. C-verson of RhR Pump Seal Cooing Water 
Flow Outmg Retitculaiion Opotahon Fr/lowirg LOCA “ Svc l«s1 ere' 

ROSSI, C.E Division of Operational Eve-nis Assessment fPosi 070411) 69/10/19 
Consol dated Edison Co of Now York. Ire I07pp 51531 227.51531 333 


R. Periodic operating reports & related correspondence 

89101701 14 Forwards monthly operelmg rept for Sopi 1989 for JM Farley Nuclear Plant 
Unit 1 a Rev 0 to ODCM 

HairSTON.wG Atabama Power Co 89/10/13 Docum.oni Control Qrarch (Oocu 
mom Control Cask). Ip 51532 345 51532 350 

*•8910170163 Monthly cperatirg rapt fcr 5opl 1D89 lOf JM Farloy Nudoar Plant Uni 1 
MOREY.D.N. Alabama Power Co 89/09/30 5pp 51532 346- 5 1 532 350. 

-8910170187 Rev8 toFNP O MOM. ODCM • 

' Alabama Power Co 89/09/25. 9pp. 51532 35 15 >532 359 


5. Reportable occurrences, lERs 6 related correspondence 

8910340257 LER 09 C04 00.cn S906l6.dotermired that calculations were not avaiablo 
lo demonstraie that svc v/aior sys capab'e of sjpp'y.ng design liow to safety related 
loads under scenario of seism c event w/d6l0l7 hr 

MOREY.ON. HAIRSTON.WG Alabama Power Co 09/10/17 5pp 51500 315- 
51 580.31 9 


DOCKET 50*352 LIMERICK GENERATING STATION, UNIT 1 


0. NRC Draft/Final Envlronmenlal Stalements. supple & correspondence 

8910050082 FonAiardfi Ffl nohee ol avai'ablly of Suppl lo FFS (NUREG 0974) provdng 
Info te NRC onv.ron statomonis & presenirg evauaiion of altemaiive of facii<ty oper- 
ation w/insta'ieiion of addi severe accident dos gn feaitres 

SUM.G.V Project Dteclo/aie 12. 89/00/29 BuUel 8 Kass. 3pp 51430 049- 
51430053. 

8910050162 Forwards Suppl lO FES (NUREG 0974) 8 FR notice of ava'labi'ity Suppl 
contains evaluation of alternative ol laci'ity operation w/nsldl.dtcn ol further sovero 
accidenl mitigation design foaturesW/o NUnLG.0974 

SUKG-Y Project D.fectOfaiG 12 89/09/29 SANOERSON.R. Envi.-onmenial Pfotec- 
tion Agency 3pp 51430 230 51430 234 

6910170227 Forwards s*jppl to NUREG 0974. 'FES re Opcral'On of limerick Gcne.'et- 
ing Sial'cn.unis I & 2“ A rofico of avai'abi'ily of supp: to FES fcr p'ant.W/o NUREG 
SUH.G.Y Pfo;eCl Oructorato 1-2 89/09/29 SViTH.P H Advisory Council Qr\ Historic 
Preservation 4pp. 61533 347.51530 352 

-8910170231 Nof CO of av8:l8blily of suppi to NUREG 0974, 'TbS re Cporahon of I m 
enck Suppi provides NRC evaluation ol alternative ol laci'ity operation w/instaJia- 
ilon of further mitigaiion des gn feaiures 

THADANI.MC Pro;eci O.f0Clorate I 2 69/09/29 2pp 61530 351 -51 530.359 


69100S0140 Rev 11 io EPIP FP.243, 'Sample Proparaticn & Hariti 
active Gas Samples " W/d9C926 Ur 

DOERING.J. FOGaRIY.E Phi.adelphia Fleclrc Co 80 /C 9/?6 
51416030 

0910160052 Forwa'ds Fsl i.lenlifying add. mfo roqjrod re omo*gor< 
(EOF) siaPng & com.-nun.cat o.n w/ofiRto foams ro rev ew o* ftCC<3 
co.TUhoa EOF discussed m util 690810 ur 
butler W.R Prcject D focro-'ato 1-2 89/10/06 HUNGFRGA 
Co 5pp 51522 260-51522 264 

6910250240 Clarifies iniuni of roissue of Rov 19 lo emorgoncy I 
090907 fu S requesis Ihai NRC destroy all prev.OJS copies of pfi 
vol set 

ftUNGER.GA. Phi’ade'pha blecfr:c Co 89/10/12 Ooccnonl Co 
menl Ccrifol Desk) ip 5160/301.51607 301 


J. Insurance & fndarnnity Informallon 

6910110113 Forwards Amond 7 lo IndernMily Agfoo-monl B-IOl refiGi 
mary fayor o? Fabil-ly insurance Amonos conlorm to changes mat! 
Act oeaciod on 860820 

CLARK.RJ Pro.eci Directorato 1-2 80/09/21 HUNGER G a Ph 
6pp 51474 203 51474 200. 


P. Operating license stage documonta & correspondence 

B91005D269 Forwards corroded Amend .10 lo l icense NPF 39,COrr< 
7.3/4 3 60.3/4 4 1.3/4 4-5 & R 3/4 2 4 

ClARK.nj. Pfo,cct Di'ocioraio I 2 89/09/18 HUNGER.GA Plulfi 
3pp 51430 079 51430091 

*♦8910050290 Co'rociod An ond 30 lo License NPF 39 ro Imilng co< 
& Surve.llanco roquromoris lor A^RM ROipc:n1s,min cnficrtl pow< 
block riSVrurrorlalico & lor.iicu'alon 'oops 

* NRC • No Doiei'od Atf havon Given 00/09/lB lOpp 51430.082* 

6910060261 Foiwa'ds corrr.ciod Amond 19 to Liconso NPF 39. con 
2-9.ai1d ng u.4 10 iwo lignres teviSQd as pah ol ro'oad 
CLARK.RJ Pro;oci Difoclo'aie 1-2 80/00/20 HUNGER.GA IVtlii 
3pp 51453 319 51453 322 

-6910100002 Corroctod Amend 19 lo L conso NPF 30, add ny rol to 
as pad ol roloail 

* Project Cirociorato 12 89/03/20 2pp 51453 322 51453 322 

0909280098 Generic Llr 80 -20 to a’, luol ryCo iconsoos possess rit 
ing formula quontilios of SS-NM re pfok’Cloil area long lo'm hi> 
encf 

MCCORKLE.GW Divispn of Salegua'ds K Transpertation (Posi I 
Conso’idaiod EdiSO-n Co ol Now York, inc I3pp 51531 10/ 5163 1 

6910040401 Forwards Amond 32 lo Liconso NPF.30 & safnty ovaLa’ 
testrg requi'f.moms n Tech Specs 30 t l & 30 1 ? 8 bosos rc 
d osef gcneraiofs por Goie.'-c Ltr 84*1 5 

CLARK.RJ Pfojoci D.foclOfato J-2 89/00/28. MUNGFR.G A Ph lA 
3pp 51411 001 51411 027 

-6910040403 Amend 32 10 Liconso NFF 30. rov. sing Tech Spoc 
3 8 1 2 & bases re onaito cm.orgency diesel geno'afors 
DUTLER.W.R ProjOCl D.recio.'ato 1-2 89/00/20 I7pp 5l4li.004.J 

♦•8910040406 Safely Ovo!uai:ori supporting Amonrl 32 to Liconso NPf 

* Office ol Njcluar Roactor Regulation. D recto' (Post 07041 1 
51411 021 51411.027 

6910040117 Forwards noiice of availabl’ily ol Suppi lo FES for plant. 
SUH.GY. Project DirectorafO 12 89/09/20 HUNGER.GA Fhi'iic 
4pp 51423 350 51423 355 

-6910040124 Notice of issuance & dvallahility of suppi lo FES fcr (sl 
NRC ovaluatoh of aliernativo of faC'lity oporaton w/ insinuation c 
das gn feaiures 

THADANI.MC Proiocv Ou&CVOtale 1-2 89/09/29 2pp 51423 354.G 

6910190035 Apphcalion for amends lo Liconsos NPF.30 S NPr'-GS. 
Spec Cfinnga Request 89 OO.spoc-lying number of Suppression < 
vacuum breaker pa rs requ rod in bo cporablo 
HUNGER.GA Phladofphia Electric Co. 89/10/11 Oocum.eni Cor 
menl Conifol Desk) l3pp 51546 206 51548 313 

-.89 >0190037 Proposed loch Specs roducng numbor ol suppre 
d'yweJ vacuum breakor pai'S requ'rod to bo oporab'e as throe 

* Philadelphia Eloctnc Co ft9/l0/i1 5pp 61546 309*51546 313 

6910160260 Generic Llr 89 21 Lo all hofders of OLs & CPs for rtcl 
corcern-ng request for .rdo re siatus of .mplomontation of US' rcj 
oncl 

PARTLOW.J.G Associaio D.rccior for Projects {Post 8704 11) tJOr 
od Edison Co. of Now York. Inc BOpp. 51022 009.51822 068 

6910160273 Generic l.tr 09 22 to al.' Iiconseos of operat-ng readers ^ 
potcnt>al tor increased roof loads & plant proa Food runoff depth 
ower plants duo to recent change In PMP entena Svc list end. 
ARTLOW.J.G AsBociaiO D.rocior for ProjOCiS jPosl 870411} 89 v 
orf Edison Co ol New York. Jnc 3Ppp. 51622 C69- 5 1022 106 


F. Security, medical, emergency & fire protection plans 

6910030061 Fon/vards piani 1989 annual emergency exorc-se scenario package.for 
rev.aw.PackaM includes scenatvo ob',edves. 'S)Ch6du'63.exotc>so lu'es & coriiio/iei 
conlingency & Simula! on info 

FOGARTY.E.P Phifad0!pha Electric Co 89/09/21. Document Control Branch (Docu- 
ment Control Desk) 3pp 5130? 233-51307 235 


0. Inspection reports, JE Sultehns & correspondence 

6909010336 NRC Into Nolic« 89 065. "Poienlial for Suoss Corroslcn 
Generator Tube Plugs Suppi ed by B&W." Svc 'ist end 
ROSSi.C E DiviSiorr of Operaiior'al Events Assessment jPosi 0 
Consolidated EdiSOn Co. of New York, inc lOOpp 51349:100-5134 
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info Notce 09 066. Ojalficalon L«fe of Solonod VaVoR " Svr lisi 

cOSSCE Div.son of Oporaiional Events Assessmenl (Post B70411) 09/09/11 
'(Ja'ed E(J son Co ol Now YofK, inc 105pp 51337 09t>-5l317 199 

11510050267 Forwards SafeN Insp Repfs 50-352/89-15 & 50-353/G9-24 on 890620 
” 'i'lolaions rolod Ropls delmcato NRC ccf'cerns idoniifiod during mid eye lo 

cufp ,p^'.e>v & I censeo so; f assessment of conduei of operai'ons 
ieMVLLEJC flecicn 1, Ofc cf Jhe D reclor. 89/09/22 MCNEILL.CA Philado'phia 
E eci'icCb 2pp 51420 016 51420 l23 

B9100S0274 Insp Rep-S S0-352/A9’l5 & 50-353/B9-24 on 890626-0730 No violations 
fi'fdMa.of areas inspected maim & surveiianco tesnng.roviow of LERs A per oriic 
& opera t ona' ovems V.ewgraphs from 890724 mooirg enci 
DOEfiFLtNlT Region 1. Ofc ol Iho DreciO' 09/09/22 lOOpp 51420 010- 
51422 123 

8909200010 NRC Info Noi>C6 Q9 06B, 'Evalualon of Inslrument Sotpomis During 
Woos ” Svc 'isi end 

FCSSiCE Division o' Operat anal Events Assessmenl (Post 070411) 89/00/25 
Corsolicated Edisen Co. of New Yo'l». lr.c lOGpp 51337 200 51337 304 

B910050403 ForvifanJs Exam Ropls 50-352/a9-l3OL & 50 353/89-220L adniinisto.'ori 
on 890612- 16 A 19 NRC ccncernod about offect.vonoss of ulil canridoto srreon ng & 
mu^Lon process tral perrnilied marg nal indiv.duai for NRC exam 
GA'ORW Reg on 1. Ofc of 9.0 O.foclor 09/C9/27. MCNElLL.CA Phladolptra 
E-eci'c’Co 2pp. 51419 163 51419 311 


■8910050408 Exam Repis 50-352/89 130L & 50 353/89 220L on 890612-16 & 
V9?^amresbii9.aii senior reactor operator candidolos passed wruton oxams & eporat- 



51419 165 51419.311 


8909250252 NRC :nfo Nolco 89 060. Loss Of Thermal Margin Caused by Channol Do* 
Bc« ■ Svc list enci 

B0S5i.CE Dr/.sio.n ol Operations* Evonie Assessment (Post 570411) 09/09/29 
CoT'wWod Ed-son Co. of Newr York. Ire lOQpp 51531 001-51531.100 

6910040381 NRC Inlo Noi CO 09-070. "Posshle ind cations of Misrepresented Vendor 
pfodjcis ■ Svc I St end. 

ROSSiCE Division of Operational Events Assessment (Post 070411} 09/10/11. 
Cc-isolidated Edison Co. of New York. Inc 109pp 51531.1 10-51531 226 

B9101601S3 Ack rcce pl Of 090911 payrrent of Civil ponaUy in amount of $75,000. 
lEBERVAN.J Cfc of Enfo'cemonl (Post 870413) 69/10/12. MCNEILL.CA Philodol 
p^:a E-eexe Co ip. 51522 219 51522 210. 

M102Q0070 F nal responso to FOIA request lor records App A record oncl. 

GF.lMSLEY.DH D.vison Of Freedom of information & Publcalons Services (Post 
690205) 09/10/16 WELT, AM Alpha Omega Tochro'ogy. Inc 2pp 51542:100- 
51542110 

^910200073 List Of Ofc Of Invosigations casos resuiling in OOJ convictions as of 
891010 

• C'fce of 'nvestyaiions (Pro 800201) 09/ 10/10 ip 51542 110-51542 110 

8910130014 NRC In'o Nolc© 89 071. 'D-vorsion of RHR Pump Soal Coo'mg Walor 
FlowD^nng Recircu'aricn Operation Following LOCA ’ Svc list oncl. 

ROSS'.CE D.viscn of Oporat-onal Events Assossmoni (Posi 070411) 09/10/10 
Cense' daied Ed.son Co. of Now York. Inc 107pp 51531 227-51531.333 


B. Periodic operating reports & related correspondence 

8909280064 Monthly oporat.rg rents lor Aug 1900 for Liniurick Units 1 & 2.W/000014 
IT 

WLRPHYJJ, LEITCH.GM. Phj'ade'pha Elocir.c Co 09/00/31 11pp. 51350004- 

51350074. 

8910260259 Wonih'y operalnn roots for Sept 1909 for limerick Gonerntirrg Station 
U^i'.3 1 4 2W/a9l013 Ifr. 

VLPPHYJJ, LEITCH.GM. Pt“i:ado'pha Elecinc Co. 09/00/30. Ilpp 51893 351 
51623361. 

8910160219 Forwards facil ty annual plant mod rcpl for Jul 1980 • Juno 1989Adv.90a 
I'd! 690029 !tr (ran h milling ropt did not list NFIC Region I lor dislnbut on.W/o oncl. 
MUPPhY.Jj Philadelphia Electric Co 89/10/06. Documont Control Ornncli (Docu- 
nen! ConTOl Desk), ip. 51 537:3 18-51537.3 18. 


DOCKET 50-363 LIMERtCK GENERATING STATION, UNIT 2 


0. NRC Draft/Final Environmental Statements, suppfs & correspondence 

8910060082 Forwards FR notice cl avai'abiLty of suppi lo FES (NUREG 0974) prov.dng 
info re NRC onviron statements & prosonlinq ovaluaiion of alternalive of faci'ity oper- 
at:on w/insia'ialion ol odrii severe accldoni dos gn features 

SUH.Q.Y Pfolect OfGClOralG 1-2 89/00/29 Butzel & Kass 3pp 51430 049- 


6910050182 Forwards suppl lo FES (NUREG 0974) & FR notice of ava labi'ily Stppl 
contans ovaluatron of aliornativo of facility operation w/instai*aiion of fun her severe 
accident rnitigation dos yn feafu/es.W/o NUREG 0974 

SUH.G Y. Pfo.eci Directorate 1-2 89/09/29 SANDERSON.R Env.rormonlal Proioc- 
hon Agency 3pp 51430 230 51430.234 

8010170227 Forwards suppl to NUREG-0974. "FES ro Oporat.on ol Limerick Gonorat- 
ing Stahon.Un.ls 1 & 2' & notiCn of ava'lab.l.ty of suppl to FES for plant W/o NUREG. 
SUH.G Y Project C.recloralo 1-2 89/09/29 SMITH.P H Advisory Counc-f on Historic 
PfOSorvoKon. 4pp 51630.347-51530 352. 

-8010170231 Notice of avalabiity of suppl lo NUREG 0974. FES re Operation of Ll.m- 
orick Suppl provides NRC Ovaluaiion of nKornativo of facility cperaticn w/ins1ale- 
lion of luriher m-iigahon design feaiuros 

THADANI.MC. Project D.rocto.'ate 1-2 89/09/29 2pp 51530 351-51530 352 


F, Security, medical, emergency & fire protection plana 

8910030061 Forwards p'ant 1989 annual err.orgoncy oxerciso scenario package, for 
rov'ow Package Includes scenario objociivos. schedLles.exorcise rules & controller 
conifngency & a mu>aiion Info 

FOGAhTY.E P PhilodeiphiQ Electric Co 89/09/21 Document Control Branch (Docu- 
ment Control Desk). 3pp 61307 233-51387 235. 

6910050140 Rev 11 lo EPiP EP 243. ”S8mple Preparation & Handing of H-ghly flado- 
active Gas Sampfes ” W/890926 Ur 

DOERINGJ , FOGAHTY.E Phlado'phia Electric Co 89/09/26. I4pp 51416017- 
51416030 

8910160052 Forwards list idontifyhg addi Info requred to o.Tiofgoncy operations lacility 
(EOF) Bioflit^ & communication w/offsito loams re review ol acceptability of proposed 
combined EOF d.8Cu330d in ulil 890810 Ur 

BUTLER.WR ProiOCl D,fecio/olo f-2 09/10/06. HUNGER.GA. Ph:ladolphia Eloch.c 
Co. 5pp 51522.260 51522 264 

8910260240 Clarifies intent of reissue of Rev 19 lo emergency plan, iransmitod by 
090907 Hr & requests mat NRC destroy ell previous copies ol plan & retain row uo 
voi sol 

HUNGEFI.GA Phi'adelphia Gleclric Co 89/10/12 Document Control Branch (Docu- 
moni Control Dusk), ip 51607.301-51607 301. 


J. Insuranco & Indemnity information 

8910110113 Forwards Amend 7 to (ndomn.ly Agroomoni 0-l01.rofi‘ecting Increase in pri- 
mary layor of liability insurance Am.onds conform to changes made to Pr’ico-Andarson 
Acl onnetod on 080G20 

CLARK.n J. Projoci Di'OClcrato 1-2. 89/09/21. HUNGER.G A Philarie'phia Eloclnc Co. 
6pp 514 74 203-51474 208 


P. Operating license stage documents & correspondence 

8900280098 Gortoric Llr 80-20 to all fuel cycle llconsoos possessing, using or process- 
ing formula quantaios of SSNM ro protocied area long-io/m housekeeping Svc i si 
oncl. 

MCCORKLF.G.W. D.viSOn of Snleguertfs & Transporfation (Post 870413). 09/09/26. 
ConfiCi dolotl Edison C:o of Now York, Inc t3pp 51531:107-51531 117 

8910050202 Forwards license NPF 05 issued lO Phi'adOphia Efecinc Co for Limerick 
Unit 2.por 000923 rnqirest 

CLARK.n J Project DifOCloraiO 12. 00/00/28. ANTIfONY.R.L. Anthony. RL 2pp. 
51424 019-51424 026 


S. Reportable occurrences, LERa & related correspondence 

6910050414 lER 80 051-00 on 09083 l,conlfol room emergency frosh air supply sya in 
advereniiy secured from ch'orine isolation mode of oporoi on.caus-ng sys 
now'ab ^Caused by personnel error. iso'al ion manually irinalori.W/OD 100? Hr. 
piOR-SS.CR. WCCORMICK.MJ Phlsdelpha F.leciric Co 00/10/02 ?pp. 
51436001-51436 037. 

69l0tW032 LBR 89 052-00 on 8909 lO.d SCO vorud that IwiCO during roulino 
cvou'jci.reacior power changed tn oxcohs of 15% rated thermal power In 1 h w/o 
roments for sampling being performed W/OOlOlO (tr. 
tN^lSS.CR. MCCOnMlCK.M J. PhiadetpJva Electric Co. 00/ 10/ 10 7pp. 
51555076 51559 082 


69100401 17 Forwards nolico Of aval'abi'ity of suppl to FES for plani 
SUH.G Y. Projoci Diroctoralo i-2 89/09/29 HUNGER.GA Phladelplia Electric Co. 
4pp 51423 350-51423 355 

-0910040124 Nolico ol issuance & availabi'ily of suppl lo FES for plani Suppl provides 
NRC ovaluaton of alternative of faclity operation w/inslailatipn of further mitigation 
dosign loolures 

THADANI.MC Pro, 0 Cl Di'OClorato 1-2 89/09/29. 2pp 51423 354-51423.355. 

6010200069 Notilicaiion of Signficant l icensee Meeting 89-150 w/uti on 091006 In 
Linflold.PA to discuss liconseo self-assessment of plant startup test-ng program. 
nOEflriElN.L.T. Reg on 1. Ofc ol the Direclor. 09/09/20. Region 1. Ofc of iho Dree- 
lor. 2pp 51576 109 51576.190 


Y. Operator Examinations 


50 362/09-13OL & 50-353/69-220L admmsiorod 
on Bgo6i2-i6 & 19 NRC concerned about olfect.venoss of ulil candidate scrooning & 
cTiTS?!' F'O<:0Ss ihai peimilled marginal Individ ja1 for NRC exam 

Region 1. ore of the Director. 89/09/27. MCNElLl.,CA Phladolpha 
tlectncCo 2pp. 51419 163 -51419:311. 


“8910050400 Exam Repts 50-352/80- 130L 8 50-353 /G9-220L on 000612-16 & 
11 ^ lo^^ senior roacior operotor candidates passed wntlon oxams & operai- 

fIci frt T operate IS passed written exams Ail but one passed operating tesi 
CONTE.RJ Region 1. Ofc of the Director. 89/09/26 I45pp 
:>1419.I65 51419 311 


8910130149 Forwards surrmary of power asconsicn operation activil es.por W T Ru6se3 
request 

LEITCH.G M PhhadolphIa Eleclr.c C,o. 09/10/04 Document Control Branch (Docu- 
ment Conirol Desk). 10pp. 51499.249-51409:267. 

8910230038 Application for amend to license NPF-BS.consiatmg of Tech Spec Change 
Request 09- 1 1 .changing Tech Spec Survoil’anco Requlromont.Soction 4 7 4.b. “Plani 
Sys,Snubbor8, Visual Insp. ” 

HUNGEn.GA. Philadelphia Electric Co. 80/10/10 Document Control Branch (Docu- 
mont Control Desk) 7pp. 51580 257-51500 265 

-*8910230043 Proposed Tech Specs Change Reauest 89- 1 l.revisrg Survoi'lanco Re- 
quirement 4.7.4 D " Initial Visual insp of Snubbers.^' 

• Philadelphia Elocir.c Co. 69/10/10 2pp. 51580.264-51500 265 
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0910190035 Appirai on for amerris fo licunso^ NPF.39 8 , NPF BS, con 5 .st.rg of Toch 
Spec Chango Request 09 CO.sper Vi'-g rii.mber cl suppress rhambo' ro dryv^o . 
vacuu'n breaker pai'S requ-rad to be cperab'e 

hU.S'GEn.GA PTi adeiphia Llecinc Co OO/iOni Docurneni Coniro' Branch (Occu 
menl Co'^vol Qesk) 1 3pp 5 1 Sag 29f> 5 1 fi-iG 3 1 1 

-0910190037 Proposed Tech Specs reduceg ru'nbe: of Suppress on chambp.' to 
drywe l vacuum breaker pairs lequ rert lo bo operaWo as throe 
' Phifado^pf la EiPCiric Co 09/10/11 5pp. 51546 309 51546 313. 

0910160250 Generic Ltr 60 21 to all ho'defs of OLS & CPa lor nudeo' power reactCfS 
co-ncorr-ng request for nb ro siaius of imp o.'nentavo.'i of USI roqu remenis Sve I si 
encl. 

PAnTLOW,JG Assoc-aie Dirccio' Icr Projects (Post 87041 1) fl9/l0/l9 Consol:dal- 
ed Ed sort Co of New York, me 6Cpp 51622 009 61622 068 

8910180273 Goner c Lir 09 22 to a I 'iCOnsees of oporat ng reactors & hpldors Of CPs ro 
PQtef\bal for locreasecl root toads & piam area Uood tur\cjfi depth at i coosed nuebar 
power p'ants due to recent che'^go m PMP cnior-a Sve fist end 
PARTLOWJG. Associate 0 rector fO' Pro.ects fPosi 870411). 89/ 10/ 19 Consolidai- 
Gd Eoisort Co ot Now Ycrk, 'nc. 39pp 51 822 C69 51622 106 


0. Inspection reporls, IE Guliatina & correepotxfenca 

890901 033B NRC fnfo Not ce 89 065, “Potent’ai lor Stress CorroS'on Crack'ng m Steam 
Gone rale' Tube Plugs Supplied by Q&W " Sve list enci 

ROSSICC O.v.S'Oh of Opeiaivonal Events AssassmorM ^Posi 6704 n> ftO/09/06 
Censofidatod Edison Co ot New Yo'k. inc I08pp 51349 i 00 51349 2C8. 

8909060284 NRC inb Nonce 89 066. Oua'ihcation l ife oi So'eno d va^es " Sve I si 
and. 

ROSSI ,CC O.viSiort of Oporakrnal Events Assessment (Post 870411) 89/09/11 
Consolidated Edison Co of New York, Inc I05pp. 51337 096-51337 199 

8910050267 Forwards Seloly msp Repts 50*352/89 1 6 8 50 353/89*24 on 890626* 
0730.No vio'aliorts ootod Hopts dol>ned1o NRC co.ncerns 'donTifiGd during nvd cycle 
SALP rov.ew & licensee soU assossmoni of conduct of operaticns 
LINVILIE.J C Reg on 1, Ofc of iho Director 89/09/22. MCNEILL.C.A. Priiartolphia 
Electric Co 2pp 51420 016*51420.123 

-0910050274 Insp Repis 50*352/09*15 & 50 353/89 24 or» 890626 0730 No vrotahons 
noted Ma.cr areas irispected ma nt 8 survei'ianco lestmg.rcvlow of LERs & penode 
repis a oporahonal events Viev^raphs from 890724 moeimg end. 

OOERFLEIN.l t. Region l, Ofc of tho Oueclor 09/09/22. lOOpp 51420 018* 
51420:123 

6909200010 NRC info Noi ce 89 066, “Evaljaicn of Instrument Seipomts During 
Mods." 5vc list onci 

ROSSI.CE. Division of Operaiio/'al Events Assessment (Post 070411) 89/09/25 
Consol dated Edison Co of New Yo*k, fre I06pp 51337 2C0-51337 304 

8910050403 Forwards Exam Repts 50 352/89 1301 & 50 353/89 22CL adm nisterad 
on 890612*18 & 19 NRC concerned about olleclivenoss ol uW car didato scfeonng & 
cvaluaf.on process ibaf perm tted margiral individual for NRC exam 
GALLO.RM. Region 1. Ofc of ihe Director. 89/00/27. MCNEILL.C.A Phlade'phia 
Electric Co 2pp. 51419:163*51419 311. 

*•9910050408 Exam Rept 50*352f69*l3OL & 50 353/89 2POL on 890612*16 & tO 
Exam roBulls all senior reactor operator candidaies passed wriiien exams & operating 
tests. Ail reactor operators passed wnilon exams A'l out one passed operating test 
EASLICKJ.A. Region l, Ofc o* Iho Director 89/C9/26 145pp. 51419 105-51419 31 1 

8910100331 Fcuviards OpetaHonal Rcadnosa fnsp Rapt 50*353/89 81 oo 893730 0604 
& nolico 01 violaiion. 

LfNVfLLE.J.C Region 1. Ole of the Duector. 09/G9/27 MCNEILL.CA Pmadelph-a 
Electric Co. 2pp. 51461.038*51461:067 

-0910100335 Notice of vio’ation from insp on 890731*0804 Viofaiion noted Survoi fanco 
teat procedure (or raaclcf rocircuiat'on sys quarfedy vave test coniamed errors from 
rev process & lacked review prior fo issuance. 

* Region 1, Olc d 1 iho D.tottor 89/89/27. ip 5l46l 040 5U6l 040 

-8910100341 Insp Ropl 50*353/89 81 on 890731 0804 ViClpt cn noicd Major areas 
inspeefed read ness of licensee fo safely conduct power cperairons at faci'ity consid 
orinn near-term full power Hcensi'^g 

CRE<>CeN20.F.. OOERFLEIN.L Regcn 1, Ofc ol Iho Oti octet 89/09/27, 27pp. 
51461.041 51461 067. 

8909260252 NRC Into Notice 89*069. "LOSS of Thermal Margn Caused by Channel Box 
Bow ■' Sve list onci 

FlOSSl.CE QMlon of Cpotanonal Events Assessment (Post 6704111 89/09/29- 
Consol dated Edison Co. or Now York, (nc lG6pp 51531 001*51531.106 

B9 102300 36 Appl.cal-on for amend to license NPF-85.conslsi ng o) Tech Spec Change 
Request 89*11. changing Tech Spec Serve I'ance Requirement.Sccilon 4.7 4.b. '‘Pfani 
Sy s.Snubbers .Visuallnsp ■■ 

HUNGER. G A Phifaf/olphia Electric Co 89/10/10. Document Control Branch (Docu* 
menl Control Desk), 7pp. 51580 257*51580 265 

-8910230043 Proposed Tech Specs Change Reqjesi 89* n .revising Surveriance Re 
qu'remont 4 7.4 n "Initiaf Visual (nsp of Snubbers " 

• PhladelphiaElectncCo 89/10/10. 2pp 61580:264*51580 266 

8910040361 NRC Into Nokce 89 070. “Po&Sib'e ind cavions of Mistepiesehied Vendor 
Products ” Sve lisl ertcl, 

RDSSI.C.E. Division of Opcraional Events Assessmeni (Post 870411) 89/10/11 
Consohdai fid Edison Co oi New York. Jnc 109pp 5l531 110*5l53l 226 

091O16Q153 At^ fece pt ol 8909 11 payment ot o.vil penalty in emount ot $75,000. 
tlEBERWAN,J, Ofc ol Enfo/comoni (Post 870413), 69/10/12. MCNEJLL.C A Phladel* 
phia Elocinc Co. Ip 51522:219-51522 219 

8910260159 Forwards Sianup Insp Rept 50 353/89*27 on 09091 1 12 & 14 15 No viola- 
tions noted. 

DELLAMV.HR Region 1, Ofc of the Oirecior. 89/10/13. MCNEILL.CA Phiiadolph a 
Eloctnc Co 2pp. 51612.007*51612.014 


-8910250163 Startup Insp Repi 50 353/09 27 on 890911-12 & 14-15 f 
roted Ma,or areas inspected radio'ogicai controls p/ogroms,i'’.cijd rg sh.ei 
surveys, fockod h*Gh radiation areas S shm.monl ci inierrned ate ra''GO r~or 
ORAGOUN.T . PASCIAK.W. Region 1, Ore of (ho O.rector 09/10/06 6pp 
51612Q14 

6910130014 NRC Into Nolice 09 071. “Diversion of RHR Pump Seal Ci 
r.'ow During Recirculation Operation Fo'.'ow‘ng LOCA ” Sve I St end. 
ROSSi.C L Division of Opo/aiional Events Assessment (Post B70411 
Co-nso “dated Edison Co or Now York. Ire I07pp 51531 227-51534 333 


R. Periodic operating reports & related correspondence 

8909200064 Monthly oporaring repts lor Aug 1989 lor Limenck Uals 1 & 
Kr 

MURP11Y..JJ, LEiTCH.GM Fhiiadeipiia Elccir:G Co 89/08/11 iicp 
51350 074 

B9 10280259 Monthly operat r.g repts icr Sopi 1989 for Lmrer.ck Goner. 
Units 1 & 2.W/89I013 ltr, 

MUfiPHY.JJ. LEITCH.GM Pfi'adOlphie Eleclf'C Co 09/09/30 1 1cp 
51623 361 


S. Reportable occurrences. LERs & related correspondence 

091O24D27O LER 89 007*00.on 890920.uni p.'accd in startup cporainq i 
RHR subsystem B in shutdown coofmg mode rather than uPCi morloCa 
cedura poncomp'.anco due lo personnel orrer indiv'dual counseled W/ 69 1 
ENDRf5S.cn, MCCORMICK.M.J Phiiadolpt-ia Eiecir.c Co 09/i 
51500 350-51500 35*1 

6910270025 LEFT 89 008 -00. On 0 90 92 2, discover od mat norn'al-V Opsn rrarti 
cy SVC water isolat*on valve found lo bo in ciosod posivon Exaci 
dcle/m ned ValvG premptiy oponotf. Admlmstrafiva Procoduro A B rov.se 
lu. 

ENDRiSS.CR.. DOERIN.J Phladelpha Electric Co 89/10/20 6pp. 
51636.014. 


V. OperalOT Examinailona 

8910050403 Forwards Exam Repis 50*352/60 l30l & 50 353/89 2SCI 
on 09G612*16 & lO.NRC conce/rod about elfecl.veness of ul'l can J date 
ova'uaiion process that po.'^m.tteit mary nal individual for NRC exam 
GALLO.RM Regon 1. Ofc of tha Dirocio/. 89/09/27. MCNEILL.CA 
E'ectneCo 2pp 51419 163-51410.311 

-891006040B Exam Repts 50-352/89* 130L & 50 3 53/ 89 *220 L O.n 8 
I9.£xam results all so.niDr reactor operator cdnd dales passed writisn oxa 
.ng tests All reactor operators passed wriiion oxams.All but or.e passed o. 
EASilCK.TA. CONfE.Rj. Hogion I. Ofc of the Director 69/09 
51410.165*51419 311 


DOCKET 60*354 HOPE CREEK NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency & fire protection plans 

8910030258 Revised EPJPs.includ ng Rev 3 to EPIP l003,Rev 5 to EPIP 10 
EP)P 1013 S Rev 1 to EPIP 1014 

' PuDLc Service Elocltic & Gas Co ol Now Jorsoy 89/09/15. 7Spp 
51366 247 

8910030289 Revised EPIPs.consistmg of Rov 7 to EPIP 901 & Rev 5 lo E 
v.sod table of conionts also present. 

BURGIN.DS Pub'ic Service Electric & Gas Co oi Now Jersey 89/( 
51373 314*51373:342 

0910040158 Revised B Pi Ps. including Rov 8 to CPIP 602, Rev 7 to EPIP603 
tab^e ot contents 

‘ Public Service Electric & Gas Co ot Now Jersey. 09/09/15 lOOpp 
51383:271. 

8910050026 Rov 2 to "Evoni Classificaiion Gu do " W/rev.sed labio of com 
' Pub*iC Sorv.co Electric & Gas Co. of New Jersey. 89/09/15 29pp 
51416228 

891QQ50036 Bov 3 10 EPIP B05, “'EmeTgency News CU CommuNcawchS 
SiaH Response • ENC.*' 

* Publ“c Service Electric & Gas Co. of New Jersey. 09/09/15 l2pp 
51413 199. 

8910QS0223 Revised Artilitml Is'and Ernetgonev Plan Siabon Pfoceduras, 
Rev 3 lo EPIP lOUf.Rov 4 to EPIP 102i/.Rev 5 lo EPlP lOan.Re 
l04H.Rev g lo EPfP 204H.ROV 8 to EPIP 302H & Rev 6 to EPIP 303H 
FAWCETT.D PubLc Service Electric & Gas Co. ol New Jersey. 89/0 
51480.274 5148 rO/5. 

8909270185 Forwards Safely Insp Ropt 60*354/09-14 on 890620 08 Mi 
noted inspectors noted add) ettenfion to detail errors by facility pe'£Oni 
ones descrihod rn most recent SALP Rept 50 354/88 09. 

LINVILLE.JC. Region i, Ofc of me D.-rGClor 89/09/19- Mll.TENBERG 
Service ElecUiC & Gas Co. oi New Jeisoy. 2pp. 51343 334*51343 346 

-8909270192 Insp Ropl 60-354/09-14 on 890620 0814.No viofei ons 
a.‘6ss inspected operatlons.radioloqlcal controls. maint & 
test-ng.emergency pro pa redness, security, onyinoerrng/lechn cai Slipped 
sossmeni 

SWFTLAND.P.D. Region 1. Ofc ol the Director. 89/09/18 lip? 
51343 340 


DOCKETED ITEMS 
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fo'Vi JfdS suirmsrv of 890815 meetiny & SAl P Hepls 50- 2 72/ 08 
111/00 ■'"9 & 50 354/08 93 Hopa Creek needs to reduce personnel o'rrrs m 
ic 5 S Sa'o"' performance m opofatO-'is mamt A orr-crgency preparedr ess do 

’^IcFii wT Hegon 1, Ole of ihe DtOC’O'. 89/09/25 VlLTENBFnGER.S Piibhc 
E ktre S Gas Co o' New Jefsoy 93pp 51356 1 90-5 1358 358 


Q. fnspocllon reports, IE Bullellns & correspondence 


0909010338 NRC inlo Notice 09 065. "Poiontal fer Stress Corroson Cracking in Stomi 
Gone.Mlor Tube P.'uys Supp'iad hy BAW ’ Sve ksl one) 

HOSSl.C E DiviS'on of Ope'alional Everts Assessment (Post 0704 11). 89/C9/08 
C:cr.so!idatt’d Edison Co of Now Yo;k, Inc lOOpp 51349 lOO 51349 ?C8. 


ainflJ0203 Emal SALP Repi 50-354/88-99 for 0901 16 890430 
R^Tl clc of IHOO recto.'. 89/09/26 34pp 51350 321-51358 359 


•3120200 Rev 2 10 Errorgoncy Now Cir tCNC) Procedure EPIP 802. "ENC Manage.*" 
I Qa-y A to ta^' O of conlenls 

^■bc SeUe Eloci'ic & Gas Co of New Jersey 89/09/29 I3pp 51488 297- 


■nsufa.''Ce 4 Indemnity information 


8909060204 NHC In'o Notice 09 066. Cu.Diiirolicn L '0 Ol So'ofotf Valves Sve iRf 
end. 

HOSSl.C E O viSicn ol Cporafo.nal Evonls Assessmort (Post 870411) 89/09/11 
C'onscI dated Ed son Co of New Ycri. Ire lOSpp 51337 095 5133/ 190. 

0909270185 Forwards Safety msp Hopl 50 354/89 14 o.n 800620 0014 No violnl-ons 
noiod Inspectors noted add) alto.';i:o'i lo deiail orro.'s by facility personnel simlar to 
ones doserbod in mosl recent SALP Hopl 50 354/88 1)9 

LINVIILE.JC Rogon 1. Ole of ibe D rector 69/09/19 MIlTENBERGER.S Pv.bic 
Servtco E'Oi'ttr.c A Gas Co of New Jersey 2pp 51343 334-5 1 343. 34G 


14060333 Fc*w3fdS Amorid 14 to Indcmnily Agreerront □•74 ro changes lo 
O^HO. Fma'icial Proieciion neqjircrr.ents A Indemniy Agroorr.ontS’ A Price An 
Amends Act of 1988.10.* signalufQ 

'm 6AK'CV STONEJ.C PfO.ficl Drectorafo 1-2 89/10/02 MILTENDERGER.S 
’?5 c SsfMce Eiacitic A Gaa Co of New Jersey. 6pp- 51435 090 51436 095 


•8909270192 Insp Ropl 50-354/89 14 o'! 890620 08 1 4 No violations nnloiJ K/a|0' 
nroas nspecied nporations.radiOlc;]ical controls maint A survullanco 
tosiing.onio'0or.cy preparodnoss.socunly, enyincoring/lechmcal support A safety as 
sessrroni 

Swr.TiANP.P D Rogion 1. Ofc of Iho Oirocfof 69/09/18 npp. 5134:1 :)30 
51343 346 


Operai ng license Stage documents A correspondence 

10020101 Appiicat on lor ame.''d lo License NPF - 5 /.deleting rois lo conditions per mil. 
ed our.na startup les^l ng program Changes would aid operalional uso of Tech Specs 
assure mai mlo conva riad wnti f> document lotlecie cpctaiion ol plwt 
V tfn 0 ERCER,S Pu’jic Servico Elecir.c A Gas Co of Now Jersey. 89/09/25 Dec- 
.rVf Cc'ifo' Branch (Doctmenl Control Desk) l tpp. 51369 194.51369 222 

310020102 Proposed Tech Specs. deleting rots lo condiions permiiied during starii;p 
Drocram 

PoU-c Serveo Eioclr c A Gas Co of Now Jersey flO/oo/25 ispp 51369 205. 
136922? 

19203098 Genanc Hr 09 20 to all fuel cycle liconseos possess-ng using or P’oeoss- 
ig 'crrTiuia qjantiies of S5NM ro protected area long term hojsokoop'og Sve i.sl 

rtC' 

'CCC.RKlE.G W- C.vison cf Rafogjfl'ds A Transponaton (Post 070413) 89/09/26 
O'*so!ds'ed Ea.son Co ol Now Yo^k, Inc I3pp 51531 107 51531.117. 

;3030314 Fonva'ds Arr.ond 33 to Llconsa NPF-S? A sofoly ovoljailcn Amend revises 
trch Specs by ten'O'^-na doscTpton ol spool c luol assembly A conlioi ted dos-gn 
^j'ufes A rep'ac.ng descripllon w/more generic doscr phnn 

hRAKi.C Pro;pcl D.'ectorale 1-2 89/0!)/2/. MILTENDERGER.S Puhic Service 
lectfiC&Gas Co of Now Jersey. 3pp 5 1389.34 1.51380.352 

J1M30321 Arrond 33 10 L'COnse NPF.57,fev(3 r-.g Toch Specs by removing descnji. 
c.“ ol spec.fic fuel assflfrbly A conirol rod design foaUifOS A replnc.ng dosenpton w/ 
"Kjre cc.^eriC doscr iplio.n 

'JTU8.WR Ptc^ocl Otf«c ‘rotate 1-2. Q9/09/27. 5pg. 61389 344.51389 348 

)f503D324 Sa'ety evaluation si^porlmg Amend 33 lo License NPF-S?. 

Oitice cl Nuclear Reactor FTegulfiiion. Direclor (Post 870411). 09/09/27 4p;) 
1369349 51389 352 

.9120155 Discusses nle*p*elfillon of Amend 25 to Toch Specs to oxionsion of 18 
•erh surve.ilance requ renriGnls of Tech Spec 48i I2h for omofgoncy d:osoi 
^tc'iuys Tech Spas Inlet ptoiaV.cm ptopiifed which idoniilvos addl tectjtomonts 
HTE‘.BERGER.& Public Service Electric A Gas Co of Now Jersey. 80/10/03 Uoc- 
nent Conirol Branch (Gocumonl Conirol Desk). 2pp. 6148B.253-514G0 254. 

13170236 Sub-n is addl Info ro Generic Llr 83-28,lloni 2.2 1.4 concerr'ing mgi conirols 
5r oqL.c.Tieri claMihcaiie.n Mgi conirols ovor idonl licalio.*! A classiliceticn of equip 
'art adeQjaioy add^essed.bssed on staled Info. 

ABRutVAS Ruble Service Electric A Qaa Co. of New Jersey. 89/10/11 Document 
erL'ol Brarch (Oocutnent Cerxirol Desk) 2pp 51536 353 51530 354 

10100194 App'.cation for amend to License NPK-57.rov.9lng Toch Spec 5 6.3. "Sponi 
US' Storage Capacity. " la perm.! inslallatlon ol sufficient rack modules to bring spnnt 
je sb'age capacity up io original design value 

^ITESBERGER.S. Public Service Rlocirlc A Gas Co of Now Jersey. ti0/i0/li. Doc- 
■Ten Conirol Branch fOocumonl Conirol Desk) 3pp. 5) 546:09 1-51 545.101. 

J1O10Q196 Ptoposad Toch Specs revlalrug "Sponl Fool Siotago Cepactly,*' lo pormti 
'ita st.on cf sufficient rack modules to br ng spent fuel storage capacity up lo ongi 
dl design value 

Pubic Sorvice Eloctrc A Gas Co of New Jersey. 89/10/11. 8pp 51545 094. 
.1545101 

19230055 Forwards rrorl to NJFDES Permd NJ00254 1 1. replacing oxisl-ng chorrical 
xygen de-nand mo.n toring requ romonla A limiiol ons w/loial organic carbon rncn.lor. 
^ f equ^^^a.ranis A firw la lions 

/ Li£N5ERGER,S Pub ic Servico Electric A Gas Co. of Now Jersey 89/10/13. Doc 
ineni Centre I Branch (Documenl Control Desk) 2pp 51580 276.51 500:282. 

?f5^W)95 NPOES Pormil NJ002641 1. issued to Hope Creek Gonoiaiing Stabon 
^AHANEO.L. New Jersey. Stale of. 80/09/27 6pp. 51580 277-51580 282. 

10150250 Genenc Ltr 09 -21 lo all holdors ol OLs A CPs lor nuclear power reaciors 
^i^ferning rety/esi lor n'o re stales of l-ixpUrnianiaiion ol USl rociuToments Sve list 

Associate Director lor Projecis (Post 870411). 89/10/19. Consolidai- 
‘dtd.sonCo of New York, tne 60pp. 51622,009 51622 068 

Gerer c Hr 89 22 10 all I censees of nporai'ng reactors A ho’do-'s of CPs ro 
'^«ri:al lor increased roof loads & pJanl area flood ruroll depth at licensed nuclear 
)AQ^i due lo recent change m PMP crdoria Sve list encl 
J'JD-OW.JG Assccial© Director for Proiecis (Post B704f 1) 89/10/10 Consol flat- 
■fltesenCe 01 New Yo.'k, Inc. 30pp 5 1622 .069 -51 622 1C6 


0909200010 NRC fnlo Notice 00 G68, Eva'uaticn of Instru-ronl Snlpoi'its During 
Meus Sve !ibl encl 

ROSS.CE Division ol Cporatonal Gvonis Assossmoni (Post 870411). 89/0R/25 
Consn'idatcrl Ed son Co of Now York. Ire I06pp 51337 203 . 51 3 J7. 304 

6910020198 Fo.'wardS Summary of 890015 moouny A fiufll SALP Rcpis 50 2/2/08 
99,50 311/08 09 A 50 354/08 OO.Hopo C'ook r.eods io reduce porsonnol errors m 
listed areas Satom porlcrmanco n cperai ens maint A omoryericy pruparednosb du 
cl r od 

nuSSELL.WT. Region 1. Ofc of iho Drecio.*. 09/O'J/25 MILTENOEHGL-fl.S f>ublc 
Serv eo Efoctr.c A Gas Co of New Jersey 90pp 51358 190 51358 358 

-0010020203 Final SALf» Rept 50-354/00 99 for 8801 16 090430 
* Mogert 1, Ofc ol mo D-rociof B9/0D/25 34pp 51358 321 51358 ‘J58 

0010100292 f t)rwa'(ts Evam Ropl 50 354/89 OfiOL admin sicrnd dufif.g W'v of 090717 
GALLO.H M Rcciort 1. Ole of iho Oirncior Q9/09/20 MILTENOERtjER.R Public 
Sufv.co Elocuic A Gas Co of Now Jerauy 2pp 51469 249.51459.325 

-0910100299 Exam Hepl 50*354/80 08Ou on 80071 7 20 Exam rosHls.a'I four roacto: 
operator nppliconts passed. 

FIOREK.D, CONTE.nj Rog.on l. Ole ol mo Droclor 89/00/22 ft^pp. 51450 251. 
51459 325 

0900260252 NHC Into Net CO 89 C60, "Loss of Tho'rr.al Mafgin Caused by Cti.innol Rox 
Dow Sve I'Sl onci 

ROSSi.C E Division of Oporahonal Evonls Asscssrrnni (Post 070411). 89/00/29 
('onsoldaiod Ed'Son Co of New York. Inc. lOCpp 51531 031 -51 531 108. 

0910040301 NRC Info NoiiCo 80 070. ''Possible tndcaicns ol M-srciprosuntOd Vumlor 
Products '■ SvC list and 

ROSS'.C.F OiviSlcn ol Oire.'alionoi Events Assossrront (PohI 870411). 89/10/11 
Co'isol ilalod Ed son Co of Now Yo‘k. Inc lOOpp 51531.1 18 5153 1 228 

0910260152 Forwnrtfs Rcqualificakon Program Evo'uqIioii Ir^sp ffopi 50.354/89 
120L Exam administorod dunr^g wk of 8906 ID 

GALLO.RM Hoyiori 1. Ole of iho Drocicr 89/10/17 MILTENDERGER.S Ruu'iC 
Sonneo Electric A Gas Co ol New Jorsoy 3pp 51612 160.51612 109 

-0910250160 Exam Ropl 50 354/00- 120‘i. on 890619 24 Exam rosullsa'I four runr.to' 
epo/ators A oght ol lO sono.' roacior oporalnrs oxomnod passed uH porbons of 
exam 

WAl.KEHJ. SfSCO.C, CONTE. R.J Region l. Ofc of iho Diroclor 89/10/05 24np 
51612 163 51612 186. 

0010130014 NRC Into Nolico 69 071. Divorson of T81R Pump Seal Cooing WaiO' 
Flow During Rocircu’ation Oporaiion Forowing LOCA ' Sve Ii91 end. 

ROSSI.C.C Division of Oporalional Events Assossmcni (Po&l 870411) 89/10/10 
Consol dated Erlison Co. of New York. Inc 107(jp 51531 227-51531 333 


R. Periodic operating reports A related correspondence 


0910240169 Monthly cporaimg ropl lot Sopt 1080 lor Hopo Crook Conorot ng Station 
Unit 1 W/091Ol6llr 

JENSEN.H, HAGAN,JJ Public Sorv.co E'oclnn A Gas Co of Now Jorsuy 80/f)U/33 
10pp. 51689.107.51589 11G 

6910160280 Forwards "Cporaticnal Summary Ropl for Hopo Crook Gor.ointng Staton 
Sail Drift Monitoring Program.Jan 198/ - Mar 1089." Hosu'.is ol monilunng aciivity 
show only mno.* locall^o□ellocls of cool.ng towor drift doposllion 
MILTENBERGER.S Public Service Eloclnc A Gos Co of Now Jorsoy 80/ 10/ lO. Doc- 
ument Control Drench tDocumont Conirol DosV) 3pp. 51516 01 7-51510 228 

-6910160292 "OperalionRl Summary Ropl for Hope Crook Gonoroting Stahon Sail Drill 
Mo.mioring Pfomam.Jan 1007 • Mar 19 (j9" 

’ Woodward Cfydo Consultants. Inc 07C4ei1 89/09/30 20Cpp. 51616:020- 

51516 228 

0910260130 Forwards amended monlhly oporating ropl for Sepi 1090 Icr Hepo Crook 
Generating Slat:on.Unit 1 ro opcralinq sialislics 

HAGAN.JJ Public Service Electric A Gas Co of Now Jorsoy. 99/10/10 Docurront 
Conirol Branch (Documoni Conirol Desk) ip. 51623 120 51623 130 

••0910260134 Revised monthly oporat.ng rept for Sopl 1909 for Hope Crook Gonoraiing 
Slolion.Unl 1 

JENSEN.H Public Service Eloctnc A Gas Co ol New Jorsoy 80/09/30. in 
51623 130 51623 130. 


114 docketed items 


S. R^poriabfc occuffences. LERs & related correspondence 

8910050397 LER 09 017 00 On 850800. reecior scrani otcutted due \0 result Ol IOvj to- 
acior pressu/e vessel water level signa? Caused by mstallaKon of ai' •'me fa lure dunng 
corsl L6A^ check of all sddored connecnons dono W/891002 Hr 
COWLESR B. HAGANJ J Public Se/v.co FlecinC & Gas Co of New Jersey 99/09/ 
30 5pp 51436 044.51436 048 


V. Operator Eva ml nation a 

8910100292 Forwards Eifam Repi 50-354/89 C60L admin ste/ed during wK of 990717 
GAtLO.RM. neoion l, Ofc of the Oirecio/ 89/09/26 MILTGNOEROER.S. Pubic 
Service Elec tnc & Gas Co of New Jersey 2pp 51459 249-51459 325. 

"8910100299 Exam Repl 50-354/89 08OL on 89071 7 20 Exam results all four roacior 
ope-raior applicants passed 

FLOREKO. CONTE.n J. Reg on 1. Ofc Of the D rector. 89/09/22 63pp 51459 251- 
51459 325 

89102S0152 Forwards R equal, he a t< on Program Evaluation Insp Rept 50-354/89 
120L Exam adm mstered during wk of 890619. 

GALl-O.R M Region 1, Ofc of ihe Director 89/10/17 MILTENBERGER.S Public 
Service Electric & Gas Co ot New Jersey 3pp 51612. 16O-51612;109 

-8910250158 Exam Ropl 50-354/89 120L on 090619 24 Exam rosultsal fou-' reacio' 
operators & eight of 10 senior reactor operaiors examined passed ail portions of 
exam. 

WALKER.T., SfSCO.C , CONTE.R J Region 1, Ofc of the D.rector 89/10/05 24pp 
51612 163-518I2:186. 

-8910250160 Forwards completed grade sheei.showing exam results for individuals ob- 
served by NRC evaluators for both written & operational exams admin stored during 
890619-24 

HANSON.HO Public Service Electric & Gas Co ol New Jersey 89/08/10. 
GAiLO.R M Region i. Ofc of Iho Director 3pp 51612.187-51612:189 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION, UNIT 2 


8. Reportable occurrences, LERs A related correspondence 

8910180338 LER 89-005 00 on 69091 3,turb ne A roactor Irip occurred due to oponing of 
breaker C8-3 inside reactor proioction sys cabinet Caused by inadequate work order 
work doscripUOrx Sensilwe Svs procedures reviewed & rev,socf W/8Ql0t3 tU. 
HOLIFIELD.C.D. SAGER.O.A Honda Power & Light Co 0D/1O/I3. 5pp 51537 001- 
51537.005 


DOCKET 60*356 UNIV. OF ILLINOIS RESEARCH REACTOR 


P. Operating license stage documents A corcespcndertce 

8910050064 App'ication for renewal of License R-1 17 to continue uiiiizailon of facility for 
educational & training purposes for Nov 1969 - Nov 2009 Response to NRC 881205 
Guidance itr end. 

JONES, B.G. Illino's, Univ. of. Urbana. IL. 89/09/29. Office ol Nuclear Reactor Regula- 
tion. Director (Post 870411) 5pp 51416 238-51417 022. 

“6910050067 "SAR lor lew Power Reader Assembly” 

• (ll-nois. Unrv. of, Urbana. IL 89/09/30. 100pp. 51416 243-514 16.342. 

“B9 10050074 ‘'Annual Rapt for 880801-890731.” 

• W nois. Urnv. ol. Urbana. ll. 89/07/31. 2pp. 61416043-51416 344 

"8910050077 "App A. Tech Specs for Un-v of Illinois al Urbana Champagn Low Powor 
Reactor Assembly.” 

BECK.G P. lV.rfrt>l3, Ufirv Ol. Urbana. IL 69/09/30. 26pp. 51416345-5141? 009. 

-8910050138 Provides operator requaliFcalion program to comply w/emond to 
10CFR50. 

BECK.G P . ’NVMAN.M.E.. WEHRlNG.BS linels. Univ. of, Urbana. IL 75/01/10. 
Atomic Energy Commission. Oireclorate of Licensing. 3pp. 51417.010-51417:022. 


DOCKET 60-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT \ 


A Appllcahon/construclfon stage documents & correspondence 

8909280098 Gononc Llr 89-20 to all fuel cycio liCOnsoos ppssoss ng. us.igi), 
ing formu'a qubniiilos Ol SSNM to pjoiecied area lono-loim 
OncI 

MCCORKLE.G.W Oivrsion of Safeguards & Transportation (Pom 6704i3i i 
Consolidatod Edison Co of Now York.mc I3pp5l53ll07-51531;117 ’ 

8910160250 Gononc Llr 09 21 to all lioldcra of OLa & CPs for nucloa' 
concornng roquost for info ra status of implemenlallon at IfSl requ-rener 
onci 

PARTLOW.JG. Associalo Dirocior lor Projocis (Post 070411) 80/10/19 c 
od Edison Co of Now York, Inc 60pp 51622 009 51622 U68. 

8910180273 Generic Ltr 89-22 lo all liconsoos of oporaling roaclors & ho*fj 
potenfial lor rncroased roof loads & plant area flood runoff dopth ai licen^ 
power plants duo to roceni change in PMP cnloha Svc list onci 
pARTLOwj.G. Associate Dirocior for Projocts (Post 870411) 09/10/19 c 
ed Edison Co of New York. Inc 39pp 51622 069-51622 100. 


Q. Inspection repoiia, JE Bullellna & correspondence 

B909010338 NRC Inlo Notice 80-065, ‘‘PolonKnl for StfOss Corros'on Crac^oc 
Genofdior Tube Plugs Suppl-ed by B&W.” Sve liSl onci. 

ROSSf.CE. Division ol Oporotional Events Assossmonl (Post a?04ii) , 
Consoildaiod Edison Co. bi New Yofk, Inc 108pp. 51349:1(^-51 349 203 

8909060264 NRC Info Notice 89 066. "Qja'ificaiion Life of Soioroid VaVei 
onci. 

ROSSl.C.E. Div.sion ot Operational Evonis Assossmont IPout 87D4ii| 
Consol dated Ed«9on Co of Now York. Inc lOSpp. 51337.095 51 337.1Q9 

6909200010 NRC Info Notice 80-008. “Evaluation of Insirurnont Sotpex'' 
Mods ” Sve hsl onct. 

ROSSl.C.E. Division of Operational Evonis Assossmonl (Post 87C-lli| 
(^nsolidaled Edison Co. of Now York, Inc. I06pp 51337:200 51337 204 

8909260262 NRC Info NoLco 60 069. "Loss of Thermal Margin Causod by Cr, 
Bow.” Sve list end 

ROSSl.C.E. Division of Oporalionaf Events Assossmonl (Poet 870411) 
Consohdatod Ed'aon Co. of Now York. Inc. I06pp. 51531 001-51531 106 

0910040381 NRC Info Notico 69-0/0, "PussihIo Indications ol Misrop.'ason', 
Products ■■ Sve net onci 

nOSSl.CE Division of Oporaiional Evonis Assossmonl (Post 070411) 
Consolidated Edison Co of Now York, inc. lODpp 51531:1 10-5153 1.226 

89 to 1300 14 NRC Info Notice 89-071. "Oivofsion of RHR Pump Seal Coo' 
Flow During Roctfculailon Opotaion Followir\0 LOCA ” Sve list Orel 
ROSSl.C.E. Division of Operational Events Assofismeni (Post 07C41I). 
Consolidated Edison Co. of New York, Inc lOTpp. 51631:227-51531 333 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Sacutily, madlcal, amargenev & liro prolecDon plans 

8910030287 Advises thai portions of 880624 & 0025 Revs 10,10A S 20 10 pi 
curity pfan consistent w/l0CFR50 54(f>) & accoplablo Unaccopinti'o pc-io 
(ref IOCf-fl73.21) 

SCARANO.n.A. Region 6. Ofc of Iho DvOClor. 69/00/16. MORGAN HE 
California Edison Co. 4pp. 61374:237-51374;240. 

8910120120 Rovisod EPiPs, Including Temporary Cimngo Notico 4-4 to Rov4 
VIII- 10. ‘‘Emergoncy Coordinator Duties,” Temporary Channo Notice 5-1 I: 
S0123-VIII-30 & Temporary Change Notico 6-4 lo Rov 6 to SOI 23 - VII.' jO 1 
ltr. 

Pl.APPERT.RD. Soulhern California Edison Co. 09/10/04. 2C0pp i 
51488:052. 


R. Periodic cpetellng teporle & related cotrespondence 

8910060310 Forwards "Annual Repl Aug 1968 ■ Jul 1089 " 

POHLOD.C S , WlLLfAMS,J.G.. MJLEY.G.H irmois. Univ. of. Urbana. IL. 09/09/26 
Office ol Nuclear Reactor Regulation, Director (Post 870411). ip. 51435: 113- 
51435:1 15. 


continue utilization of facility for 
DOO.Response to NRC 881205 

to of Nuclear Reactor Regula- 


8910250009 Ack roce-pl ol B90005 llr iranam.Uvng aconarlo lor 10GO piani a'v 
gency preparedness exorcise. Scenario moots previously agreed lo 
ted by 890602 llr. 

FISH.R F. Region 6, Ofc of the Director 09/10/11 RAY.HB Scytern 
Edison Co ip. 51607. 209-51607 -.211 . 

“6910250010 Forwards package for annual exorcise scheduled lor plarii do 
891023 for review & approvarw/o onci. 

BELUS.K M. SoulhDTn CalHornla Eel son Co. 09/09/05. DSll.R. Rogion 5. 
Director. 2pp. 61807:210 51607 21 1. 


H, General correspondence 


16344 

allon ot laoikty tor 
e lo NRC 661205 

.r Reactor Regula- 

ply w/amend lo 

4a, IL 75/01/10 
3-51417.022. 


8910060185 Requests lhal eppilealion foe for 870825 appllcai on for appfova 
rale rosirucluhng.wh'ch will roauU in creation of holding compar^y.be ean* llo- 
days of ltr receipt. 

DIGGS.R.M. License Foe Manegemont Qranch. 86/02/08. DASKiN.KT 
California Edison Co. Ip. 51405 260-51405 280. 


J. Insurance & Indemnity Information 

B910060061 Forwards Amend 18 lo indemnity Agreement D-31 m t 
10CFR140. “Flnancfal Protection Requifomente & Indomnly AgreGfre'''s. 
800701. . 

KNIGHTON, G W. Division of Heacior Proiocta - NI,IV,V & Spec<0l Pre^ 
870411). 89/09/29. RAY.H.G. Soulhorn California Edison Co. 18PP ' 
51430.112. 
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atagd docutnenla & correspondencs 

1 djQSQl generator governor manual & olomeniary diagrams provid- 
iw ol mods made to diesel generators cons-steni w/gj rtar'ce pro 
'.cLirfi4-l5- 

G/fi Cal'tornia Edison Co 89/06/26 Document Control Branch 
OosM 36pp- 474:335-51 4 75 009 

i info re environ monitoring program Sen Clamente rosdenco 
vnt environ samp'ing program Decrease m calculated doso at Sen 
soiled from update to plant offs. to doso calculation program 
Southern California Edison Co 09/09/21 Document Control 
Conlfol Desk) 2pp, 51360 282-51360 283 

i NPDES renewal appi cations, per Environ Protection Pian.Section 

Souinorn California Ed son Co. 89/09/22. Oocunteni Control 
Control Desk). 64pp. 51336 033-51336 146 

» flov 3 to "Spent Fuel Pool Rerackmg Licensing Rept ” Rev 3 in- 
> achon (lams IdenM-od during 890425 27 & 0613- 14 mootings w/ 
on ro rack & fuol handling bldg stnicturat analyses 
QiA California Edison Co 89/09/22 Documoni Connoi Qianch 
3esk) 2pp. 51335300-51335335, 

>age changes 10 Spent Fuol Poo! Reracking Liconsng Ropl ’’ 
a Id-SonCo 09/09/22. 34pp 51335.302-51335 335. 


6910120167 Forwards Jnsp RoplS 50 206/89 23.50-361/89-23 & 50 362/89 23 o-n 
69CB14-10 No vicistians noted 

YUHAS.GP Ron on 5. Ole of Ihe D rector 89/09/20 RAY.H B SoJlharn Ca'ifomia 
Edison Co 2pp 51490 221-51490 229 

-8910120150 Insp ReplS 50 206/89-23.50 361/89-23 & 50-362/B9 23 on 890814- 
18 No violations ideniihod.Major areas inspected radwasto sys.forowup of opon items 
& tours pi lacifily One unresolved item identihod re scopo ol audits 
CICOTTE.G R , nuSSELL.J . WENSL'VWSKI.F A Region 5 Ofc Of the Cirector. 69/ 
09/20 7pp 51490 223 51490 220 

8910200111 Confirms that ulil will prov.de response to notices of vio'ation & deviation 
by afll027.pOf 890912 discussion re Insp Repis 50-206/89-16.50 361/69 16 & 50- 
362/89-16 

NANDY.F.n. Southern Collornia Ed.son Co. 89/09/20. ZlMMERMAN.R P Region 5. 
Ofc Of Iho Diroctcf Ip 51580 205-51568 205 

8909290028 Responds to NRC 090825 Ur re violations noted in Insp Ropfs 50 206/69- 
10 & 50-361/89-10 Equa'iz.ng valve closed on 890720 fo'ow ng discovery of condition 
/I valve saccossfully tested 

RAY.H B Soulhern California Edison Co. 89/09/22 Document Control Branch (Docu- 
ment Co,ntrol Desk) 6pp 51360 005-51360.010 

8910130019 Forwards Insp ReplS 50-206/&d-26.50-36l/89-26 fi 50-362/09-26 on 
890828 0901 A acceptance cntona No vioiaiions or dovrations noted 
YUHAS.GP. Rogen 5, Ofc Ol the Director 89/09/22. RAY.H B Southern Ca'ifomia 
Edison Co 2pp. 51409 204-51499.216 


Ltr 89-20 to all fuel cycle iicensoos possessing, using or process- 
es of SSNM re proloctod area lorg-lerm housekeoping.Svc list 

division ol Safeguards A Tronaporlation (Post 870413). 80/09/26 
I of New York, Inc. I3pp. 51531: 107-51531 1 1 7 


-6910 130022 Insp Repis 50-206/89 26,50 361/80 26 A SO 362/69-26 on 890828- 
0901 No Violations noted Major o'oos inspected plant water cherpistry control A chem- 
ical onalys.s.rad ochomical analysis A OA of plant chemisiry activ,» es 
TENOROOK.W.K. CARSON.LC. WENSLAWSKI.F a non on 5. Ole of Ihe Director. 
09/09/22. lipp 51409:206 51409 216 


i Amends 77 A 65 to Licenses NPF-to A NPr-i5 respectively A 
lend revises Tech Specs Seclion 3/4 6.1 7, ‘’Conlainmoni VonMa- 
rposes for which B-inch conlainmoni may he opo/iurt 
Id CkreaotaLo V 6Q/10fO4. RAY.H B. ^uthom CaUtorn a Edison 
»an Oogo Gas A EloclriC Co 4pp 51556:288-51556 306. 


0909200010 NRC Info Not-ce 89 068. "Evaluation of Instrument Sotpomis Ou''rg 
Mods.” Sve fist enci 

ROSSl.CE. Division of Operational Events Assessment (Post 870411) 09/09/25. 
Consolidated Edison Co. or New Yo/k, Inc I06pp. 5133? 200-51337.304. 


s 77 A 65 Id Licenses NPF-10 A NPF-I S.fosiioclivoly. revising 
n 3/4 6.1.7, •‘Containment Ventilation Sys." to lim t purposes for 
imeni valves may ho opened 

ojoct D rectofSlo V. 89/10/04 lOpp. 51556 202-51556 301. 


6909250252 NRC In'o Not CO 89 069. "loss of Thermal Margin Caused by Channel Bon 
Bow " Sve list oncl. 

ROSSl.CE DwiSlen of Oporaiional Events Assessmoni (Post 070411) 89/09/29. 
Consol dated Ed-son Co of Now York. foe. 106pp. 5 1531:00 1-5 1531.1 06 


ovalualion supporting Amends 77 A 05 to Licenses NPF-iO A 

r Reactor Hdgu'ation, Drecior (Post 870411) 00/10/04 3pp. 
14. 


09100403B1 NRC Into Notice 69-070, ‘‘Possible fnd cations of Misrepresented Vender 
Products *■ SvC I si oncl 

ROSSl.CE. Division of Oporat-o-nal Events Assessment (Posl 870411) 09/10/11. 
Conso'idatod E<) son Co of Now York. Inc 109pp 51531.1 18-51531 226 


ol issuance of Amends 77 A 65 to License NPF-lo A NPF-i6,ro 

ici Oroctoraio V. 89/10/04. 2pp 51556 305-51566 300. 

rosponse to NRC roquost ro licensee plans for performing ro- 
of safety injection tanks Commits to verify that fou' valvos opon 
dillons idontifiod in Section 4.5.1 e. 

2fn Caiforrtla Edison Co. 89/10/06. Documoni Conlrol Brandi 
Desk). 2pp. 51 474:126 51474:129 

schedule lor submittal of info re corrponent cooing water sya at 
1 4 request Rept summarizing review of componont cooling water 
inily being revised A will be submillod by 891 130 
3rn Cal’lornla Edison Co. 89/10/06. uocumeni Control branch 
Joak). ip 51472021-51472021 

Llr 89-21 lo all holders of OLs A CPs for nuclear power reactors 
for info re sffllus of implemenlaHon of USI roqulrcmonis.Svc l>3t 

ociaie Director for Projects (Post 870411). 69/10/10. Consoiidat- 
iw York. Inc 60pp 51622.009-51622:068 

Jr 89 22 to all licensees of oporat ng reactors A holders ol CPs ro 
ed roof loads A plant area flood runoil depth at licensed nuclear 
recent change in PMP criteria Sve list oncl 
oc'aie Director lor Projects (Posl 070411). 89/10/19 Conso'idal- 
iw York, Inc. 39pp. 5 1622:069-6 1622: 106. 

. applicai'en for amends to Licenses NPF-iO A NPf--l5. consist ng 
e Nollce NPF' 10/ 16-297, revis'ng Tech Specs 3/4 3.2 A 3/4.3 3 1 
n moniioring (nstrumeniailon.respoclivoly. 

California Edison Co. 89/10/19 Oocumoni Control Branch (Docu- 
2pp. 51613-312-51613'330 


8910240045 Forwards Requa'ificallon Program Evaluation Ropi 50 361 /OL 89-02 on 
800815 0001 Understands that indiv.dual which failed written portion ol onam removed 
trom licensed dut os.remod ated in areas ol weakness A returned to duties 
CHAFFEE.A.E Region 5. Ofc of iho Direcior 89/10/12 BRICENOECKER.R South 
orn Ca'ifomia Edison Co 4pp 51560.041-51500.050 

-8910240048 Roqualificaiion Program Evaluation Rapt 50-361 /CL-89 02 on 890815- 
0001 Exam rosults 19 of 20 oporaiors performances judged satislaciory. 

MEADOWS.T n , MORniLL.P.J . MiLLER.lF Region 5, Ofc of the Director. 00/10/06 
Opp 51509 045 51509.050 

0910230138 Informs that Bui'olin 89-001 re Woslinghousu steam geno.'ator mechanical 
plugs issue closud.based on review of ulil 890610 rosponso NRC assumes ihai com- 
mitment not lo Install plugs from sub) heats in future implicit in rospsonse 
KOKAJKO.L.E Projocl O recloralo V. 89/10/10. RAY.H.B. Southern Californa Cd.son 
Co COTTON.Q D San Diego Gas A Electric Co 3pp. 5 1 577 368-51577:360 

8910130014 MRC inlo Noheo 80^71. "Owetslon ol RHR Pump Seal Cooling Water 
Flow Dir.ng Recirciilallon Oporaiion Following LOCA." Sve list oncl. 

ROSSl.CE. D.vision of Operational Events Assessment (Post 870411) 8D/10/19. 
Consolidated Edison Co of Now York. Inc. i07pp 51531.227-51531 333. 


R. Pertodfc operating reports & refoted correspondence 


8910260197 Monthly operating repis for Sopl 1909 for San Onofro Nuclear Generating 
Sla1ion.Un.ts 2 A 3 ^891016 llr. 

SlACOn.E.n.. NANDY.F.n. Soulhern Ca'ifomia Edison Co. 09/09/30. I3pp 
51627:107-51627 no. 


S. Reportable occurrences. LERe & related correspondence 


dioh for amends to Licenses NPF-tO A NPF- iS.rovislng Tech 
A d/4.3.3. 1 ro ESFAS A redialion monitoring 
octivety. 

California Edison Co 89/10/19. I2pp. 51613 314-51613.325. 

od Tech Specs 3/4 3 2 A 3/4 3.3. 1 ro ESFAS A radiation monitor- 
a spec lively. 

a Edison Co. 89/10/19. 13pp. 51613.326-51613 330. 


s, IE Bulfetlne & correspondence 


0910050037 Supplemental Part 21 repl re potential prob'om w/six specific engine con- 
trol devices in air slarl.lube oil, jacket water A crankcase sys Inilially reported on 
890420. Caldorfva Controls wiil redesign valve soaiina 

GUNTRUM.8.C. Coopor fndusirios, inc. 09/00/13. NRC - No Ootaied Affilailon 
Given 4pp. 51430 171-51430 174. 

0910030192 RO during Aug 1989.1 1 lalchlng mechanism fa-lures A throe closure moch- 
anlsm fa lures discovered.Compensaiory lire waichos esiablished as necessary 
NANDY.F.n. Southern California Ed.8on Co 89/09/14. MARTIN, J 0. Region 5. Ofc of 
Ihe Oiroctof. 2pp. 51387:275-51387 276. 


> Notice 89-066. ‘‘Potential for Stress Corrosion Cracking in Steam 
gs Supplied by BAW.” Sve lisi end. 

1 ol Operational Events Assessmoni (Post 070411) 89/09/08. 
1 Co. of New York. Inc. I08pp. 51349.100-51340:200. 


8910020249 LER 09 0l8-00:on 8 908 24. discovered that train B toss ol voltage signal 
channel calibr A channel functional lest delnquont s’r^ce 890815 On B90025.ulir in- 
formed that Generic Llr 87-00 inappropnaiely applied .Wf 890925 llr 
MORGAN.H E. Soulhern California Edison Co. 09/09/25, 8pp. 51362 257-51362 264. 


3 NoTce 09-066, "Oualillcallon Lrfo of Solenoid Valvoa.” Sve lisl 

1 ol Operational Events Assessment (Post 670411). 89/09/11. 
1 Co. of New York, Inc, 105pp. 61337:095-51337:199. 


8910120068 LER 89-019 OO on 890002. manual reactor trip Initiated due to approach of 
axial shape Indox to core protection calculator auxiliary trip setpoint Caused by Insuffi- 
cient guidance In procodures Procodures revised W/89 1002 ltr. 

MORGAN.H E. Southern California Ed-son Co 89/10/02 9pp. 51480.225 51460.233 
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89101301^3 LEn 89 OPO-OOon B90903.i*nafiticipal<?d Irai.T A conia'nrrcnl pi/^ga iscia 
licn sys 8 luBl handing :so*61oti bys Bduaions c:cu;red as resul Ol opftn.ng pow&i 
Sut^ply b.'<>aKof to radiation fncn.tor Caused by perborr el crro' W/691003 lb 
MDHGAN.ME Scuihorn Ca’itorna td-SOn Co 09/10/03 Opp 61513X01 51513 C08 

8910^40200 LER 89 016 00 on 890607.doiG;ni‘nod lhai Tech Spec 3 131 for ms 
ai shed cohitoi o'.emani &ssofnb-'bs dc-iic eni Causod try l&iofo lo chango loimai m 
1985 ruv Operators insl'cctad on power roduCtpn reqjirenioni VV/a910l8 Itr 
WCRGAN.HE Southern Cd'ito/nia Edison Co 89/10/18 7pp 51500 299 51680 306 

8910300035 LER 69 032 00 on 09C920.d $coi/Q'ed tnai path pe-'miUmg boo fow 0l ai' 
Worn inside to ouis.da comanfncrit orrisied Caused by noql goncc on pad oi con'roi 
room operators Check of conia.rrreni penetration status perfo'fhcd \V/69l020 Hr 
MCRGAN.HE Southern Califoraa Ed-son Co 09/10/20 ?pp 51036 1 12-51636 1 10 


V. Operfilor Exarnlnallons 

8910030234 Piov.tla^ Irilo te ganeiic 1ufidaiTi&riVal& OAam sochoh ol Iconsing wrilten 
exam to be Rdminlstered on 691004 

KIHSCH.D F. Roy on 5, Ofc oi iho Oiredcr. 89/09/ 19 REEDERJ Southern Cal torn a 
EdiSOryCo Ip 51390 279 51300 270 

8910060017 Advises lhal MJ Pel' empltiiyn'em w/t* l itimnaled elleciivO 800020 
MORGAN, HE Soulhero Caltorn'A Edison Co 69/09/25 Occumoni Confro* Qranch 
(Document Ccnifol Desk), ip 5l452.i34-5l452 134. 

89101Q0338 Advises ttial WJ KirkpalncK employn'ont (orminaicd on 890922 & i cense 
oif.rDd 

MORGAN.H E Southern Caktorn a Edison Co 69/09/29 Oocumeni Control Drench 
(Ooctiincnt Control Oosk) Ip 51458.078-51458 070 

60101 fOI 76 Adv.sos that WC KingsIPy omployrrcri w/uti terminatod, effociive 690915 
MOnGAN.HE Southern Caliorria Edison Co 80109/29 Oocurrom Coniroi Oranch 
(Document Cor'bpl Desk) Ip. 51475 204-51475 204 

6910130154 Informs (hat RJ Malsof employment w/uH terrrnaied as of 690922 Maisel 
I censa expired 

MORGAN.H.E. Southern CoLlorma Edison Co 09/09/29. Docurront Coniroi Branch 
(Oocurrenl Controf Desk) Ip. 51490 237*51490 237, 

0910100167 tnforma of termination of employment ot RA Ba'nos as liconsod senior re 
actor operator on 890929. 

MORGAN.H E Southern Catitorma Edison Co 69/t0/06 Document Coniroi Branch 
(Oocumeni Control Desk) Ip. 51559 156-51559.158 

8910240045 Fohvards RoQuahficai'on Program Eva'ualxn Ropl 50 361/OL 89 02 on 
89081 5 0901. Understands that hdividuat which fared wnitcn portion of exam removed 
from licensed dutios.romodiaied 'n areas of weokross & reiurnoJ lo duties 
CHAFF EE.AE. Roflon 6, Ofc of the D rector 89/10/12. BRlOENBECKEH.R. Soulh- 
erri CaUtomia Edison Co. 4pp. 51590 Q4t-5t56g 050 

-8010240048 Roquali'-cation Program Evaleaiio'i Rent 50 361/OL 09 02 on 890815* 
CDOI.EKam rosuHs 19 of 20 operators performances judged satislactorv. 
MEADOWS.T.R , MORRILL.P J . MllLER.L F. Region 5. Ofc of tho DroctO' 89/10/06 
6PP 51669.045-51589 060. 


DOCKET 60-362 SAN ONOERE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & fire protection plena 

8910030267 Advises lhal porions of 680824 & 0B25 Revs 19,10A & 20 to physical se 
cunty plan consisloni w/lOCFRSO 54(p) & acceptab’e Unaccopleblo ponion withheld 
(ronDCFR73 21J. 

SCARANO.RA. Roflion 5, OIC of the Dirociof. 69/09/16 MORGAN, H E. Southern 
Ca'Wornia EdisonCo 4pp 51374 237-51374 240 

6610120130 Revised EPiPs/nclud nq Tomporary Change Notice 4-4 to Rev 4 ip S0123- 
VllMO. ‘ Emoroency Coordinator Dut'os.” Temporary Change Nonco 5-1 lo Rev 5 lo 
S0I23-VI|I*3D & Tomporary Change Notice 6 4 to Rev 6 lo SO 1 23 Vf 11*30.1 W/891004 
Ur. 

PLAPPERT.B.D. Southern California Edison Co 89/10/04 . 200pp 51487:107* 
51468.052 

6910250009 Ack rocelpl Of 890005 Ur transrriltmg sconono for 1969 plant annual emer- 
gency preperodness oxcrciso Scenario nveets ptevlousN agreed lo oWocVwoa transmit- 
tod by 090602 Itr. 

FlSH.R.F, Rogion 5. Ofc ot the Director. 89/10/11. RAY,H 8. Scuthorn Ca'itornia 
Edison Co. Ip 51807 209-5 1607:2 11. 

-8910260010 Forwards package (or annual oxeiDse scheduled lot ptoni during wk ol 
891023 for reviow & approvaLW/o enef. 

BELLIS,K.M. Southern California Edison Co 89/09/05. FiSH.R. neq.on 5 Ofc of the 
Director. 2pp 51607:210-51607:211. 


N. Oeneral correspondence 

8910060166 Roquosis that application too for 870625 appfication for approval of corpo- 
rate reaiructunng. which will result in creation oi holding company.be remiitod within 15 
days of Itr receipt 

DiuGS.H.M License Foo Management Branch 68/02/06 BASKIN.K T Southern 
CaliforrMB Ldisor\Co, ip 51405 260-51 405.260. 


d. Insurance & Indemnity Informatton 

8910050061 Forwards Amend 16 to Indemnity Agreement B-31 ro changes lo 
lOCFRMO. "Financfal Protection Requiremenia & Indemnity Agrecmonts," effective 
890701. 

KNIGHTON.GW Division of Reactor Projects - IIJ.lV.V 8 Special Prolocis (Poai 
870411). 80/09/29. RAY.H8. Southern Calilornia Edison Co. lOpp 51430.095- 
51430:112. 


P. Operating license alago documenta & correspondenco 

8910110093 Forwards diesel generator governor manual & elomeotary diaqi 
DO to assist lO levicw ol metis made to d.esol generelois corsisteni vv/gi 
v.ded <0 NRC GonoriC tir 84-15 

NANOY.F n Southern California Edison Co 89/06/2G DocuTOn* Cor 
(DocufTionl Control Desk) 36pp 51474 315 51476 009 

8909290036 Prov-des info to eovircn mon.lDfing program San C'emen*. 

g a'den added to plant onv.ron sampling program Docreaso m ca'cu'aicd < 
•emente Rarch resulted from update to p'ant offsite dose calculation pny 
ROStNOLUM.R M Scuthern Ca'iforma Eri.soo Co 89/03/21 Docum 
Branch (Decumeni Control Desk) ?pp 51360 282-51360 283. 

8909278010 fonvards NPOES ronowat app'<calions,por Environ Protect on f 

3 2.App a 

nOSENBUUM.n.M Southern California Edison Co. 89/00/22 Docurn 
Branch (Document Comrol Desk) 64pp 51336.083*51336 146 

8909270087 Forwards Rev 3 lo "Spcni Fuel Pool Rerackmg Lice ns 1*3 RepI 
etudes responses to aci-on items idenuUod durog 890425-27 & 0613 14 n 
NRC S 09051 1 telcon re rack & fuoJ handi ng bldg Slrucloraf snai^ses. 
NANDV.F.n Southern Calilornia Edison Co 89/09/22 Document Ccr 
(Docurront Control Desk) 2pp 51335 30D-51 335 335 

-890927QQ89 Rev 3 paqd changos lo "Spcoi Fuel Pool RofacL>ng llcens.rg 
* Southern California Edison Co 89/09/22. 34pp 51336 302-51035 335 

8909280098 Gonenc Ltr 89 20 to all fuel Cycle ficensoes possess -ng. ts ng 
irg formula quantil es ot SSNM ro proieciod area Icrg ierm housekecf 
ervci 

MCCORKLE.G W Division of Saieguarrfs & Transportation (Post 070413) 
Ccnso'idated Fd.son Co of Now York, inc I3pp 5 153 1 107*51531 117 

8910180183 Forwards Amends 77 & 65 to Licenses NPF-IO Sc NPF-15 res 
sdlo^ evaluation Amend revises Tech Specs Section 3/4 6 1.7. "Conla.MT- 
hon Sys.“ to limit purposes lor which 8*incti containment may b© opened 
KOKAJKA.L E Project Diroctoraie V. 89/10/04 RAY.hB Southern Ca fo 
Co COTTON.GD. San 0.ego Gos & ElocUic Co 4pp 51556 288 51556:33 

-8910180186 Amerids 77 & 65 to Licenses NPF-lO & KP^•15,fespec^^€ 
Tech Specs Section 3/4 6.1.7. Conta'nment Ventilation Sye,'* to Im.i p 
which 8* r.ch contn n.'neni valves may be opened 
KNIGhTON.G.VV. Project O.rocioratc V 89/10/04 lOpp 51556 292 51656 

-8910180189 Safely evaluation support-ng Amends 77 & 65 io Licersos 
NPF-lS.respec lively. 

* Office of Nue'ear Roaciot Regulat-on. O.rocloi (Post 8/04 itl 8-j/i 
51556 302 51556 30*1 

-8910180192 Noilco ol issuance ol Amends 77 8 65 lo License NPF-10 & 
speciivoly 

KOKAJKA.L e. Pioleci OTOclotai© V. OO/tO/04 2pp 51556 305 51555 3C6 

8910110186 Provides respenso lo NRC request re Iconsoe plans (or pc-' 
qu red surveillance ot safely mloct on lanks Commits to verify that lour ^ 
auiomatica'ly in conditions idenlified in Section 4.5 i .e 
NANOY.F n. Soulhotn Cahtotae Ed'son Co 69/10/06. Oocumun’. Con 
(Document Coniroi Desk) 2pp 51474.120-51474 120. 

8910110253 Provides schedule for submittal of mfo ro compone.it cocfmg y 
pfani.per NRC 690814 request. Ropi summarizirg review of compeneni cc 
non IE devic.es CurfOnlly being tovisod & v^i'l bn submAlori by 891 133 
NANDY.F R. Southern California Edison Co. 89/10/06 Dooufhent Cc4 
(Cocumeni Control Desk) ip. 51472 021*514 72.021. 

6910160260 Generic Ltr 89-21 to aV holders of OLs & CPs for nirclop^ pom 
concerning request lor inlo re siaius ol implorrenialion of US' Toqjuonii 
encf 

PAHTLOW.J.G Associate 0 rector (or Prelects (Post 07041 1). 89/10/19. 
ed Edison Co of New York. Inc 60pp. 5 1622.000*51 622.068. 

8910180273 Generic ltr 8D-22 to all Vicoasees ot operaing reactors & hofda: 
potential lor increased roof toads & plant area flood runoff depth at l cen 
power plants duo (o rocenl change in PMP enter'd SvC Lst enci 
PARTlOW.j.g Associate Director for Projects (Post 8704 ii). 80/1(3/19 
ed Edison Co. of Now York. Inc 30pp 51622 069 51622:106. 

8910260176 Forwards appl.caiion for amends lo Licenses NPF-10 & NPF -1E 
of Proposed Change Notice NPF Iq/ 15*297, revising Tech Specs 3/4 3 2 
ro ESFA5 & rad'aiion rronitoring Instrumontation.respeclively 
RAY.H B Southern Cafifotnia Edison Co. 89/10/10. Documenl Ccnirol B'r 
men! Control Dosk). 2pp, 5ldl 3 312-51613:338 

-8910250177 AppUcalioo tor amende lo Licenses NPF-tO & NPF l5/€' 
Specs 3/4.32 & 3/43.3. 1 re ESFAS & radatimi 

rnsuumentation.rcspecilvely. 

RAY.HB, Southern Cal (torn: a Edison Co. 89/10/19, l?pp. 61613314-6161 

-8910250179 Proposed Tech Specs 3/4 3.2 A 3/4,3 3.1 re ESFAS & rad ii, 
ing instrumentation.re^ectlvely. 

‘ Soulhern Cafiforn'a Ldison Co 89/10/19. I3pp 51613:326*51613 338- 


Q. ipispocifon repoTla, IE Bullailfie & correspondence 

8909010338 NRC irrto Noilce B0-06S. ‘ ’Potential for Stress Cewtosion Cidclii 
Generator Tube Plugs Suppled by BSW." Sve tlsl eneJ. 

ROSSl.CE. D.vision of Opnrat'onal Events Assessment (Post 870411) 
Consolidated Edison Co. of New York. Inc. 108pp. 51349 100 51049 200. 

8909060284 NRC ln(o Nonce B9 066, "QualificaiiOr^ Life of Solenc'd Valve 
enci 

ROSSl.C.E DMs.’on of Operational Events Assessment (Post 870411). 
Ccnsolidaied Ed'Son Co. oi New York, Inc. I05pp. 51037:095*51337:199 
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f(,watd5 II-.SP nepis 60.206/89 ?3.50 361/89 23 & 50 362/09-23 cn 
* ivBii m No iiciaticr.3 ncred _ 

’ LiCrt P fjeao'^ 5 ofc or me Diroc»0f. 69/09/20 PAY.H B Southofn ^>a.»o:n3 
EisrS 2PP 51^90 221 5M90 229 

hiD fleplS 50 206/89 23.50 361 /B9-23 & 50 362/69-23 on 6036K.- 
ic>oo'a'criS'C!e rolled Major afoas inspeclnd radwasio sys.iol'oyA/up oi cpon ilBfns 
r. !lVr far rv Or.a unresofvcd ilom ipeniif od ro scope oi aort is 
* ''nneGH BUSSEILJ Wc^JSLAWSKI.F a nogion 5, QIC of mo n.fOCiOf 09/ 
7PP 51490 223 51490 229 

.ni-iviiii ro.Virms thal ull wH provide response fo nolices oi volahoo & tJoviaiion 
gjli/p^r 690912 discusson fO Insp Repls 50 2C6/ 09 10.50-301/60 1 6 & 50 

.‘IV-Vf^h Scjihern Cal forma Edison Co 09/09/20 ZlMMEnWAN.R P Rogon 5. 
C-jM-eOrecior ip 51568 205 5 1563 205 

a3':n00l9 Fcrwa'ds Insp RepiS 50 206/89 26.50-361/09-26 & 50-362/09 26 on 
C?0i 8 acceplanco cr.tGna No vio’at ons or dov.anoris noied 
t haSG'p flC^’ Cn 5 Ofc of rhe Oireclor 89/09/22. RAY.H □ Soulhofft Calilornia 
iucr to 2PP ’tu99204 5i499 2l6 

ai10l30022 Insp Repis 50 206/89-26.50 361/89 26 & 50.362/89-26 on 890828 
''VJI no ..Caters noiod Major a.^eas inspoclrid plant water chomsiry conPo' A chom 
.vi a-a-.ss rad oche-Ti cal ara'ysis & OA of plant chomisiry activities 
TFN-FOCKV/K CARSOfJ.L-C . WRNSLAWSKI.F A. Region 5. Ofc Of the Qi'oclor 
53 )?/22 lipp 51499 206 51490 216. 


e509?M010 NflC Info No^ ce 89 063. ’ Evaluat-cn of fnsirumenf Solpo nis Dunr-g 
'.'oJs ' Sv: I si enci 

-^SSlCb Drv.sio.n cf Cporational Evenis Assessment (Po9l 87041 ij 89/09/25 
C^.s-D’ dated Ed sen Co ciNew York. Inc I06pp 51337 2C0 51337 304 


a509<502S2 nRC info Nctica 89 069, "Loss of Thermal Margin Caused by Cimrnni Box 

Bjr. ■ SvCl stenCf ^ ^ 

RjSSiCE Dv.son ot Oporat.onal Events Assossrronf (Post 0/041 1) 89/09/20 
Co''so Ca!«f EdiSO.n Co oi New York, Ire I06pp 6153 1 001 -51531 106 


6313040331 NRC info Noix© 89 070, “’Poss blo indications of MisrepresontetJ Vendor 
P'X-cts ‘ Sve hat enci , 

FC53.CE Or^iSlon of Cperahonol Events Aasessmord (Post 870411) 80/10/11 
Cc'SOda'.ed Ed son Co. oIRew Yotk. Inc. t09pp 51531.1 18-61631. 226. 


8310/4D045 Forwards ReqjS'iVcaiion Program Evaluaiicn Ropf 50-36f/OL 09 02 on 
fK8i5 CSOl.U.'idersiands lhal rdiVic'ual virh ch fa led wnlion pon-on of exom romovr^d 
“CT. ..consed dui'es.romGd'aiod in areas of weakness & rofumod lo dunos 
CdAFFEE.AE. Region 5, Ofc of Wio O.reclor 89/10/12 BRIDFNBECKER.R South- 
e^iCe 'Crsia Ed son Co. 4pp 51689 041-51589.050. 

-3510740043 Requa'if.cai on Pregram Evaluation Ropt 50 361 /OL- 09 02 on 690815- 
:-50l Exa-n results 19 of 20 oporafors performances judged sot sfactory 
MFADCiVS.TR fleg-on 5. Ofc of IfiO Diroctor 89/10/06 6pp 51589.045 51589 050. 


6910230133 'norms lhal Guiletm B9-001 re Wosiinnhouse sleam gonortilor o'ochanicul 
:'jgs ISV.0 closed, based on review of ulil 890619 rosponso NRC assumes ihol com 
Tr!T.e'i ^.3) ro insia'l plugs irom sub) boats in future impt cit m respsonso 
"OrAJKOLE Projecl 0:roctoraie V 89/10/16 RAY.H D. Soulftorn Cn’ifomia Ed son 
Co COnON.GO San DiogoGas & Elociric Co 3pp 51577 358-51577 360 

891D130014 NRC Info Nol ce 89-071. "O.vorsion of RHR Pump Seal Cooling Walof 
F > Oj' '-9 Rac.'cu'eton Operation Following lOCA." Sve list oncl. 

I'CSS'CE Dvson of Operational Events Assossmoni (Posl 870411) 89/10/10. 
Co"?C !ddied Edison Co. of New YorV, Inc. I07pp 51531 227 -51531. 333 


R Periodic operating reports & related correapondenco 

3910260197 MoYhiy operating repls for Sopl 1909 for San Onofro Nucloar Gurioraiing 
5'3'xrUMs 2 & 3W/B9lOi8 Itr 

SiACOREfl. NANOY.F.n Southern California Edison Co 89/09/30. I3pp 
31677107 51627.1 10. 


S. Repodable occurrences, LERs A related correspondence 

591005003? Sjpp'emen'.at Pail 21 lept polonitaf pioblom w/sw spoaltc nngino con- 
I'oi dmes .n air slart.luho oil, (acket water 8 crankcase sys.fnlt/aliy reported on 
6 *sC 479. Caii'orn.a Conirols Co wi'l redesign valvo seating 

GLMFLM.0C. Ccoper Industries, Inc. 80/09/13. NRC • No Dotai'od Aflil-ation 
4?p 51430.171-51430;174. 

3910030192 nOtfjfing Aug 1989.11 latching mochan sm failures A Ihreo efosuro mocfi 
■[“^^'l^t.'Aiies.tivatovetMCciripensalcirv lire waicbos ealobliBbed as noce&sary 
MANJY.Fn Scjirem Calforn a Edison Co. 09/00/14. MARTJN.J.B. Hegion 5, Ofc of 
I'fl t^reclor 2pp 5 1 38? 2 75-5 n8'/:2 76 

3910170100 LER 89-003 OOon 890007.w/ Train G emergency chiller removed from sve 
ty rra,nr vo'unfarV enfry of un-t Into Toch Spec 3.0 3 mado.Causod by porsonnol 
^ ^ w/ appropriato porsonnoi.W/89f 006 Hr. 

Scu'.hem CaVlorn a Edison Co 09/10/06 7pp 51513.229-51513 235 

8910170270 LER 89 0l0 00.on 89001O.fuol banding Isolaiion sys Train A actuaiod due 
■5 '0S9 of power on par i.cuiate/ iodine channel. Caused by ovorcuriont condition duo 
0 snort module power supply ci/cu-t.B'own fuse replaced W/OOiOlO Itr 
muhjAN.he Souihorn California Edison Co 89/10/10 epp 51526.009-51526 014 


6910100336 Advises thal WJ Kirkpafnck en-ploymonl terrti'nated cn 090022 & Iconso 
Cxprod 

MORGAN. H.E Sculho/n Ca'iforna Ed son Co 09/09/29 Docitmoni Control Branch 
(DocunrionI Con Irol Cosh) Ip 51453 0/8 51458 070 

8910110176 Advises that WC Kingsley enr.p!oymenl w/ulil lorminaiod. effectivo 890915 
MGRGAN.HE Sojlhotn Calforna Edison Co. 00/09/23 Docurrcni Control Bianch 
(Documonl Control Desk), ip 51475 204 51475 204 

0910120154 Informs that RJ Maisol emp'oymenf w/ulil tormnamd as of 890922 Maisol 
license expired. 

MORGAN, H E. Southern Cal-fornia Edison Co 89/09/29 □ocumeni Conirol Brarch 
(OocumorU Control Oosk) ip 51400 237 61490 23/. 

8910160157 informs of 1orm:naiion of orrployme.nt of RA Darnes as 'iconsed son:or ro 
actor oporaior on 000929 

MORGAN.H E Soulhorn California Edson Co 89/10/06 Documont Control Bra.^ch 
(Dccumem Control Desk) Ip 51559 159 51559 150 

8910240046 Forwards RoctualificaiiOn Program Evaluation Ropt 50 361/01. 09 02 on 
090815 0901 Urdorsiards lhal ircfiv.ifual whch fai'ed wriUOfi podicn of exam removed 
from I censed dutros.remcJiatcd in areas of weakness & returned to dut us 
CHAFFEE.AE Reg cn 6, Ofc Of die Di'ocicr 09/10/12 QFllDtNBECKFR.R Sculh 
ern Ca iforma FdiSon Co 4pp 51589 04 1. 51 589.050 

-8910240040 Rortuai Fraiion Piog/am Evabai-on Hepi 59 361/01 00 02 on 890815 
0901 Exam roaults 10 ol 20 oparalurs peiiormancos judged sai'SfaciOry 
MEADOWS.T n . M.ORRll L.P J . MILLER.L F Rog on 5. Ofc of Ino Crecior 89/10/06 
bpp 51589.045-61589 050 


DOCKET 60-363 FORKED RIVER NUCLEAR STATION, UNIT 1 


A. Appllcallon/coaslruclion stage documenia & correspondence 


8910130108 Fonwards o'der revoking CPPH-96 & environ assessrr.orl & findng of no 
siqr'if.cont Impact 

SfOLZ.JF Piojoct Oiroctorato 14 89/10/04 CLARK.PR Gonoral Pubic Util.t.os 
CoTfj • CiPU Service Corp Spp 51504 001 51504 012 

-89101301 10 Order rovoking ('PPR 96.aulhCfi/irg const of PWR plant at Site n Ocean 
Cily.NJ 

MURLEY. r £ Oflico ol NuCloar Roado' Regu'aiiof^. Director (Post 870411) 09/10/ 
04 Gonoral Public Utlpl:os Corp • GPU Service Corp. 2pp 51504 007-51504 008. 

•0910130112 Environ assessment & fnd:rfl ol no signfiCfint Impact ro cnfor revoking 
CPPfl 96 

STOL2.J.F. Projecl Cifocicroto 1-4 89/09/27 4pp 51504 000-51504.012 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT. UNIT 2 


F. Socurlly, modical, emergency & fire protection plans 

8909290136 Tomporaiy Ctmngo Rcriuest 24A lo Hev 24 to EPIP FNP 0 ElP-lO. ‘Erne.'- 
flOncy Lquipment & Supp los " 

^ Alabama Power Co 80/09/19 5pp 61352 143-51352 1-17 

0910030135 nov 13 to EPIP FNP-0 ElP-15. • Emorgorcy DMIS - VV/B90919 Ur. 
HUDSPETH.J P Alabama Power Co. 89/09/19 1 1pp. 51371.324-51371:334. 

8910060209 Rev 69 lo EPlP FNP 0-ElP 8. ‘Emorgency Communications ” W/ 891C02 
Mr 

HUDSPETH.J.B. Alabama Power Co 89/10/02 46pp 51430 254-51430 209. 

6910110236 Responds to violations noted In Insp Repis 50 348/89-18 & & 50 364/89- 
to on 890/31*0004 Corrective action Security Incidoni Ropt 09 0104 written & Secun 
ty Group supervision rocoivod rolrahng ro Procedure FNP 0 SP- 12.Section 8.0 
HAlRSTCN.WG Alabama Power Co 89/10/03. Documeni Conirol Branch (Docu 
mem Control Oosk). 2pp 51475:142-51475 143. 

0910180232 Rev 14 to EPiP f-NP-O EiP-15. ‘'Emergency Drills.*' W/891010 Hr. 
HUDSPETH.J U Alabama Power Co. 80/ 1 0/08 20pp 51545.053-51545 072. 

6910160090 Minor Dopariuro MD89 2130 to Aliachmonts FNP-0-ElP-e,9.20.27 & 26 lo 
Rov 14 to FNP 0 SP-8. “Hardcopy OffsHo Com mu-T cation Upgrado ” W/891012 Itr 
HUDSPETH.JP. Alabama Power Co. 80/10/12. U6pp 5 154 1.040-51541.191. 

6010260160 Temporam Change Noilco 26A to Rov 26 to EPIP FNP 0 ElP-26. "Offsite 
Notification.' ■ W/001010 Hr. 

HUDSPETH.Je Alabama Power Co 69/10/12 7pp. 5162? 246-51627:262 

8910250162 Rov 17 fo FNP 0 EP-OOO, "Emergoncy Plan •* W/89f0l0 Hr 
HUDSPETH.J.B Alabama Power Co 89/10/10. 300pp 5 1602.001 -5 1603 030 

8910260246 Rovised EPiPs. consisting of Temporary Change Notice 26B to Rev 26 to 
FNP 0 ElP-ZG.Rev 10 to FNP 0 FlP-ia.Rev 13 to FNP-O EIP-1 1 & Rev 70 to FNP 0- 
ElP-B W/891019 Hr. 

HUDSPETH.J D. Alabama Power Co B9/l0/l9 ODpp 51617.181*51617 278. 


Y Oporaior Examinations 

891M30224 Pro-/ides mfo re generic fundamentals exam soct on of l-consing wnllon 
Su ? 891004. 

^ of the D rector 89/09/19. REEDER.J. Soulhorn CaMorn-a 

t<r-S04C0 ip 5^90 279*51390 279. 

Advises thal MJ Po'i employmont w/uM term nated.effective 890920 
he Soulhorn Ca'ifornia Edison Co 89/09/25. Document Control Branch 
l^'Tc-'iConi'olDesK) ip 51452:134-51452,134 


Q. Adjudicatory correspondence 

8910040170 Second joint status ropt.* O-scovery m proceeding commenced w/oach 
party ir^ procoorting responding to ir'lpol request tor production of documents & four 
preliminary depositions taken by ficensoe during wks of 800904 & 1 l .W/Certificaio of 
Sve. 

WE1SMAN,R.M Ass Slant General Counsel for Hearings & Enforcement. MfLLEHJ H 
Alabama Power Co. MILLFR.JH Balch. Bingham, Baker, Hawthorne, Wiliams & 
Ward // 489 9237. 09/09/27 4pp 51340 240 51348 251. 
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P. OperjT'nQ licen»e alago docurr.enta & correspondence 

8910030073 SL^i.arv d 890312 irgl neeliog n =1- 

Vij! ^ f nJ.-.gs of r..na^cd safe^ fi/s assessmnrr c svv wa.er sys Lisi o 

Vli'^^'egVn^^/ofC i*'? D-ecicf 89/03/ta HAlBSTON.W G. A>abame 
PoAtrCo 22PP S’37\ 27a.%\V\ 29S 

8910030261 Format Js Supferrcniai 'nfo re 6503?0 applcaion fo' 

UPF 2 A 8 p<?r 650613 reicon concern ng ccfrbusi.b© gas coni to' Re vised Tocb 

H^'?»l?CrnVG A aoa'T.a ?o#.c.i Cc 69^09/26 Oocu-nem Conirol ararch (Oocu 
mem C4:r;trc( Desk! 3pp 51206 1 28 51266 132 

^691003026<I Pe-isod p'oposed Teen Specs re co'nbu^i'o e gas conrrci 
' A'abama Fewer Cc 69/03/25 2pp 51366 I3l-5l286 132 

B9092B0098 Geceric Lir 69 20 to all 1uo‘ C)Clo .‘ic©ns6dS possess ng, uS-rg o' process* 
irg ‘yn u'a quam.ves ol SSNM re prQ'cc’ed area lorg term hcusokeoping Svc list 

M^CCORKlE.GW Division of Saieg-a'ds A Ttansportaion (Post 070413) 09/09/26 
Cerso fiaied Ed.scn Co oi 7Jew York. Inc I3pp 51631 107-51531 1l7. 

6910170933 ConiitTiS 691005 telccn ie partcpatorx m MRC Regulatory Impact Survey 
0": 69i 120 Info re $u.vey provided Name A pnoro number 0^ .rcfividual to bO contact 
ed <n caie ol cuesnors co-'cern rg n eeling Icy sl.cs reqje&led 
EDNETERSD Recion 2, 0*c ol the Drector 89/10/10 HAIRSTON.NW G Alabama 
PorverCO 4pp 51537 114 51537 1 17 

B9T0160203 ' Sian-p Test Bepi (Tesl Ac! v.ties From 890404 07 19) W/ 891010 itr 
HAIRSTON.WG A'abama Pc^er Co 89/10/10 15pp 51563 141 51563 155 


8910160250 Gene'ic Ln 89 2 1 lo a:i folders o* OL9 A CPs lor nuclear power reactors 
ccnco.TK.-.g foq jesi ?Or nto re siaiu5 ol .rrp'en-.entai>cn o* \>S* requ tomenls SvC 1 &1 

PARTlOW JG Assoc-.aio Qreclof !or Pro, acts ^Pcsi 8/0411) 09/10/19 C*or^so 'dat- 
ed Ed.scn Co ol New York, Inc 60pp 51622 GC9 51622.C68 

8910100273 Generic Ltr 89 22 to a i I censees cl eperatng reactors A no-ders ol CPs to 
poient.al lor increased rool loads A plant area I'OOd runoll depth at licensed rudoar 
power plans d..e lo tecenv change m Pi^P cmena Sve '»si end 
PARTLCW.JG Associate Oreclcr lor Projects (Posi 070411) 89/10/19 Consolidat- 
ed Ed son Co ol New York. Inc 39pp 51622 069 51622 106 


0. Inspection reports, lE Bulletins & cotreBpondence 


8609010338 NRC into Noi-ce 89-055. Poie.'^* a', lot Sit ess Coftos on CiatKmg in Stoam 
Genereicr Tube Plugs Suppl ed by 0AW Sve 1st end 

ROSSl.CE Dwision ol OperaiiO''al Events Aseessmem l.Post 870411) 89/09/09 
Cor.soi dated Edison Co ol New York, 'nc l08pp 51349 ICO 51349 20B 

8909060204 NBC Irlo Notice 89 065, OuaificaiiOn Li‘0 ol So!o.no:d VaWos Sve Isl 
enci 

ROSSl.CE Owiycn ol Cperaf-oral Events Aesesstrem ^Posi 870411) 80/09/ n 
Consol:daled Edison Co o? New York, 'r.c 105pp. 51337 095 51337.199. 

0910030395 Adv-ses ol special eme'gercy operating procedure ‘rsp prog'em bomq per- 
lormcd at p'ant on 091127-1208 to verily that procedures (echn cally acccrale A Inal 
aciicr.s c&n bo acccmpi^hed w /equipment. ctnvro's A instrurrentabon 
REYES, LA Region 2. O'c ol ife Di.'ec! 0 r 09/09/15 HAIRSTCN.WG Alabama 
Power Co 3pp 51389 357-5 1389 359 

8909200130 Advises trat uhi w.!l subml response lo INEL Questions re mservico insp 
proQ'ams by 8910D& 

HAIRSTCN,wG Alabama Power Co 89/09/21 Oocumani Control DrancH (Oocu 
rrenl Conirol Desk) Ip 51349 301-51349 301 

0909280132 Responds to NBC QuHoin 88 004. * Potential Salety-Relaiod Pump Loss " 
Bo*jt na ma.nl.insp A Su.-ve I'anco p'actices wi.l be conimued to detect purrp deg.'8da 
t-cn A to prevenl future concerns w/tufb.ne dr.ven auxilary foedvvaler pumps 
HAIRSTON.WG A'abame Power Co 69r0g/2t. Cccumont Ccn'.id BtantR tOoCu 
meni Control Desk) 2pp 51345 237-51345 238 

0909200010 NRC Ir'^d Notice 89 068. Evaluation of frtsfrumenl Sotpomtd Our.ng 
Mods Sve I si end 

ROSSl.CE OrviSon ol Opetatonal Events Assesstranl (Post 870411), 09/00/25. 
Censo'idated Edison Co cl New York, inc i06pp 51337 200-51337 304 

0909260252 NRC Info Note© 89 069. "Loss of Thermal Margm Caused by Chan.-ei 0Ox 
0ow *' Svc l.st enci 

ROSSI.CE Diyison ol Opcrabonal Eve-its Assess-monl (Posi 870411) 89/00/29 
Consolidaied Edison Co ol New York, Ire l06cp 51531:001 -51 531; 106 

69102000G2 Ack receipt of 090030 l!r in'ormi'-g NRC of steps taken lo correct viO'ai'ons 
noted n 'nsp Repis 50 348/09 10 A 50*364/89-10. 

PERK'NS KE Reg on 2. Ole ol the Director 89/09/29 HAIRSTON.WG Alabama 
Power Co 2pp 51565 285-51565 286 

0910110236 Responds lo violaicns noted n Insp Repis £0 348/89*18 A A 50-364/09- 
10 cn 890731 0804 Corrective action Security Incident Repl 89 0104 wriOen A Socurt- 
ty Group supe.-vision recu.vad retfairrrg re Procedure FNP O-SP*12.S0cr on 8 0. 
hairSTO.n.wg Alabama Power Co 89/10/03 Document Control Branch (Docu 
mom Cent! ol Desk) 2PP 51475 142*51475.143 

0910260258 Forwards insp Repis 50-348/69 20 A 50*364/89 20 on 990801 4J910 No 
vio'ations cr dOviai>ona r.o'cd 

VERRELLI.OM Reg on 2. Ofc ol ihe D.reciOr 89/10/03 HAIRSTON WG Alabama 
Power Co 3pp 51624 092-51624 111 ' ^auama 


-8910260260 frsp Repts 50 349/99-20 A 50 394/B9-20 Cn 890801 0910 No vio'ai ons 
noted Major areas inspected review of cpof8l.onQl safety VGr.ficalrOn.mo-nthly su-voil* 
lance ob 5 efvaiion,mon!h‘y ma nt observation A i censee p'ans for cco no w/strikn<i 
MAXWELL.G F.. MillER.W H . CANTRELL.F S. Region 2. Ole Of the cVtoreQ/IO/ 
02 I7pp 51624 095 51624 111 i o o rector, our lo/ 


6910060257 Responds to MRC tequost <oi odd' Cn'O Iqr ^ 

program Rosponso surrmon/es each item for w'fvch addi info or Class 

HAIRSTON W 6 Alnbarrn Power Co 00/10/05. Documonl Coni/ol - 
rronl Ccf:1rcl Desk) ?25cp 51440.001 51-143 l0 1 . 

891013013S Forwards errata 10 8D0724 nsurviciS 'nSP rept.lr.cUd ng 92 N$; 3 ,. 
P.opl (or tepa-fS A (Opiacemonl Depls repfosont, nQ work cornph'ed ; 

changes mndvoriontiv Q.miiied A should be mclutiorJ m Tob J. 

HAIRSTON.WG Arabama Power Co 80/10/05. Oocu-rrenl Co.nvol Braxi 
meni Control Desk) ip 51499 220 5M09 247 

-6910130137 Elf ate to ‘Internal t.PorvOtl 3.QMtatjo 1 Insorvice 'nsp 
Nucina' Piani.urtt 2 ' 

’Alabama Powe.' Co. 89/ 1 0/05 27pp 5I49D 221*51499 247. 

8910260136 Forwards Interim SALP Insp Hnpis 50*340/09 16 A 50 o64/8S IS ij 
1980 -Jul 1989 ^ 

EBNETL-H.SD Rogon 2, 0(c of iho O.fGClor fi9/ 10/05 HAIRSTOM.WG Lci*! 
Power C/> 3pg 51027 134 51627 164 

-6910260136 SAlP RopiS 50 340/00-15 A 50*364/09 15 lof /^r lUflO ■ Jl- 19 S) 

• Region 2. Ole ol tho Director 89/10/05. 2bpp 5 1 r>?7 107*51027.164 

8910040381 NRC b'fo Notico 99 070. PosS'blo ItvJ cations Ol 
products.' Svc I ST oner 

ROS5I.CE Divison of Operaiionol L'venls Assossmon! (Post 070411) *)■“: • 
Conso'idatod Ed son Co of New York. Inc 109pp 51531 110 51531226 

0910190016 Contirms 891012 lolccn to schertulu onlOhSlon let tosper.so ‘.j , 

60 340/89- 19 A 53 364/80*19 Rosponso wiH bo si-h.TiilloU by 69 1 lOl, 
HAIRSTON.WG Alabama Power Co 03/10/ 1 2. Docu.-ncnl Conircl B.avt 
ment Control Desk) l p. 5 1 559 1 23 - 5 1 559 1 23 

8910260273 Forwards comparison of uli. nnolyt-cbl rosu'ls ot samples !rd'iSfTi-^.% 
890823 Hr w/knpwn valuos.por Insp Ropfs 60 346/09 00 A 50 204/69 06 A I 
live results in aorecntcni 

COLUNSDM. Rofl on 2. Ofc ol iho Oifoclor 00/10/16. HAIRSTON WG Uiu 
Power Co. 5PP 51617.345 5161/349 

B910250093 Forwards Insp Repis 50 340/80-24 A 50*364/09-24 on 690916 2' ‘<u. 
labors cr deviot ons noted Both Inlorim A long-ioim cotrccivvo ac’.sorn isVer *j v?' 
Identihod dscropancios appod'od prudent A timely. 

PEEQLE-S.T.A Region 2. Olc ol tho D.rocio; 80/10/16. HA'flSTON.WG 
Power Co 3pp. 51637.214 61607 223 

-8910250095 Insp Repis 50 348/00 24 A 50-364/80*24 on 1)90018 22 No vioJr.cr 4 j 
dovlaiiens noiod Majo.' aroas Inspoclod /osuiis of iniNpl soiMn liiilofi safety s/H«ris 
mont (SSSA) on svc watet sys A dr all program tor lulofo SSSAs. 

MELLEN.I. S . liERNHARO.R H.. KtLLOGG.P J Rog Oh 2, Ofc of the O'ec'cr f: ■: 
12. 7pp 51607 217-51607 223 

8910130014 NRC info Notico 69 071, "Civorsion ol RliR Pun p Seal Coo.^Ais 
Flow During RecirculOl on Opuraiion Fo'iowmg LOL' A Svc I SV ©net 
ROSSI.C E Divisbn of Opcrat'orial Evonis AssoHarnont iPosI 6704ll| 

Consol da led Ed-son Co of Now York. Ire l07pp 51531 227 51531:333 


R. Periodic operating reports A related corroapondenco 

691D160329 Monlh'y opo/atrg rept for Sopt 1900 Itif JM Faiiey N'.’.lw Pi'.f 
691013 It/. 

MOREY.ON. HAIRSTON.WG Alabama Powot Co- 00/00/30 
51526 206 


S. Reporiablo occurrences, LERs A related corroapondence 

8910030659 PNO II 09 O60.on 0OO9?O.1ac lily manually Inppod Pem apD/ 0 * 60% pc*? 
dus to loss ol main teodwater Causotl by bumping ot va'.vo on man icolv-uer 
lurbrne A.Residenl inspocicr moriiioring l‘cGnsoo odioria 
CANTRELL.F Region 2, Olc of tho Di/ecfor. 80/09/22 Ip 6 1372 204 5137/2^ 

8910170241 LER B9 0C9 00ort BOOSPS.detGrmnod fPHt powor range nudea/ nsL'U'VJ* 
lai on channo-s roaOng approx 7% low Unua'i7‘ng valvos on Two ol iT.iea i 
were foaking Valves ropa'rod A power range inHlrun'-onla ad ustod W/691010 '1' ^ 

MORRY.ON. HAIRSTON.WG Alabama Power Co 89/10/10. 6c? 

51526 037. 

8910190282 LER 09 010-00 on 890920, reaciO' trippod mariuany foUOivirg less 
aii-og steam gonoralor food pump.Cousod by inadvoxlonl oponha of 
lest valve indvitlual involved in ovont counsolud lo bo rnorc QWQroW/6lilOi2i'J 
MOREY.ON., HaiRSTON.W.G Alabama Power Co. 89/10/12 4pp 
51559.029. 


DOCKET 60-386 EDWIN 1. HATCH NUCLEAR PLANT. UNIT 2 


F. Security, medical, emergency A fire protection plans 

8910250351 forwards Rovs 0 10 corporato omerocncy 

procedures.including HNBL-FIP-OI.HNEL-EIP O^HNEL-EIP 03. HNEL ElP-0^ 

EIP Ob.HNEL-ElP-OB.HNEL ElP-07.HNEL*ElP.0n. HNEL-£1P-I0 A HNEl*£lP '' _ 
HAIRSTON.W G Georgia Power Co 89/10/17 Documnnl Control B.-anch 
Control DasK) Epp. 51614 032*51614 033 


J, fnsurance & Jndernnity Inlormatfon 

8910110119 Forwarda unexecuied Amend 13 io Indornnity Ag/ooirenl 
increase in primary layer of nuclear energy llab'lily Insuranco p;ov.dt)<l by 
MA6LU. 

MATTHEWS.DB. Project Drecloraio 11*3. 09/09/20 HAIRSTON.W.G 
Co 6pp. 51466 125 51460 130 


DOCKETED ITEMS 119 


op ,,,,, 09 iicnse .tage docuraarts 4 correapond»r,co 

09H0I66 Ajpi.cal.on 10' amend lo license t.Hr-S.revis.ng Tech Specs to, mn c.li 
'’?*Tei*.AiV*nenroIa'pnwo, Co 89/09/18 Oocomeii, Control Drench (Documon, 
Sr’SspP 6.3% 268.5.950 2/6 

'*‘.^err 'AaS ent D-eclor tor nognon ii Roaclora 89/09/20 GIOSON.AF 
CA^O-ci?rD.-ac,or ,p 51389 260.51989 266 

^‘>tn‘>nA Cnn^ards safefy evaluation concMdnf) ihoi uhl biiccGsalully dcmonsiraiotJ 
S?sSoeci s^?intv emsls between plan, OKonila lopod splico conl,g„.-8tk,n & pro. 

: rA»EHRY^ Syslems Drench 80/08/29 

MllS.00 P,o;ectOrectore10ll.3 2pp 51360 26, .51369 202 

ainiftOOOl Safety evaluation accepting Okonio lapod cob'o splico nn oloctncol con- 
./^refr'ace term nal focKs m solectod low voliago irottsmdior moasur ng loops 
■^w.^e-Jawn 4 Control Systems Drench 09/09/20 App 51309 263 51309 260 


f^38«M8 Generic Hr 85 20 to all fuel Cycio hconsoos posso&sng, usng or procosa 
tarfTw/a Qo&mes SSNM re p'oioctod aroa lonQ-iorm bousokcop ng Svc list 

fi^r/iRKLEGW Dwisloa of Satoguards 8 Transportafon (Post a70413). OO/OD/26 
rrjSdalrfEdsOhCo ofKewYcrk Inc. 13rP. 5I531.I07.5I53I 117. 


131P261 forwards revSOd Tech Spocs lo uHl 800623 application for oironds lo Ll- 
'irses C?R 57 8 NPF.5.po.' NflC requesi.ro cycle- spocific pararrotor lim la 
^Jl-aSTON W G Georgia Power Co. 89/ 1 0/04 DocuT.ont Control Branch (Documonl 
:cr:roi Desk) 2pp 51473 304-51473 326 


9IC110263 Proposed Tech Specs ro rooci.vily conirol sya & romovai of cyclo-spoci 

Da/aine!er 'imils 

'Gw^a Power Co. 89/10/04 21pp 51473 306-51473 326 

I0l?0016 Notification of 891031 meoting w/util In Waynobhoro.GA to discuss status 
•' cerreni kensmg activities & corpo.'ole m i-aiivos for pionis Agenda oncl. 

SEED! A Ptoieci Drectorale 11-3 89/10/11. MATTHtWS.D.U Projocl DirectofRlo fl- 
J fpp 51*43 036 51543 042 


8910250207 Forwards Insp Hepta 50 321/89-20 & 50-366/60-20 On 090826 0922 Viofa- 
t on noted S nco a i ot cr.icna for caiagon/ation of ficenaee identified violations met, 
violation not b©:rg cnotf Unresolved item noteri In repi 

HRnDl.An Hog on 2, Ofc Cf Iho Diroclof. 09/10/16 HAIHSTON.W.G Goorn'a 
Power Co 3pp 51 599 20 1 5 1 599 2 1 9 

“89 10250209 Insp Hepia 50 321/80-20 8 50 368/89 20 on 890826 0922 Nonciled vio- 
laticn noted Va or areas r»speciod operational safoty vftri1ication,flna ni 
obaorvaiion,survo llance lestir'g o b sen/ alien .tSF wa'kdown 6, ROs Untesolved item 
nomrl. 

MENNING.J E , MUSSEH.R A . OROCKVAN.K E. Region 2, Ofc of iho Director 09/ 
10/10. I6pp 51599 204-51599 219 

6910250218 Oiacuasos inaorv.co msp status of Issues re HWCU wefd IGSCC exams & 
calbr hiceks for cllrasonc nsp actwines Ex.sii.ng c8l.br blocks froffif«0d or replaced. 
HAIRSTON.WG Goo'O'a Power Co 09/10/16 Documonl Control Branch (Docutiienl 
Conirol Desk) 4pp 51615.001-51615 C0 1. 

8910250376 Ack roceipl of 890914 Ur mlorm na NRC of stops taken lo correct violations 
noted In Insp Repis 50 331/89-00 & 5O-366/80 O0 Addi discuss’on on orea of con 
corn he'd by lolcon on 890027 re lack of surve llanco lest ng lor pumps 
PERKINS.KF Hegon 2. OfC of Ifie Dreclor. 69/10/18 HAlRSTO^f.WG Georgia 
Power Co 3pp 51607 205 51607 207 

0910130014 NRC Info Notice 89 071. C, verson of RHR Purrp Seal Coo'mg Water 
Flow Dj.*ng noci'cu aton OporaiiOn Following LOCA ' Sve liSl onci 
ROSSl.GE Division o< Qp^ttlional Evems Assessmoi^l IPosi B704ll> 89/l0/\9 
Ccnsol-dalod Ed.son Co of Now York. Inc I07pp. 51531:227-51531 333 


R. Periodic operating raporta & related correapondence 

8D101 70244 Monthly operaling repia for Sept 1969 for Hatch Units l & 2 W/B91009 Itr. 
BEARD.HM, HAiHSTCN.WG Georgia Power Co 89/09/30. l2pp 51534.070- 
51534 081 


S. Reportabto occurrences, LERa & related correspondence 

8910040101 PNO-ll-89 O66.liconsee3 prepared for adverse weather cof'.ditions due to 
hi.rncano Ortolmos held w/key managers on rospons.biliiles to check all frailors.secu'e 
crane honks & incroasG emorgoncy food Supp'ios. 

VERRELLf.DM Region 2. Ole of the Di'ocior 69/03/21. ip 51452 067-51452 067 


10160750 Gererc Lir 69-21 to all holders of OLs & CPs for riuclonr power reactors 
icnce'nmg fequesi for i.nfo re status ol implornonlalron of U5I roquifomonis Sve lisi 
fnci 

PARTIOW.JG Associate D. rector for Projects (Post 070411) 00/ 10/ ID Ccneofidat- 
rfE6SOnCo of New York. Inc. 60pp 51 622.009-51622 0(>6. 

10160773 Genenc Lir 69-23 10 a<l l.consoos of cporaiing ronciors & ho'dura ol Cf^a ro 
^cienia' i^r ncreasod roof loads & plant aroa flood runoff dnptfi at licensed nuefonr 
?o*er p'ants d je lo reco.'it change in PMP criteria Sve fisi oncl 
rARTLOW.JG Associate Oiroclor for Projocis (Post 67041 1). 69/10/10. Consoldoi- 
ed Edison Co of New York, Inc 39pp 51622 060 5 1622. 106 


Inspection reports, IE Bufietlna & corrospondonce 


0901033$ NRC Info Notice 89- 065, "Poionlial for Stress Corrosion Crack ng in Sfoam 
Ge^aior Tube Piugs Supp'ied by B6W.” Sve list oncl 

FOSS'.CE Omsicin ol Oporatlonal Evords AssQSSmoril tPost 670411) 60/00/00. 
Cor.soidated Edison Co of Now York. Inc. lOQpp 51349:100-51340 206. 

C9060284 NRC fnfo Nolico 69-066, * ’Qualification Lifo of Solenoid Vnivos ” Sve list 
tnci 

FOSS'.CE. Division of Operailonat Evonls Assossmont |Posl 870411) 6D/0D/11 
Corsoiida'ed Edison Co. of Now York, fnc I05pp 6133/ 005-51337. 109. 

10040149 Forwards Insp Repts 50 321/09-18 & 50 366/00-10 on 800722 0025.Vio- 
^-ed but nol cilod amco all entona ol l coneoo-idOAtifroci violations rtiol 
hERDTAR Region 2. Ofc of Iho Director. 89/00/20 HAIRSTON.W.G. Goornm 
Power Co 3pp 51391:218 51391:236 


50-321/09 1G A 50-366/69 10 on 000722 0025. Violalions 
!?awi surveillance tracking soUworo dofic Oncy rosuHinn in doacUvalion of 
inspected oeorallonol saloty voriticoiion & malnl 
MUSSBR.R.A.. 0nOCKMAN,K E Region 2. Ofc of ffio D.rocior 69/ 
09/?O 16pp 51391:221-51391.236 

Noice 69 060. ‘Evo'yalinn ol Instrument Setpoints During 
mm 9 Svclisiencl ^ 

Operailonaf Events Assossmoni (Posl 670411) 89/09/25 
ucr wiioaied Edison Co. of Now York, he I06pp 61337 200 51337 304 

50 321/09 21 A 50 ■300/00-21 on 090906 07.No vIo- 

ja^rrs or de via Irons noted. 

^9 pp HAinStON.WG r.oorgia 

'itefiSnSu?.'”® 3JI/89 .?i & 5O.3a6/80.21 Oh 800906 0?,No violabons or 
revew M I ns peeled (nsp of radiation protect on aciivilios inclutfing 

STpOonpa & airoopboh lohowip 

51557 345 ■ 2. Ofc of iho Director, 69/09/20. 5pp. 51557:341- 


8910040131 PNO II 89 066A updates status of Hurricane Hugo ior nudaar facilil es :n 
soullioast.Marinng of fncidant Response Ctr by Region II continuing. 

VFFtRL-LLl.D M Reg on 2, OfC of ih.e D rector 60/09/21. 2pp 51423 314-51423:315. 

0910030181 LEH 69 004 00 on 0000 02, automatic closufo Of pr.mary containmeoi isola 
t on ays valvo 2r4l F0D2 occurred duo to isolation signal Caused by personnel 
orro' Pnrformanco of procedure suspended Procedure revised W/0G0927 Hr 
TIPPS.SB, HAinSTCN.WG Goo.'g«a Power Co 89/09/27. 7pp 51363 115- 

51363.121. 

8910040396 lLf4 60 005 CO on 690903.(oodwater sys master conlroHor placed in aulo- 
malic fcllowing ctianje from s ngle olomant to three elemont conifol.controrcr output 
siy^nal sinldenfy went to zero Caused by component lailuro W/890027 Ur 
TIPPS.SR. HAlHSTON.WG Georgia Power Co. 89/09/27. 0pp 51391.020- 

51301 035 

0910180149 Special RefU 00 005 on 890910,25,28 & I002,fire rated assemblies inoper- 
ablo lo; lorigor men 14 days Caused by lire rated assemblies & seahnp devicas 
iHouL'tiod 10 fiuppori fotuniing outage work activities Fire watches fisiaDl-shed 
HAlRSTON.W.u Goorg-A Powor Co 60/10/10 Documoni Control Branch (Document 
Conirol Desk). 6pp 51545 236 51545 242 


V. Oporafor Exominationa 

8010160174 Nohhcai'On of contracl oxocut:onjask Orrfer 10. "Hatch Roplacement 
Exam." to "Tectoca* Assistance to Support Operator Licensing Activities.’* awarded 
to Honalysis.lnc 

BRENNAN, PA Contract Adm nstrat on Branch FINL- 1269-9 80/09/27. WEST.KS., 
ROSE NT HAL, W J OUco of Nuclear Reactor Regu'ation, Director (Post 870411). 
PUt.SlPHER,K NRC ■ No Doiailod AffiLation Given Ip. 51520.050-51520 053. 

“8910160175 Llf Conlract NRC 03 80 031. Task Order 10, “Hatch Roplacnmenl Exam." 
lo "Tett-ncai Assistar'co lo Support Operator Licens-ng Activities/' awarded io 
Sonalysis.lr'.c 

BELLS Office of AdminlStrat on {Post 890205). FIN L-1289-9 89/09/22 

PETERSEN.LH. Sonalysts. Inc 3pp 51520.051 51520 053 

8010170230 Advises Ihal offect-vo 600013 TH Hunt no longer employed by uhl. Operator 
license lormfnaiod 

HAIRSTON.W.G. Georgia Power Co 89/10/11. Document Conirol Branch (Document 
Conirol Desk) 2pp 51530 012-51530 013. 


DOCKET 5O'308 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, rnedical, emergency & fire protection plane 


3aw^Svchsun^[^ Notice 89 069, "Loss of Thermal Margin Caused by Cfiannol Box 

Assossmoni (Post 870411). 80/09/20. 
5CKJ3iedEd.sonr^,ofNewYorh. Inc. I06pp. 51531. 001-51531:106 

P'Odix: V' ^<7rice 89 070, "Possible Ind canons of Mlsrcprosonted Vendor 
ROSSi r P fv * 

t^40lKJaLd Edi^cS^ r ^ Assossmont (Post 870411) 89/10/11. 

taison Co. of New York. Inc. I09pp. 51531:118-51531:226 


8910030430 Forwards Amends 127 A 90 lo l.lcenses OPH-51 A NPF-6. respectively A 
safety evaluation Amends danfy A dof.ne wh-ch firo barriers encompassed by survoil 
lance foquiromonis of Tech Specs for each un.i. 

HAnBUCK,C.C. Pro]ocl Direcloraie IV. 69/09/27. CAMPBELL,!. G. Arkansas Powor A 
Light Co. 3pp 51307 161-51367 179. 

“0910030433 Amends 127 A 09 lo Licenses DPR -51 A NPF-6.respeciivoly, clarifying A 
definng which fire barriers encompassed by surveillance requirements A achon state 
monts of Tech Specs lor each un t 

HF.0OON,F.J. Projocl Directorate IV. 69/09/27, l4pp. 51387:164-51307.17?. 


120 


DOCKETED ITEMS 


-99 10030-1 3 'I t>^a'-J 3 *cn fuppO'trg Ame- ds iP? & 90 lo Licenses DPP 51 & 

‘ oi'CM Df N.cica/ ReactOf Rcgoaiion. Drecio^ (Post 07C41 1) 09/09/2? ?CP 
51 j37 r?6 5138/ 1/9 

6910120051 Forwards insp Repis 50 313/89 33 & 50 368/09 33 on 690820 0901 & 
no* CO 01 V o aiionNoi :® Of v.o'a' on v»,rhe‘il (ref lOCFR/O Pi) 

MLhOAN.JL fle^.cn 4 . QfC c* the Drecior 89/10/04 CAMPHElL.G Arkansas 
& L 3hi Cq Ipp 51489 283 61489 287 

“8910120052 PaRi3 -r wiihi-eld Insp Repts 50 313/89 33 & 50 369/80 33 on 890828- 
0901 r^et lOCFft73 2l)Vcla:ons noted MajO' areas inSpecien phys cal security 
pregram. ncLd ng projected area ph/sca: barr.ers & asscssrncnl aids & testrg & 
ma -1 

KELLVJA Rec on 4, Ole o1 ihe 0 fOClCi 89>09f29 2pp 51409 ?B6 51489 287 

8910190209 Rev 16 lo EP.'P Olfs'e Doso Project ens ProcodvfO 1904 002. "Olfsile 
Dose Pfo.ect.ors • Radioioccat Dcse Assessment Computet Sys Computer Method ’ 
• Arkansas Povs.pr & L.gM Co 69/10/C9 62pp 51564 069 51564 l30. 


-0910200145 Safely ova'ualion support ng Amend 100 lo L-consa Npp g 
* OJJiCe of Nuc'oar Roncior Rogj'al.on. D.roClo/ ^Posl B704in 6M <• . 
51560 303-51568 305 

8910160250 Ger e/ c l tr 09 21 lo a'l hnldors of OLs A CPs rcr nuc car . . 
concern-ng request for hto ro slnlus of implemonttilion cf USI rony,,fnw 
onci 

PARTLOWJG AssocalO Direclo.' for PfO|t‘Cls (Pos< 070411). 69fi0/‘9 O 
ed Ert.scn Co 01 York, U\c 60PP 51022 000-51622 060. ^ 


0910100273 Generic Ltr 09 22 lo all liCOnsoos of cporullng fcOCors & 5,-., 

poiontiai fo.' 'ficroasod roof loads & ploni nron f-food funoff depih ai 
power p'ants djo to roconi change in PMP critOfifl Sve 1 31 oncl ' ' 
PARTLOW.JG Assccalo Oitecior lor Picjccls (Poai 871UU) 69fl9iK r«. 
cd Ed>son Co of Now York. Inc 3<Jpp 51622 0139 51622 106 


0. Inspection reports, IE QuHollns & corroapondonco 


H General correspondence 

8910160018 Advises lhai rranagor cl 1 censing duhes for plant assurred by JJ Fisicaro 
on 890821 

EWirrG.E C Arkansas Power & Light Co B9/C9/2C Document Ccntroi Branch {Oocu 
mom Ccnt/ol Desk) ip 51526 21 1-51526 2l 1 


J. Insurance & Indemnity information 


8909010338 NHC Inlo Not Cu 09 C05, ‘ Pofontinf lor Slross Corrosion CraiMiort.- 
Generator Tubo Plugs Suppliod by BSW.*‘ Sve fisl ont;) ’ ' * 

nOSSl.C E Division ol Onorational Events Assnsamonl (Posi 870411) «) ■. i 
Consol datod Edisen Co of Now York, Inc 108pp- 51349 1 00*51348 

8909080204 NHC Into Not CO 00 C86. ‘Cnaiiricailon Life of So’cnoid Vbs^v s -i, 
epci 

rOSSI.C E Divisxn of Gporalional Events As^ctssmont (Post 8704 in a : 
Ccnso'idalcd Ed son Co of Now York. Inc I05pp 51337.095 51337.195 


6910260181 Forwards Endcrsemems 69 8 70 to MAELU Polcy M-74. Endorsements 60 
& 81 to NELIA Polcy NF 2lO.Er.c;cr6eme.''‘s 13 & 14 !o NELIA Ccriilicales N 48 & N- 
68 & MAELU Certificates W-48 & M 68.respeci.v0ly 

FiSiCAflO.JJ Arkansas Power & I ght Co 89/10/17 Document Control Branch 
I.D Qcurr on t Control Desk) 22pp 61627 171-51627 192 


P. Operating ffeense stage documents & correspondence 

0910030478 Provides |Oir.i I't'o re ut I3 COmmiiment to achieve d mainia n ©tfeclivo com- 
mi,n caLcns w/pub!;c & Slate rocu'atory bodies Enel summary oullnes 1989 notif<ca 
hon & consol daied activit'cs id date 

FlS:CAnO.JJ Arkansas Power & Lishl Co. 89/09/22. Documonl Control Branch 
(Document Conircl Desk) 4pp 51382 158 51302 131 

091OQSOU6 Forwa'ds summary of 690712 fr»ee*.t^9 w/C-t 0«nera Gtoup ro proposed 
dverse emergency foedwaicr actual cn s« (DEFAS) portion of ATWS equ pmont.por 
10CFR50 62 Ger.eral des.gn features ol DEFAS consistent w/mtent ot ATWS ru’e 
POSLIJSNY.C Pro;eci Oi'eciorate IV 89/G9/22 CAMPBEll.T.G Arkansas Power & 
Light Co 3pp 51420 216 51420 239 

6910100031 informs of co-Tpletion ol analysis & procedure changes.per uli! analysis dis- 
cussed in 890706 Ur re Ge.ncnc Ltr 88-17 Uhi wll man'an two irdcatons of RCS 
temp avaJable when in reduced m-venicry. 

FjSICARO.JJ Arkansas Power & Lghi Co 89/09/22 Oocurreni Control Branch 
(Document Con irol Desk) 2pp 51461 243-51461 244. 


8909290247 Subm.(s relief roquosls from ASME SdOlion XI Code roquiroT ens ru.: 
2 first lO-yr insorvico insp schodulod on 800825 

FJSICARO.J.J Arkansas Power & Liytit Co Ol»/09/22. Docu.Tari Ccrtrs 5.* • 
(Oocumoni Conlro: Dusk) 3pp 5 1 352 O02*f> 1352 084 


8909200010 NRC Info Notico 00 OfiO. ' Evolunilon of Insihmoni Seipotrij '*' 
Mods Sve list oncl 

HOSSi.CC Division of Opcraiional Evonts Asftosbtrorii {Post 87Ciil) 
Conso'idaiGd Cdson Co of Now Ycrk. Inc I06pp 51337 200-513373:4 

6910020055 Informs lhat NRC to perform incJopo-ndonl vorifiCaLon •nspdufWw ; 
091016-27 us r'.g NRC rr.obi'o NOE ira'lcr & loam. Buiiplemonial I'i'o enci 
MILHOAN.JL. Region 4. Ofc of It’D D.foctof f)9/0U/?6 CAMPBELL G LU'j 
Power & Light C:o 3pp 5 1 365 1 1 /-S l30S 110 

0909250252 NRC tnfo Notcu 09 069. Toss of Thafrriol Murgri Caused b/Oiive 5 1 
Bow “ Sve I St unci 

HOSSf.C.E Division of Unorniional Evonts Assossmont (I'ost 87041 1| 
Consolidaiod Ed son Co of Now York. Inc. lOOpp 51531 001-51531 106 

8910030207 Ftoquosis odd; Umo to ru^pond to NHC 000029 Ilf to voabc’^f to',-:/ 
Insp Repts 50 313/80-10 & 5O-3n0/09-lC. 

EVVING.E.C Arkansas Power a Light Co 09/00/20 MllflOAN.JL Recall >3 
thoDircctof 1p 51372 247-51372 247 


6910030077 Forwards coT.rrents on safety evaluation re proposed des gns for diverse 
scram sys & diverse turb-no trip tor plant & msial'otion ol d verse emcroency feed- 
water aclual.on Sys 

FISICARO.JJ Arkansas Power & Light Ckj 89/09/25 DoCumoni Ccntrcl Branch 
(Document Control (Desk). 4pp 51390.350 51390 353. 


091OI2OOS1 Forwards Insp Ropia 50-313/013 33 & 50-300/00 33 on Bm'a')*' I 
notice of vo'alion Noiico of violnllori wilht'.o’cJ (rof 10Crn73.2l ) 

MJLHOAN.J L Hngcn 4. Ofc of tlio OirODtor. 09/10/04. CAMPfiELlG A.44 *sj 
P owers Lighl Co 3pp. 5 1409.203-5 MOO 267. 


8909280098 Genenc Ltr 89 20 to all fuel cycle licensees possessing, using or process- 
ing formula quantuics of SSNM re protected area icng-ierm hojsekooping Sve .‘ist 


MCCORKLE.GW Division oi Safeguards 8 Transportaton (Post 870413) 09/00/26 
Consol-dated Ed.son Co d New York, tnc I3pp 51531 107.5153V1 17 


8910030430 Forwards Amends 127 & 99 to Irccnses DPR- 51 & NPF-6. respectively & 
Safety evaluation Amends danfy & define which hro barriers encompassed bv surveil- 
lance roquiremenis ol Tech Specs for each un.t 

HAR8UCK.C C , POSLUSNY.C Project Dr DClOreie IV 09/09/27 CAMPBELL T G Ar- 
Kansas Power & Light Co 3pp 51387 161 -51307: 179. 


-6910030433 Amends 127 & 99 10 Licenses DPR-SI & NPF 6 rospecf.vofy clar.tynq a 
def n ng v^mlCh me barneis encompassed by survciTance requ tements a action stale- 
rr.cnts of Tech Specs for each un.i. 

HE BOON F J. Proicci Ovoctorale IV. 89/09/2?. Upp. 51387 164-51387 177 


“ Safety evaluakon supporting Amends 12? a 99 to Ucenses DPR-51 a 

NHk o.respecLve'y. 

5i?8^778°5l38n79 Rogulatiorr. Director (Post 870411) 89/09/2/ 2pp 


“8910120062 Partially withhofd Insp Rdpls 5O-3l3yn0-33 & 50 369/09 33 oc- 
0901 (rof 10CFn?3 21) ViolQlions nolO(1.Ma|or ntons Irinpoclod physical 
prOQtam.incIuUng protuotod firoa physical Lorrlorfi & nshossmont aiOSSt^i’n^l 
mainl. 

KELLY, J A . POWERS.Q A Reg»oti 4, Otc ol Iho D'focLot. 60/09/20 ?09 
51409 207 


8910160108 Responds to viotations rolod in Insp Flopts 50 313/89-30 4 50- W 5^ 
30.CoffOCiivo actions pfocoduro rovlsod lo Incof potato etops lo onsuiO 1/4 
between ends of each packing ring a proper oncniftlion o( gops 
EWING.E.C, Arkansas Power a Light Co. 00/10/06. Docuq.onl Conirol Btax^ 
menl Conirol Desk). 4pp. 51523 244-51623 24 7. 

8910160254 Requests rol.of From Artcio lWC-5000 of Section XI d y* 
Editloo.Summor 1075 /Vddonda of ASME CoUo (or Lost prossufo va'ua lor Cbssifi 
hydfoslQiic losl on unit ma-n sioam sysSys should not Uu sub cciod loaddlhy^^-/ 
ic tosi. 

EWfNG.E C. Arkansas Powor a light Co 00/ 10/06. Documonl Centro’ 0ra.vt 
ment Control Desk). 6pp. 5 1 620; ( 13-51520. 1 lO 


Forwards addi mfo ro OL ©rtensions on est-mated Cnarpy upper She 
^ues?^ ^ storage capacity.per NRC 890825 n 

^ 89/09/27. DocumeoT Control Branc 

(Oocumonl Control Desk) lOpp 51386 133 51386.142 oionc 

8910160254 Requests rei.ef from Articfe lWC-5000 of Section XI ol 197 
Edition.Summer 1975 Addenda of ASME Code for tost pressure valSe for Class 2 s 

subjected to addi tiydrosfa 

e-"’ <ooc. 

8910200141 Forwards Amend 100 to License NPF-6 a safety evafuat-on Amend mryr 

requirements of Tech Spec 3 13 4 

I?m S CAMPeEU.T.& A.X,nsas POw», 

o'®-- 

HEBOON.F J Projocl D.recloraie IV. 69/10/12. 5pp 51568;298-51568 302. 


8910040381 NRC Info NoPco 89 070, “Possib'o fntficol oris of M s'Gpffij^rie^ Vertr 
Pfoducls Sve list end. 

ROSSl.C.E, Division of Operational Hvonis Assossmooi (Ppsl B70111) 
Consolidated Ed son Co. of New York. Inc 1 0Opp 5 1 53 1 : 1 1 0- 5 1 53 1 


8910180315 Ack receipt of 000823 Hr informing NRC of stops laKon io correct 
rioted in Insp Ropls 60-313/09-20 a 5O-36a/0O-2Q.lmplomontaion d cortechf^^ 
lions wilJ bo reviewed during foturo insps 

^ Division of Reactor Projocls - I/ll (Post 070411) 83"- 
CAMPBELL.G. Arkansas Power a Light Co. 2pp. 51536 273-51530 260 


B910I30014 NRC Info Notice 89 071. •■Diversion of RHR Purp Soa' 

flecirculaiion Operation Following l.OCA." Sve fisl one’. 

ROSSI.C E. Division of Operalionaf Evonis Assossmont (Post 0/0411) 
Consol dated Edison Co of Now York, Inc. I07pp. 61631 22 7-6 1631 333 


o»igz!>o305 submlis add) info 10 ut-r 070025 rosponso to NRC BLllotm 87 Wt , 
ning of Pipe Walls in Nucleor Power Plants." Socondary Pipo Wa'i 

1092 OGO.Rev 2.0pproved on 090017. . 

FISICARO.J.J. Arkansas Power a Lighl Co. 80/ 1 0/ 1 0 Document Ctx'iro' 
(Documanl Conirol Desk). 2pp 5 1 601 .305-5 1 60 1 036 


DOCKETED ITEMS 121 


pfif'Odlc operaling reports & related corrospondencG 

a3l02S0?H .Vo''?ny oporarn-g ropi Icf Sept 1009 lor Arkar sas Nuclear O-'io Ut il 2W/ 
tiiCtjll' „ 

’-,hi"Tli'S. FISICARO.J J Arkansas Pcjver & Light Co 09rO9/3O f>pp 5161 7 3C0 
t’6’r'3l3 

5 BspoftabJe occurrences. LERa S related correspondence 

a9lOOSOC9B l-orvsaf-ls Ancha'/Oarhng 5505 structural anocnmenl p,->1eni.al r'OHfanco n 
* i.v^fg-ce m 90 oltsei appl cahons Lt' appears to have Pan 21 imp iconccs 
HA^tlNTT Reg on l. Cic o* tho Oi*eciO' 09/09/12 RRACM.t W Vendo' Inbpuc- 
!'onB.‘3r;n ip 5H 1 5 29? 5 U i£ 301 

Ml0050tQ3 Part 21 & rlof Ciericy repl ro polerlial for cluaranco/ iniorto'cr'co between 
' A-chc>f/D3‘''Ag ad 5505 structural aiiachmoni & snubber body err A (J 5500 
v'^vD&tisS'caticn discussod */uli:s nvoJved & mailer considO'ed dosed 
► STEWART Anci^jr-'^Oo'lin^ Ve'vQ C'O (SubS ol Anchor/Oaruny hiUusiros 
!rc ‘ 95/06/28 Rcrj os 1 Ofc cf ire DireclO' 9pp 5M 15 293-514 15 30l 

09 O 929 O 1 J 7 Sum.Tiary ol Cperalir.g Readers Ey/onts Moo’ny 09 3i on 090920 lo b;<ol 
srer masagets & rogio'^ai cfficos on soiecied ovenis ihai cccjrod sf‘Co last moot 

ir<a 

HiU3HN£v.c J. Evesis Assossmeni B'arch 09/09/21 ROSSI.C E Civ.sicn ot Cpcr- 
a'c-a! Everts AseussTient l^^cst D7C411) I5pp 5135? 155-51352 169 

S9C9290tBD Spocia' Ropi 50 369/89 013 03 cn 090G26.prosst.n/or ’ovul t?ocreasod 
Ar. € i.sti."ig header C cf 1^5' sysCa-sud Dy backioaKago ihrougii hoado' safety in 
•t'c'c'. chec-t valve HP Si p^rnp stottea A vatvo opoio-J to m.oci wvaio» into HCS 
EA SGEC A'^ansas Power & Light Co 89/0D/«3 Document Conircl B'arch (Docu* 
-Itfii CoAird Desk| 2zo 51352 l4e 5i352.K9 

0310100348 LEfl 09 016 0-Dcn 090903 & 10,ccf*ln.,O'.,s fro watch to mcmlor r.oniuni; 
Vo ba'fio.'S remov^jJ d,iB lo hgn anbomc aciiv ly.Causcd by faluru lo ostabl.sb 
covno^rc cs Teen ^6C ebango issuoo W/091C03 tir 

WLIAR.O. EWING. l C Arkansas Power & liy5l Co 89/10/03 4p;) 514H0 123- 
5 '463 126 


OOCKET 50-369 WILLIAM 0. MCOUJRE NUCLEAR STATION, UNIT 1 


f Security, medical, emergency & fire protection plans 

8310020300 Fcfwa'ds pjWc vors'on of revised cisis myt in'p'oninnlno 
P'Kcdutes consisting of Hov 30 to CA^'P-l.Rov 36 lo CMiP 6 Flov 35 lo CMlP ? A 
R«v 5 10 CVIP 12 W/ 699925 rofoaso rr.omo 

TLC-tER.HB Duko PcAor Co 80/09/01 Oocomoni Control Branch (Docu nont Con 
:rClDe<<l 3rp 51359 001 51 359 139 

-8910020306 PubiC version of revised crisis rr.gl irno omor'li.ng procoduros cnns*s(ir,q cf 
Per 30 10 CMIP l.Rov 36 to CMIP 6 Rov 35 lb CMlP-7 A Rov 5 to CMlP-i2 
'DukoPorrOfCo 69/09/01. I£0pp 51359 034 51359 139 

6910330106 Fc'vrards pct'iC vers- an ol Rov 31 lo ' C'lS-s Wgi Plan lo; Nudonr Sia- 
Hev ellectivo 003901. 

’UCKtRlia Dj^o Powo' Co 89/0D/O5 Dociirro.'il Control B'ancli (Gocumunl (!cr'- 
?qI0.:sM 2pp 51393 250 51300 315 

-8910030121 Rov 31 lo "Crisis Mgt Plan fo» Nucloar Slaiions ’■ 

TuCKEn.HB Dj^oPoACr Co. 09/00/01 24pp 51390 202-51 390 3 lf> 

8910030370 Forwards pubic: version of rovisod bPlPs.iPc!i.dr.a UP/0/B/10l)U/02>iP/ 
OrB'‘CG9/03HP/0/B/lC09/05.HP/0/0/l009/06 A H P/0/ B/ 1009/ 10 W/ DM 
G-^rr? 6/ 69C925 reloasu rremo 

TJCKER.HB Duke Power Co flO/09/00. Oocumont Cot>irol Elraricft (Docurnr.-nt Co'i 
t'OlDesk) 2rp. 51373 231 51373.313 

-8940030379 PvWc vws'.on ol tonsod EPlPs..r.c'.y:iln\fl HP/0/B/10C9/02, HP/O/B/ 
l■X■9/03.MP/O/Q/ 1009/5, HP/O/D/ 1000/08 A HP/O/B/1009/ 10. 

MCCOfJNELL.T L Duke Powor Co 69/09/00 QOpp 51373.233-51373 313 

8910120174 Rgv 27 to omo-'flOdCy p an W/O0t003 Itr 
tucker, HO OukoPevrer Co 00/09/13. I22pp. 61409.120 51400 249 

8909270031 Rev l lo Cr-S-S Wgl Plan In-.plornonl-nQ ProcotlurG EDA. 10, "Environ Mon ■ 
la- ng lor Fmargoncy Cond lO.TS for Occnoo Nuclear Slal:on ” W/lab’o of conionis A 
69C-319 If 

HAPfliSRE Duko Power Co UO/09/15 25pp 51336 050 61336 082 

Forwards pjb' c vors'Cn of EPiPs.incUd ng Cnnngos 0 to ni>/0/A/5700/00, 
C‘3SsVaio.T ol Emergency," HP/0/A/57C0/03. "Siio Area Emorgnney" A RP/O/A/ 
5/00/C4, ■ General Emergnr.cy." 

Tucker H. 3 DuKo Powor Co QO/OO/ 19 Document Control Branch {Docurnonl Con 
falDcsV) 2pp 51467.309-51468 042 

^910110184 Pubic vfl'SOn of rovisod EPlPs,(nclud.ng Changns 0 to nP/O/A/5703/00. 

of Emorcency," flP/O/A/5700/03 "Gonoral Erno/goncy ' A RP/O/A/ 
JW/04, Ge-noralEmeV-cy'* ^ 

WCCOkNELl.T L Duko Power Co 00/09/10. 02pp 61467.31 1-5 1468.042 

0909270157 Forwards 'nsp Rcpls 50-360/89-30 A 60-370/00-30 on 093021 -a-I.Noncil- 
00 rio aticn nctod 

CLNE.WE Region 2. Ofc of iho Oi.'oclor. 09/09/20 TUCKER 11 0 Duko Powor Co 
JPP 51335.157-51335 160 

“8909270158 Insp Reptg 50-369/89-30 A 50-370/09-30 On 690021-24 Noncltort v.o’a- 
-tin no'eo L'a or areas ir.speciod physical socuniy program for power rcocrora.Dolni's 
KhPd(r0MoCFH2 7GOS 73.31) 

MCGUIRE. DR RoQon 2. Ofc of Iho Diroclor 89/00/20. ip 

^'.>.>5160-51335 160 

690620 roaponso Iransmitting doscnpHon of add-hons to A 
ernerger-cy response gu tleiinos for plant as roquostod in 

FtEB',ES.T A. Region 3. Ofc of ihe Director 09/09/20. TUCKER H B Duko Power 
^ 3pp. 51370 350-51370:352, 


0010200001 Forwards insp Rep’s 50 309/09 24 A 50 370/89 24 on 090722 0912 A 
rol'Cu cf viQlatcrr EnfO'Ce nnni conferenro to discuss v.o'aiisr^ schoduJod for 091020 
EBNETLR SD Hogion 2. C*c ol t>;o Croefor 69/10/06 TUCKER H B Cuko Powor 
Co 3pp 51577 0-13 51577 068 

••6910300002 N.n’co o' v.olaton irem msp on 690723 0912 Violai on noted lOlure to 
neoi rviifi shift S irc brigade staM r;g roqu rorronis 

EBNLIER.SD Rorjijn 2. Ofc ol tho 0 rector 69/10/06 3pp 51577 C4b 61577 047 

8910230339 Rov 5 lo Crsis Mgt mptoniorting Procoduros CMIP 1 1 ' ClassiliCat cn of 
Lmorgoncy for McGum Nuclear Slaion W/691016 Hr 
hARRiS.RF Duke Power Co 69/10/16 3lpp 51500 114-51550 144 


J. Inauranco A Indemnity InformaiJon 

8909290169 rorwanfs Amend 15 tti Irdomruty AmeomorU B 44,fOlieciing changes to 
1UCFR140 ' Firancia Proludio". Ret;iji.*emenlS A Irrfomnity Agrec-menis. " for signa- 
Ip-ro 

MATTHEWS DD Prciort Directorato ll-3 60/09/20 TUCKER.H B Duko Power Co 
5pp 51362 150.51352 '54 


P. Operating llconae stage documenle A correspondence 

6009260046 Advises 601201 ccmplohO'i date lO’ corrp'.elmg iherme' hyctaxi'ic A 
stnjciural roanalysis lor pitirq rlcwrslroann of code safely veivos cannot bo 
mol Assessment of rosuTs wi': bo provided b/ 900319. 

TUCKER.H B Duke Pownr Co 69/O-)ri0 Oocumonl Cont.'o! Orarch [Documem Con- 
trol Dusk). 2pp 61350 19G 5l3f.O 199 

8910030233 Advisos lhal tiumar'. factors review rO ATWS mitigalmg sys aciuolion c rcuit- 
ry condurtod as pen of nucloar siakon rrod p'oeoss A appropriate changes incorpo- 
rated into mam control boenls 

TUCKLR.HB D-ke Power Co 00/09/20 Document Conrol Rranch (Doci.mo.ni Cen- 
iml Desk) ip 51303.359 51390 359 

0910030225 Konworas current ODCM for plants Replncomont of ODCM copies OSSKjned 
10 NRC W/o Slaled onci 

Ti;('kEH.H B ^u^o Powor Co. 09/00/21 Documont Control Branch (Oocumonl Con 
iro Desk), ppp 51304 360 51304 351 

8909260090 Generic Lir 09 20 lo all fool cycio Lcerseos possess ng. using or p'ceess- 
i.-g fomiijla quaniilios of SSNM ro protected aro«3 long term ho jsekebp r.g Svc I si 
onci 

MCCORKLE.GW OiviS'on of Sa'oyjarns A Trar^sporfetion (Post 070413) 89/09/26 
Co.usoWaiGd EdsonGo ol Nuw Yo'V, hve I3pp 61631 107-61631 11/ 

O91OMO160 Forwe'ds nddi info ro conlnrmont Ir.or corrosicn.por 090913 
lOlccrt.incluriing conUunmnni lavcul A dctai's, transieril prossu.'O enalySis A rasu'ts A 
siross intonsitrus A ccdo allowables 

IUCkER.h B CuKu Powor Co 69/09/26 Oocumont Conircl Branch (Documoni Tor^- 
iro‘ Dosk) 9Gpp 51466 250 51466 357 

0910060068 frp repi ol 000907 vist to ptant ra stool conialnmont ccrrosicn Altondeu 
I St A si dOS oncI 

REEDT A Pfoloct Di'oclo'Bto 113. O'J/lO/02 Ptojeci Ofoctorato 113 25pp 

5146? ?Ol 61462 205 

0910170092 Summ.iry of 090907 moutng w/ull at sito to corrosion on Unit 1 stool con 
Uiinmunt vessel Moot r-u participants.siidos A related Info encl. 

REFO.T A Pro.oci Ci/ociotaie ll-3 60/10/02 Pro.ect Dirocioraie 11-3 27pp 

61534 002-5 1634. too 

8010110257 App icaton for amends 10 Liconsos NFF 9 A NPF- IZ.chang ng Tech Spec 
3/4 0 1 to allow g'oato.' flombi'ity in Isolating roacior makeup water supply to RCS 
during foluol.f«o cporalions. 

OWtTt.W.ll Duke Pcrwcr Co 60/ 10/C6. Document Corittcl Btar.ch (Document ConUol 
Posh) 3p;> 61403 255-61483 273 

♦•8910110260 Proposofl Toch Spocs.allowi.ng gmatOf flexibility m isolet-ng reactor 
rrakoup wator supply ui RCS during rofuol ng operat ons 
•Djko Power Co 80/10/06 ICpp 51403 260 51403 273. 

0010170234 Confirms 691005 loiccn re parliCipafcn in NRC Rouu’ainry Impact Survey 
on 001201 Licensee feodt)acK w.ll bo evaluated to doinrmi.ne wnat changes should bo 
mado to NRC leculaio.'V approach to enhancing sale oporailen of plants 
EONETER.SD Region 3, Ofc of the O.rocior 09/10/10 TUCKER.H.O Duke Power 
Co 0pp. 61530 333-51530 336 

8910230176 Forwards Top.cal Ropi BAW10174. "Mark BW Roroad LOCA Analysis for 
Calawt>a A McGuro Unlis." fo.' app.'oval by 00i23i 

TUCKER.H.a Duko Pewe.' Co 69/10/17 Documem Control Branch (Documem Cen- 
irolOosk) 3pp 51568 306 51569 009 

-0910230186 "Mark-Dw Reload LOCA Analysis for Catawba A McGuire Un ts “ 
‘OAWFuolCo QAW-10174 89/09/30 I60pp 51 560 300-51569 099. 

8910240046 Forwards respor>so to 090629 request lot addt nto ro d reel QRi^eiav.on te- 
sponso specif o.Tof yet spectra) density function usmg s-to specific data A rGcommon- 
dal'Ons of NUflCG/CR 6347, App 0,acceptnb!e 

TUCKER.H.Q Duko Power Co 09/10/17 Documem Control Branch (Document Co.n- 
trol Desk) 7pp. 51591.050 51591 05ti 

8910160250 Generic Llf 80-21 to all holders of OLs A CPs for nuc!eor power reactors 
co,ncorn ng roquost for mfo ro status of iirp'emomation of USI requirumnnis Sve 1 si 
end. 

PARTLOW.J.G. Assccialo D recto.' for Projects (Post 070411), 89/10/19 Conso'idal- 
od Edison Co of New York. If'.c. 60pp 51622:009-51622 006. 

0910180273 Genor.c Lir 89-22 lo a‘l licensees ot operating reaciors A holders of CPs re 
potential for increased roof foads A plant area flood runoff depth at f censed nuclear 
owor plants duo to recent charge in PMP criteria. Sve 1 81 one' 

ARTLOW.JG. Associaio D.rocio.' fo.' Projects (Posi 87041 1) 89/10/19 Cor^soi.dot- 
ed Edison Co. ol Nnw York, Inc 39pp 51622.069 51622 106 





I I I 


Q. jnapecMon reporls, fE Bulletins A cofreepondence 

8909010338 NRC Ir'o Noice 83 065. "Polontial lO' Suess Corrcs-on Crack*r^g in Steam 
GenGfab/ Tobo Piugs Si-ppl ed by B&W ’ Sve I st onci 

ROSSI.CE O.v'&iOn ol Opetaicnal EMer‘% Assessment ^Posi ft7041M 80^09/08 
CorsolJalod Edison Co ©rNow York, Irc lOOpp 51349 100 51349 208 

8909060284 NRC In'o Noico 69 066, “Oua'ihcaiion Lite of So.'eno-d Valves “ Sve I'Sl 
end 

ROSSI.CE- OiviS-cn of Operational £ver>‘s Assessmont (Posi 870411) 60/09/11 
Ccnso'-daiort Edison Co of Wow York, fnc lOSpp 51337 C95-51337 199 

6909280199 Sum.mer/ of 890831 moetng w/uM Westinghouse & 08W m RocKv.l'e.MO 
te imdvr.gs 8 conc'uscns fiom »nsp ol sioam genet atet tubes & plugs ccr.ducted 
dur;i^ lint 2 rofueling ctfago & analyses of Unt 1 moiallurg.Cdf specimens W/onci 
jABSCXjn.Kf) Ptclcci Oi.*eclo»aie ii 3 89/09/ 15 Pfo;bcl Di/ecio:aio ll 3 27pp 
51346 005 5134 6 031 

8909270004 Forwards Insp ReplS 60 369/89 27 & 60 370/09-27 on 090814-18 Viola- 
tions nolod bul nci cited 

FEE8LESJ A Rogon 2, Ofc Qf m Oi'eC.or 69/09/19 TUCKER. H.G. Ooke Power 
Co Ppp 51335 284-51335 209. 

-8909270006 Insp Ropts 50 369/89-27 S 5O'37O/60 27 on 890814-18 Programmatic 
v^aaKness notao Ma)cr areas ‘ospocted des-gn. design clianges A plant mods 
SMITH.C. JAFE.F Rogort 2. Ofc ol 11*0 O-'oclor. 89/09/19. 14pp. 51335 286 
51335 299 

8909270073 Forwards addi iolo re steam genoralor lubes & plugs Insp during r 6 fo' 0 i,rig 
oglago.pef 89083 1 mcei ng w/^nC ComTutmeni to pedetm 10Q% bobbin coil eddy 
curroni insp of p'ani steam gonorators raali rmod Prop-voiary repi withheld 
TUCKER.H B Duke Ppwet Co 89/09/19 Oocurreni ConltDl Otarich (OoturrenV Con- 
trol Oosk) 3pp. 51339001-51339 107 

“8909270075 Informs of rece pt of propr.ofafy "McGu-r© Noc'oar Sietion, Unii 2 Eva'ua 
i on Of O&VV A loy 600 Piuos JuSir caiiOn for Return to POwe/.'* 

TAYlOR.JH Oabcock & “Wilcox Co 89/09/06 HOOD.D NRC • No Oatai'ed Aih'i 
ebon G ver>. 30pp 51339 004-51339 033 

“8909270077 Addendum to McGuire ffucloar Stalion.Unit 2,neview of Susceptibi-ity to 
Event L.Kq McGinre Unil 1 Tube ni0C25 Rop’ure i JusMicaHon lor fleium lo Power.*' 
* Duke Power Co 89/08/31. 74pp. 51339 034.51339 107 

8909270f57 Forwards Insp RoplS 50-369/89 30 & 50 370/89 30 on 89082l-24.WonClt• 
Brl vio:ahon noted. 

CLINE.W.E Region 2, Ofc of ire Dirocicr 89/00/20 TUCkER.HG Ooke Power Co 
3pp 61335 157-51335 160 

“8909270168 Insp Repis SO- 369/69-30 & 50 370/89-30 on 80082 l-24.Noncited vio’a- 
llon noted Majoi R»eas vnspettod physical secunly program icr power reaciors Oole;i 5 
Wilhheld (rof l0CFn2.790 & 73 21). 

STAN5BEHRY.W.W , MCGUIRR.DR Rcaon 2, Ofc of iho Director 89/09/20 Ip 
51335 160 51335:160. 


6910180361 Confirms meOlmg arrangemonis ro 89 T 020 enlorcc-i 
Region ll Cfc lo dscuss p/ob.'ems associaied w/control room von 
luS ventilation sys 

FflNET£H,SD Reg.on 2, OfC ol iho Director 89/10/03 TUCk^ 
Co 4pp 51545 143 51545 146 

6910200027 Forwards Augmented insp Team ReplS S0'369/66-3l 
890907-1 1 Overpressun^allon oveni caused by delicient 1 q$| pre 
error. 

EBNETER.SD. Reg-on 2. Ofc of Ihe Direcior. 89/10/03 TUCHE. 
Co. 3pp 51576 193-51570 210. 

“6910200029 Augmented Insp Team Ropts 50-369/89-31 & 50-3 
1 1 Major proas insp 6 Clod. followup on 800905 event re ovorpross 
menl spray sys resuliino in spill of contammaied water m auxi.iaiy < 
JULIAN.C A . GIQSON.A F Reg'On 2. Ofc of tho D’rector. B9/09/2i 
51576210 


6910200107 Ack reco-pt oJ 890012 Hr Informing NRC Ol stops taiien 
noted in Insp Ropts 50-369/89 16 & 60-3/0/89-16 
HERDT.A R. Region 2. Ofc of ihe Direcior 09/10/03 TUCKER H 
2pp 51566 025-51566 026 

6910200001 Forwards Insp Ropis 50-359/89-24 & 50'3?0i63 24 c 
notico of v.olaiion Enforcoment conforonce lo discuss violation set 
EONETF.R.SD Region 2, Ole ol ihe Direcior 89/10/06 TUCKE 
Co 3pp 61577 043 51677 068 

“8910200002 Notice ol v^olalipn from msp on 890722 0912. Viola' 
meet mm shili & fire brigade slatting roquirements 
EBNE1ER.5.D Region 2, Ole of the D.rocior. 89/ ID/06 2pp 5i 

“0910200003 Insp Ropts 50 369/89-24 & 50-370/89 24 on 3537 
noted Ma)ot meas inspected opet aborts safety veftlicabon.s-jrve 
aciivit-es & evaluation of Jiconsoe self -assessment capab iitv- 
VANDOORN.H , COOPER.T.. SHYMLOCK.M.8 Region 2. O’c ol l 
05. 2lpp 51577.040 51577.068 

6910040361 NRC info Nobce 89*070, “Posstb'e Ind-cailons ol Mis: 
Producis '■ Sve iisi end 

nOSSi.CE D.vis^on ol Opotaiional EverAs Assessmeni iPosi c 
Consol.daied Edison Co. of New York. Inc. I09pp 615311 10-5153 

6910130014 NRC Into Nobco 09 071, "Oivots:on of RHfl Pum? ^ 
Flow During necircuiaiion Operation Following LOCA '* Sve I St enc 
ROSSI ,C.E. DrviS'.on of Opprabonal Events Assessment (Post \ 
Consol'dated Edison Co. of New York. Inc I07pp 5 1531:22 7-5 i5C; 


R. Periodic operuilng reports & related corraepondence 


8910030011 Responds lo violal-ons noted b bsp Ropts 50 369/89-21 & 50 370/89- 
21. Corrective acHon reviewed D-rectivo 3 1.36 6 proposed upgrades lo ensure ade- 
quate password control 8 adequate review of lockout summaries 
TUCKtR.H 0 Duke Power Co 80/09/20. Oocurreni Control Branch (Document Con- 
trol Desk) 3pp 51372 246-51372 250 

89 10040326 AcK receipt of 890816 respo.nse 10 vio'dhons npied in insp Repts 50-369/ 
09 05 & 50-370/09 05 

HEflOT.A.R Region 2. Dfc of Ihe Direcior 89/09/20. TUCKER.H8 Duke Powor Co 
2pp 51436 173-51436 174 


0910190170 Forwards monthly opsial-rtg repts for Sopt 8 Aug 1969 
ar Stalian.Unils 1 A 2 

TUCKER.H.B Duke Power CO. 69/10/13. Opcurttenl Control B:an 
IrolDesk) ip 51558 061-51550:073. 

“8910190176 Monthly operating repts for Sopt 1989 for McGuire N 
1 & 2 . 

WlLLlAMS.RA, MOSER.S.W. Duka Power Co. 69/09/30. 
51550 072 


6910030360 Forwartia Irisp Repts 50-360/89 15 & 50-370/89-15 on 690605 09 a 19- 
23. No vioiai'ons or dev.aiions noted. Aiteniion invried lo weaknesses identified in ropt 
ro program lor molded case cucun breakots 

Gi6S(5n,A.F Region 2. Ofc ol ihe Direcior 89/09/22 TuCKER.H 8 Duke Power Co 
2pp 51385 196 61385 287 


“8910190178 Revised monthly operating repi for McGuire Nuclear i 
* Duke Power Co. 89/08/31 Ip. 51568.073-51558 073. 

8. Reportable occurrences, LERe a related correspondence 


“0910030262 Insp Hepis 50-369/89-15 & 50 370/89 15 on 890605-09,19-23 8 
0720 No violations o< deviations noted Maior areas inspected ma.nt program & pro- 
nrarj) Implementation 

CROWLEY.B.R , BLAKE.JJ Region 2. Ole ol Ihe OYoclor. 89/09/07. 90pp. 
51385:198-51385 287. 


091016029$ LER 69 0i5 00:on 8 90 7 22. discovered that neutral pro; 
could DO achieved m some required sys con ligurarions. Caused b 
due to design oversight Outside a.-r ref point installed W/691004 itr 
SiPE.A, MCCONNELL.T.l. Duke Power Co 89/09/18. lOpp 51 


6910040256 AcK receipt ol 890822 Ur informing NRC of slops taken (o correct violations 
noted in Insp Rept 50-369/89-14 

REYfS.L A Region 2. Ofc of iho Ovoctor 89/09/22 TUCKER.H B Duke Power Co 
2pp. 51499.128-51499.129. 


0909290019 LER 60 019 OO.on 690821. inadvertent ESF actuation Oi 
propnaie action & detective p/ocodure. Procedure changes comp 
Tram B diesel sequencer irmer calibr procodurGS.W/89092t Itr. 
SiPE.A. MCCONNELLJ L. Duke Power Co. 80/09/21. epp 51342 


0909200010 NRC Info Notice 89 058, "Evaluation ol Instrument Setpoints During 
Mobs." Sve tisi end 

HOSSI.C E. O.vision of Operational Events Assessment (Posi 870411), 89/09/25 
Consol'dated Edison Co. oi Now York, Inc lOBpp 51337 200-51337 304 


8910020071 LER 89 021-00:On 8 906 23 .discovered that design oi S 
account temp induced dillerenco h pressure gtatiien's 
annulus Caused by design deficiency. Sys setpoint mods implemeni 
SIPE.A , MCCONNELL. TL. Duke Power Co. 89/09/25. 7pp. 51351 


09O925D2S2 NRC Info Nol ce 89 089. "Loss Ol Thermal Margin Caused by Channel Box 
How ■' Sve I si enci 

flOSSl.CE. Divis'on ol Operarional Events Assossmeni (Post 870411), 89/09/29 
CorxEol-datCd Edison Co. ol New York, livi lC6pp. 51531.001-51531 106. 


8910020076 LER 89-020 00. rjn 890727,discovered that abnormal c 
conlammoni vessel occuTredCaused by corrosior^ due to eiardu 
area Steel conialnmeni vessel will be repaired & recoa ted. W/ 8009 
SIPE.A.. MCCONNEll.T.U. Duke Power Co. 69/09/25 Upp 5T 


6910190268 Fotwatete insp Repts 50-369/69-25 & 50-370/69-25 on 890614-18 No vio- 
lations or deviations noted. 

JULIAN.C A Bog.on 2, Otc ol the Dreclor. 89/09/29 TUCKER H 8. Duke Power Co. 
2pp 51564:045 51564 056. 


0910030239 LER 89-022-00:on 8 00626 .reactor trip occurred becdus 
tow flow signal that fntetlockod vr/ permissive stonal Caused by eq 
function. Recovery procedure Implemented W/000925 Jir. 

S1PE,A . MCCONNEIL.T.L. Duke Power Co. 89/09/25. lOpp. 51 


“8910 100270 Insp Repts 50-369/89-25 ^ 50-370/89-25 on 890814-10 No viotal-ona or 
deviations noted Major areas Inspected-NRC BuL'etm 85-003, "Motor Operated Valve 
Common Mode ..." & fo'lovfup of Ucense© acl on on previous fnsp findings. 
LENAHAN.J.J . SZCZEPANlEC.A , GELISLE.GA Reg-on 2, Ofc of the O.recior 89/ 
09/25. I0pp 51584 047-51564056 


8910160310 LER 89 018 OO on 890029, both trams of control ar0i 
chlldd water (YC) sys declared ino parable .Caused by equiprnonf 
Refrlgerani added lo VC/YC chillef.W/890928 i|r 
SIPE.A.. MCCONNELL, T.L. Duke Power Co B9/09/2B 7pp. 51513 


69102001 10 Ack receipt o! 89DD20 Urlntorm'ng NRC ol Slops taker! lo correct violations 
noted in tnap Ropis 50-369/69 21 A SO-370/89-21. 

JULIAN.C A. Reg'on 2, Ofc ol ihe Director. 89/09/29. TUCKER H.B Duke Power Co 
2pp 51578:256-51576 257 


8910120064 LER 89 023- 00: on 89083 1.ESF actuation occurred whe 
to auxiliary feedwater Isolation valve repositioned to open Cause 
lowing correct procedure.Signal to valve 1CA-8G cfoar6a,W/89100 
SIPE.A . MCCONNELL.T L. Duke Power Co. 69/t0/02. 6pp. 5148C 
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a ri o\ reot re po’enha' of Birbiont corrponsaiCiJ molded Ca%o LifCui 
{3101M24S njb'ished .n<o Insiantanoous inp chock w.ll l>o msinulctl on 

t^ei'ers 10 eaviw -cm IP ^ 6,cahefs p.-ioi lo »h4)tnonl 

f woSopSO Elocttic CC-P 89/10/0!) MunLLY.TE OU.CO Ol Nil 
^^iS ReVpIaloU-ocic. (1/0518704.1) 4pp 5.564 ,00 5.564 ,90 

ofl cn nn 69G922 *035 of pcwvcr to Si'ons occur fOU duo to powo: linos tfownoil 
j3 10240 129 n I PR J|:i bo Sb6m:lied ro ovoni 

T I ko Pewor Co no/ 10/ to Docunront Control Branch (Documom 
5,5890,7.5,5690,7 

I PR fl9.037 00 cn flg09l5 pro^oalura did not atari bocoiiso a r How poriris* 
891024026/ Lc connect dompors wero dosed S laggod A voniiloilon ays 

S/.ie «as no rnaoe a b u Caused by design dolic oncy.W/69lOl0 Mr 

89/10/10 npp 51f>ft0 331-51500 3-11. 

I PR 89 025 00 on 890910 |umpO' camo looso & nadvertontly mado con 
89t3J40'-i/ d'ocilv above link Q-l6. fosvilimg In luroino rlnvun foralwator 
s ar,.°g esUod by inapp/opiiBlu d.;,«,..W/09,OI8 l„. 
tTr^ WCOTNEU.TL Duke Power Co 89/10/10. 7pp 51502 050 51502 00-1 

LER 69 026-00 on n90720.bOtn trains of control area vontrahon sys 
” bv desgn dohconcy borauso o1 tnonlirpnled mioraciion ol 

;XfnenS dampor relnsiallod in fan on Tra n B vtf/09lOl9 Itr 

W^NNELL.TL D-.ke Power Co 89/10/19 1 1pp. 51611:267 5161 1 277 

U. Congressional/Execullve Correapondanco 

Mt»60i6l Forwards rcpi ol AOa at ’iconsod laciitios for Kirat Ca'ondar Ouartor 
1989 PIUQ fa’ure resulted m stoam nonctafor tubo (oaK at Norili Anna Unil 1 & sloom 

oeneralorrujlu'ed at McGuire Uril 1 W/o orxl ^ ^ , 

C^^KM Cem mis 9 oners 89/09/ id CUAYLb'.J.D. Sonoto. PrcsuJonlof the Sonnto. 
^51438098 51438098 


docket WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


*‘6910200002 Noiico ol violalion fro.m insp on 690722-0912 Violation nntod failure lo 
n;oei rrin A tiro b.'<gado staff ng rcqi/iroments 

FQNEITEn.SD Bogioo 3, Ole ol the Ciredor 09/10/06 2pp. 51577 046 51577 047 

8910230239 Bov 5 to Crisis Mgl ImplBmoning Procedures CMIP-ll. ‘Classihcaf on of 
Emorgoncy for McGuro Nuclear Station '* W/891016 Mr 
HARfliS.Fl F. Duke Power Co. 69/10/16 3lpp 61560.114 51500 144. 


J. Insurance & indemnity Information 

8009290169 Forwards Amend 15 to Indemnity Acreomont G-44.rolioct ng changes lo 
iOCFRmo. 'Financai Proieciion noguremonts a fr.demnity Agroemenis.*' for aigna- 
tu'o 

MATIhEWS.O B Pro.GCl D rOLlorato 11 3. 99/09/20 TUCKEB.H 0 Duke Power Co 
5pp 51352 150.51352.154 


P. Operating license stage documenls & correapondence 

8900280048 Advises that 091301 comp'oiion date for completing thorrral hydraulc A 
siruclural roana'yss for piping downstream of code safety valves cannoi be 
mot Assossmeni ol results wi:t be provided by 900319. 

TUCKER, H 0. Duke Power Co. 89/09/18 Documont Control Branch (Document Con- 
trol Desk) 2pp 51350 196 51350 193 

8910030104 Forwards "Peakng Facto' Urn I Repl for McGuire 2 Cycle 6" Hepl pro- 
vides functions to be used for RAOC operation during Cycle 6. 

TUCKER.H B Duke Powor Co. 09/00/18. Docume.nf Conirol Branch (Document Coa- 
trolDosM Cpp 51373314-51372.319 

8910030233 Advises that human factors review re ATWS m ligatir^g sys acluaiion c-rcoit 
ry conriuctod as part of nuclear stalion mod process A appropriate changes (ncorpo 
rated into main control boards. 

TUCKER.H 0. Dtjko Power Co 89/09/20. Documeni Control Branch (Document Con 
IrolDosk). »p 51300 359-61390 369 


F. Swurlty, medical, emergency & firo proloctlon plans 


6910020300 Forwards publ.C version of rovisod cr»S'9 rr.gl irnplonionling 
procedures.ConSiSl.nq ol Rev 30 fO CMlP l.Rov 30 lo CMM’ 0, Rev 35 to CMIP 7 A 
Rev 5 loCWIP 12 W7690925 roleaso mo.’no. 

TUCKER.H B Duke Pov-or Co 80/00/01 Oocumoni Conirol Branch (Document Con 
toibesk) 3pp 51359.001-51359 139 


-8910020306 Public vers on of rovisud crisis mgi (mnlomonling procorluros conblfiling of 
Rev 30 *0 CM P- 1 Rev 36 to CMlP-6.Rov 35 lo CMfP-7 A Rev 5 to CMIf^ 1 2 
• Duke Pewer Co. 89/09/01 iSOpp 51359 004 51350.130. 


8910030106 Forwards pubic version of Rev 31 to "Crisis Mgl IMnn fur Nuclear Sta 
icfis " Rev eifeclive 890901 . 

TUCKER H0. Duke Power Co. 60/09/05 Document Control Uranch (UbCument Con 
lOlOcsk) 2pp 51390 290*51300 315 


0010030226 Forwards current ODCM (or plants Rep'acomont of ODCM copies ass good 
to NRC.W/o siaiod oncl. 

TUCKER.H B. Duke Powor Co 80/00/21 Oocumeni Control Rranch (Document Con- 
UOl Dosk) 2pp. 51304 350 51 3B4 351. 

8009200000 Qonoric Ltr 89-20 lo all fuel cycle licensees possoss'ng. us ng or process- 
ing forniu'a quanliiios of SSNM ro protecled area long-term house keeping. 5 vc list 
oncl. 

MCCOHKLG.GW Diviaon of Safeguards & Transponation (Post 870413) 89/09/26. 
Consolidniod Ed sen Co. of New York, Inc 13pp 51531:107-51531:117. 

8910110168 Forwards addl Info re conta'rirne.'^l liner corrosion. per 890913 
tolcon.includlng containmont layout A doiaiis, irans'ont pressure analysis A results A 
siross Intensities A code allowables 

TUCKER.H. D Duke Power Co. 09/09/26. Documeni Conirol Branch (Document Con- 
irol Desk) OOpp 51466 258-51466 357. 


-8910030121 Rev 31 to "Crisis Mgl Plan for Nuclear Slnllens " 

TUCKER.H 0. Duke Powor Co 89/09/01 24pp. 51300:202 61390 3 15. 

6910030370 Forwards public verson ol rev.scd CPIPs.inclutfit’.g HP/O/0/ I000/02,MP/ 
OrB/lOC9/O3.HP/O/D/lOO9/O5.HP/O/0/ 1000/00 A MP/O/n/lCOfl/ lO.W/OH 
Gansley 890925 release memo 

TUCKER.H 6 Duke Power Co 89/00/08 Documuni Ccnirol Rrnncfi (Documont Con 
IrolDesk) 2pp. 51373 231-51373.313. 

-6910030378 Public version of revised EPlPs.incluUiiin I IP/O/R/ 1000/02, HP/0/0/ 
1009/03.HP/0/B/1009/5.MP/0/B/ 1009/00 A HP/O/0/ 1009/ 10. 

MCCONNELL. T.L. Duke Powor Co. 09/00/08 90pp. 51373 233-51373.313 

8910120174 Rev 27 lo err ergoncy plan W/80 1003 Ur 
TUCKER li e Duke Power Co. 89/09/13 122()p 51400:120-51488 240 

8909270031 Rev 1 to CriSiS Mgt Plan Implomonling Procotluro FDA- 10, "Fnvron Moni 
lonng lor Emergency Condiilons for Oconoo Nuclear Stalion. ' W/lul)le of conionie A 
690919 Hr. 

HaRRis.RE. Duke Power Co. 09/09/16. 26pp 51336.050 51336 002 


091006006B Trip repl of 000007 visit 10 plar^l re steel co.niatnmeni ccrros'on Attendee 
list A s<idos oncf 

RFEO.TA Proloct Direcloralo 11-3 89/10/02. Proiect Dirocloraie 11-3 25pp 

51452 261-51452 205. 

0910170002 Summary of 090907 meeiing w/util at silo ro corrosion cn Unit l eteel con- 
lAinmoni vossol Moolinn partic pants, slides A relaied info oncl. 

REF.O.T A Pro, eel Dtroctorato 113. 09/10/02 Project Oiroclorato 11-3. 27pp. 

51534 082-51534:108. 

8910110257 Applicailon for amends lo licenses NPF 9 A NPF- 17, changing Tech ^ec 
3/4 0.1 to allow groator flexib ity in Iso'almg reactor makeup wator supply to PCS 
during roluoling oporations. 

OWEN W H Ouko Powor Co. 80/10/00. Document Control Branch (Documont Control 
Dosk) 3pp. 51483 255 51403 273 

-8010110280 Proposed Tech Spocs.a'low.ng greater floxib-lity in isolating reactor 
maKoup wafer supply to RCS dunng refuoiing oporalions 
* Ueyko Power Co 89/10/06. 16pp. 51403 258-51463 273. 


B9101 10163 Forwards public version of EPlPfi.mclud ng Changos 0 to RP/O/A/5700/00, 
"aassrcation ol Errergency," FlP/0/ A/ 5700/03, "Sito Area Fmorgoncy" A flP/O/A/ 
5700/04. ■ General Err.ergency." 

TUCKER.H a. Duke Power Co. 89/09/10 Documont Control Branch (Oocumoni Con- 
UdDesk) 2pp 51407 300-51408.042. 


8910170234 Confirms 091005 lolcon ro participation in NRC Regulatory Impact Survey 
on 0Ol2Ol .Llconsoo loodback w.ll bo evaluated to d<3lermine what changos should bo 
mado to NRC rogulofory approach to onhanemg sale operation of plants 
FONETFR SO. Rogion 2, Ofc of the Droclor. 89/10/10. TUCKER.M.D. Duke Powor 
Co Bpp 51530.333 51530:338. 


-8910110184 Pub ic vors'on ol revised EPlPs.lncludmg Changos 0 lo RfVO/ A/5 700/00. 

Err.ergoncy.” HP/0/ A/5700/03. "Gonoral Fmorgoncy ‘ A RP/O/A/ 
r Ememoncy." 

MCCONNELL J.L. Duke Power Co. 89/09/ 1 D. 02pp 6 1467 3 1 1 -51460 042 

8909270157 Forwards Insp Hop's 50-360/09-30 A 50-370/89-30 on 89002 1*24. Noncit* 
0 d lAo’atioa noted. 

DiroclO'. 09/00/20. TUCKER.M.D Duko Power Co. 

3pp 51335 157-51335: 100. 

50-36g/80-30 A 50-370/09-30 on 890021 •24.Noncilod v.oia- 
f Inspected physical security program lor power roaciore Ooiails 

JOCf fl2 790 A 73 21). 

5 335 im DroclOf. 89/00/20. Ip 51335 160- 


focelpt of 690628 response uansmiiling doscription of addiuons to A 
6903^1^ Qfinenc emergency response guidelines for plant as requested (n 

90/00/20 TUCKER.MB DuKo Power 


60-369/89 24 A 60 370/80 24 on 800722- 0012 A 
EGNPtfp c ri B conference lo discuss violation scheduled for 801020 

Co 3?P 51577 04^5 D-rector. 80/10/06 TUCKFR.M 0. Duko Power 


0910230176 Forwards Topical Ropi OAW-10174. "Mark-BW Reload LOCA Analysis lor 
Colawha A McGure Un-ls." for approval by 901231 

TUCKFR.H.B. Duko Powor Co 89/10/17. Oocumeni Conirol Branch (Documont Con 
trol Desk) 3pp. 51660 300 51569.009. 

'*8910230185 "Mark BW Reload LOCA Analysis lor Catawba A McGuire Uniis." 

• BAW Fuel Co. BAW 10174 09/09/30. I60pp. 51588:309-51569:099. 

0910240046 Forwards response fO 890829 roquosl for addl info re direci generation re- 
sponso spectra Torgol spectral dons'ty function using sile specific data A recommen 
lotions of NUREG/CR 5347. App D.acceplablo. 

TUCKER.H.B. Duke Powor Co 89/10/17. Documeni Control Branch (Documeni Con- 
trol Desk) 7pp. 61691.050 51591:056. 

8919160260 Gono/ic Lu 89*21 to all ho'dera of Ol.s A CPs for nue'ear power reactors 
concerning loqueal for info re siaius of imp'emenleilon ol USI roqulromenis.Svc list 

PARTLOW.J.G Associate Oirocior for Projects (Post 870411). 09/10/10. Consolidat- 
ed Ed-son Co. of New York. Inc. 60pp. 51622.009-51622 088. 

8910180273 Generic Hr 89-22 to aU licensees of operating reactors A holdors of CPa ro 
polenliol for Increased roof loads A plant area flood runoff dopih at licensed nuclear 
powor plants duo to recent chongo In PMP criieria.Svc l.st oncl 
PARTKDWJG Assoc-aie Dirocior for Projects (Post 870411) 89/10/19. Consolidat- 
ed Edison Co. of New York. Inc 39pp 51622 069-51622:108. 
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0. (nspecllon reporn. IE Biillatin* i corre,ponaence 

8^090 J033C NHC No! CO (105 "Po'^ni.^i w ci i- 
Goncrapo. futo w^iis S.pplo<l l.y usvv Svc Co'>os.on CracK og .n S-Oun; 

8509060284 NOC PmI„ NoPlfo B9.C66. -O.al , caiK:- l.le o( So'cn.,.) Valvas ' Svc 1st 

<-9/oan. 

w/u. Wosfnsrouso S 08W .n Hockv.loA'O 


89102001 10 Ack ^t>c<^,p1 oF 89C020 Hr inFo.'m.rig NRC oF Steps lakei to cc 
rotQCi »n 1i>sp Rcpvs 00 369/B9 21 & 50-OVO/89'2l 
JULIAN.CA Hog on 3, CFc o( ine C>rer(or 09/09/29 TuCkHRMO D 
2PP 51570 256 51570 257 

8910180361 Confifois meoiing ar^argornonis ro 891020 onfcrcen-e.-i 
noQfon II Ofc to (JiSCuss problonis asscci<itod w/cof)trcl foo.n veri 'a*( 
lus vonti'aiicn sys 

E0N?.TEnSD n&Q»un 2. Ole o1 \ho Difeclcr 89/10/03 TUrHERH! 
Co /1pp. 515/15 143 51545 146 

0910200027 forwards Augmontod losp Team RopiS 50-369/89-31 & 50 
090907-1 i.Ovd.'pressu'i/ai'on event caused by dnbcioni tesi ofocetT. 
orror 

ta.'JETEn.SO neg.Cf» 2. OFc of Ibo D.rodor 89/10/03 TUCKER H E 
Co 3pp. S157G 193 51578 210 


8910030272 Gianis OxtcmliOn to Aclip‘» ? ol NRC flulutin 83 roB 
1>.p1-in Cornr^s^lod tO HCS " “ 

HOOD.OS Roioct CcoclotiiUi e<j/<y»yi5 TUCKFRun 

51387:200 51307.21)3 ^ lUCKLR.HB 


Thern:al Stresses in 
Ooko Power Co 4pp 


8910200029 A<.ig(T>Qated lasp Tcatn Rcpis 50 369/00 3 1 & 50 370/fi9- 
11 Ma.‘Or areas inspected Follow up on 090905 event re overpreSSi-fi/at 
meni spray Sys resulting <n sxiV oF conlam r^aiod water m a jxi. ary tFdi 
JULfAN.C A . GIOSCN.A F nog-on 2, Ofc cF it*e fl-rectcr 09/09/26 151 


X 5 0 3 70/eu.27 on 6608.4..BVK,.a. 
M335?nT5!j:iD?^."’ “^'09/ia. TUCKER.Iia Oukocowor 

-0906270606 InSl. Rcoln 50 30!)/n0.?2 S 50 ,170780 :77 0.1 6906IJ-18 Piociaran'aK 
"urIiT r ■' n'’;;""'* "•■>8 0->. -Josiai Cha%<.i S p an, mo<“ 

5UI1^?M ncoim a. 0<C ol llvo Ctcclof. 69/09/19 Kpo 51335 268 

6909270073 Toiwiius iitkli nio lo blnam guroreior lubos S pi.,as inso dw.ro roluatiiu 
w/NRC.Cpaimtrr.onl to pwiO'm ?00S tobbr?coil eddy 
TM^^MTr'riPi? •^Fo.i'ii naiii^at^H ronFfi;rnecfP/opf-e'a'y ropl w.thhelu 
JolfJostl) 3,',, “ ““'“■■’O'" <=0"''=' ICocv-rmol Con 


8910200107 Ack receipt dF 890912 Ur informing NRC oF steps laken ro co 
noted 0 insp Repts 5(J.3A9/GQ 16 & SO 370/09-16. 

HEHOr.A n Rogon 2. Ofc of the Director 09/10/03 TUCKER H.B C' 
2pp. 51566.025-51566 036 

8910200001 Forwards Insp Repts 50-369/89-24 R 50 370/89 2-1 on 83 
roiico ol viciat-on Entercerrent conference to discuss viclancn schedv ■ 
GBNETER.SD. Hngon 3. Cfc of tho D.rocior 89/10/C6 TUCKER HE 
Co 3pp 51577043-51577 C66 

'*8910200002 Notice Of vio'aticn From insp cn 890722 0912 V-c'fi*.von r 
meet nun shift & f-ro brigade slaffing requiromonis 
EBNETEn.SO Reg on 2. CFc of the Difodor 89/10/06 2pp 51577 0 

"8910200003 fnsp Ropis 50-369/80 24 & 50 370/89-24 on 890722 Cs 
rotedMa;or atoas mspaciod operaiions salofy vOnlicaiicn.sa've.l'arct 
aclivities a ovaluat.on of 'iconsee self assessment capab.liiv 
VAN’DOORN.K . COOPER, T , SHYMLOCK.M B Region 2. Cfc of itie 0 
05 2lpp 51577048-515770P8 


'-0900270077 Addontfum to McGuro NuCoar Sfplion.Unt 2.flov.Gw of S;.scepi b f ly to 
Evoril I ko McGt.i .'0 Urn 1 TubO niOC35 nupturo R JUslit.caton for R©iu*n lo Power •' 
Duko Powf-r Co tiO/09/31. 7App. 330:054-5 1 333 10? 

8009270167 roewtuds Insp Rr.pfsi S0-3G9/C9-30 ft *>0-37n;89.30 on 890321-24 Ncncil- 
od violation noiod 

CLINE.VV E Hoflion 2. Ole of llin Difccior. 00/09/20. TuCKER.HB Duke Power Co 
3pp. 51335 157-51335. lliO 


-6909270158 Irisp Roplfi 50 :iG0/*)0-:^0 & 50 370/60 30 on 89C821 24 Nor'«;-*od vola- 
fori noluif F^.alof areas insnocloU pAysicul socunly pregram fer power reactors Oelai »4 
w tMiolcl <(01 t OCr R2 790 k t2 2\y ^ 

STANSHERRy.W.W.. MCGU.'REMTJl, Reciori 2. Cfc of Ihe Dimeter 89/09/30 Id 
5133b 160 51335 ftiO 


8910030011 flosponds to violaiiona noted m insp Ropis 53-399/89 21 & 50 370/89 
2VCoitDClwo ocllon revioAOd Pirecttva 3.) 56 & proposed upgrades ID ensure ado 
qua lo password control ft adoqjAlP roviowr of lockout summaries 
TUCKCn.HQ Ouk-o E»owot Co BO/OO/20 Octuinorit ConVof Bfanch lOccumBOi Con 
IfOJDosk) 3pp 61372 240 51 J7?;250. 

8910040326 Ack rociHpi ol BOOR 10 rnsponso lc VK?:8t'cns noted m fnsp Repis 50 369/ 
80-05 ft 50-370/80 05- 

UEflDT.AH R(?Qpn 2. Ole ol UIO D rector. 89/D9/20. lUCKER.H.B Duka Power Co 
2pp 5 1430. 173-51430. 174 


89 10030260 Forwards fnsp Ropis 60-:i60/89-l6 ft 50-370/89- 15 on 090605 09 ft 19 - 
23 No v.olal'cns or dovmTons nolud Attoniion inv.ted lo weaknesses -dontifind m rept 
fo program For molded case ctcu-i bronkers. 

GIQSON.A F. Ooglon 2, Ofc of tho- Oi/octo/. 09/09/22 TUCKER.H 0. Ouke Power Co 
2pp 51365 100-51085 207. 

"89T00302Q2 fnsp Elepis 50-360/60-15 & 50-370/69-15 on 690605 09,1923 ft 
0728 No violaiions or dowaiions cotod Mo|of areas Inspected maim program ft pro- 
gram mnpfomoniotion 

CROWLEY.n.fl. OLAKEJ.J Rog Ofl 2. OFp of the O-reclof. 89/09/07. 90pp 
51305:100-51305 287. 


8910040268 Ack rocoipl of D9C022 Ilf in'O/mlng NRC of steps lakers to correct violahons 
noted irt tasp Ropl 50-369/00-14. 

REYES, L A Rog'on 2. Ofc ol Ihe O.rOClor. 09/09/22 TUCKER.H B Buko Power Co 
2pp. 51400.120 51409 12ft. 


8989200010 NRC into Nolico 0O-O6B« ‘ Evaljption of inslrurrcni Soiponis Ourmg 
Mods ” Svc lisi oncl. 

nOSSl.CE Division of Opcraiionaf fc'vonts Assessment (Post 870411) 89/C9/25 
Consckclaiod E<l.sonCo ol New VoiK. tpc. 10 6pp. 61337 200 5133? 304 

0009350252 NRC fnfo Nolico 89-069. *'loss of Thermal Marg n Caused by CFiannol Bok 
Qow.“’ Svc lisi oncl 

ROSSI.CE Oivis'on of Oporailonal Hvenls Assessment (Past 870411) 89/09/29. 
Consol.doiod Edison Co ol Now York, Inc 108pp. 51831'001 -51531 ;1C6. 


0910040381 NRC Info Notico 09'O/O. "Possible fndicaiions oF Visrep'os 
Products " Svc I at encf 

ROSSl.CE CvvKS'on bi Optxai>onai Events Assessment (Post 87011 
Ccnso'.ftatod Ed-son Co of Now Yo.'k. Jnc 109pp 51531.1 18 51531 :226 

0910130014 NRC Info No? co 89 071. "D. version oF RhR Pump Sea' ( 
Flo»v Dur.ng Reci'cu'ai on Operat on Followrng LOCA ” Svc fisi end 
ROSSI.CE Divis'on of Opcraiionaf Events Assessment (Post 87041 
ConsoLdaied Fd.son Co oF New York. Inc I0?pp 51531 227-51531 333 


R. Per(odtc oparatfng reports ft relsled correspondence 


8910190170 Forwards momh'y upefoiino lepis lor Sept ft Aug 1909 Icr M 
ar Siaiion.Unils l ft 2 

TUCKER.H B Duke Power Co 89/10/13 Docurront Contrcl Qrancb (D. 
irol Desk) 1 p. 5 1 558 06 1 -5 1 558 073 


-0910190176 Monthly operpl rg ropts for Sopt 1989 for McGuire Nuclcai 
I ft 2 

VVIUIAMS.R.A . MOSER.S.VJ DokO Power Co 69/09/30 tipp 
61558 0/2 


"8910190178 Revised monitily operating rept for McGu'ro Nuclea' Station 
• Duke Power Co 09/08/31 Ip. 51558.073-51 550.073. 


S. Repetleble occurrences, LERs ft relaiad correspondence 


6909270152 Summary oi Operating ReaciofS EvOols Wooi'og 09 33 cn E 
aiiendofis.aignif.cani elements of discussed events ft summary of react 
wk end'no 8009 1Q Qr\cl 

HAUGHNEY.CJ Events Assessment Branch. 89/09/14. ROSSf.C E Dv 
at onal Events Assessment (Post 870411) 1 2pp 5 T 368 29 7-5 1 360 308 

0Q1OO2O1S7 LER 89'G08-00on 8 90828. discovered lF*ai sample obialnecf ft 
vol tonitoi sys letdown HX ouilot lound to be invafid Caused by cherr.iS 
fa lure to follow procodure.Eveni reviewed w/afi lechnicians W/890927 iii 
SlPE.A . MCCONNELL. T L Duke Power Co- 89/09/ 2 7 7pp. 51362 250-5 

8910030334 Spec'af Ropt PiR 2VM^022? on 89O820.d!Osel generaicr 2 
greater than 4,0C0 kW for approx 00 m nuias. Caused by variable stai Y 
diaphragm rmht bank wear Action plan developed lo hoip prevent recerr© 
TUCKER,H.& Duko Power Co. 89/09/29. Document Conirol Branch (Dc 
trol Desk) 6pp. 51390 344-51390 349. 

8910030330 Spodal Root PIR 2-M89 0232.on 890902.niomeniafy King of 
i 2 cr PORVs occurred Mixing of RCS after pump starts could have cauSOi 
pressura docroase. C^erators discussed ha?ards re starting of purrp 
TuCKEH.Hfl. Duko Power Co 09/10/02. Document Control Branch <Oc 
tfO) Oosk) 2pp. 51373:103-51373.104 


8910190280 Fotwards tnsp Ropts 50 -30^/89 *26 ft 50-370/89-25 on 890814-18 No vio- 
lations or dovlaliDns notod 

JULfAN.C A Region 2 OFc of Itio Dtroclor. QQ/P9/29. 7UCKER.H.0. Duke Power Co 
2pp 51564 0-15 51564.058 

"8910190270 InspRopte 50-369/B9-25 ft S0'37O/89-2G cn a900U. 18 No violations or 
doviaiiona nolod Major aroas inspsclotlA/RC Bu'lorn 85 003, ’’Motor Operated Valve 
Comnwi Mode 8 lollowup ol kcensoo acUoo cri provipus msp findings 
IENAHANJJ. SZC2EPANIBC.A . RELlSLe.G A. Pofl on 2, Ofc ol the Dvocior 89/ 
00/25. lOpp 61664-047 51564.060 


0910100128 IGR 89 009-00:on 890901 .Inad von ent ESF aciuebon s jna! § 
10 personnel removing wrong co-l wires which started motor dnven auxiii 
purnp. Caused by cFofeciivo procedure Hot wire reinsiaflorf W/891002 IV 
SIPE.A.. MCCONNELL, T.L Duke Power Co. 89/10/02. 8pp 51436 134-5 

B910190246 Pan 21 rept re poienhal of arrbient compensalcd mo'ded 
breakers lo deviaie from published info, instantaneous inp check w.h be 
all Class IE Ibotmal/meanoiiC ambient breakers prior to snipmonv 
JOHNSON. W.J. Westinghouse Electric Corp. 89/10/09. MUnLEY.T.E ■ 
clear Reactor Rogufaiion. Director (Post 870-111) 4pp 51684 188 51664 
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• -wliJa ROct 69C9l3.sno‘dor<ng msu'a’cn cn RHR Pump 2R observed Aflor cjc 
w/ftrso^r^c^ul I (focidcd lhai smolder.ng .nsu'rflon dd rot pose .idufll 
Con:!udod lhai e/oni nol roFOMab'o per lOCrRliO 72 & 

=IL TL Du'^o Rower Co b9/lO/lO CoCun ont Control Branch iDcfumont 
V^Oc’w' Ip 51509:021 51580 021 

.,,3141 890ll Q0on B9C9l4.cpo.'ai>ons persjnnnl logged nlo Tech Spec 

* ''3'c-v ca< ta'o testnj of ECCS check wa:vosNo couse assigned smeo station 

' ’ f ir 4 er'iered Tech Spoc.Perscnnol awaro ol syb a'lgnmoni W/BOlOlb Itr 
cV^ A . tcCCNNfUjL.DuKo Power Co 69/10/16 7pp 51562 046 51 5G2 052 


D0C<£T 60-373 LASALLE COUNTY STATION. UNIT 1 


0900010338 NRC If do Noleo 89 C65, ‘ Poiontiai lor Stress Corrosion Cracking m Sleam 
Genoraicf lube Piegs SoppLed by B&VV ” Sve 'st one' 

ROSSl.CE Division ot Cperatonal Events Assessment (Post 070411} B9/09/OB 
Ccnsoldatod tdson Co cf Now York. inc. iCOpp 51349 100 51 3-19 206 

6909060284 NRC Info Nolico 89 066. ‘Oualiticaton Ido cf Solonod Valves” Sve 1st 
onci 

nOSSl.ee Division ol Cucrational Cvenla Assessment (Post 070411) 6<j/09/11 
Corso'.flatGtl Edison Co of New York Inc I05pp 5133? 095 51337. 199 

8909290053 [Documents relaxaiicn of ccmmiimeni re disassembl ng & r.sp of SOR 
swilchos 

MORGAN WE Coir.fr.orw©a'lh Ltiiscn Co flO/09/21 MURLE Y.T.F Olf co ol NudOfl' 
Roador Reou'ation. Drodor (Posi 070411). ip 51352 187 61352 1Q7 


F Sec^r.iy, medical, emergency & fire proloclfon plans 


85O9??0 i 66 Rev 4 10 12P 1550-12 *'Gcneraling Stat-on Fmorgoncy Plan Commjmca 
. •r4 5.sWcn:niy Operabi'.'y Check." Iridev page also ercl 
•cirT’nAeath EdSonCo 80/00/26 20pp 51336 339 51336 360 


3910020162 ro/wards Safely Irsp Repls 5O'373/09 19 A 50-374/89 19 on 090725 

f i ro'CO ol v.olation 

shA^EPWD Reg on 3, Ole of Iha Ococior 69/09/21 REED.C Com.'ncnwoallh 
hi-^'iCb ;pp 51565:023 51365 024. 


-9910020166 insp Repis 50 373/89 19 A 50 374/09 19 on 090725 0911 Vio'at ons 
rcv;^'4:cf inspecletJ operalionol safety, sunvei' anco.mai.nt.LSl SyS 

*a.^owrIsi'a'i''ig,secijfil/ A onstn foiowup ol ovonis at cporainy powor roaefo-'s 
icp-HRM flegicn 3. Ofc of the C.reclOi 69/09/22 24pp 51365 027-51365 050 


S9131W114 Por sed EP Pc.irc Lding Kov 8 to EG 03,now 7 lo LG- 11 A Rov 0 to EG- 
Comnr.onwea'th Ed son Co 69/09/26 23pp 51559 124-51559 i4b 


S9'.:2J0353 Responds to NRC 690021 Ilf fO violations noted m lns/> Rt'pls 50 373/09 
iS A 50 3?4/63 15 Correctivo aclions posi order for ossornbly rovisod lo provido spo- 
■'< QvCa'ica cn use of Siron A lojcfspoakcr on moble vehic’os during assumblios 
• ■•DRuAriwE CoTimonwoa ih Ed son Co 09/10/05 OAVIS.B Rog-on 3, Ofc of tho 
D e-j'ci 3fp 61599 1C4-51569 106 


p Operaiing license stage documents & corraspondenco 

e9i:04Dl22FofW3'ds Rev 56 lo QA Prog-am Topical Ropi CE-i-A 
RCMiERV C0frmcnv.6alll> Ediscn Co 09/09/21 Documoni Control Drarch iPocu 
~ir.'Cc'i ol Desk) Ip 51397 049-51397 132 

-ailOCiOHI Rov 56 to "OA Prog-am ' 

E'TEUS Corrfroovifca ifi Edison Co CE-l-A 056 89/09/13. 4C;)p 5139/052- 
l‘:'9M32 

S909280098 Ger.er.c Ltr 89 20 ?0 al lire! cycle hconsoos possoBsing. using nr procoss 
b-rj'a gi-anhios o! SSNM ru prolodod aron ioriy lorni housekoop ng Svc list 

MXOPKLEGW Oiv.slon of SaloguarrJs A TfanSfXDflalidn iPost 070413) 0<)/O9/26 
Crsc C3!«dEdsonCo. of Now Yo'K. fr.c I3pp 51531 107-51531 117 

SSl0l00276Fo-wafdSfOSponso ID GohO.'iC Ltr 89 04 ro guidonco on dovolopng orenpt 
hW '^vrvee tesi ng program LoSallo sLilion rev to Insoivico toslitui proyrcirn submit 
ud 0-1631002 Quad Ciilos fov oxpoctod by 900220. 

FChTER.MH Commonwcallh Edison Co 09/10/02 Documord Cunlrol bronch (Doc- 
cT^r.1 Control Dosk). 8pp. 51462 045 51462.052. 

6610180035 Fofwa'ds Rev 2 10 "Combined Unts l A 2 insorvico Tosi-rg Progiam for 
Pur^ps S Valves.” ImplDmenlal on ol program will roqj ro procoduro revs u»fpcclo;l lo 
t-5 co'^ple:cd by 900220 

f/C-.GAq,w.E. Co-mfronwaath Edison Co 89/10/02 MURLEY. I E. Off co ol Nunlear 
3e3c!cfnagvlai on. Drecior (Po SI 8/0411) ?pp 51536001-51530 i0b 

-8910180040 Rev 2 to "Comb nod Unsts l 8 2 InsorviCO Tosiing Program For Pumps A 
laves ’ 

■ Co.T."io*\iOd'lti Ed son Co 00/06/16 I50pp 51538 003-51536 180. 

89'.3180057 AQvisos lhai ui I 690910 rosponso to NRC 000601 Itr re At egaton HIll-OO- 
AOicS on possib lity ol employmonl discnm rvat-on as bas s for soidomont ol com- 
ptani accepiat'e 

ShaFER.W.D Rag on 3. Ofc of Ihfl Dirocior. 80/10/05. RERD.C Commonwoailh 
LC-sonCo Ip 51540.163-51540. 186. 

-8910103071 Forwards response lo allegaiions re pofenlipi omployrnont 
dscnrina^onCncI wihheld (rof 10CFR2 7G0|a)f7)>. 

KCVACH.T.J Commonwealih Edison Co. 89/09/10 DAVIS.A 0 Rogon 3, Ole ol thn 
Otec'-Of jpp 51540 184*51540 106 

891016D250 Geronc Ltr B9-21 lo OU holders Of Ol8 A CPs lor nuclear pOwOr reactors 
cMcercng requosi for info /e status of Implorrentalicn ol USI roqudomDnts.Svc list 
enci 

PaRTiOwjg Associate Dirocior for Proiocts (Post 670411). 09/10/19. Consolidal- 
MtdsonCo ol Now York. Inc CCpp. 61622.C09 6l622 060 

89 22 to ell liconsoQS ol operating reactors A hotdors ol CPs to 
^f'tial bf increased rool loads A p'ant area flood funoll depth ai licensed nuclear 
receni char.go in PMP cntoda.SvC list end 
2jmLCAJ,JG Associaie Oiredoff lor Projocis (Post 870411). 09/10/19. Consclidat- 
«JtdtSQfiCo of New York, Inc. 39pp 51622 069-51622:106. 


G910020I82 f-orwards Safety Insp RoplS 50 373/89 19 A 50 374/69 19 on 690/26 
0911 A nohco of viclaiion 

SHAl-EH.WD Region 3. Ofc of Ihe Director 09/09/21 REED.C Ccrrmcnwcaltn 
Ed son Co 2pp. 51365 023 61365 024 

-0910020163 NoLce of v elation from ;r.sp cn 090725-0911 Vidaiions noted icensoe ai 
10‘r.ptcd lo linoup common reader h’dg closod coding walcr NX from Un,i 2 lo 1 w/o 
approved p.'OCOdjfo 

SMAI ER.WO Region J, Ofc of tho Dimcior 09/09/22 2pp 51365 025 51365 026 

-0910020166 Insp Repts 50 373/69 19 A 50 374/89-19 on 090725 0911 Violations 
noted Valor areas mspocied oporoi-onal satoiy. survo.llanco.mani.ESF syS 
wnlkdowns.iramirg.soCbfitv A onsiie foUcwup of events at operatng power reactors 
LERCH R.M Region 3. Ofo ol the Directo; 69/09/22 24pp 51365 02? 51365 050 

0909200010 NRC Info Notice 09 068. “Evaljaion of Instrument Soiponls During 
Mods ' Sve 1st unci 

ROSSI, CE Divisen of Oporaticnal Cvar'is Assessment (Post 870411). 89/oy/?5 
Consol dated Edison C() ol Now York, '-c l06pp 5133? 200-5 1337 304 

6909250252 NRC Info Notice 69 C69. "Loss of Thermal Margin Caused by Channel Box 
Bow ■ Sve hsi oncl. 

ROSSl.CE Divison of Oporancnal Evar.is Assessme.'-t (Post 870411) 09/09/29 
Conscl doted Edison Co ol Now Yo'k. Inc I06pp 51531 C01 -51 531 lC6 

6910240353 Rosponris lo NRC 690621 Ur re volations noted n Ir^sp Repls 50 373/09- 
15 A 50 3/4/69. iS.Ccrroctivo nciior-s posi order fer assembly rovisol lo provirfo spe- 
cilic yudar'co on uso oi si'en A lourlspeakcr on mct.lo vohictos during 059ombli6S. 
MtDRGAN.WE CornmonwooUh Edison Co 89/10/05 OAViS.B RugoT 3. Ofc of the 
Drocter 3pp 51589 104 51509 100 

0910040381 NRC Into Notco 09 0/0, "Possbio Indications of Misrop.'esoniod Vendor 
Producis " Sve lisi encl. 

FtOSSl.CtE Division o‘ Oporaiional Events Assessmoni (Post 070411) 89/10/11. 
Ccnscl-ifalod Edison Co ol Nuw York Inc lOQpp 51531 U8 51531 226 

0910190105 f-orwards q.iartody ropl on Siatic-O-H ng faljrob Third Ojartor 1069 pur IL- 
Bi.Meiin 06 002 Staled &w.*cMos roptaced 

DIEDERICILG J CommonwcAilh Edison Co 00/10/13 OffiCO of Nuc oa' Header 
Rogiilaiion, D.roctor (Posi 07041 1). 3pp 51567 350-5 1667 360 

0910130014 NRC Info Nolico 00 071. "niverslon of RHR Pump Seal Cooing Wolcr 
Flow Du'-r-g RocrciilQlion Operation Fol cwing LOCA " Svc ’i9l oncI 
ROSSl.CE O.vislon ol Cperatonal Events Assussmoni (Post 070411) 89/lO/tO 
Consolidated Edison Co ol Now York. Inc. I07pp. 51531 227-51531 333 


R. Periodic operaling reports A related correspondence 


0910190060 Monitily operating repls for Sopl 1009 for LaSalle County Nucloar Powor 
Slat on Units 1 A 2 W/891010 lU. 

THUNSTEDT.J W , DlF.DERiCH.G J Corrmonwoallh Ed son Co 09/OD/3O. 26pp 
51576 265 51576 290 


S. Reportable occurrences, LERs & related correspondence 

0910110267 LER 00 023 00 on 090000. reactor rocircu'ation process sample inboard 
isolation slop valvo spuriously went closod w/no apparent isolation sgnai 
prosent.(!au&ed by stiorl in CO'I of relay 1B21H-K72 Work requosi wr4lon W/B9100S 
1U 

DORWICK.K.C . DIEDERICH.G J. Cemmonwealih Edison Co 80/10/05 4pp. 
51400 107 51400.200 


DOCKET 50-374 LASALLE COUNTY STATION. UNIT 2 


r. Securily, medical, emergency A fire protection plans 

0909270160 Rev 4 to LZP-1550-12 "Genorai ng Slaiicn Emergency Plan Commjnica- 
lions SyS Monthly Onorab I ty Check " Index page also encl 
• Com-monweaUh Ea-son Co. 09/00/28 20pp 51336 339 51336 360 

6910020162 Forwards Safety Insp Repls 50-373/09 19 A 50-374/89-19 on 090725- 
0911 A rxolico of vidaiion. 

SHAFER WO. Roglon 3. Olc of tho Dirocior 89/09/21 REED.C. Commonwoalth 
EdsonCo 2pp 51365 023 51365 024. 


Q Inipecilon reports, |E Bulletins A correspondence 

Responds to NRC 890803 Hr re violations noted in Insp Repls 50-373/09- 
be rei^ . /ahiolcg cally conlro'lod area ma.n access will 

-9 er\haoco q-ja'iiy of roleaso surveys 

;^unuAN.WE Commonwoailh Edison Co 89/09/05. DAVIS.A B Region 3. Ofc of 
Ofeciqf 3pp. 51352. 140 51352.142 


-0910020168 Insp HopiS 60-373/89-19 A 50-374/09 19 on 090725-0911. Violations 
noted Mo,or areas Inspociedoperaiional saloty. surveillance. maint.ESF sys 

walkdowns.lraining.secufity A onsilo foPowup of ovonis ai operating powor roaciors 
LERCH.R M Region 3. Ofc ol the Director 89/09/22 24pp. 51365 027-61365 050. 

0910190114 Revised EPlP3.lnclud.ng Rev 0 to £G-03,R6v 7 fo EG-11 A Rev 0 to EG- 
13 

JOHNSOiNJ.M. Commonwealth Edison Co 09/09/20. 23pp, 5 1 559 124-51559:146. 
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89l0?4?353 ‘V 


i,rxC 6^-. an - ..c-a:o“s ' ciea n msp Hepis 50 373 '811 

,*4 *-Vie'{;c;r..v: .0 a:'.v Of0‘jf 'c' a^senrD y -ovbeJ to p'o-.oo spe 


uio V's'tn A \.«;i<.p 03 kcf or n-tio v^jnc'os d..nng assocrbl es 
td;.caro nq/lO/OS OaVS. 3 ncg.jfi 3. Olc - ‘he 


■)rp 104 ‘Co 


P Op«iahng t.cehse etage documents & correspor.dence 


89 10040 1?? r / IS 1c. OA P{og*3<c ^oo^cal 

H rnTcn M Cc'TTcnwea ti t<?sor Co 63'C9/2l 
r- 'iCci-c i:» '1337 51397 I'l? 


Rep* CC- 1*A 

Docjmc'it Co'iltol S.'d^ich (Oacu 


-8910040141 -S '0 "OA ^ ^ 

e TFl '5 rc'r.TO'iAca “1 tdscr Co CF i A H56 
Mil? Mi 


09a'9/l3 


•i6pn 


51397 052 


8909280098 ' Ilf 89 <3 ‘o a'l tuel c,clo Hceoseos possessing, i-si-ig O' process 

-g 'v ru 3 q .a' ’‘cs oi 5Sr.‘.* 'e p*of€:tcd a/ea icng tQ'ni r.ousekeep ng Svc 1st 

c G ’vV O.'^sen c' Sa'eguJfOs & Tfanspor*d(icn (Posi 870413) 89/09^26 
rO'SC 'Jvec e-ibon Co ol Y:fK. me I3pp 5»53i 107*51531 117 


89 10 100276 Fc'Via.'ds rtfspense to Go/ie.'iC I tr 89 04 te gudanee cn develop rg accept 
at a .-sef..<;y tcsi'^g p'Chjfam LflSa.ie station ffl'f to nsofvice testng p:ogfdm sufcmii 
on b^i002 Gi; 3J C* es fov e^pccicj Ov 900220 
n C*‘TER V H CO'Tmcn*ea it‘ to sen Co B9^ lO'O? Docj.Tiem Cemre' B«&hc1i tOec- 
unc'’’ Ccnif(/i CcS"| app 51 462 045 51462 052 


8910180036 For^dfos Re^ 2 to CerrtneO U'-its i & 2 inservice Testing PrOgfam fo' 
P^.T-ts A Vatveb " i''ipie:r6nla* cn o1 p’Ogiam ai 1 fcguie pioci^Out® levs e^peevoo lo 
be Cw"ipa':ed ov :fOC228 

^.iCROAfJ L C4:tTTrr*5&ll'* td.sonCo 89/10/02 wUflLeY.T f OH c© cl NuCleaf 
Pe a; tc f '^eg-la? cn. Crectof (Post 87041 1) 2 fp 5l 538 OOi 51538 186 

-0910180040 Re.f 2 to Tcmpned Ur is 1 & 2 Inse'v ce Tesirng Program Fcr Purrps & 
V£‘«OS 

• Ccr'no'-.ve.vih Edson Co 09/08/16 iSOpp £1530 093 51630 186 


8910180057 A0>/ ses that t:i 890916 respO'-so 10 NRC 800801 llr re Allogotcn Rill 83- 
A 0125 cn pcss b'‘'tv d e.rplpvfrenf osc»mnatcn as basis for settiomerl of corr- 
piint accepieb e 

Sr^ArERWO Reg on 3. QIC ot tr,e O.fcc‘0' 89/10/05 REtO.C Commonwealth 
EdbOnCe ip 51540 183 51540 186 


-8910180071 f-crwarcs rosporso to aleqa'ons re pc'entia' omp'ormoni 
dscrn- .-ation End wiirheld pet 1CCKR2 790i'e)(7)) 

kOvACh 7 j Cc nmDOiAea 'h EJson Co 89/09/18 DaviS A 0 Reg on 3. Olc cf tho 
DreciOf 3 pd 51540 184 51540 186 


6910250065 Ack fcce pl ol 891002 -n^es^gaion rept re 690826 foadcr scram Reae'Cf 
proieciicn SfS v. lu^ci cn propeny i* co >60 upon 

OAviS.A D f^cgio.n 3, Oic cf ihe 0 rector 69/10/13 REEO.C CcfTfronwealth Edison 
Co 2PP 51607 255 51607 256 


6910160250 Genci.c Ui 60 21 a" ho'dets tf Ol.S & CPs lo: n,,cieaf pov-er toAcXis 
conccr-'-'g req-est lor in!o re status ol mp emenra' on of USI requ.'errenis Sve Ut 
efKi 

PARTlOWJG Associate Drecicr for Pro.ecis (Post 8 7041 1) 09/10/10 Ccnsoldat- 
rd Ed son Co ot New York me 60pp 51622 009'51622 <368 

B910 160273 Generic Llr 89 22 to al' I censees 0* operating teaciors 8 ho'ae:s ot CPs r« 
pcter'iai for ncreased roof 'oads & 0 3“: area food ru'ioff depth at i censed ruefear 
power p'anis due io rece**! change m PMP cr.tcna Sve I sl Onci 
PARTLOiV.JG Assooaia Drecior Icr Projects (Post 87041 1) 89/10/19 Conso;idav 
ed Edison Co of New Ycfk. Inc 39pp 51622 069 51622 106 


8909200010 NRC into T.'otco 1)9 008, 'Cx/nlualrjn i-l :ns'-u 

Mojs ‘ SvC 'r^it onCi 

nOSS; r P r'vision 0l t)r:OfolK.na- Fvetn^ AsMisi.nicni 
CtNnsoli'Jatcel Lirfiscn C'o of Nuia' Yoik. Ifc iCOpp b'.J37 2CD ' 

8909250252 NHv- Info Nofi^o 09 0b0. "l.osS <jt Th<,‘/ti'«il Mdrij.*' ■ 
Bow ' SvC f'St onci 

ROSSI Ct. Divispn of Opf/'nliontil Pvt-nfs AssoiiSrTir* ? jdf 
Conso i.1oli4<* Cilson Co of Nl^jv Yoik, itir. lOGpp SlS.UOOl' 

8910240353 Btit'r.oir.lS 10 MRC 01301121 ivr m vu>'ivli;«\s naiod 
l5 8 50 3/d/09- 15 C^ortuciivi! nt li-n*) fxif,! erdor pir esbumbly 
nfe cuidarico Dn ivso ol Mtu'i & lo\»'lsp<<i^kv i o»i nicblUi v*.!'' 
blOHGAfiW F Coih'j ohwrrtHli Cfl'Min <.i> HO/lO/O'i 17AVIS, 
b.rtcipr 3pp t»l£Rl) UV4 5lf;8'.3.l08 

6910040381 NF^C Inlo MoIko m 070, ' Posnlilo tiKU.uU-ins cf 
Products " Sve I'St nnci , ^ 

nOSSl.Cf. Olviwo'x ct OuisiaiiO'iul l.vod’s Assa‘>Sfnoril <f\ 

Conso'idauvi EM son Co of New York fne ll>9pp *■ Ifil) 1. 1 10 ; 

0910100165 fo/vrartlS cjoartiirfy rtpl <>f» Sliilir O-Hif'U foKirus Ti 
86 OOa Slawd swUcliOb ropiacod 
Ol£Dtfli‘CH,<3. J Con rro'ivvoallli f-rfisoji i^o lilt/ 1 0/13 (3lfi 
Re^.r.Blion. C««-Ui: (Poal tJ/04 1 I ) .3pp fi 1 65/ 05H 5 1 66/ 360 

8910130014 Nile; fnfo Noii"e «'J 07i ' U /o.'s-ion rif HMrl Pi.i 
flow Cunrg nL>:M.'c.ria?*or» OptvnilCri f o.iowiriy L<)(/A * -isi 
ROSSl.C E U vism of Opuraiionnl Kvuiits Assnssrnt'fil (Hr 
Consoiaaiod Erlson (.'o nf Now York, Inc lP/(>f> Mf'31 227 


R. Periodic oporetfnQ roporta & rofnied corroaponifonca 


8910190060 WoiilWy cpo:*ilmg loj/.b toi 101«) fni laSftle 
Slaton Umw I A ? W/ftUiOlO llr 

THUNSIFDT.J.V*/ , O.tnriUCM.G J C'.o:t>nvoawonUU Idison 
51576 265 51 r>7r> 290 


6. Repoxlablo occurrcncce, LER© & rclaloil corfoepoiicionce 

0910030113 Lbt| 80 011 00 on nuon2G.i>p.;f.oas rcnK.lur proiu 
CurrOd dufirjj rb.ro vrIvO lopK 1ijhln<iHti &(.*(voil'nii; (i t Mnsn 
conduci o) oner^il'crs rov-sod W/ 090026 Ur 
KLIkA.jC. niFOLniCH.G .i Coniriinr-.wnnlili [.rfiscri (M <fJ/(J 
S1363 162 

8910230099 Fbiw^iKls trpi rn lirniing^ & i u- 'f-laSiOHH iil tnvas'. i 
VCHGAN.W E Co.nrr.oiuv(idllh Fdisoii Co >m/l{t/()2 DAv! 
vne Ol' ccU-t ip 6 1 679 1 7 4 G 1 6 /H 2»12 

-8910230102 Ctinvv Ld Rniil ol 1 oSn>li> Uixd 2 Tnp,ll'JOll2o ” 

’ CorTmpnwefdin LdiSonCo f»)/IO/02 J5p^j 516717 1/5 5l5. 

♦♦8910230T0S “Gt flopf.LnSa'.o Unil 2 Sji.inojs Si.rrtiti*' 
GRIM.BP , GHF.C:N,W K.. LCKUR3 .F C CianvinM EloUhC <'-o { 
7£pp 51679.^10-61679 262 

8910110273 LEn OB 013 OO.On 0y0n07.groii() I isoldtofi was r 
anco Ol inatrynuifU swvciUanco US MS in i by 1al im 

SIcps for rosoR'ng iso'fllion synaf ,Si(|rml rosol VV/Bt) 101)6 llr. 
CflOWL.O . QIECIERICHG J. Co'nmotiwoalli^ CUiSOu C'.i. 80/ 
5)480 106 


0. Inapectlon reports, IE Bulletins A correspondence 


DOCKET 60-382 WATERFORD QENERATINQ STATION, UNf 


8909290007 Responds lo NRC 890603 Hr re vo'at cns noted m Insp Hepts 5O-373/09 
17 & 50 374/89 17 Conoclive ac:.ons raoo’ogicaiv connci'eri area man accoss wU 
bo rc'nca?ed fo erharce guai fy of re'easo Sunreys 

MORGAN WE. Ccrrmor.wealib Ed son Co 09/09/05 OAViS.A G Roo-on 3 Ofc of 
fhe D.ec:cOpp 51352 140 51352 142 


89090 10338 NRC Info No:.;;o 89 C65. “Poie'^' al fo/ Siross Corrosion Crackrg m Steam 
Gonerdtor Tube P.ugs Si.pp!:ed by B&W SvC iisi end 

ROSSl.C E C^v-ison of Ope/atona) Eve.'its Assessment (Post 8704ii) 89/09/00 
C^insoidaied Ed-son Co 0* New York, me iCBpp 51349 ICO 51349 208 

Nonce 89 066. ‘Ojaificat on Life of Solenoid VaVes • Sve fisi 

ROSSl.C E C^vsen of Operalionaf Everts Assesstieni (Post 87041 n 89/03/11 
Consc’ids'.cd Edison Co o< New Voik. irc lC5pp 51337.096 61337 >09. 

reta^aiion o< comm‘.:r.onv le dsassembLng & msp ol SOR 

MORGAN WE Corr,T.cnwealthEdSonCo 89/09i2l MURlEY.T € Olf Ce Ol Nuc'ear 
Rea. ID' Megjai-on. Direcfor (Posi 8704)1) ip 5 1352. 107-51352.1 07 ® 

‘V“?4 S0373/89.19 « 50 374/89.19 0.-. 090795. 

ldto^^ar9°pp'l?3T5 0i3°5n65 09$ Co^nopwoplin 


-8910020163 Notice of v,o'anon from msp cn 090725 09 M .Vmlaiions notedlcensdo al 
aXcP "cm Jn, '"n 

SVAAFER.WO Rogior. 3. 0?c d Iho D.recior 09/09/22 2pp 51365 025-61365 026. 

-8910020166 Insp Repis 50 373/89 19 a 5O.3?4/0g.i9 on 890/25 0911 
noted Ma.or areas mspecfed oporaf oral safo^ sunre ma n, ESF s« 
wandowns.tianng.socuniy & cnv.e IcVqwjd ot evJnio oi rInIrJt ^ 
ienCH.n M Reg on 3. Ofc or me 0,/ecicr 09/09/22 Papp. 51365 02 /‘'snes 050 


F. SocurJIy, medfeal, oniargcncy & fire protocllon plans 

69092D0173 Forviiorda Rov IC.GluKinn 2 lo f>hy&inal socu'ily 
1CCFR73 2U H I r 

GARKHURST.fl.P. Lousianfl Powor & L ghl Co 0B/f)l)/25 F); 
(Ooojmonl Conlf ol Ousk) l p h 1 'jr>0 083 5 1 3641 063 

89 10 1200 10 ForVrfRtds Rov lO.Chfiivio 7 lo pbySKlrtl ftdeui'W 
10CFR73.21) ir r r 

eARKHIjHST.R P. Eou^star^a Povrci & l.ighi Oi 61)/ 10/05. C 
(Doctmeni Conlrol Oosk) Ip 51489 105 6 MOO 105 

8910200122 Appl'colion fo.' amorid to L’Consu NPF-30.COf>s hIi'I 
Rfiqjost NPF-38- l04,rola]tiolir.g ronciot vossdl 8u!VoUM.rco c 
Table 4 4 5 lo agroo w/ sourco documoni from C £. 
DHW£AS£.J G Louisiana F^owor & Lrghl Co 89/10/10 Ue 
(Documon, Control Dos.K). 4pp 51580.037-51506 040 


I. Financial Information 


8910030178 Fotv^atda application .ccnsisiing i>l dmll 

agreomenis designating Entergy Opcrat.'ons.Jnc as i cenaotJ o|: 
BURSKf R F Loulsiar^a Povror A L*gM Co 00/00/27. Oouirnc 
ument Coniro! Desk) 300pp 51370 030-61380 I5l 


J. Insurance & indetnriUy informalion 

Amend 4 ,o Inrlomnily Agroomoni B-t 
, fQ PfOlecHon Roquiromools & Indonmity 

WIGGINTON.DL. Project DirOciorain IV 89/00/21, DCWKAJ 
SLlgmCo 5pg 51365.080 61365003 


DOCKETED ITEMS 127 


aihg license stBQB documents A correspondence 


O. Inspection reports, IE Buiiellna & correspondence 


j.flc Forwards ATficnd 57 lo L conse NPr"-3B & saloty evaluat-on. Amord adds 
I r-'icion 10 e'lo'w sale 8 leaseback o1 individual owner shp mie/GSl at faci'ity 
nTON.DL Pr0.cct DrecrofOle IV 89/09/18 DEWFASEJG I ou Siana Power 
! Co 3pp 51 ^44 022-51 34A:029. 


0909010338 NPC ln»o Nat-C6 09 065. 'Pofontial for Stress Corrosion Cracking m Sloorn 
Generator Tube Plugs Supplied by E3&W." Sve lisi encl. 

HOSSI.CE Division of Operot onal Events AsflOSSment {Post 0704 11) 09/09/00. 
Consol-dBtOd Ldson Co of New York. Inc t08pp 51349 100 51349.200 


r0l86 Amend 57 to i cense NPF Ofi.add ng I cense condition lo allow salo A 
oi r.div.dua owrersh p inierost at faCil.ty 
ONFJ Piojecl Di/octorato IV. 09/09/18 2pp 51344.026-51344026 


tfllOO Saloty ova:LQ*ion supporting Amerd 57 lo L'Conso NPF-30 

ce oi Kuciear Reactor noguial-on Crocio* (Post 870411) 09/09/18 3pp 

027 51344.029 


H9l FfOv.wQS rosu'lS O' review o1 amend lo Rov 5 of insorvico tos'ing program 
•nps & va ves Amerd lo Rov 5 acceptable for implementaiion & lhal losting in- 
mpract'Cal fer iiem for wbicb reiel being graniod 
CNFJ P/CjeCl Direclorale IV 09/09/22 DEWEASE.J.G Louis arta Power & 
:o ^pp 51346 001-51346:004 


)365 Provdes nlo ro cO'n'n.tmonl of uMS to achovo A rramtaln elloclivo COnv 
aions /a /Ole of Enio'gy Oporat ons.lrc as licensed operator. Staled plans m- 
nress re'easBs al app/opnaio rogulalory miestonos 

,K HF LouSiana Power & L-ght Co 09/09/22 Document Conirol Brancfi (Doc- 
I Conlrcl Desk) 3pp 51364:104-51334 106 


)09a Generis Llr 89 20 lo all fuel cycle liconsees possessing, using cr process- 
/rVa quantii es o' S5NM re p'oioclod area long-iorm housokeep rg Sve list 


8909060204 NflC Info Notice 89-066. "Cuafificaiion Lifo of Solenoid Volvos " Sve list 
encl 

ROSSI.CE. Division of Operal'onal Events Assessment (Post 870411). 89/C9/n. 
Conschdated Edson Co of Now York. Inc I05pp 51337 095-51337.199 

8909200010 NRC Info Noiico 89 068, 'Evaluetion of Insifumonl Soiponts Dutr^g 
Mods ‘ Sve fist onci 

ROSSI.CE Division of Cporatonal Events Assessmoni (Posl 870411) 89/09/25. 
Conscldaiod Edson Co of New York. Inc l06pp. 51337.200 51337 304 

8910030535 Forwards Insp Hopl 50-382/89 33 on 800001-31 Vlolfllions 
noiod Enforcomont conlorerco schodu'ed for 891011 tn Rog on IV ole to discuss 
violaiion.ioason for occurronce & correciivO QCliOns 

MII.HOAN.J L Rogon 4. OfC Of Iho 0.roctOf 89/09/2?. DEWEASE.J G. loulsianu 
Power & Light Co 3pp 51390 249 51390.262. 

-0910030638 Insp Rcpl 50-382/89 23 on 090001 -31. No viclnlions no'oJ Major areas 
in&pocied.p'ani siaius.onsito lo‘iow%/p of evonts.monthiy ma:nt obs or va bon. monthly 
sun/oHance obsorvallon.operat onal saloty vcriheation. 

CMAMBERLAIN.D Region 4, Ole of If’-o CI/GClor 89/09/20. Ilpp 51390 252- 
51390.262 


)FKLt.GW Oiv.sion Of Safeguards & Trarvsportabon (Post 870413). 89/09/36 
> dated Edison Co. o' New Yo'k, Inc. 1 3pp 5l53l 107-51531 1 1 7 

1207 Requests lhal JL Pel'et tie removed from distribution for conirollod doco- 
, upoaios & revs 

DANJL Region 4, Ob of ihe Orocior 89/09/2C DEWEASE.J G Loui3‘an,i 
& Lig'ii Co. Ip 61363 226-51363:226 

)l7d Forwards app’icai on. consisting of draft proposed oporaiing 
menisoos:gnalir'g Entergy Oporat ons.Inc as licensed oporalor of piani 
k'RF Loy Siena Power & tight Co 09/09/27 Document Conirol Branch (Doc 
I Cbni'Ol Desk) 33Dpp 51370.039-51390 151 

)203 Appicailon fo' amerul to Liconso NPF 38.rGvislng Toch Spec 3 120 re 
d.'j'ion 

/ASEJG Lctisiana Powor g light Co 89/10/05 Docurr,eni Co-nuol Branch 
re'll Control Desk). 7pp. G 1472 023 51472 030 


8909250262 NRC Info Notco 89 069. ’ Loss ol Thormnl Margin Caused by Channel Box 
Bow.” Sve list one! 

nOSSl.C E Div<slcn of Oporalicnal Evonls Assossmonl (Posl 0704 1 1 ). 80/09/20 
Consolidaiod Edison Co. of Now York. Inc I06pp 5 1631. 001-51 531:100 

8910100125 Forwards Insp Rept 50-382/00-25 on 090828 0901 No violalions or dovi- 
aiions noiGd. 

MILHOAN.JL nogion 4. Ofc ol thG UirOClor 80/10/02 DEWEASE.J.R Lou sirina 
Power g Light Co 2pp 51401.210 51461.218 

-8910100127 Irtsp Ropl 50-362/89-25 on 890828 0901 No violatons or dovirU-ons 
noted Major areas inspected rodio'OGfcal environ monitoring prograni.i/^cluding organ - 
zation & mgl controls. qualiliCAtion A tram ng g hconsoo OA & contractor audits 
WILRORN.L , BAER.n E Roglon 4. Ofc of Iho Director 89/09/21 7pp. 514G1.212- 
51461 210 


10211 Proposed Toch Specs revising Soci'on 3 1 2 9 ru boron dilution 
s ana PoAerg Light Cn 09/10/05 Ilpp 51472.029-51472 03D. 

)lOt App icof'On for amerd lo License NPF 38.fGvlsing Toch Spoc Oases 3/ 
S 3/4 3 2 re leedwaior isolat'on vaivo response lime losls Proposed rov notes 
sfrcs to close faster under zero flow conditions 

iKi.RF Louis-ana Power g Light Co. 89/10/00. Documont Control Branch (Doc- 
»Con‘ro‘. Dusk) 2pp 51501:305-51501 .31 0 

30104 Proposod Toch Spocs, updating Bases 3/4 3.1 g 3/4 3 2 ro foudwaior iso- 
vaVa response time le sis 

iSiara Power g Light Co 89/10/06 4pp 51601 307-51601 310. 

5112 App'icalon for arr.onrt to L conse NPF-38.conS‘9ling of Tech Spoc Chongo 
osi NPF 36 102 revising Tech Spec 3/4 3 1 Amond reduces nonconsorvaiism al 
I in poAcr level rneasufo/rcnls A troquuncy of acJ^usilriy moasured power 
EAS5.JG. LOu Siena Powor g Light Co 80/10/16 Documont Control Branch 
iron* Control OosH) 6pp 51EG6 1 12-5 1666 122 

00114 Proposed Toch Spec ro reduction of nonconservolism allowed In powor 
rreasjramc-nis g froguoicy of adiust rig moasurod powor lo match calculated 
KJary power 

I srana Power g Light Co. 89/10/1(3. 5pp 51666 1 10-51 50G 122 

0116 App’xation (c» amond lo Licensa NPF-3G.conslsiing of Toch Spoc Chongo 
9S1 NPF-SO-lODravISlny Tabid 4 3-1 of Toch Spec 3/4.3.1. ’ noacior Proloct.vo 
I'nenianon” g Table 4.3-2 of Toch Spoc 3M.3 2. "ESF Actuation ” 

EA5B.JG LouSiane Powor g Liyhl (jo 89/10/16. Documonl (jonirol Branch 
-Tiert CorMrol Dos)r). 7pp 5 1 660.206 5 1 568.220. 

00116 Proposed Tech Spec Tebtes 4 3-1 ''Reactor Proteclive Insirumentaiion 
! 'area Require moms'* 8 4 3-2, “ESF AS Inslfumoniaiion Sunroillonco Ronure 
s" 

i-sana Power g Light Co. 89/10/10 I6pp 51580.213-51500 228. 


8910100263 Responds to NRC 890031 llr ro viOtalionH noiod in Insp Rupl 50 302/09- 
OO.Correciivo action tro-ning on cloan taggng program io mochonlcal meinl personnel 
g chenno to Procedure MD-001-021. 

BURSkTr F. Lou.bidnd Powor g Light Co 89/10/02 Documonl Conirol Branch (Doc- 
umoni Control Desk). Hpp 51460 203-51460.208. 

8010170007 Forwards summary of 600027 mgl moeling in Roglon IV ofes ro NRC on- 
lorremonl pol cy.paflicu’arv w/fos()oct to oscaloled onfofcomord. 

MILHOAN.J L hogion 4. Ofc of iho DrOClor. 00/10/03. DEWEASE.J Q Louls-ono 
Power g Light Co 4pp 51629.245 51520 240. 

0910110256 Forwards Exam Ropl 50 382/OL-80 02 adm-nislorod during wk of 
000904 Performanco mot NUREG-1021 requlromonls 

Mll.HOAN.J L. Roflion 4. Ole ol iho Oirocior. 89/10/00 DEWEASE JG. Louisiana 
Power g Light Co 3pn 61474:050 51474 005 

-8910110259 Exam Ropl 50'302/OL-C0 02 on 000905 08 Exam rosulls sk soniof roac- 
tor oporators g six reactor operators adrr,jn.3torad roqua<lf;cntion Oxarns Ono ronclor 
operator fo.lod wniton oxam.All oilier oporators passed. 

GRAVES.O.N . PELLET, J.L. Region 4, Ofc of Iho Diroclof 89/10/04. 7pp 51474 059- 
51474066 

8910180297 Forwards Insp Ropl 50-302/00-31 on 690921-20 ViofaHona noiod wiil bo 
dscussod (Jurlng 891024 mceling. 

MILHOAN.J L Roglon 4. Ofc of iho Dirocior. 80/10/10. DEWEASE.J.Q. Lou slana 
Power g Light Co 3pp 51645:223-51545 230. 

‘-891016029D Insp Ropt 60 382/80-31 on 80092 1 -29.Violnllons notod Major aroaa 
inspected ficonsoe perlormanco of mam sleam safety valve lost ng g ectlons taken 
during tosting whon test data indicaied out ol specification sotpoini on 090021 . 
CHAMBERLAlN.D. Rog:on 4, Ofc of Ihe Direcior. 80/10/06 5pp. 51545:226- 
51545 230. 


01!2 Appi cation for amond lo Liconsa NPF-GB.conslslmg of Tech Spec Chango 
est NPF-3B-l04.r&labGlTg reactor vessel sufve.llance capsule names found on 
1 A 4-510 agree w/ source document trom C E 

EASE.J-G Louisiana Power g Light (jo 69/10/16. Documonl Control Branch 
L-nerl Control Desk) 4pp 5 1 5BC:0 3 7-5 1 666 048. 

100124 Proposed Toch Spoc Tab'o 4.4 5 ro reactor vossol mail surveillance pro 
I - withdrawal sc hod j’ 8 

J5-4-ia Power g L-gh1 89/10/10 8pp 51566 041-51566 048. 


6910040361 NRC Info Notice 89 070. “Possiblo IndicaHons of Mlsroprosoniod Vnndor 
Producia." Sve list end. 

nOSSl.C.G. Division ol QperaVonal Events Assossmonl (Posl 870411). 80/lQM\. 
Consolidated Edison Co. of Now York. Inc. lOOpp. 51631 :l 18-51531 220. 

8910160339 Ack rocolpl of 890811 supplemonlal responso (o violations noiod in Insp 
nepl 50-382/80-12. 

MILHOAN.JL. Region 4. Ofc ol the Dirocior 89/10/13 DEWEASE.J. G. Loulslano 
Powor g Ligm Co. 3pp 51656:121-51556 125. 


i02l9 Advises of lack ol info lo jusiify acceptance or don-af ol Tech Spec basos 
^recjssi re foedwater Isolalion valve response lime tests Addi info requested. 
^wNF.j Prc,eci Oreclorai© IV eo/lO/lB DEWEASE.J Q. Lou-slana Power g 
Co 3pp. 51617 333-61617:335 

i025O Goneric Llr 60-21 lo all holders of OLs g CPs for nuclear power reactors 
err.rg re^Lost (or info re status ol implomeniation ol USI foqu'rements Sve list 

fiOW.JG Assocato Di.'ecio-r for Projocis (Post 870411). 00/10/19 Consolidai- 
d ion Co ol New York. Ir.c. 60pp. 61622.000-51622:060. 

10273 Generic Ltr 09-22 CO aif lean sees of operating reactors g ho'ders ol CPs re 
**iiai lor increased roof loads g plant area Hood runoff deplli at licensed nuclear 
^ lecom change PMP cniorta Sve 1ia\ oncl. 

HOW.jg Associate Oirecior for Projecis (Posl 870411). 89/10/19. Consotidat- 
d'SenCo. of New York, Inc. 30pp. 51622 069 51622:106. 


6910230128 AcK recopi of 890911 ltr Informing NHC ol steps taken to correct violallong 
noted in Insp Ropl 50-382/00-22. 

MILHOAN.JL Rogon 4. Ofc of the D rector. 80/10/13. DEWEASE.J.Q. Lou.filQnu 
Powor g Light Co. 3pp. 51577:351-51577:357. 

8910230046 Requests lO day oxtens'on io respond to violattons noiod in Insp Ropl 50 
382/69-16 Responso to noUco ol vlolet-on 80l6-02,inadoquntu abnormal 
procGdures.wJl bo submiitad by r^o laler than 891026 

bURSKi.R F. Louisiana Powor g Light Co 09/10/16. Documont Conirol Branch (Ooc- 
umenl Control Desk). Ip 51580 254-51500 254. 

6910260294 Ark receipt of 091002 llr inform ng NRC of stops taken lo correct viofot-ons 
noted U\ Insp Ropl 50 332/69 08 

MILHOAN.J L. Rogon 4. Ofc of the Dirocior. 09/10/18. DEWEASE.J.Q. Louls-ano 
Power g Light Co. 3pp 51627 029-51627.037 


6910750038 cpera'ni repi ^ 0 ' St*pi Hb9 fo^ Waicrfo:U 3 

CE^rCu^NZ'P. SURSkiHE tc~r5'3na PoAer h ligm 
61612034 61612010 


W/ 691016 It/. 

Co. 09/09/30 7 up. 


S. Reporlable occurrences. LERs & related correspondence 


lOf'niGi? If) b 1 307 337 6 1:167.1/10 

'6910030312 Hov 0 to ’ CvnfouliO.'i nf Potoniml fronsfofn'urs UstJ :aD.>. 
2 Co-Tipulor Inputs ” 

• PomsylvPt'ft A l.'ylit Co SrA-r.L-f/J? J100 O'J/Oy/U 

51387 3/19. 


0910050326 Ncnco.Tp >jnco nofit'Cai'cn h|£fra/ ;:e SCljtiOn d'SCt'arged from pla.''l 
frc^gh 0..:faii COP »nto dra'-'age dtc.*) ai plant site Kumbc.' ot dead lisri obsorvoa m 
n 6 oart/Ted lo p*«vcni aid. n>ail trom loawnd p'ani property 
VCOAHA.jn Lcusona Pc/vt>r 8 i ghi Co 09/10/0? OcCurroni Ccf'lfol Orarcb 
iDocuTitr.i Go’‘i'icl DesV) 4pp S1415 32 1 5H15 327 


091006010? forwartl*! linal ft)9j)t)nso l« fnr^josl for o<.'J) .rfo ro Gc-it 
‘NHC Posilion on IC5SCC in OWO At.slonilc Stniiiloss Stcol 1v.-g- , 
cUrlod MX p<«jvi^i <s & currurU rul rnspoHdCift 

KElStn.NVV. Ponnsylvan'n Powtfr & Lifjht Co 0!)/ 10/0? ^'L.fiL.= VT> 
Cleot nOBClOT ^1’osi 1170-U n 


0910180361 negocsis emens-on to Ma' Icr com^rtlinDm *,o tevx%& Prccedvifo ME 
C03 C‘C9 ro f.re wa' s t.co'S & ce rxgsper comrritmcrl in slaiGii LFR Ccrdilion idf.niili- 
<:ar.on 261434 Gva'uaicn to Do ccrrpieied by 89i?01 

eijRSKi R F Lcu,s;ana Pc^er & L ghi Co 89/10/10 Docurroni Coniro? B'anch {Ccc- 
uT.f^ri Confro' Desk) ?pp 51553 001-51553 CO? 

891020021? Speciat Pt*pi SR 89 CO? 00 Cn 890930.vidco scan of sleam generator 1 tu- 
r f-’TxGM mr* :;ftVeo ptosence ol tciex^n object lodged >n luCO Ob|eci idenuticd as cai'fc^ 
tube pfe<i<iu.*e cap Ca..sed by inadequate corrr ChvO aci:on 

MCGAHAJR Lou Sana Pc^/er & Ligb? Co &9/l0n6 Coc-urroni Co.^lio' Qtai ch 
(DocL/rent Conircl Desk) 4pp 5 1556 226*51566 22D 


V. Operator Examinations 


89100G0167 f-orv/ards rnnrknd «jp Torn 15p£>c pngoi* lo l'fopos<'0 Air;.r<j ■ 
NPF-M.separntcji/ ireni urignnl Itr 

KClSCH HW f'O/xnbyJvanin 8 L'tJ'il Co. Ii0/\0f02 nUTLEH iVi^ 

lotaiel? 1*1 5t-VJ0 082-514:19 004 

-8910060173 Pfopobftd Tocli Spues Iniiln 33 4 1-1. ‘7>lVifS Pc:.t,V 
Sya Insirumoninton '* 

' Ponnsylvanin Powur A L'giil Ct> 00/10/0?. ?f>p 51430 083 5l4;5 [fj 

6910110192 For\wnftl3 appl‘fOlic;ti for AftiuruJn 12^ & 76 lo LlCOfins 
?2.rosne*ci.vtriv.clxaiiQlng Tech Spocs 1 o ? to ixl'Cw ^x.rvWnr'wO 
tended up to is'Jb of l,mu inUjrvnl spociliud.pur C1iirinf:c Lfr 09 14 (j'.dj- 
KCfSER H W Pcn'ibylvpmn Pow<;r 8 LSplt l>o 89/ 10/0?. DvJTlER rt ft 
toraidl-2 /1p(>. 5 1475 214-5 Id 75 325 


8910110255 Foiv^ardS E*am Rcpl 50 36?/OL-a9 0? adm-n^sierod d.iting wk ot 
650904 Perforrrance met NUREG 1021 roQurernents 

f,‘ LHOAM.JL Reg.on 4. OfC Ot the Oiroctor 69/10/06. DEWEASE.J G Lcusiar'a 
Po.^ef 8 L-ghi Co 3pp 51474 056 51474 065 

-8910110259 £*am Repi 50 392/01.-80 0? on 8S0S05'08 Cxa-n results su son or roac- 
*bt opeiaiof^ 8 sx* teactof operator?* edmn stored recjuft'.t.catxon exams Otxe reacto' 
operator fa .cd wMcen ©xam AM other operators passed 

GHAVES.Dll . PEllET.Jt Royon 4. Ole Ol me Drector 89/10/04 ?pp 51474 059 
514 74 065 


DOCKET 50*387 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT T 


F. Security, medical, emergency t lire protection plans 

8909270042 Fenvards Ina.' d'afl, ’ Strsquehanna Steam Eiccinc Staton Ha 2 a'ddus Ktail 
Erreroency Oils le Besponso Plan.*’ for review 

HANSCLL.J 0 Pennsylvan a Power 8 L.ghf Co 69/09/21 ELLiSJ. Luiernn 
CocAly.PA 92pp 51336 180 51336 270 

8910030201 Revised F.PlPs.mcix:*ng R&y 8 lO EP-lP-OOl. Emergency C'ess * cniibn' 8 
Rev 13 lo EP IP C07. ‘ Pefsornel Asso-rbly 8 Accouniab l ty 8 Sit© Evacuation ’ W/ 
690921 llr 

TAeOR.W, KEISER.HW. Pcr.r.sylvan.a Power 8 Lght Co 69/00/21 7lpo 
61382 001 51302 072 

89102S0214 Revised EPIPs.inctod ng Rev 2 to EP IP 022 A Hov 4 to EP IP 052W/ 
09tOiQ lu 8 tGvrsed tabto ol conten's 

KEISER.HW Po.'tnsylvpr.ia Power A Light Co 89/10/10 49pp 51613 181-51613 229 

8910160138 Forwards Chang© 00 to physical security pianCbarqe Withhold tmf 
lOCFR?? 21) 

KEISER.HW. Pennsylvania Power A Liqhi Co 89/10/11. RUSSELL W T Rea-on l 
Ole Of The Direclor ip 61522 301.51522 301 

8910250028 Forwards SALP RopiS 50-387/86 99 8 50 388/88*99 for perrod Fob 1988 • 
Jul 1989 Requests roadrr.oss to d-scuss essessmerxt A plans to :fnptovo poHo/manc© 
at SALP meeing 

RUSStLl.WT Regon 1. Ole ol me Director 89/10/13 KEiSER.H Pennsylvania 
Power A Light Co 2pp 51599 280 51599.316 ^ 

-8910250030 SALP Repis 50 387/00 99 A 50-368/08-93 for Feb 1989 • -Jul 1Q89 
' Reg on 1, Ole of the Drecior 89/10/13 35pp 51599 282.51599 316 


H. Qerteral correspondence 


Requests EA HecKman be replaced on sve fist w/JM Kenny 
KElSER.H W P0nnaylvan.a Power A Light Co aa.'1Q/02, BURGR.W R Pro^eci Onec 
loratei-? ip 51452 133-51452 133 ix-un.Kv r*. rro^eex unec 


8910100064 Requests rev lo sve fiSLrep'acmg EA Heckman w/JM Konny as licensmo 
group supervisor . # . .vf 

KEISER.HW Pennsylvania Power A Light Co. 69/10/02 RUSSELL WT RnmnA i 
Ole Ol me Director. 2pp. 51458 079.51456 080 HUbbtLL.W.T Rogion 1. 


~&9101 10197 Amil cnbon lor miicr'd lo 4iCoiittt:a NUf** & NPF 2r iciv. 
4 0 2 to al'ow s.rfVO.IInnwO inlorvni 10 l)o oxluridi-ff i.p to 25^« cl l i>o x 
but t.m.tr'n coinUlnud time lor nny ttiron crjnsuculivu 1 ‘Ad.‘vD‘s 
KEISER.HW f\ifinsylvnn.n Powur A Light Cu OD/IO/O?. 2pp 5N75: 

-8910110202 Rroixosocl Tnch Sjujch ro gxLrrriGiori of aurvo.'ltinco ric'V.i' 
interval spocJiotJ 

* PonnsywoiMfi Powur A Light Co 811/ 10/1)2 6i>l>. Ol 475 220 51-17^ 7t! 

0910130031 noapomJs to Gonurfe t.ir 63 04, "CiU.rfiirco nn DuvOijpmj 
sufv'cn Tosi-nq f-’roiirorn ' I'roniitfi.rris A insoivico idsIk q p'oy'ii-^? f: 
rovisod A fmplomoniod by ord of Fouflli OuPrlrjr 1000 
KElSen.H.W Ponnsylvanln IV/rot AllghUTo iUI/lO/OJ UUTi FR.A I> 
lomto f-2. 3pp 0 1504 013-51504 0l5 

0910230017 NoliNcniiori of 601025 rnuoiinfl w/ulH A NUMAffC n Peex 
Cuss ulil rosporuict lo NllC quoslions on COS tnsiliny 
THAOANt.M C PfClOCl Ol'octoraio I 2 80/ M)/ 1 1 lIUrLER.WH P'C.v' 
2 4pp 5l5G0;24O*5irjnn25l 

8910160328 Nolific.Tl'on of 80 10 12 mnotififl w/NUMAFfC in Hockx-'ia.k' 
censrg actions A acliodulos 

THAOANi.MC f^ro;ocl Di/.)clorulo 1-2 00/10/12 WURLI-y.T NM:M 
fi'.aiion Givori. dpp. 51628 314-6 1520 3l ?. 

6910180250 Ganoric Lir 80.21 lo oil iiul.'lors of OLb A CPs fur ni.cloa.' 
conco/ning roquosl for info ro status ol irnplornontnilon ol US' rtqu' 
enol 

PARTlOW.j G Assocrnio DToctnr for Projocie (Petal 87041 1) OD/lO/ 
ed Edison Co of Now York. inc. 00()p 6III22 009 51022 068 

8910160373 Gofnoric Lir 80 22 to all liconsDOb ol opoiol^riO loeciMs Al*< 
poloniial for inemnsod toot foaifa A plant ftroa flood runoff dopth a: i' 
powor plants djo lo rocunt cJiangu in PMP cnlona Svc nai end 
PARTLOW.J G AsSOPOlo D.recior for Pro|oCl8 (Pnat 670411) 09/10^ 
od Ed'son Co ol Now Yo/k. fno OOpp 51(122 000.51022-108 

8910260062 ForwOKis application lor Amonrls 120 & 77 lo Hconsos 1 
22.i03p©ctivoVy,ioqiiOsting ornorgoncy icmpo-rnry rollol horn corian' 
Tech Spocs 3 2 2 on ono umo basis for po/iotf of 3 moblhs 
KfctSER.vi.w Ponnsyivanra Powor A Lighi Co- 09/10/1©. BUUER.W 
clear Reactor RoQuIation, Diroclor (Posi 070411) 5pp. 61009-086 5 16f 

•*B9 10260055 AppLcailon lor Amends 120 A 77 to Lxconscs MPF 
rospociivoly.requoatng omorgoncy tomporary rofmf from ccria n req-.t 
Spot 3.2 2 on orio limct basis for poriofi of 3 rrionlhs. 

KEfSER.HW Pennsylvania Powor A LiQhi Co 00/10/10. 2pp 51669 

‘*8910260059 Proposod Toch Spoco 3 2 2 olirrwnniliig corta'n toqu'Ktmc 
basis for 3 monina. 

‘ Pennsylvania Power ft Light Co. 80/10/ lO. 17pp. 5 1 066:07 3-61 669 ( 


0. inspection reporle, fE BuileUns A corraepondence 


J. Insurance A Indemnlly Infornidtlon 

*®i'oCFRUfl B-M.ioimcWg changos lo 

iS AmanoTAcro't «6“;r * indemntv AgroeioonJ*’ i PiSe 

•<e-sen.Hw.Pono*,*«„,aFowoi a 


890901 0338 NRC Irilo Notice 09-065. ■‘PoionllAl for Slross Co/rosicnCf 
pities Supplied by 0AW-" Svc list one I 
ROSSI.CE Oivision of Operafional Events Assess rr.ont (Posi 670' 
Conso-'idated Edisot^Co. of Now York. Inc. lOBpp. 513A0 100-51 3492 

6909060284 NRC Info Notice 89 006. "QuaMicnhon Lifo of Solono-d ' 
end 

ROSSl.C.E. revision of Oporotionaf Events Assossmoni (Post B?C 
Consolidated Edison Co of Now York, inc lOSpg. 51337.005 5 133M 


Bcw Svc I si S'*' 
POSSl.CE DivsiC'- 
Conso'datod Ed.srm 


0 l Opofdional Evonls (f>o‘.l M/(Mli) 

Co or Now voiK. Inc irv»;ip (kh bisni ion 




AOifti0aO83 Responds to NHC O^iCOOl ftr fo vKitiif ons ^ mis mm 0 m iumi flopK 

tV3?/89l6 & '^D- 36 iJ/ 09 - 1 flCo'fi?clivn nciiO'is I SA[l ctintKjo lo rtivmo ,Si-(lofi 
j ? re da/ tan^ r.i! Alod S 'ockin;} chfti') o;i MlaU'd vaivti nuiu dnil 
Jc.cin K W Pennsylvania PoAvr S Lk|IH (^o m»/lO/()i^ [rjfin,.| \\ Hcgun 1. Qtc ol 
rf^Dfeclof 3pp 5l45y-0?5 fiM5rt 0// 


8910040381 NnC mb NoIk u 60 0/0. Possl):!' IfUh. ol MisK-jir.-si-nlrd Vmvl.if 

Pfoducls SvC I Si O'iCl. 

floss* CE Giv.s on o* Opu'aiional t:v(ini6 Assnssnuvit (l*usl 6/0 *H) tiO/iQ/ii 
Ccr sc aaiod Edison Co nfNow York. Int lO'Jpp ii u S 1 OOi 


ForvipidS SALr> Hopta SO 167 / 66-00 A f.:i : 1 HU/ 6 U !i’) Icir |u:r.o;l 1 ol> 11160 
JJ I 9 c 9 Req'jeStS refldi- OS 3 to dscuss nnsiiscrTii>:U A p'ai's lo ai|:r(;vn piirr<aiii:iiK i* 
a* SALP meeting 

FUSS'^L' VVT Rcaon 1. Ole ol tlui [J.u’ClOf. <10/ 10/ l.l Kt lSI MII fV^itisylvAii a 
Pof.^a lignt Co /p? 5150G POO-511-69 3ll. 


-8910250030 SALP Rcpis 50 107/00 90 & f.O OUll/HH 'lO 1o' I't U IlHlIl . J«.‘ lOllo 
■ fi?g'0n V Cfc 0* II □ Oifc.rlof 09/16/ 13 3f:t»p M ":*»'» :9ip IjI'i'ki no 


891O13C0M NRC ln!o Nci-ci* 00 0/1, “D vcrsioii of flMH r*iiiii|) SimI Ciiolmg Wairf 
i:ow Ot'ing nec.fcjai-on Opornlion I'ol owinn lOC'A • ‘ivi lisl mn 

ROSSI CL D.v.siOfi uf Opera! cna* nvonlii (r>o*,i fi/(i.ll() 0*1/10/ o) 

Conso'ddJi’ i Ed son Co of Now Yo'k. Jiif J O/rr M s. i J PP/ j 5.3 j :rn. 


89102SO128 Hespofds lo Vnlalcn 107/09 20*01 riolfxi In lii!.|> Hnpt !>fi Cnr 

/Klve act:0is nservtco if'sp coniracIO' pfo0'‘'iri wi l ruviowml A (ii1:ll c oiiir<jh. n 
cc^pc'aicd to sifo'^gihon inioclacu holwcco ctaitraclo' M iitii 

► ESEP.HW Pennsylvania f*u/vof A l.njtil Co HO/10/pO (}JMIl..tP. lU’tjon 1. (>li; uf 
reCreclo* 3pp 5l6l 7 350 51617 352. 


R Periodic operating reports A rolatod corrcapoiulonco 

8910C40055 "Dischn*go Wor ilorintj llopt 1i;r Su'iin-oiiann.i 5ilm\iM Lliudnc Siai'On Uu 
Aug 1959 ’ W/690n20 llr 

FElOS.JS Ponrsylvan-a Po^or a l.inliU'.(> H9/O0/ II MHI /«NSK( M Pmirv.ylvaiiM 
Co'-'-snwealih nt Ktpp 5H23 337 5H23 :M9 

891Q260173 Monil'ly cpo'ning ropta fur Sojil IlifM) fiir Siis(|iio|i,iri;i(i Slnaio ( liirinu 
&iai on Units 1 A 2 W/Onigi 7 ttr 

VOUl^G.KA, KElSnn.HVV f^onnhylvarin Phwm' a l ;t|iii Co Oo/on/.iO 
MCOONALD.WC NIU; • No Ontamil Aflilalloii t'livno tripp Mf)24 tli5*l>1l>2<l.?o-; 

8910260165 Fo'v/ards momlctino rcpl On 69092 l.i’.OfiCl ijnllmirp i>l wa*>t<i HifiMm -nail 
/fflen’y discharged lo Silo sl<>fni clrn'o Potrnrislnri lo <iri(;tiiupii waniti strunin lo 
seAage Ireatmenl p'ani rocp vnrJ (roni Pfinr,ylvajilj> r>J f nvi'on Iti.'sfui/r uf< 
FElOS.J.S Pornsylvf^pia PoAfcr a L Qhl Co 09/in/i<i til II ZlNSKI.ft I'min-.ylvatna 
CoiT.mcPweallfi ct Ip 51031 3*12*51 Oil 3!i^ 

-8910260188 NPGES Disctiafyi) ‘/lon'orinj Itnpl for Snpi limo” 

KciSEH.HW. Penrsylvarla Power A Lio'ilCo 69/09/:it» ippp f,in:n :M:rMo:M :i5n 


ni bALP niouling 

nuSSLLL.WT Flog on 1, Cic ol iho D rector. 09/10/13 KElS‘'n M 
Power & Light Co ?pp 51590 260 51599 3 If) 


Pflf.nsylva'i'a 


■•6910250030 SALP RopCs 50 367/69 99 A 50 306/68 00 for F oh 1000 * Jul 1009 
Hniiion 1. Ofc cl Iho Oifoctcf 09/10/ 13 35pp 51599 26? 51590 3 1G. 


tf. GonornI corroapor^donco 


09 10060370 UmiiiDSls I- A Heckman ho roplacoJ on sve fist w/.IM Koeny 
KLISUH.M W Punnsylvana Powot A light Co 69/10/02 OUTLLH.Wfi Projoct D.fuc. 
Uifotu 1*2 Ip 5M52.133 51*152 133 

6010100004 Flequosls r«v to bvc 'isi repine f.g EA Hcickman w/JM Htinny Lrers fy 
OfO.jji bupufvhcr 

Kf iSPn.lfW F’ofifisylvaiilrt 1‘Cwof A L-ght Co 6!)/ 10/02. PUSGELL.W.T Fionon 1 
Ofe of II Id l)irc?clor. 2pf) 51456 O/Q 51456.060 


J. PrtBuranco & Indomnlly Informntion 


0910110100 FoiVrards Arruind 5 to Inilninnily Ayioumont lJ*U0.fef ociing ctiHngoa to 
lOCI HiaO, 'F ifiiir;C’al Protection tteqn rcrnurtls A Inilomr'ity AnroomonlS “ & P/:ce*An. 
dnifion AiDOinJs Act ol 1966. fer S'n''aii.ro 

lHAt)ANI.M(' f>ic)0Cl Dfoclorale 1*2 00/00/?1 KTISEFIHW Po^nwlva/np f»owa' A 
hllhlCd f)jip 5M70 023 51470 020 


P. Operating llcongo singe docunionts & corro&pondonco 


0009200000 Oenonu I ir 69 20 to n( fuel cycio iconsoes jjossoss'np using or proenss 
liiil fonmj'ti tumnlif t’S of SSNM ru protected nrcM 'ong lo.-rn t'cusokoopnu) Sve I si 
encl 

MUCOltKl t.Ci W Dvis'oii ol Sa?oyua'rl& A Trarspctiniion (Post 6/0413) Ol)/09/2G 
Coiibolulatnil EdSi^n Co of Now York. Iru: I3pji 51531.107 5153111/ 

0010030244 Informs that iiioilb lo e''.tiniico capaUilily Of (Jrywol coo'ir.g sys w.ll Uo per* 
1r>nnuil [Jiinr‘.g (Jnt 2 fOurlh rrduifiny A Insp ojUuj<) rtuqnonfs liiiU propoycU Amend 7? 
l>o Opjifoved prior to sliirt ol fi/ar 1091 ooUiou 

KElSt 11,1 1 W Pernr.ylvnnia Power A llo'U Co 09/00/20 BUTl.nn.VV R Pr ojnci Dirr.C- 
lornlol*?. 2pp 51390 300 01360 301 

0910030305 (’otwards ilov 0 to SEAni'-lfl?, 'Ev.iLinilon of Poioniial TfOrtsfornvKt^ 
lo Uevelop Uiiil 1 A 2 Comii.iinr InfujlS" I'otenlinl Irnnsfonnora not Consilored 
lo iro \,•^]\^ voliaije fioufco to conuKitor. 

Kl ISI n,M W I’ornbyivana I’owm A Light Co 60/09/26 UUfLER.VVR. Pfolucl Diroc* 
lonilol*? ip 51367 337*51307.:H6. 

-6010030312 ftev 0 lo ’Evnluaiiofi of fbtnrtiinl Iransformnrs Used lo Oovolop Unil 1 A 
2 Coriiputer IrifHile “ 

■ Pnnriwivnnia Power & ilghl Co SrA F.E-162 ROO. 00/06/1? I2i)p. 61307 336. 
51307.340. 


S. Reportable occurrences, LERa A rolnlod corroepondonco 


B9lOlfiOJOl Pad 21 fDpl ro poinnlinl common fa'Iurn ol SMH OOn A SL*ll 0(> enm tyim 
xrqua twitches Sepp' od pno' lo 1001 A 11)76 Ver.iloi runotrmr'nds dial svaU:Ii w/ 
ifoer space.' be ro placer F 

W.LKINSCNjE- L-milorquo Corp 09/09/29 flff.r.o ol Nntiliiar ricnclnf flngulaiion, I)i 
rector iPosi 07041 1) 1 1pp. 51557 1 12-51557:122. 


8918180876 LER 89 023 00 on GOODOA.dotcrm nod Hint potitiilinlly mojjurahto condilicii 
P*' suppress on cliamljcr ro rfrywell vacmirn r«r!.of vnivoo ('nusrd try IniriMi 
sollsfncfonly rol(iSlr;d W/1191016 Ilf 

5l«60fl7*6t526 0n^'^^ Ponnsyivnnio Powuf A Lgtd Co 69/ II)/ If) 5pr 


(s-nMa f0p1:on GDOOlR.cranKcoso oxplosion occurrod.Duii lo t*j<c«ss.vo 

t^iaLn flOnO-'AlOf D.opornio/ unolrJn fo {jrrl lo ioCOl lOnUOi p.wJ Jo 

ing" u'esei cause noi doiormh.cd Invoaiigntion irtfo cauoo ol oxplos.or) cortimj 

«I>/10/10 IIUSSEI.L.W f n«,gion I, 

u c 01 the Direcicf. 2pp 51560 016-51660 017 


6010060102 1'ofwanls liiiul rosponao lo fOt|uos1 lor nddi info to Gnnonc Llr 0801. 
"NFIC F\)Silit>n on IGSCC m fJWfl Austenit e Slulntosn Stool P.plng " Lisiod items m* 
clurlcd in provlous A currr^nl rrd rospensos 

KElSEH.llW. Ponnsylvan n Power 8 Ughl Co. 69/10/02 MUHLEY.T G. Off.Cu of N'u* 
dear HoaclOf Flogulnuon. [D.roclor (Posl 670411) Oipp 51431.345 51432 070. 

6010000107 Forwurda rnprkod up Tech Spec pages to I’ropunud AmoniJ 120 to Liconsn 
Nf'F i4,mipafnloi) itoni crignai llr. 

KLISLIIJI.W. F>onnyylvnnlu Power & L-ytil Co 09/10/02 nUlLER.W.H. IVoJuci L>i/cc. 
lOfiltO 1-2 Ip 51436 002*51430 061 

0910110192 FofWtVds onplitoilon lor Amends 125 & 76 lo Licenses NPF-M A NPF- 
22,rospociivoly,chdn()ing fr'ch Specs 4 02 to allow survoillnnco intervals to bo Oir« 
ior'.dod up lo 25% of limo interval spoclliedjror Gono.'ic Ltr 09 14 guidance. 
K(-lStFl.fl,W. PennsylvorMo Flower & Lighl Co 60/10/02 BlJTLEfl.WR. Projoci O.rec* 
loraio 1*2. 4pp. 51475 214*51475 225 

♦-09 101 10197 Ajifi'icnton for amend to l.lconsoQ NPF- 14 A NPF*22. revising Tech Spoca 
4 02 lo rdtow survollanco interval to be oxionded ij|> to 25% of limo iniorvol spoctllod 
l)vjl I miting comblnod t rno lor any ih*oa consecutive niorvals 

KElSFn.irw. Por’nsylvonla Power A Light Co 60/10/02. 2pp. 51475 216*514/5 210. 


DOCKET 50*308 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 
f. Security, medical, emergency & fire prelection pinna 

Courlv.PA aVSr3S“6n3a270* 

b ® EP*IP 001, “Gmorgency Cla&Sif cation' ' i 

850921 lu Personnel Asso.mbly A Accounlabihly A Silo Evocualion." W 

sna^ooi-’s 1 362^0^72 ^ Pennsylvania Power A Lighl Co 69/09/21 7lpr 


*•60101 10202 Proposed Tech Specs to extension ol su'voillanco interval to 25% ol limo 
inln.-val apocitiod. 

* Por^nsylvanlo Power A Light Co 69/10/02. 0pp. 51475 220*51475 225. 

0910130031 Rosponds to Generic lu 69 04. "Guidanco cn Dovolopng Accoptah'o In 
aorvicQ Testing Program ' Procudurea A msorvlco foslmg programs For pfanf will bo 
rov«dOd A Imnlomontod by end of Fourth Quarter 1 000. 

KElSEn.M W. Ponnsyl'/Ania Power A L'Qht Co 09/10/03 QUTLER.W R. Projoci Dlrcc- 
tofatol-2 3pp 51504 013 51604 015, 

6910160246 Forwards rosponso io rooucst lor further jusiificailon ilml rndolog cal cen* 
soquencus of rocircu'ailen pump soi2uro accident during single loop oporolon annall 
Iraclion of lOCFRiOO guidellnos.Rod fai’uro would bo less than 0.1%. 

KEfSEn.ll.W. Ponr^sylvonia Powo.* A Lighl Co 09/10/06 DuTLER.W.n Project Diroc* 
I0f0l0 1*2 2pp 51520 136 51520.137. 


PARTtOWjG As«iocia‘o C recJo' »of Pro.ects (Posi 87041 M 89710/19 Consol dal- 
ert Ed son Co c* New Yofh. r.-c 60pp 51622 009 51622 060 

8910180273 Generic fi 62 22 lo a'.l licensees ol opotavmg leactois & ho'ders ot CPs fc 
pC’enhal lor rcreasod roof loads 8 p'ani area Jlood runolf depih al I consed nuclear 
power p'arls due to recent change n PMP criteria Sve 'iSt oncl 
PARTlOV/ JG Associa’s Drec'or For Projects (Post 070411) 89/10/19 Consolidat- 
ed Ed sen Co ol New YorK. tre 39pp 51622 069 51622.1 06 

89102600S2 Poiwards app'ica'cn for An^ends 126 & 77 1o Licenses NPF-H & NPF- 
22.r0Spect.\eV,feQuesr.r.g emergency temporary rel ef fiom certain requ ro/nenis oJ 
Tech Specs 3 2 2 on one t./re basis for period ol 3 monlhg 

kEiSER.H W Pennsy^an:3 Power 8 Light Co 09/10/19 BUTLER W R Offico Ol Nu- 
ctaar Reacioi Regu'at«cn. Oi'ecior (Post 870411). Spp 5*669 066-51669 089 

-8910260055 Appicat'On ici Amer-ds 126 & 77 to Licenses NPF-14 & NPF-22. 
respeciive'y.feQuest fiQ cme:9Qncy lempciary rei e* Irom certain requrerhenls ol 
Spec 3 2 2 on ona tiT.o basis tor period cf 3 menths 

KEiSER H W Pernsvlvariia Power & Light Co. 89/10/19 2pp 51669 071 -51 669 072 

-8910260059 P/pposed Tech Specs 3 22 elmnai-ng certain lequrerrenls on on© imo 
bas.s lor 3 ffiDn‘hs 

• Pernsylvana Power & Light Co 89/10/19 I7pp 5 1669 0 73 51669 089 


Q. rnspectlon reports, l£ Bulletins A correspondence 

89090 t033a NRC Info Notice 69 065. Potential tor Stress Corrosion Crachmg in Steam 
Generator Tube Plugs Suppi ed by S&W Sve lisi Cncl. 

ROSSf.CE Division of Operat-pnal Events Assossrreni tPost 870411). 09/09/08 
Consol dated Ed-son Co. of New York. 'r.c loepp. 51349 100 51349 208 

8909060204 NHC Notice 09 066. ‘ Oua'ifiCdlon Life Ot Sot6r;oid VaVos " Sve I si 
end 

ROSSlC.E Division ol Oporavpnat Events Assessment {Post 0704 it) 89/09/11 
Consol-dated Edison Co ot Now York, inc l05pp 51337.095 51337.199 

8909280150 Noiiticaiion of 891003 SignfLcem Licensee Weeilrg 89 147 W/utI in King 
of Prussia, PA tor enforcemnni conference 

SYijETLAKO.P O. Reg-on i. 0*c ol ihe Director 89/09/19 Region i, Ofc of ihe Direc- 
tor 2pp 5135023551350236 


S. Reportable occurrences, LERb & related cprrospondance 

8910030130 LER 09 007-00on 000029,ESP actuation occUffOfJ wocn 
meni isolation valvus tor loop 0 ol conitilnmonl aimo^phr 
isola rod Caused by poisonnof error. Opufalions will conilu-cl trpr ruy, 
RYDER T S QYRAM.RG Pof-nsy'Vftnin Powur & L.iahl Co 
51363 079-5 1 363 082. 

6910180201 Pari 21 ropt ro poronllat uunirrun taluro o) SMR-000 0 g 
TorclUO swilCtiOS suppLod prior to 1901 8, 1070. Vontfor fOcorTimePd 
t bor Miecor bo replaced 

WILKtNSONj E Llm lorquu Corp 00/09/20 OffiCO of NuJuar Roac.i 
reclOf (Post 8704 11) 1 1pp. 61557 1 12-5155/122. 

8910160319 LEH QD 008 OO.on 800010 & H.drywoll pufflo nlr Supply c 
vaWo HV'25723 aulomRtically clusod Cavjsod by blowrv ImWj 
claco to onsu/H tJiat vaivn ruwO'kod & operob.'o.W/ts0 10()8 lir. 
huSANOWSKY.P P , DYRAM.fIC. PunnsylvonlB Powur A L.gtil Co 
51513.167-51613 170 

Q910240274 lER ftD 000-00 On OOOOlT.unpIpi'inDd ESI- aciuftbCrli OCCx,* 
power lost lo sovnrpl conininmont iscinlion valves Caused try fa'ij'o 
recta associated w/roqi;o9iod proloclivo blocking W/80 10 1 7 |ir 
CRIST.M L , DYRAM.R.G. f>onnsylvon.a Power A Uflhl Co 09/10/1? 
51581.017. 


DOCKET 60-389 ST LUCIE PLANT, UNIT 2 


F. Security, medical, omergonoy & fire protection plans 

89092&0196 Forwards Insp Hopis 50-335/09 21 & 50 300/09 PI cn & 
fat.ons or deviations roiod 

CLINE.w e Reg on 2, Otc ot tho Uuoctor. 80/00/20. WQODV.CO 
Light Co 3pp. 5 135 1:357-5 135 1.300 


89092000 TO NRC fnfo Nohce 89 068. ‘ Evaluation of tnsirufner»l Seipointa During 
Mods ” SvC l.sl enct 

ROSSf.CE Orv.s.ofi d 1 Opeiationai Evems Assessment tPosi 870411). 89/09/25 
Consofidaied EdisenCo ot New York, fnc l06pp 51337 200-51337 304 


-8909290200 Par bally wilhhold Insp RoptB 60 335/8fl-21 & 00 -380/89 
(rof 10CFn2 700((1) & 73 21) No violations or doviat.ois no 
ihspQCiect plwsrcal sccutUy ptoyrem tot power roactw s.ppoc-ttcali 
TOBlN.W J Region 2. Ole Of tho n.Yoclor. 0i}/nO/2O If) 5 135 1 .IfiO-! 


8910030244 Informs thai mods to enhance capabi'ity ol drywo!! cooi-ng sys wi'i be per- 
formed dunng Uml 2 fourth refuc'mg & msp ouiago.Reqjesis that proposed Amend 72 
be yKKoved pnor to start of Mar t99l outage. 

KElSER.H W. Pennsylvania Power & Light Co 89/09/26. BUTLER.WR. PfOlect Oirec 
loratel ? 2pp 51390 360-51590 361 

6910030255 Responds to NRC Bu'letin SS OtO.SuppI 1 re nonconforming molded-caso 
Circuit breakers No corrections or changes to 890331 original rept necessary based on 
revrew 

KElSER.H W. Pennsylvania Power 8 Ughl Co 89/09/27 BUTLER.W R. Proioct D'rec- 
lorate 1-2 2pp. 51390 357-51390 358. ' 


8909250252 NRC fnfo Notice 09-069. “Loss of Thermal Maroin Caused bv Channel Box 
Bow *’ Sve list end. 

ROSSf.CE. Drvision of Operational Evems Assessment (Post 870411) 80/09/29 
CcnscAidaVefl Edison Co ot New York, me. 106pp 51531.00* -5*53>:106 


090901 Itr ro v.o'ations A dewaiions r>oled in fnsp Rents 
5(F387/99-16 A 50-368/89 16 Corrective aCOonsFSAR change lo revise Section 
9 5.4.2 re day lank initiated A locking cha'n on slated valve adjusted 
KElSER.H W Pennsylvania Power S Light Co. 89 f 10/02. OURB.J.P. Reaon 1 Olc ol 
tho Director. 3pp 5 1 4 56 0 75-S 1 4 58 07 7 ^ . wji, oi 


“Possible fndications of Misrepresented Vendor 


8910040381 NRC Into NOUco 89 070. ‘ 

Producls ” Sve list end 
ROSSf CE fusion of Operational Events Assossmertt (Post 8704 ti\ 89/i0/ii 
Consolidaied Edrson Co or New York. Inc 109pp 51531:118-51531226 

50-087/88-99 & 5D-3B8/8B 99 for ponod Feb 1988 - 
M SALp’mlSSg^ as$es5n.«M 4 plans to imptovo pertoimanca 

piL“4U9hjco"Tp%V5meaS?5^^^^^ Peons, ivan-a 


8910230006 Forwards Rov 23 lo phyaIcQl yccuntv planRci; 
l0CFR2.790(ol(3) A 73 21) 

SAGER.OA. HoiWa PowoJ & Lmht Co 09/10/16. Dr-iArmout Coul'i 
meat Control Desk) 2pp 51500 255-51680 250. 

8910240151 Hev 11 lo Hoallh Physcs Procod jfo I/P 202. “frivron / 
Emergonefoa,*' rof m omorgoncy pfan W/ 801017 Hr. 

V/ETHY,CM. BOISSY.QJ, SAGER.DA FlorUIa Powu® A I'dl-t Co 
51590:303 51508 321. 


H- General correepondence 

8909280146 Nolihos MIC ifiat utif hns impiernonlocl otgar^ijni-o-'i ct 
energy deparirnem per l0CFnS0.54la)l3).C)>any{is Of) not roiljcd Cf 
program description previously accoplort (ly NRC 
GOLDBERG.J.H. Florida Power A Light Co 00/09/ if). fDocomoni 
(Document Conlrol Desk), ip. 5 1 340.034-51340 034. 


J. insurance A indemnity Information 

6910050210 Forwards Amend 12 to Indomnrly AgroomorU Q'4O,r©fl0' 
lOCFni40,offeclivo 800701 .increasing primary layer o( nucioar ono 
ance. 

BERKOW.H.N Project Oirecloraio 11-2. 60/00/29 QOLOBERG.J H 
Ughl Co. 3pp. 51430:221-51430:223. 


P. Operating license stage documenta A correspondence 


-091^0250030 SALP Ropis 50 387/88-99 A 50 388/88-99 lor Feb 1988 - Jul i960 
Region l. Ofc of the Oirecior. 89/10/13. 35pp. 51699 282-51599 316 

59 071 “Diversion ol RHR Pump Seal Cool-ng Wati 
RecircuJatien Operation Following LOCA " Sve hsi end 
r5 Operatjonaf Events Assessment (Post 870411) 89/10/1 

Consofidaied Edison Co of Now York, toe 107pp 51531:227-51631 333 ^ 

R. Periodic operating reports A refated correspondence 


091006(^29 Forwards safely evaluation closing Gonoiic Ltr c3 2ajlG 
rneni Classification Program for afl Safety- Refatod Compononts" A 
lion t&pi piBpatbd by EG AG. 

NQRf^S.J^A. Project Difocioralo 11-2. 09/09/21. GOLDBERG.J.H. 
Light Co. 2pp. 51431:021-51431 035. 

-6910060232 Safely evafualion supporting util rosponsos to Gonarc L 
^^ogram for ell Safety- Refaiod Compononis “ 
2pp ^14^1*024^ Reaclor Roguiaiion, Diroclor (Post 07( 


weSr’''''"''"® Siean. ereciw Slaiioo toe 

fields, JS Pennsylvania Power A Light Co. 69/08/31. BREZlNSKlR Penmivix/anifl 
Commonwealth of, t3pp. 51423 337-51423 349. ^ i^ennsylvama. 


lu Hjorioiiu m uo-^u.iium if.*: . i .uquiu 

Componenta.St Lucio 1/2," lochnicol o 
UDY.AC. EQ AG Idaho, fnc. (subs of EG AG, inc.). UDV.A.C. Jdaiio 
ing Laboratory FIN 0 600 1. EGG NTA-7440 09/05/31. t-lRC - Nc 
Gfven 14pp. 51431 025-51431:035 


i'-'^^rwH? P°ci< Dioclcralo II 2 110/10/02 GOLUUEIIG .IH FIsnIla Powot « 
^-1^ 2PP 514^6 201 51X56 356 

Safety cva uanort supporting QQQaOA rcrquosi lor foliof from ASWfl Ccifu 
pI o' mauost^^^ for CaioyOfV C valvoa V-J^Ol & y.flxito not nnrnJorl 
^'S^cVcf n!S RefiSlallon, D.rortor (Post n/O/lll) B0/l«/02 >lnp 

SnS6293 5l«5 356. 

Fo/vwa'ds NTH IR-Ol. ■ TViGfiraf «yt!iau‘n'. Mwfol 0«nW.eaMoi\ Oooi'aso n 
^^SpP—val bv SeCO-itlaiy SyS EvonlS ” Hopl pfOSOntb goner ic rnulfroda (ipf)I.CHl)'o 
ii'i ■ rjdear url^ls & m-ondod to support plant improvoi nonius 

-0106=00 JH Porida Power & Light Co 00/10/02 DocumorU Umlrd Uroneh 
PoIWlConlrClDosM ?pp. 51 -154.00 1-5 Mf>4 HO 

-flan0«0230 MTH-rn-Ot "Docreafie In Moot Rnmoval l)y Sncontfnry Sys " 
aiSoH-JA Q0/0//:ir Hbpp 51454 C0:t 51454 149 

gfli0l00071 Responds to Gonenc Ltf 09 04. ‘Gutfnnco cn Dovoloplng Accopinblo In 
Vv.-e Tos'jiq Programs Ut.l proyrarr^ In complinneo w/Posit:on 4 m ih.H aH pro:* 
Lo'iwiai on valves in rsorv.co testing prr^famhshirf os Blnlorl 

golDSERGJH Florida Power A Light Co 99/10/03 Ucci.rnnni Control llrarrrh 
'Doctmeni Control Desk} ?pp 51461:370‘51461 271. 


ConsolijHlod L'dison Co o«N“ow York. Inc lODpp 51531 119'51531326 

0910260010 F orwards MA Srpilh 000014 Hr io B Bameil Dl EiPA ro recent msp of p'ani 
c oncoming l .olOB ohbe-vad In voloniy cops ossociated w/ocf*Bn iniaKo sWulIutos 
SAGE fl.DA Horde Powor & Light Co 09/10/16 DoCurnont Conlrol Branch (Docu- 
mont r:onifOl Dorik). 2pp 51620 09/-5162B 000. 

0910130014 NflC Inlo Nolico 60 0/1. ‘niversion of RHR Pump Sea' Cooing Water 
f fow Diifing nocircj'aiioo Oporalion Fol owing LOCA’‘ Sve list onci 
nOSSI.CE U.viscn o1 Opmaiionol Evonls Assossmoni |P09l 070411), 00/10/19. 
CrinscHdatod Fflison Co of Now York Inc I07pp 51531 227-51531 333. 


S. Reportable occurrences. LERs & related correspondence 

0910040420 f^art 21 rept ro EMD 645E4 standny dosol generator tandem starling 
sys nrujinoonng ak.dy vy II bo mtlaleci 

KULCMAK.IID Mcrriso'vKnudsen Co, Inc 00/09/15. MURLEY.T Cfhco of Nucloar 
RoociOf nogu’ol on. D rector (Post 67041 1) 14pp 51400 1 1 5*5 1400; 127 

0010040426 Forwards Pago 1 of 0 to Part 21 ropl rO EMC 645E4 landom ar Biarl corv 
IiqI svs 

KULCHAK.HD Mcrcison Knudson Co., (rc 09/00/19. MURLEY.T Oflico of Nudonr 
Roacior Rogu'at on. D rector (Post 0 704 1 1 ) Ip 6 1 409 1 1 2- 5 1 4 09: 1 1 4 


B910160250 Gonerc LU 09 21 10 a I holders ol Ot.s A lU's lor nucloar power roatVOib 
concern ng roqjest for nfo ro status 0l Implomiintrtlton of USI rot|ul'erii(in1a Sve 1:0 

wItlCWJG AssoC'QIO Direclo-' for PrO;(:ciH (f’ost 6704 1 1 ) 09/10/19 (.onao’idfU- 
«JEdsonCo of Now Yc'k. Inc COpp 51022.000 5 1 622.0GU 

8910180273 Genenc Ltr 89 22 lo n'l hconsoos of oporotng foar;10fH & l•o!dnr& of CJ^a ru 
?ci«r'jaltc/f vneteased root loads R vitanl arua t'-ooil runoff dopth ui Ur.onsnd nucluof 
oowt' plants dje to reccni change :n PMP critorra Qvc iiei oncl 
PARTLCW.JG Associaie Oirocior for PrOiCCts (f>osl 670411) 69/ 10/ it) Conao'nlai- 
ed Ed iOn Co of Now YO'k. fee 30pp. 51622 C09-5 1 622. Iflf » 


Q. inipacllon reports. IE Bulletins & corrospondonco 


-091013D035 Hf'v I to Pan 21 ropl ro EMOfi45E4 lardom air start corrttol sys. 
' Morrison Knudson Co. Inc. 60/09/14 2pp 51490.1 13 51490.1 14 


0910040101 f’NO II 69 CnO Hconsoos prepared lOf advorso woulhor conditions duo to 
fiutricano Briolmgs fu-'d w/kuy manogois on respong bi'iUos 10 chock a I trairors.socuro 
(. rnnu hooks A irtcfOA.so orr-ornoncy food supplies 

VEnnELU.OM. Regon 2. Ole of tho Uiroclor. 00/03/21 Ip 51 452.067-5 1452.0U7. 


09 10 160245 F’art 21 repi ro potential 0? aml)lont compongniod melded caso circuit 
broakors 10 dovinto irom pub'ishetf Info. instnnluiu'OoS trip chork wM bo inaiitulod on 
a. Class 1E Iftormnl/marinolic airblonl broakors pr<0' to ahipmoni 
JOMNSON.WJ Wohlinghouso Electric Corp 69/10/00 MUnLEY.T.E OffiCO Of Nu- 
cloar Roacior nogufaiion. 0 recto.' (Post 67041 1) 4pp 5 1504. 160-51 564 100. 


8309010338 NHC In'o Noleo 89 085, ’I’ottmllal for SlfORB Corrosion Criicking Irt Sloam 
Gcneralor Tubo Plugs SjppI od by UAW," Sve I SI on cl 

fi05Sl.CE. O.vigios of Operational Events AssosBrnum iPoat 6/0411) 69/09/06 
Cc'w: dated Edison Co of Now York. Inc lOBpp 5K)4U. 100 51340 206. 


DOCKET 60-300 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Appllcation/conatruction stage documents A correspondence 


8909080384 NRC Info Nolca 00 066, ' Ouft'ificalion Life of Solano d Vulvua Sve list 
er>cl 

ROSSI CE. C.visioa of Operational Evonla AHSowumorU (f^ost 670411) 69/00/11 
Consolidated Edison Co of Now York. Inc lOSpp 51337.005-51337 109 


0909270179 Notifxaiiori of 691003 mcol ng w/ulil m Rockvi lo.MD ro info on nucloar OA 
plan 

IDONOMEW.JN TVA Projects Dvls-cn. 69/00/16. BIACK.S. Aa&isiant Diroctor lot 
Projocts -tpp 01343117-51343 120 


8909JC0115 Forwardg gum.-aarv ol onforcomont conforoiico on 60000b In Rogion II ole 
re vK)!s^ior.9 noted m Inap Ropts 50-335/60 20 & 50-369/60 20.1 rat ol 

attendee 5. meol.ng agenda & liconsuo prosoniaiion aIbo unci. 

E6NFTER S.D. Reg:or> 2. Ofc ol iho Diruclor. 60/00/16 WOODY.GO. rionda f^owor 
lLi9''lCo.35pp. 51346041-51346075 


B909290198 Forwards Insp Ropts 50 335/09-21 & 50-3n9/69-21 on 6006l2-25.No vio 
!at»n9 or deviaiions noted 

CL NE.WE. Reg on 2, Cfc of tho OiroctOr. 69/00/20. WOOnY.CO Florida f'owor & 
L'Q'-iCo 3pp. 51351 357-51351 060. 


‘8909290200 Partia'ly wilhhold Ingp Ropls 60-335/60-21 & 50 300/00-21 on 690021-25 
(fei lOCFfiS. 790(d) S 73 21) No violations cf dovlallons notod.Molor arr^aa 
inspec led physical secur ty program lor power fonctore.apocificnl-y &<jcur»1y rngl 

MCGUIRE. DR Rog-on 2. Ofc of iho Director. 60/00/20 fp 51351 3G0 


B910030204 Discusses Insp Ropts 50 335/00-20 & 50 300/69-20 on 000711- 0614 A 
f<ywa/cs notice of violaticn 

E^^ER.SO. Reg on 2, Ole ol Iho Director 00/00/21. WOODY .CD. F'orlOa Power 
&Ligl.lCo.3pp 51361353-51361 357 


Notice of V of a lion from insp on 00071 1-00 14. Violations noiod valve 
locked shut for mdotorminato ponod A Procodum 
"ofoauato 

taMiTSH.SD Reg on 2. Ofc ol Ihe Director. 69/00/21 2pp. 51361 356 51301:357. 


Notice 69 008. "Evaluaion of instrumont Soipomie Ourir^g 

jws Sve list end. 

O' Oporational Events Agsoasmont (Post 6/0411). 00/09/25 
Lonscwaied Edison Co of New York. Inc. I06pp. 6 1337:200-51 337 304 

Sve erlcl^ Notice 69-069, "LoaB of Thormol Margin Caused by Channel Box 

Operational Evonis AssoBsmonl (Poai 070411) 80/00/20 
'-orse.oatsd Edison Co. of New York. Inc. 106pp. Si 631 001-51531.106. 


0909200004 noquoaie NRC approval of p'oposod cHornativo accoplanco to ASME Soc- 
Hon III pur lOCFRSO 55rt(o)(3j fO vorlox noz^lo aS 80 fT\bly wofds. 

RAY.MJ. Tonnossoo Vatloy Aulhordy 60/00/21. Document Conirol Oranch (Docu- 
rnrmt Control Duak). 6pp 51340.003 51340 033 

-0900280096 Rov RO to Calculation WUP-MTB 001, "Wold Flaw Evaljatlon for Vorlox 
No 77!« ol Hofiioling Water Slorogo Tank " ^ 

I’AVINICM.WA Tnnnosseo Vairoy Authority. W0P MPD OOl RRO. 09/06/30. 23pp. 
51349 011-51340 033 

0900280104 nt-ciuosia review & ondorscmoni of oriel Rov 2 10 "Moal Coda Traceability 
Corrociivo Acllon Progmm Plan." ^ 

RAY.MJ Tonftoasoo Vrjiloy Auihoniy. 00/00/21. Document Comrol Oranert (Docu- 
ment Conirol Desk) 2pp. 51340 061 51340.005 

-8909260106 Rev 2 lo “Waiia Oar Nuclear Pfaril Hnai Code Traceability Corrociivo 
Action Pfogrom Plan " 

KNIPP.SL Tonnogstie Valfoy Authority. 60/09/05 I3pp 61340.063-51340:095 

8909290047 nospondb lo NRC quosHons on lOlaHonslMp b&lwoon vendor into correcbvo 
acton pfOQram plan & fong term vendor info program ro Gonoric Ltr 63-26.Progfani 
imp'ornentod covering rcce^t.contfol & disinlrulion of NSS5 vendor inlo rofoasos 
FtAY.M. Tonnnssoe Valley Auihoniy. 09/09/25. Documont Conirol Branch (Documoryl 
Control Desk). 4pp, 51360 1 GO 51360 163. 

0009200008 Genonc Lir 89-20 to o‘l fuel cydo liconsoos possosg ng. using or proce&s- 
log formula quaniitios of SSNM ro proleclod area long-term housokoaping Sve list 

MCCORKUE.G.W. Diwsion of Safeguards & Transportation (Post 670413). 60/09/20 
ConsoKdatod Edison Co of Now York, Inc. 13pp 51531:107-51631:117. 

0910030139 Discusses Increased onv-ron temp on main sloam valve vault rooms. Ulil 
expects to complolo nocoasofy documentation & provide submiiialB rfomonstralmg ap- 
phcebiLiy of main sloam lino break analys-s oulsido conta nmont by Apr 1900 
RAY.M.J. Tonnossoe Valley Aulhorlly. 80/09/26 Document Conhol Bianch (Docu- 
moni Conirol Dosk) 3pp. 61301:356-51361:360 


p/'jg'aT> Ptog'dn* /t eribcre prcpci vt.'if-cahon o? lu*>ci-cndi .nitfg'.'y 01 saieiy SyS lo 
ftq.. '^ed fCf fual 'o.io nywhon proDO/.'y .np'crrenred 
BLACH S Asvsl3'‘i Crrcicr Icr P' 0 ,ecis KiMGSlEv.OO Tei'r.o^SCB 

va:-^y A.ihO'.r/ ?pp 51G93G15 5i699C47 

~091O24OO6S SEfl arctCtiog u‘l D'Osia'T ’e?si co'foctivo achan program 
* Ot'c c‘ Hea:io: Rtgj'ai'co. O/ec'cr (Pos» 8704 Ui B9M0n7. ilpp 

51559 097-51599 047 


BOw bvc lisi one) 

ROSSI.C E Division of (.'ijoraiijripl Lvonfs Afisosfj-nicnl |Pi 
Cori.sol'dflloU tdsoii r,o oi flovn Vo:1n, Inc Ulfipp. OOV 

D91D100012 Hofiufrbib nxionsion onlil ttOHOli 1o b.Aimt ntoi. 
salofy rolatccf /iVAC ouc.l wo'd-njj VVQRf) 50 30n/B7-OU & WU 
• Tenno&sr.e Va-ityy Aolhonty. UO/ 10/09 OiirunuiMl Cuovrot ' 
irol DOSK) 3pp 51450 n3;-5H50 


0910160250 Ccr.cnc L)f 69 21 lo al* 7c'aers c' OLs & CPs for nuCloar power roaciors 
CO''i:t*rn.n.j rcquGsr 'r' nfo re 5-a‘i.s of 'mpiorneniaiioo of USi recu rerrenis SvC I sl 
cn:; 

PARTICWJG Assoc’afo Orecfcr tc Prcjocis (Posi 670411} 89/10 '10 Consolidaf 
eJEcf«onCo of Ne* Ycrk. Inc 60pp 5l622 CCg 51622 056 

8910160273 GiP.'.o-'.c Hr 29 22 to a I ’.censecs of cpora'ng reatfors & holdors ol ro 
pcfenhai f^' increased rool 'oads S plant area food runofl depih ai !iCcosf»d nuclear 
power p’anis due to rccer.i c^^nge n PMP cr-^ena Sve l Si onci 
PAflTLO»VjG A bsocia 'e D.'cc'or fo-* Pro, eefs 1 Post 87041 1} 89/10/19 Conso'-dai- 
td EtiiScr* Co t' llcw York. Inc 90pp 5 1622 069-51622 1C6 


F. Security, medical, eme/gency 4 Ifre protection plane 

9910100169 Rev.scd cer'/a' errergo»'cy control Cir EPiPsjncludmg Rev 5 to tPfPs 2.3 
& 5 Per 6 ip €P:P 4 & Rpv 4 to tPlPj 7 & 6 VV/ 691004 1‘.i 
Ray.M Tennessee Va io/AHho^iy 89/09/19 37pp 51458 195 5 1 458 253. 

0910030039 O.scusses ntent for ccridaCtmg p'ani prei CO.'ismg rdd.alog.cat emergency 
G»<jfciie Exercise part.: pants wii irclvJa TVA co'pctato & uM emergercy response 
O’^a-irai-ons 

RAY.MJ Terfesseo Vaiey Auingrty 89/C9/25 Document Control Orancti (Cocu* 
ment Control OosM 2pp 51387 222-51307 223 


8910040381 NRC Inlo Nol.OO 09 t)7f), ' f^obSiUlw JnJl;:ail(:n!; cf 
Prodvi-ts ' Sve t'U end 

ROSSl.C L' CviMOn of Ouoratonal Fvtinis Assossrrorii {f'l 
Conso'.daiod f.d.sortCo of Nuw Yetk. inc lOOpp 5l5'M 1 10 

8910170293 SupplS fespOivsQ to NIKI «U00tU Uf fo \r.oiittore (V 
390/69 08 & 50 391/69 on Co/rociwo at:iicn lot ndcq.i 

s bi'.uos for oraa/'izaticnul rdiargos orrn)h.isi7ntl 
MEOEGRD.Mu Torirujssoo Valloy Aul/ioniy. 89/10/11. Do 
(Documo/il Control Rnsk) 61034 (J65 51034 CJf'G 

8910130014 NfU: Irifo Noiico 89 071. ' Divt;fSlon of RHR Rui 
F-fow Dudriy no<;.rcii'aiicn Opu/pton foVow.ng LOCA * Svr l s! 
ROSSf.C F Uiv.s'on of Cuorafonul Fvenrs Assobb'norit (P< 
Consci tfaturf Edison (*o of Nnw Yo.'k, fnc 107pp. 611131:22? 


$. Reportable occurrencoB, LERs & related corroapondeneg 

Q91004Q42Q Pact 21 rufU m CWO G45E4 slatuiby div«ol gQ' 
sys Cnninoc.'my stuly will tm iniimtuiJ 

KUl.CHAK.RD M0/risCn-i<r‘O(h0o Co Ir^c 60/09/ 15 MUfU 
Hoacto.' Rogufaiion, D.foctor (f^osl 8704 1 1 ) I4pp Jj 1409. 1 16-£ 


M. Anlilru&l corresponderice 

B9 10100088 Infu'ms that i.pdaie ol 8pp>.canl dCliv>tes Over last 1 1 yrs regu'red NRC re 
quesri''g upda'ed (Mta response fo.' ercl Reg Gu do 9 3 Response shotid bogm wJ ore 
ut: 780831 in.f ai response lo reg guide ended & continue lo preso.nl 
BLACk.S Asssia^l D./ecio? for Prc.ecis 89/C9/27 KINGSLEV.OD. Tennessee 
Va ic-y Auinonry 2pp 51460 139 51460 142 


Q. Inspection repoAs, 1E Bulletins & correspondence 

6909010338 NRC in!o N'o*ce 89 065. ' Poiert ai fof Stress Co-'xosion Cracking in Siearn 
Generator Tube F'ugs Srcp’ied by B&W ‘ Sve list encf 

ROSSi.CG. D.Y.S'cn ot OperaTona' F.ve.nts Assessment (Post 870411) 69/09/08 
Conso: dated Edison Co ol New York. nc. lOapp. 51349.103 51349 208 

8909060284 NRC fnfo Not'Ce 89 066. 'Qjal f.cat cn Life of Soleno d Valves ' Sve I si 
cnct 

ROSSi.CE O.vision of Opcrat-onal tvo.nts Assessment (Post 870411) 89/09/11 
Carso'idated Ed son Co. oi New York, tac lOSpp 51337 095.51337 199 

8910030463 Discusses fol'cwup msp firdr'os re actions to correct prov.ouSly idsnWiod 
viO'ahO.ns in Insp Ropts 50-390/87.10, 50.391/67-18,50 259/87-38 60 260/87*38 50- 
296/87-38, 50 327/87-68.50 328/87-68.50 438/87-03 & 50 439/87-08. 

WILSO.N.BA Ass.star,l Director for fnspeciipn Programs 89/09/19 Kl.NGSLEYOO 
Tennessee Valley Authority 4pp 51374 217-51374 220 

8910060020 Forwards Jnsp Reels 50 390/89 09 & 50 391/80 09 cm 890814- IB ASME 
Code Class \ p<ping rnat) for NDE reguL'aments found imsatisfactory 

K,NGSU(=v. 0 0. rennossee Valle, Au. 

insp Repij W330/9909 & 50-39)/8»09 on e908l4-16M8,-Of areas 
5M^5 mo' 5 ? 435 ^n 2 Projects O^nsion 89/09/20 13pp. 

^^M^S^Sv-'^ri^ncf"^ 89 068. • Eva’uaiion of fnsirumenl Sofpoinis Du'nng 

ROSSf.C E l^viSion ol Operaho.nal Ever'is Assessment (Post 870411} 69/09/25 
Conso'.da.ed £d.son Co ol Now York, Inc 106pp 51337 200 51337 304 

50 390/89-11 6 50.391/89-11 on 890722-0818 d 
WriLSON.BA Ass/stant Director for fnspecl'cn Programs. 89/09/27 KlNQSLEVOn 

Tennessee Valley Authoniy. 2pp. 51383 012 51383025 ^ 

violation from insp on 690722 0018 V)ofat.on noled Design Cr(- 
•a ^ plastic foam insufat-on was in&iai'ed insido con 

tm rnore Itian 20% ol ice condenser piping 

513 ^ 01 $^ Assistant Director for inspection Programs 80/09/27. Ip. 51303.015* 
5«390m9.tl « 50 39l/89 »t on B9072J0818 V.otallons 


Q91004042B Fo'warils Pugo I of 0 to Pan 21 ropl ro fVD 045£ 
trol sys 

KULCHAK.RD Mo.msim Kr-.wdsen (ro . Inc Blt/OO/lO. MDRl 
Reactor Rogu.'nnon. 0 rector (Post 070411). 1() 5140U 112 51-' 

-8910130036 Rev 1 lo f’flrt 21 ropl ro EMD 045E4 Iniidom air 8l 
* Morriso/f Kr‘.u-dSO.') Co , lr:c 6f}/0iJ/1-l 2pp 5 MUD. I 13-51 40£ 

8010030231 Finn) clofic.orxy root ro damngo 10 Knpion l.-si.inte 
var.ous primary contn moot o'uciricnl porolralidris Iri ? q ly repe 
output docu.mof't & wo'hpiun lo bo issuuif A ropol; (jlponnO. 
RAY.M Tennossdo Vaioy Autho.nly. 00/00/25. Uocdrronl Coi 
ConirolDosk) 4pp 61390 210 51383 2f3 

8910D4D240 HoviStd I’naf Purl 21 & rfofirloricy rt’pi rii in;;foaa<s< 
steam valvo roo-ms ln.l'ally reported on 040522 ComploJo roan) 
Sloam Jino break w/supurnonl portormud 
RAY.M J. Tonnossod Vafloy Autfioniy OorOD/2rt UuCv.nioni 
inoniConlfDl Dosk) Ojip 51423 133-51423.137. 

8910120198 Tli.rij tniorim ddlicioncy ropt fo discfOpiinc-os nlloct 
sys.Jnlial.V foportod on 000402 TVA cu.'rorilly dtivcHcp fig Assc 
dol.aoncles.Fimil ropl wrtl bu subrn.ncd by 1)00515 
RAY.M. J Ton.nossoo Vnlloy Ault only 09/10/06 Documeni 
memCenuot OosK) 5t4B9040-5UB0 044. 

8910170172 F.nal dolKlencv topi ro discfOpnnndS In <locumoni 
design cr.iena affoctiny qunlif.cation ol omberfdod prnlo 
880320 Program fc< cable Uay auppexta on orcrboddovi pinloe vr 
RAY.M J. Tor'roSHee Vol'Oy Aulfiorily. QD/fO/On Dpcu.fionl 
mom Conirol Oosk}. 7pp 51536 220 51536 226. 


DOCKET 60*391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. AppNcatfon/conetructlan aiage documents & corf«apondt 


8909270179 NoWicat^ ol 60 1003 mooimn w/util in Rocky I'o .Ml 

plan 

DONOHEWaI N. TVA Ptojocia Oivlaon. 60/00/18 OLACK.S 
Projects. 4 pp. 5 1343; 11 7- 5 1343: 120. 


8900260094 Requosis NRC approval of proposed nfiorndlivo flCC 
voilox nozzle oasonaWy wolda 
RAY.M.J. Tennessee Valloy Authority. 09/09/21. Documoni 
meni Control Desk) 0pp. 51349.003-51349 033 


A, . V . ^ v^wuumviun vvuv' rvM , wum ri 

Nopfe Of RofuoLng Water Storago Tank “ 

PAVINICH.WA Tennossod Va'foy Auihonly WGP-MTB-001 
51349 011-51349:033. 


8909260090 Gonoric Ltr 80*20 to all fuef cycio Jicensoos posses 
mg formula quanlitios of SSNM re proiecled aroa Jong term 
end. 

MCCORkLE.G w. Division of Stifoguards & Transportation (Pc 
l-onsolidaiod Edison Co. of Now York, fnc. 13pp. 51531:107-51 


itr B 0 ?\ CO ol h-l.*o.s c' Ols K CIN Cnr ii.n:lo.if powir rc.><n loit. 
fi9l0l6025C “ j ^ or m p“«pir*:.^i(»l 0(1 ol Uf>l ii'<|ii MimnnK Svr IM 

ccrce-mg tcqjesi >u- i u 


^DiinKjC A^soc.i;oD.<Kior lo<(>.0,('‘t»l<'OM (170.1 II) ll•),•ln/l•l <:<,,.c..m;I.,-. 
« Ed °n a, 0( (to ?c.h, I, c DO,-,. (XVd 0'(V77 «.» 

n-rptir L*' «9 22 ro n'l I CE'MSunr, Ol OpP'f.iMj HMClm:, S r o'ilifH nl C’-. Ml 
6910180273 fcnf lo-ui^ ^ 1'“'^"’ ''' 

^ « - OK fijP io ftco-'H chEin:K» 111 I’MO a 1 e f.n Svt: nsl n.'ii I 

paVtl&VJ G Associate D K'ClCf for l’x(>|u; is (l»osl M/iK 1 1 ) ri4(Hi/l*i C o i- i(l:.h»t 
^ E^scn Co c'Nev/YoiK. InC JOpP- f. (iRiMlsV lOh 


i loiv tJiif'iia I1(.ii‘niln( Ein npriaiion Ril'owmy LOCA ‘ bvc 'ist oncl. 

rUrSSl.Gi; D.vjion oi Ojo'auunal livtmls Assmsmnnt (f>osi ft?04n) uy/lO/ll) 

( i:ns(ilKl.i1oi$ I Co or Nctv Ycrk. Inr l0?pf) SlT^II ?27 biriin ‘J'SJ 


S Roporlahlo occiirrotices. LEHa & rolotod corroapondonco 

GO 10040420 I’.itl nitil m LMlI G10L4 bld'-cliv 'liobol gofiij.'aiof tnnrlnm slQr1in(j 
sy:i ( jhii'iiHprin;] sli.dy vj II t:r> in I atiaJ 

Kill (^1 lAK.H I) Kfi-iKtin C!(» Ina Il0/09/1^J MUfU.EYT Oflicn of NuCloar 

Mnar luf fininihilioii. DnidOf pMsi 070'; H) 14pp tjIdUO 1 I^ fil'lDJl 127 


F. Stcurily. medical, omcrgcncy & Hro proloctlon plana 

8910100109 nevseo co-'ral omcjfgt>;.cv (xn-ml c-K ' 

PAY M Tennesseo Va'ley Anir only- ;i/ii|) hl4‘il 1<)-, M4SM^'.;i 

8910030039 D. 5 CUSSGS 010*11 1(‘f COnM..cli'i-j plan pfu iLiins'io fnifu/u;| . ill nliU-nj, ., y 
rartjc par ts incl uln WA f;o‘pof»ihi 0 iiM iirtuifgiiiu v rnspnnsn 

PAYM j'^emessco Val'oy A ilh;irilv 09/fJU/x:i noi .inn-tif l'.f:iiln.! Ilnin h <I;imii 
-eV Coil'd Cdskl 2pp 5 13R7 222 ‘'ll 19/ 221 


0 Inspection reports. I£ Oullollna & corrosponrionco 

8909010330 NRC Info fioixo GL’ Of/i, "Pctmitiil fin Slros*. CnnnMu'i < r.iuhni*! n Stismi 

Geierator Tube Plugs S..pp'icJ by li<iW Sw ihC , 

aCSSiCF C.VI30.1 of OperAl:Onnl I wrnK Asshshth.-hI (I’nsI 1170411) 

Cc^*.so daiod Fdson Co oi Now York Inc Kiupp ‘>i:mo. inn f>i:Mn 2011 

G9O9O6O304 M=IC IfilO NoUCO flfM-lili, Cii.nl cut i> i I On rif Snfi^nci l V.ilvns " Svi; lisl 



69100304B3 OiSCuSSOS folowiip (nsp (.irJnnH ni a» tuu'i lo i nni’; I i li nliki il 

y,c3lors n Insp Ropift 50 3L'O/07 IB. r,0 :i‘)l/ll7 1 H M» 2f.!)/(l/ :i!i.' 0 tfl.Mi 

2S5r87.30. 50-327/B7 DB,50 I'f'.'-n 4;iti/»/ nn A mi 4;i‘i//i7 ob 

WILSON, 3 A /Ass-slant OroctO' M InspcMlion l'n)p'«in:s nn/lJII/IB KINl »'■>! I Y.O I > 
Ten'‘esscp Va loy Ault'O'ify. 4pp St 3/4 2l/-rpl3/4 220 


8910060020 Fcfwa'ds insp Ropia in :iou/b'i DO A lift Nin/iin no i:ri fi'i-jni-i. ih am,*i 
CO' leC'asS 1 pip r.g mail ict NOH rn:\„in>iri'riis fonnJ iinrjiitiskirtorY 

LIAWBD TVA PfO.OClS O.v.soo HB/0ir'2tJ KlNtlSI I Y.OIJ Vnllisy An 

Ihcrty 4pp 51435 CS6 6143S 112 

-8910060024 trsp RoplS 50 BN A fA) MM/Hnon on linOBM IB Mu,<ir irn.v. 

•ispecisd neai code iracoab l.iy co'fnclivn nt.linn p'otjnim nUm 
GEC3G£V,G. SVIITHU. TERAO.O TVA ivojiU'i iJivislon mi/iiit/^f) ilifiji 
51435 100 51435 112 


B909200Q10 NRC ln*o Noico OB DBB, I vnliinlO'i ol Inulrnimnl f^tiliio nis Dnninj 
McKfs ■■ SvC 'iSl oncl. 

P.OSSI.CE O.visicn of CpcPlionnl livnnls AhsnbSmnni (IViul ll/lMM) Hl)/nB/2fi 
Corse dated Ed son Co ol Now York. Ipc iDAjip :.i:i3/ 2 (hi :rtM 

8910030109 Ferwa'ds Insp Rppla 5n:i'J0RlB 11 A 'iDHlM/fta M on f»'Jn /22 n!nH A 
ncice ol Violation 

Vi'iLSCN.QA Ass Sian C.reclor lor Inspnci nn RrnnrnniK H(>/0;j/2/ KiNCi.SU Y.OU 
3er'.esscQ Va'ley AuHioniy. 3pp S33«:i 012 1023 


-S910030118 Nofico of vclalcn ln):n Insp on BBO/22 llfMO Violal on niil(;:l l^usign Dn 
fena wa pc 40-5 was noi mol I’l Binl p'nstic foani itisu^ilnii won liv.lnllud msKlo con 
lainment on more Ihai 20% ol ica corilnnscr pip ng 

WiLSCN.BA. Assistam Oi'flcto: tor Inspoclnn I’ronrnms BH/l)ll/?7 ip GKlHIOlfi 
51383 015- 


-8910030124 Insp Ropts EO DBO/BO ll A 5U3B17«*> 11 on *190722 milB Vu/.Uofis 
noted Major areas nspocied rov ows ol work acIiviIIiih rniujimo liorn rnnirol room 
^ damogo loumj on sorno Urtll 2 snlolv calilos 

WAITON.G A.. HUMPHREVPG . BAnR,K.f>. RuUlon 2. Ofc ol Ihu Dini(;tt)‘ n9/n9/?7 
lOpp 51333 016 51303 025 

891^40093 lorwa'ds insp Ropts 50 300709-15 A GO 301700-15 on unOOl I lG.No vio 
laionscr dovial'Ons noted 

WLWN.8A. Assisian Drocior lor Inspocncn l»rogmrti 5 WILSON.U A Henion 2. Ok. 

KlNGSlEV.O D. Tonnobsno Valloy AwUiiiriiy Opp 

24D-51423 254 

'nspRepis 50 390769-15 A 50 JOl/flO-lG on 090911-15 No viololions or 
KcpuiTS m inspocind curroni & li-aioncul nrosorviwO irifip 

5l4?3m5l4'23 2M 09709/31 I3pp 

^^Baw^^Svc^si^tlci^ 09-069. ‘ Iosh of Ihormal Margui Causod by Giianooi {Jo* 

Opdci^'diol Evonls As&osHmtjnl (Posi 070411) 00709/29 
m: .sc .dated Edison Co ol Now York. Inc. lOBpp 5i53l 00i*5l53l l0«. 

001106 to submit inlorirn fopl on doficlorcy *0 
• wolding WBRD-50 390/07 09 & WORD 50-301 /ft? 00 

L'oiOeak) 2pp Documonl Conirol Oroneb (Documtml Con- 


0010040426 1 iKWiUiiri I ol 9 fu Piiri ?l n-pl ro f.MlJ 0451'4 ipnjoiri ni' storl con 

lr{>! sys 

KlK( HAK.fU) Mr:rr '.((t. Kniiilsi-n Co . lr.C- B9/0'»/ 1 9 MUfU nY.T Oll«co of Ni.cNjnr 
llofif !or M«';nil.il:n‘i. Dn-clo- (PohI fl7C:i 1) Ip 51499 1 12 5 1499 1 14 

-09 10 130035 Rnv I In 1’n‘C 21 rnpi rn EMU {i-l5L4 tanrloni nr sta'l ct)‘ilfol sy*. 

* M:;lfl^^>rl Knnihi-ri Co . Icic tfO/OB/M i'pp 5 1 499 1 13 5 '49:11 14 

6000200172 ltib“ m tlul ( ninr.v n.*pl lo druTingcil etotlricnl enWo m CLr.O.,il Irnlift ly lOpoil- 
Hil ;)n iP.inn.'M U.iniiigiHl luliV'S suiil lo Un.v of Crnr-ocliriil to* lab finnlyt>ls Kimil ropt 
wi I bu siibiiiilleil ilurinii Nuv lUB'l 

HAY.M J livn«:hM ii Vtiiluy Aulfionty fl*J/09/2l UiKcironi Co'Urol Urjridi fDoco- 
ninniCunirol Ut.Kk) .'.pp 5 1350 277.51350 2l'n 

GG 10030231 I I'Vil if(?li‘:inncy r«.‘pl rti dirringn to KdplDii ir\tuj>niiul (aitndrpiinn plgiai‘B at 
v.inoo'i pnnitUy ronlu-rnrni clocUrnl pnr.^'IrrilionH In linl y nificfiod o.'i 000025 U<!>^iljn 
nl di.vmuv'.ni & wcikplnu lu U'. R K’pfm 

IIAY.M TnnniKScn V.PMV Anilijrily ft9/09/?G DccumO'll Conirol tJrnrich (UocuTlcni 
( iiinuiil Unsk) 4pp II I :IB:1 2 K) 5 1 363 2 ( 3 

0010040240 Udvi'.iKl fit*n' I'arl 21 A rlrdic rnjit rn irxronsuil iinvifcin lufrps :n iii«iin 
'.luiiiri vnivn lon iK Iri-tin y rupoiind on 640522 Cn.ntiUdo runiiitlysi'^ of ottocls ol rnoin 
St 'inn broiik w/s.i;jt-riinnl porlorniml 

MAY M l. Irrr'i".\tui V.il'ny AMliunly n97C9/3» Uociiniiiiil Ccnlrcil nrnncfl (Docii 
<r*Mil CoMlro; llo'.k] 1p(i 51423 133 5142313/ 

0010120190 thnl inti'rnn dnfruricy n-p? ro <1 f>aop4iicifii nllticiiny rad fllion rrion to/lnu 
-ly-iliiil.i y ^♦■il:)lln:l *;n Mt‘>04B2 IVA currently rlev(;lr:p r rj uHSiissmnrd Of ft Otkuil ftir 
ilr<:o <ji'< iin> 1 iiiii rnpl wi bn sntrnitlod by UOCGIG 

MAY.M.r Vnliuy Ai.1li:in|y. 99/ 10700 ('loi:iiiiinnt Cnnlrol (Ibincfl (Doru 

fill >ni Cnnlro! Mr-, kj 5pp 51489 049 514(19(144 

0010170172 I'liid' iltdic'oriry fi-jil ru iliscinpflf.r ii'l i.‘i rlncurnijnuiticn & (JnvillJorig IrOfii 
dix.fijn cnb-rr;i idl('i;hn,j <|ti.iM < ;it on of eriitjodded plaics “'ll ally rnpoflorl o‘i 
000320 IVu||rani f<ir ('.ibo lr,<y (,;.i;|;i:r|s on umbeddod (lUites w II bo coniplotcd 

MAV.MJ I Vnl'ny Atdfiuniy BU/IO/OO Uccomnnl CuiUfol DfiirinU {Oocu 

niiirii (:<}ntii;l flush) /pp f>( !> 10 22B 51530 22li 


DOCKET 50 395 VIRQIL C. SUMMER NUCLEAR STATION, UNIT 1 


r. Socurlly, medical, omorgoncy A firo proloclion pinna 

0000200243 MuvhciI l:f>ll»e.mclu;J.rig Muv 4 10 ElM’ OOB.Mov 0 10 CRR 009. Rov 0 lo 
[ f’jMilO.flitv 19 10 f-Mf’ OlS A Rov 13 to EPP OlbW/ 000922 Hr. 

* South CnrolriA riiinnn A Gns Co 90/09722. 7 ipp G 1.35 1232-51 351. J02 


J. inaurnneo A fndoniiiily Inlormniton 

0010050204 t orwnrdH Arnunrl 3 to tnduirnly Agrouinnril R-GO.fnfldClinn cfiang03 to 
lOCf flHO.Ofli'Clivu BOO/Ol.incroakinu primary lAyor of Mucloflr onurgy lab My msur- 

?fAYQSJ.) fkoecl Ul'oc.toralo II 1 99/09721 ORAUUAM.OS Soulh Caro’ma C'oclf ic 
A fiaa Co. npp 'g 1424 027-51424 020 


P. Oporallng llceneo atago documonla A correapondonco 

0010030112 Appicaiioii lor arnund to Licenso NPH- l2,fOvislnQ survollonco rcqulrornonla 
of Tech Spoc 3/4 4 5 lo flUow oplicn of using UAW kinolin sleeving process fo.' aroom 
(jonufatof lube repair ..... 

PRAOUAM.O.S So‘..iti Cnrolmu Eloctfic A Gas Co no/(l9/lD Docurnoni Control 
Rmnch (Uooo'tiont ConUol Dusk) 3pp 51390 310 51.300 327. 



6000200190 Forwards rowlsud sun4;canl hnrmds ovnluntlona for Tocfi Spoc chango ro- 
qjoslH ro loudwalof A man sloam isolot-on valvos.ac aourcoa A iJ osol luol Oil moni- 

0nA?)UAM,OS So-.ilti Carol na Elociric A Gas Co 00/09721 Documont Conirol 
Hfoncli (Oocumunl Control Desk) npp. 51350 244 51350 251 

8910050204 Not4.caiion of 090926 moulng vv/utl in Rockvillo.MD lo dscuss Blolua of 
licensing issues lor r'.ow plant A rr.ool w/ now general manager loafionsiblo lor Hcorw 

/r)('?CS.!?J ProjOCl Dirocioraio II- 1. 09700/21 MURLEY.T . SNlE2f.K.J.. MIDAGLIA.P 
NRC • No Dolalrjd Aff lionon Given 2pp 51424 006 51424 007. 


qui/es ihal each i-ghi viiaierccnietJ rucloa' powor pfanl bo ablo lo wilisronij & rocovor 
fro.Ti 5 *al:on tiBCkoul o* specihod cJu'Ohoa 

aRAOHAM.OS Soulh Caroima Elocinc A Gas Co 09/10/02 Documoni Ccmrol 
Branch (Oocurrani Ccnlrol Dosk). 2pp 51466 103-5 14C6. 104 

0910170229 Confirms 091005 lolccn fO pari*cipai:on In NRC RonJalcfy Ictipaci Survey 
on 091129 l icensee feoCdacM wi'f bo ovoIjaioO io dotprfi;ino whai changes should bo 
made lo NRC fegj'alory approach lo orhanc-ng safo oporaiion ol njCoar power 

ieNETERS 0 Reg on 2. Ofc of tho CireciO' 09/10/10. BRAOHAVI.O S Soulh Caro 
Iina Electr e A Gas Co 4pp. 51536 lOO 51530 193. 

0910240001 SufTimary of 090925 maolipg w/uhl ;r) Rockvi lo.MD ro Slolus Ol Kconsing 
issues for piaoi Oiscussions also held on amorci submaia's invo’ving sioom gor cralor 
tube sleeves 

HAYES.iJ Pro.ect CrocioraUi II- 1 09/10/16 Proved Creclpraiu M l lOpp 

5101 1 340 51612 006 

-B9O0 160322 Fowards salaiy evetuahon ol Topl/cal Repi WCAP- 11739, RMR Sys Au 
locbsure InierfocH (ACI) Re/noval Ropi. ' denying permission lo roirovo ACl io( noy 
plant 

iHAOANl.A 0.v-SH>n ol EnQinoonno i TochnologY 10704 U 6900 26j 6'J/flft/ 

08 NEWrONRA Wo8ling‘ouso Oporati-’g Pfania Ownors Group Ip 61611356- 
51612000 

*<6906210137 Safety ova'uai cn of Topical Ropi WCAP- 1 1 738,VOls I 8 II, 'RRR Sy9 Au 
toc'ossre interlock (ACl) Removal flept.” denying purmsaion to remove ACf for any 
plant 

* Office of Nuclear Roac’or Regulalion. Director (Post 070411). 09/06/00 Opp 
51659.019 51650 027 

$910240142 Summary ol 091C05 mooh.ng w/util in nockv llo,MD ro vafiOus sfraiogles 
for addressing sloarn genorater tube problems at plant A amemds os&ocialod w/ 
si'eloqies.Lisl ol ailendanco enci 

MAYES.JJ Pfo;oci Dirociorato H-l 09/10/10 Pro|oct Drccipraio M l 3pp 
51509.326-51509 320 

09TO16O25O Generic Ltr 00-21 to a’i no'tfors of OL9 A CPa (or nuclear power rooclors 
cor.cornng roqjesi (or ‘n(o re stales o( Irrplerroniaiiori o( USI ro()uimmenta SvC lial 
ertc> 

PARTL0W,JG. Associate Ouecio.' (or Pfo;ocis (Post 070411). 60/10/ 19. Corisolicial- 
ed Ed. 3 on Co of New York, Inc 60pp 51622CC0 51622 060 

$9 101B0273 Generic Ltr 00-22 to at: licensees o( cceraiing roQClore A holdore ol CPs ro 
polcntiol for ncreased root loads A plant proa ('ood runoff depth at iiconaod ivocieor 
power p.'anls due to recent change in PMP criteria Sve fist one) 
partlOW,J.G Asaociaio D.feciof (or Projects (Post 070411) 09/10/10. Consoildul- 
Qd Ed son Co of Now York. tf\c 3Qpp. 51622.060 5162? 106 

$910240038 Forwards revs 10 core opcraiirtg 1im.|g ropi IconsP amend submittal did 
6009 19. per 891011 idconRov adnvnstraiwo in noluio A do noi eilotl NSHC con 
lained in original subm.ttal 

OHADHAM.OS South Carolina Electric A Gas Co 80/10/10. Oocumcnl Comrol 
Qtanch (Oocumoni Control Oc-9k> 2pp 51500 213-51500 226. 

-$910240039 Proposed Tech Spocs.rovis ng ccro oporniinn timits ropi license arnoncf 
subm-ttal did 090919. 

• Sooth Carol ne Electric A Gas Co. 00/ 10/ 10. I2pp 51680 215-51580.220 


0. Inapectlon reports, IE Butleifns A correapondenco 


$90901033$ NRC (nfo Not'Co 09- 065. "Polunlial for Slroae Corrosion Crack r.g n Steam 
Generator Tube Plugs Suppi od by 05 W;* Sve list end. 

ROSSf.CE Division of Operational Evonis Assossmont (Post 070411) 00/09/00 
Consolidated £ disc n Co or New York, Inc lOOpp 51349.100 51340 200 

$909060204 NRC Info Notice 89-066, "Oual fiCQlion Life of So'eneW VONes" Sve list 
end. 

ROSSI.CE. Division of Oporaiional Evertls Assossmoni (Post 870411). 09/00/11. 
Consolidated Edison Co of Now Yotk, Inc. i05pp 51337.095-51337 1 99 

$910040072 Fonrirards fnsp Rept 50-396/89-17 on 090001*31. Findings indicate lhai cor- 
tain aciivil es enpeat to vlolaie NRC reoinemonts but vlolflllons not bolno citod 
VEHRELLI.O.M. Region 2, Ofc of fho 0 roclor. 09/00/13. flRADMAN.O S SOulh Caro- 
lina Elecfrlc A Gas Co. 3pp. 5i391 274-51391 208. 


-8910040078 insp Repi 5O-3O5/0O-17 on 09000 1-3 (.Violations noted Maior proas 
Inspected monthly surveil.'ance oporalion3.monthly moint operaf'on.operaiional safety 
venfication.ESF avs walkdown & onslia lollowup ol ovenis & written roots. 

*■ ’ ^OPKINS.P C, MODENOS,L Roolon 2. Ofc of Iho Diroclor. 00/09/ 
12. I2pp. 51391:277-51391 200. 


8900280072 Informs of closeout of Bullel-n 09-001. ‘ Failuro of Woatinnhouse Sloam 
Generaior Tube Mechan:cal Plugs." 

H/WES J.J. Pro;ecl Difoctoraie fl-l. 89/09/18. BRaOHAM.O S Soulh Carolina Elociric 
A Gas Co. 2pp. 51349.299-51349:300. 


891003D07S AcK rece pt of utit 893B31 ltr Informing NRC of stops token to correct violo- 
tions noted in in^ Hept 50-395/09-13. 

VERRELLl.O^NL Region 2. Ofc of ihe Director. 89/09/20. 0RADHAM.O S South Caro- 
lina Electric A Gas uo 2pp. 5i37l :2?2*5 1371 273. 

8909200010 NRC info Notice 89 068, "Evaluaiion of instrumerit Setpoints Ounno 
Mods Sve list end. ^ 

? Operallonal Evonis Assessment (Post 870411). 00/09/25. 

Corisolidaled Edison Co. ot New York. Inc, l08pp, 51337 200-51337.304. 


0010040336 RospofHls lo NRC- ntjniui noiicn of vio'nlicn A proposed 
piinnlty.pur t«bt» Ropi 50 395/09 14 tU.tfftf.v.vu ncliOns opcrpio,' UOu'seV 'ti i ' 
lug l.coii9<*<J opofotor watcti wliilo unrpjul lm;f for position ' 

DRADffAM.CJS SouMi Carolina L'ncinr: A Gns Co 00/09/29 LlEBEniLfu i 
Enfcri-omunl (f’nsUl/04i:g ?p;i f>i:iu2 O n -51302 037. 


0910110130 AiV»v.io» Hull ntbml diMn by which j\'l Cbimclivo acton cfy, 
SfiOuliJ hovu Ijijou MMOfJM not MHOni 1 for fiwp Ropi 50 305/69 14 roiic^O^n^^^ 


A proiiosuil impob-liun of civil fuumlty 
“ ^ ^ South i wito' nrt r;1iu.ltW. A 


nnADi lAM.c 

Erif ore uir.onl (post 6/0-1 1 :i) Ip 


Gns Co. 69/10/02 LlEaEPMAh , 


.14011:159 fi 1 406 350 


0910040301 NflC Info Norco 6M 0/0. “(Ynsiblo fndicaiions of M srep.-es^He^ ‘,iM 
ProduciH ’ Sve ll^l orir;l 

nOSSl.Ct O, vision ol OiHualiouiil l.vimlr. Aft'^obament fPost 670-11 ij fj.'r - 
Consclitfaiod Edisnu t-n uf Now Yoik, |rir lOOpp. 51531. 1 10 51531 ?26 

0910200117 Ack rncufpt of MnOOllI Hr Inrnfml'iij NHC of SlcfiH toKon to cerrec* ,v)u- „ 
noloif in (nr.t) Riipl 50 395/6!) 15. 

OFJIKINS.KC. Ruqoii 2. Ole uf Um IkucUu 00/10/11. QRAO!U»A.OS Soiftb » 
mi L-funtriC a G,m Co 3fip 5156/ :tr.f) 5156/ 356. 


0910260033 f orwa/dn loaf) ftnf)l !ii) :i6;i/f!0 16 on 600001-29 V Dial ons iCer.'itiir 
Insp rc‘pl but r‘.<)t l ittid 

VLIMUIlI.IJIM Ron on 2, Ofe of Itui O fiiclor 69/10/12 URACHAM.OS WCo 
( ina tKrcifiC A Gan Co 2p|J 51626 043 51620 05/ 


-0910200036 Insp (Injil 51) 365/61)- in on 06000 1 -29 No violnlions no’Cd Wajora-tj 
Inspoch.-d monthly survr'll'anco oirsiifval'una, n‘onlti:y niaint obsoniaLonope'g:,^^ 
aafnty vorffirntinn A maclo' opivalor llmnsn verification 
nnEVATir.ll l. , HOPKINS.P i: . MODCNOS.L fV nonlon ?, Ofc of tt*a O-reciv y 
10/12 13PP 5102(1.045 51021)05/. 


0010130014 NMC tnfo NoiiCn 00 0/1, ‘ (kverolon of flMR Pump Seal CCcir'g V«iY 
Flow Uu/lug l1o< I'f'ulul'un Opuraton rnlkiw-rig t.OC-A *’ Sve 'isi cnc' 

ROSSI.cn Divis'on ol CfU'rniionnI Evuriln AufKJSSinoni (f'osi 070411) fc3/‘C.‘j 
Consolidniud l-diHOn (:<> or New Yr;ik. l/ir I07)ip 5153 1 227-5 1531 333 


n. Porlodfc oporntlng reporls A rolatoil corroapondonco 


0909200056 Forward*! Ti<i fui'ciil ftufjt 119-2. "Sulanilc Activity Near VC Suirner \ jChi 
S lalibn lor A[>r June IliW) 

ORAOJ lAM.C) S -Smith Cnrnlinu I lnutnc A Goh (jp 00/00/21. Oociref! Cor*.; 
Rranch (nocunirjril CoutrnI (MSk) Ip 5 1345.020 5 1345 042 

•*0009200057 "Soairrilc Aclivily Nuar V(' Snmmt.-r Nncloar Station fo' Apr- Ji.-'W 1j?i 
TAlWANl.R. South (‘mullnft, Unw ul. (XjlumWa, SC. 09 2. 69f06rW '5c< 
51345 027-51340 042. 


0010100094 Monthly ojiornlmr) rapt f/ir -SofM 1069 for VC Suramur N JClea' Su'Xfl 
l.W/fl0l0l3 Ilf. 

I lAIJIWANGER^f , UllAOMAM.O H South Carolina Eiactrrq A Gas Co. 09/O9'.jC 5C( 
51656 002 51550 080. 


S. Reportable occurrences, LERs & related correspondence 


0909270152 Summary ol Oporalmg (hntclora Evunls Mooling 00-33 on 8903131^ 
attandQus.siqniflcaru uinriit.*nl8 of rf.scossorl ovonts A summary of roa : lor i 

wk ondino 600910 urKl ... 

MAUQflNEY.CJ EvunlH AfisubSirorit nrnneh 09/00/14. ROSSI.CE OrasionoOpf 
at'Orial Evonis Aauossmunl 0/041 1) 12(ip 51300 207-51360 30$ 

$910030129 LEFt 09-014 00 on 60fl8?3.lduritillod noncomp'iar^ce w/Tech Sp«3ll7 
"Qiisooua Eifluonf in ifiai iwo waain gas siorago tanks rolcaae w/'^at vnrt®'- 
loclion vnluos groator than n'lownd Cauaod by pufflonnol drror.W/EOOOf) . 
HfGGINS.W.n, ORAOtiAM.OS Soulh Carol'no Electric A Gas Co. ^ 

51303.040 51 363.(»52. 


$910000480 l.Un DO 013 0l:on 090000, dusign dohcioncy )n SvC vralDi 
Illation ays confirmod Doficloncy could ceuso Ifooding A result m failure o sa 
od oieclncal povvor sutjpllos inciUoni roporlabJo per Port 2 1 .W/B9092f Ijt- , 
fDGGlNS.W.n . URADI1AM.0.6 Soulh Carolina Elocfric A Gas Co « 

51308:103-51300.100 


0910170138 LER C9-0l000on 60 0006. stiul down occuffod duo IJ 
MSIV Caused by cru&hod conduit ihni rnsuHod In short circuit oi ws 
wiring Conduit/tost circuit wiring ropa rod.W/091OOB Hr. on#ift/,'i7 r 

HlG(3lNS.W.n.. DRADMAM.OS South Cpformo Elociric A Gas Go 09/10/^' 
51613.223 51513 220 


8910260107 Special Ropi SPR 60-000.ori 6n0027.diO30l f-re peMip femanad 
m oxcoss ol 7 days Causod by doiociivo cooling wolor pump Roplacemo-ii o' i" 

&flA'oHAMAs”io?lh Elocli.c « Gbs Co. 00/10/17 EO.SETEB.S0 OiS 

a, 01c ol tho Dlioclor app 51007 224-51607 285 


p operailng llcen.a .lag" » corre.pondoncB 

,„0,40.j. inlo.™ 01 -oo- 0 «n,o. on 0. D.V ot nmP»..o.. Solo.v « Snf..i,Mn..l, Ch..,. .!« 

Riro'i 1 '’orol iho 0 .tecIOf. UO/IO/n MUIDKfl.n 0 Viyu,.. Un^, 

l?VA 3PP 5>S64 tgS Stsa-' •»? 


SOnL'NSLN.Ci C Washinufon PuUic Powo/ Supply SyHlum fl0/00/2J^ Ducument 
C:«:nifol Hfrtncli (Oocu norii Conlrol OosK) Ip 51165 OOfi SI 3B5 090 

B00926000G Gonoj c I If 110 20 lo a'l IjoI cycio llcofisoos pOHSO&Sf*0- usinij or procoft'f 
nil) loirPf'a <)uanl.1i<>s ol SSNM ro proluclnd aroa Icnp lorrn houyokoop'oy Svc l<sl 
ivicl 

MCCOriKLl; GW Diviskin ol Safoaifa'rtH A TfnnspOfia1;gn |Posl OZO'II'J) m)/0!l/20 
(Jonsd ilnlod tdi'icn rio cl Now Ycih, lac llfip 51531.107 51531,117. 


0 lP.p«cllon repofis, IE Bulleima 4 corroapondonce 

^ H i^cn nnntd 50 C62/80 03 A 50-3»6/«aOl on OOOOUl ?1 Nu vio 
”|“!s 01 d9°S?s noted uStosot^^ items ldiin''l'o;l ni i.M>l will Im piiisuu.l .lutinn 

MMirrA Roo0n2 O-OOUMDaoclot.lWMO/Oli MULOLII.HU V,r„l-u,. Un.v. ol. 
C^.a4eos> l.e.* Jpp 51566 230-5l56« 2« 

A 4,4, . r;onfi?/QD 03 A 50-306/09 01 on 690910 ?1 No vOliiliiais or 

W parspoilalio.i d ratiMSto * util acPana on p-ovioonlv iir,jnii!l..-,l issiii« 
wIrlETTPT BASSEH.CH. BELISLU.GA noffon 2, Olc 01 II... 

04 I2pp 51666 232 51568 243 


Ihn ini 09/10/ 


docket 50*397 WPPSS NUCLEAR PROJECT. UNIT 2 
F. Security, medical, emergency A tiro prolecllon plana 


0910050134 ni&cussos unrovowoJ salniy qnoalion ro sianduy yas Uoalfnonl.spociliCaUy 
osiaUlbhiiy secondary ronlolnmoni pressufo wilhiii 120 s of IniliOlion.Calculaliona -n- 
d;cnto II 'nl posl nccnJr'ni ilOBOs roman ho'Ow lOd'RlOO 'irnls 

SOnnNSFN.G.C Waslirolon Pulihc Powof Si;pply Sysiom. 09/00/29 Documonl 
('anlfol UrnncJi lUccumonl CcnUol Uosk) tOjip. 51416 03 1*5 MiG 0-10 

Q0101B0220 1 nrw.'itfH Amond 74 fo LiCOtiBo NPr*2l.salo1y evaliinC:on A noUco ot parluil 
don nl Arriond rovsoa T(?cn Spoca Soclioii 3/4 3 /.TnLIu 3.3 ? 1-1, “Ratliaiion Mnrillor- 
lim fiisfrumoniation A Aasocaiod Rasos lo ncJloci Mod m Sys “ 

SAMWOlUM.UU. f‘ro|oci DifOclo'ulo V. 89/10/03 SOnENSEN.G.C Waaf.inolon 
Pi.blic Pownf Supply Syainm. 5pp 5155B.26/-515S6 2D7 

-0910190221 AtrioiiiJ 74 lo I cor-.fto NPK 2l,fowi8inn Tocli Spocs Scctcn 3/4 3 /.Tablo 
3 3 7.1 -1. JUiifiQlion Man 1 nrir>g insirumooiallon A AsBOCiaiod UASns lo RofIncI Mod 
n Syfl ( onlinuraiion A Optunilon ' 

KNlGlirCJN.GW Pro.oci Ul'ucloraio V mi/10703. Opp 51 556 272.51656 2B0 

-0910100223 Saloiy oval.jRlijn auppodmg Amond 74 to Liconso NPF 21 
' Olticn ol NucUsir Hoacior noyoallon, QTOClOi U’oaV 970411). 60/10K13 'Ipyi- 
'll 550 201 51550 204 


Mi002ai91 Revised EPiPs.consiStino ol Ruv G to 13.1 1. CfaHS.tvii.ii I mcapiucv'' A 
10 la Pa9es 13 14.7-7.13 l4,7.Q & 13 14 710 to TJ.M 7. I’lanl 1 inr/ipircy Gf 

^ITep's J F^Was^l'. ng?on Puhic Power Supply Syftlom 89/011/20 34p|>, 513141290 
51366321. 

8910180025 Rev 6 10 Plant Procodufo 13 19 1. '’Confrr>l Hoom O()f'riitioiis A Sinfl '^au 
aoer Du'ies ” Rev 6 lo 13 10 3. “Tochnlcal Suppod (Jf Opunilinuh A lecdiru .il S;.p 
Sn S orbetors Duties.” Rov 0 lo 13 11 IP.hov 10 to in. M 2 A Rou IJ in 131 I 
Wft&l'rxglon PuW'O Power Supply Sysluin nO/00/20 /Opp jI.>4i ip?. 

51541 270 

8910160152 Forwards Saloguarda Insp Rupl 50 397/9!)-25 on 1193821 (1920 Nn vn'.n 
fy'/.s raied flepl wlh'iuld (rol lOCf R2 70088 & 73 21). .s . . 

PATERJ Region 5, Olc Of IhO Ofeclof 00/10/12. SORf NSI N.ttl. WaMf'in^lot* 
Pu5'c Power Supply System. 3pp 51522 302 5152? 304 


8910280206 Rev 4 to Proceduro 13 2 5. "Uomli Tt'roatH.” 

0 AKERJW Washnuion Public Power Supply Sysleni 89 / 10/18 Hjip 5181 / ifi'.i 
51617 . 166 . 


J. iciurance & Indemnity Inlormotlon 


0910100224 Not CO Ol ))nrl-ol rfcrinl ol Amend 74 lo licnnso NPr.2i. Stntf dJil nol 
roviriw sirilod Indi Spor. ptiflo t1iAro»>& to momio' iOBlon\ltOii dv'O to llconsco «v 
fd for ct'angn. 

M.n EJ PfOidCl Directornlo V 60/ 10/03. 3pf> 5 1 556 285 51550 2U7 


d ciiliiin 
SAMWO 


091010035^1 I piwiiul*. SAloVy ovnionion ro \oct\nca1 \..^WiCiULon «t dciwU yrirvo.'Qlor 
cU»lo:riai:c tipru*d conUol opof cib:l ly Justificolion occofdnb'u 

SAMWOnill.n fJ IVo;ucl U.fOi.tofnto V 09/10/05 SORLNSEN.G.C. WaKlvnglon 
Pub ic Powuf Suf:ply Syaloin 3pp 51557 097*5 1557 003 

..Q9I01B03G3 Snfuly nv,iluat on ro loclinical j.jsfilicaf cn of dioaol gonmnlor mrlornnilc 
(.niiud ronUtil cpornbi ily.Juslificnlicn OCCOfdAli’o 

’ NRC Nn Dolnlml AffiLaliOn Givon OO/lo/OS 4p)i 51507.000 51557 003 


0910200074 RnriuiinlH info Oii onv.fcn tiualificnlion n( 1nf)iif1 uldclrlcal BiJlicofi by 
8910 1 / IrKluduni bnr.'s for 480 voll t»|)l:c« conHOu'ai.on nua'if cnlkm 
/IMMI MMAN.R f' floyo;i 5. OfC of HuJ n.r<iulor fi9/l0/1 1 SCnnNSnN.O C VViiSli* 
ui'iyoti PiibVc i’owuf System ?pp G1570'25l*5l570 252 


0910260279 RitspiinilB lr> n-nuosl tor Info on onvron tuiol lical-on ol lopod olnclncol 
ScQlch topfin a lowed try rdurlncol lost flu:do includod Scolcli 33,23 »/9* 
UOUC.IIt Y G n Wnsh;ngiOfi Pubic Power Supply SysliMi. f19/ 10/10. 
/iMMt-.ftMAN n P fluglon 6. 08: or Ibu Rreclor. 7pp 5101 7;301-5101 7:307. 


8910040211 Forwards Amond 2 lo Indomnty Agreomonl EJ 94.follnciiuij cI'<iuiiuh to 
1 OCFR 140 .etfectivo 890701 

SamwORTH.RB Division ol Roecior Projocia * lll.iY.v A Spocml Pro.ncm (Posl 
070411) 89/09/25. SORENSGN.G.C. Wostrnyton Pubic Power Su)4>‘y Syniofn /pp. 
51397:170-51397 176 


K. Utility Final Safely Analysis Report (F9AR) A amends 

691027QQ33 Forwerds Amend 40 to FSAR tor Wi^f^'ilnoton Nv.clow tManl 2 lliil dri rml 
^^ve tre to rev.so plant contro'lod Drawings 7 3 - lOu llifoui)b / 3 - mi 
SORtNSEN.GC Weshngion Pub'ic Power Supply Syslum 89/10/13 Docuirwl 
Control Bra'ich (Documonl Conlrol Desk) 2pp 51568 001*51588 340 

*•0910270036 Advises of poor fog biMy A r\uRiily of iipurob boino irnnsivittml In Amrmil 
40 13 FSAR for Washington Nuclear Plani 2.Ulii working to correct prcblom Now linuro 
w!i be sent. 

STEVENS.S.I. Washingion Public Power Supply SySlOrn 89/10/18 Dr)Cu.m(fnl Corrlfo! 
Branch iDocumer.t Control Desk), ip. 5158b 003*6 1680 003 

*•8910240030 Amend 40 lo FSAR fo.' Washington Nuclonr Pfani 2 

Wafhngion Pubic Power Supply Systom. Gfi/00/30 523pp. 51506 004.51508 340 


P. Operating license stage documents A correspondence 

8909260039 App'icalion tor amend lo Llconso NPP*?!. revising Eueb Spec 3/4 3 I lo n 
w^raia laacior protection ays aurveilianco fronuoncios A to increaso allowahiu 
outa'a times 

SOP^hSEN.Q.C Washington Public Power Suw'y System 8'1/00/M Oocumrjni 
Lonjoi Erarch (Oocumont Control Ooek), Gpp, 6134(5 337*51340 340 

Spocs.IncofpOraling rooctor protocllon 6y8 aurvolloncu 
jyaies A outage limes k u r 

Washington Public Power Supply System 09/09/14. Gpp. 51349 343 51340.348 

MDE. 0 Q. 0485 . “Toch Spec Improvumoni Anolyalb for 
Washinnioo Nuclear Prolocl 2 ’■ Ropt wiltifio!d. 

^imiD Power Supply Svsiom. 00 / 09/14 Documnnl 

^iroi Branch (Document Conlrol Dosk) 1 p. 6 1 345 355 - 51 346.355 


0910160250 (iunoric l.lr OU 21 10 oil holrlofs ol Ol a A <3’s for nuclonr power roadora 
t:firicurr‘lng roniuiBl for mfo ro s1otti9 of irnplomoninbcn of US! fO(;u rornonla.Svc I SI 

fwniOWJG Associnto DirocUir for fVolucia (Post 070411) 89/10/19 Consoldnl- 
udbdHOiiCo of Now York. Inc OOpP 51G22 000 51822-060. 

0910160273 Gtinnnc Hr 88 22 to all llconsnoa of oporating foaciora A honors ol CPa ro 
)>olonl.t)l lor Incfoaaoil rod loads A plant nrort Pood runoff dojith at Icuusod nuclear 
iiower i)'niil8 dun to fuainl cliango in PMP cnicrra Svc list end ^ ^ , 
PARTlOW.JO AHSOdrtlo Orucior for Pro|oci8 8>osl 870411) 89/10719 Consoll'lnt- 
urlPdeoiiCo of New York. Inc 30pp 51(122 080-51822. 100. 


Q. Inspoclioa reports, IE Bulletins A correspondence 

0909010330 NUc; Info Nolico 89 065. Poionliai lo.' Strous Corrosion Crnckmg in Swam 
Gonor.ilor lubo Plugs Suppliud by RAW *’ Svc I- at onci i»7n 1 1 n no/nfi/nn 

ROSSI C t Divi<iion ol Onoralional Cvonis Aaeossrnonl (Posl 870411) BO/OfJ/OO 
('onsolidalnrl Edison Co. of Now York. Inc lOOpp- 5 1340. 100-51340 200. 

0909060264 NRC info Noiico 00 066. "Ouaiiiicalion Life of SoWnold Volvos " Svc l.al 

ROSSI CE. Division of Oporalionai Evonis Assossmont (Post 870411) 807007 n 
Consolidaiod (ioison Co. of Now York. Ir.c. 105pp. 51337 095 51337:1 DO. 

0909260143 Ack roc opl of 890829 Mr inform ng NRC of slops token lo coffucl vlo'allons 

YUMAslo^E’^^Roglon^S^^c^^^ Oirnclor 89709/21. SORENSEN.G.C V/ash^nglon 
Public Power Supply Systcim Ip. 61345 350*5 1345 '360. 

0009200010 NRC tnlo Notico 80 068. ‘ EvnWahon ol In&irumom Selpolnia Dudr.g 

ROSSI C E Division ol Oporalionai Events Assoasmonl (Posl 070411) 80/09/25 
CensSatod Edison Co. of Now Yoik. Inc. I06pp. 61337:200*51337:304 

8910040369 Forworris ’‘insofvlco fnsp Summary Ropt for Rofuol.nfl Ouiano RFODA.' (or 
Spring lOQORopl Includes NiS-l owner data A NIS 2 owner ropls on repair or ro* 

SOR^EhTsE^ Public Powot Supfity Sy&\om C0f09/2Q Oocumont 

Conlrol Branch (Oocumont Control Desk). Ip. 51395 224*51397.040. 


Cor, '*0' B'anct\tCoouTpnl Contfcl Desk) Ip 5 HSO 235 51490 236 

»<H«M013J Fon«a<d. SAUP Msol^a BsP' SO 397/89 3fi Cn 890808 ,B SAtP Boa-d 

MARV?)j®0'nas®^'5.''oi? r<®0 u^Ia“9/.0/04 SOnfcNSEN,GC Wastnngion 
Pot'c POAOf Stpp y Sysiem 5rP 5162? 195 51627 205 

^Al P Meot.rn Rool 50 397/89 26 on 890008 fO' Ju'‘0 1908 • May 
1099 Maio^ areas discjssed overs i concijSio'‘-s .dennfied m SALP nepi 
& 10 con' r.m d.a'09j9 tetv.e«n Re^on V & ubl mg. cn .loms ol :riero5l & rmp'ovo- 

TchNScKp^H 5. QIC ol me Cre-lr. B9/OV2e epp Sl62? 203 51627 205 

B910240346 Fo/Wdrds fnsp Repi £0 397/89 23 oo 890710 0023 8 special .r-SP Ol 
390712-13 8 noKe c* violavco Salpiy Sys fjMdcnal msp ol LPCS sys conducled by 
I.* I nmev^o.'thv .n scope A dep'h & n s g-if Cance of fOSultOd findings ^ ^ ^ 

WflTlN J B Olc & OiPCld 83/10/05 SOHPNSe^.GC Woshingion 

Puti C Power Sfppiy SySlc-n 4pp 515&3 005 51599 034 

"8910240350 Mo1*ce ot VvO'aUon frorn l‘•sp on 8S07 10 0823 Viola don noted fai'iifO 10 
fc'.ow croced-re when hchienng co.Tp'osson fincga cn inairumefitalion 
iSARril J B Reg on 5. Clc 01 iho O^iDcroi 83/10^05 2pp 51599 009 51599 010 

"8910240351 fnsp Rect £0 397/89-23 On 890710 0823. VidatiCns ntfeO Major aieas 
nsoecied ciesj Qus -Asp ii'-a ngs.s-rve- lance p'cgram. tSF sfaiusma-ni 
CfQcraai LERs spoc«al nsp lop:cs.pfOccdu.'al adhercr^c© & rnv.ew of ponodiC ropis 
C®S.Jl '^OH-tSO^Pti KegcA 5. Otc o' me C<ecw< 8q/0tt/2i ?Ppp 

51599 01 1 51599 034 

6910040381 fine in'o Notice 89 070, "Possb'e lodcadons of Misrepfesonfeu Vendor 

R^SlCE^C^-SOh ol OpOJaVcnal t'<er;.s Assessnrohl 1P0S« Q704111 69/10/11 
Consci dated Edisen Co of New Ycrl'. Inc. 109PP 51531 1 18-51531 226 

8910160152 forwards Salecuarils fnsp Ropi £0 397/09 25 on 890821 0920 No vrOla 
[.ons rctedflepl w'h'-erd (rol lOCFB2./90(a) & 73 21). 

PA1E.R3 Regson 5. Ofc of ihe Or:€Clot. 89/10/12 SORENSEN .GC Woshmglon 
Pth'iC Power slupply SySlem 3pp 51522.302 51522 304 


8910130014 NRC Info Noiice 89 071. Diversion of RMR Pomp Seal Coo’mg Waior 
Flow Durirg Rcci'Coia: P-i Operaiion Fprcwing LOCA Sve fist end 
ROSSi.CE Dwssoh ot OperatiOhaf Gvoms Assossmem (Posi 670411) 09/10/19 
Con sol. da ted Ed. son Co. oiNew York, ir.c i07pp 5l53l.227-5i53l.333 


R. Periodic operating reports A related correspondence 

8910190082 Monthly opereting rapt for Sept 1969 for VVasbngton Nudoar Plant Unit 
2.W/891009 Ur. 

HUTChINSCN.U 0 . PQWERS.CM Washington Pubic Power Supply Sysiern 89/09/ 
30. 4pp 51557 103 51557; 186 


S. Reportable occurrencea, LERa & related correspondence 

8910050037 Soppiomeniai Part 21 repi ro potential problem w/sw specf.c engne con- 
trol doyicos in air siari.lubo oil, lackel wafer 8 crankcase sys.lmiiaHy reported on 
890429 Cal fornia Controls Co w.ii redesign valve seating 

GUNTflUM.e.C Cooper Induslncs. inc 69/09/13. NRC • No Dotailod Affiliation 
4pp 51430-171.51430174 

8909290060 PNO'V-89 O58.on B90921. reactor manaaly ti>ppod from 35% power due to 
high conduclviTv m co.ndensate Caused by condenser tube leak.osi'mafod between 5 
A 10 gpm licensee esimales 8 days for repairs to extraction I no & condenser. 
JOhNSQN.P . BGSTEO.C Region 5. QIC ol the Owecior. 89/09/22- 2pp 51352 084, 
51352 065 

8910030560 LER 89 037.00 on 69083D.d>ffereniiaf pressure indicating switch RNR- 
OPJS 12B d.scovered isolated A equalised Cause not d6term:ned tnsirumontation & 
control work practices manual dovaioped A uain na provided W/890928 Wr. 
ARBUCKLE.J D. PQWERS.CM Wa6h.n9tcn Pub'iC Power Supply System 09/09/20 
5pp 51368 136 5 1368 UO 

8910120162 LER 89 036 00 or» 890905,diSCOvered thal present sunreillanco procedures 
do noi provide for irvdepondcni moasu/omont of two values Caused by less ihan ado 
quate surveillance procedures ort response tme lasting of APPM sysW/e9l003 Ur. 
MES.Cl. POWERS.C.M Washngion Pubhe Power Supply Svsi&m 89/10/03 5pp 
51513035-51513039. 

8910160145 Fonvards LER 89 036 Event Degan early in calendar yrJniliaJ plant compV 
arvee engineer eva'uaten classified event net reportable Subsequent review revoaled 
four addi valves A event reportable 

PQWERS.CM Washinglon Public Power Supply System 89/10/06. Oocurnenl Con- 
trol 8/arrch ^Document Control Desk) Ip. 51513 097-51 513.103 

"6910160166 LER 89 038 00 on 8909l3.planl equipment operators diSCOvdrcct IwO 
sma‘l 3/8 inch valves whch should have been it\cluded on pitmary cotMa:nmenv inleg- 
r>ty venficaiion surveiiiance. Caused by inadequate procedures. Walk -down planned. 
EiES.Cl. Washington Public Power Supply Syeiem 89/10/06 6pp. 51513 098- 


8910250229 SpOCiai ropt cn uu lu^i/.vinvu ,v -- ■ - - -- -k- .m- > r* 

sa^mplu veVv»%sn-V 6l6.rosuiur«g in PASS hnl-'in inupu.'at:l« PMn iradoi-^., 

valve PSR-V-61G to rcsicro sys by Jfin 1090 , , Aft/mFin...- 

POV/tRSCM Washinglon f^bif: Powot Suf-ply Syslcru. flO/lO/iO 
Heron s Ofrof mo Droclor 2pp 51500 228 51590 220 


V. Operator Etraminotlone 


89t0030374 Prov.dOB mlo *0 Gonor c runrtflmcnldl Evnm Sf'ClO'V of cpe*4’.y 

written OKpm to bo admin slo.'ftd nn 801004 v 

KinSCHDF flimion 5. OfC of Uio [kroclO.* 80rU9/11> UAVlMrilLOnH 
Pub'.c Povror Supply System ip 51390 31 1-51.18') 31 I 


8910180300 Cojlilios m/U in.lUil & icquahhcmiOn opoiEVlpr Oflirt^-.) pfC^fiwr t-v Lv- 
cd & ttasod on sys approach lO irnining, per Gonnric I Ir a?*0? 


SORENSEN GC" Washington PnUlc Powo.‘ Supply Sysiorn^ SOMOni C-x.' 
■ iCinionl Control Dusk) ip Gl 545 142-5154-. H2 


Control Branch ^Oocintonl ( 


8910190110 Advsos that lontniivu daio of 801101 schfnjwlod lor pfc«Aiii'ai</st.‘. « 
tor i cnnso ccrtifrcoles. 

Cf 

Pub-K 


tor i cnnso ccrtifrcoles. ^ ^ , 

CROSS R Roqioo 5. 0/c of 1f‘o Cirretjr 89/10/12. RARMhnLCRB was , - 
Pub-c p’lywer ^.pply System 200 51558 321 51558 322 


cn eijcAaniJ UARRiq Kiuri FAR POWER PLANT. UNIT I 


F. Security, medical, emergency A fire proloctfon plans 


8909270155 Forwarria partial y wilblioUl Insp Rcrnt tO tO 
lions noted fnsp repi wittifiold (ruf lOCFR^ 700((1) A 73 ^ f -.r-,., -- 

STOHR,.f P- Hog on 2. Ofc of iho Oruclor 89/00/11). l.uRY.l. W. Laic, a 


>8009270156 Poflinlly wilhhoU) Insf) Repi 50 400/80- Vi on 
l0CFR2.7G0(tJ| & 73 21) Viol.i1lor*8 noled Mn.or meiiM nspocecsi 

crganizalion.recon/a & rupta.proioclorf aroa barriors. power supply A CDTpo' 
moasures _ , , f i- 

MASNYK.OM.. MCGUIRE D.R Rngicn 2, Ofc of U-o Directo- I 
51344.043 61344 043 


8910040278 Forwards Change I to /lov 15 10 ‘ Emergency ^*'8^’* A f0v sudp3-i 
nericy procoduros.incKjmnn Rov ft to PEP-217. "Gmoruorcy Con^r-u^.caio' 
SrCHEY H 8 Carolina Power & l.lnhi Co 80/00/27 Oocumcni CunVol OreM 
morn Control Dosk) 2pp 01394.040 51304 IbO 


-891OD4O20O Change 1 to Rev l5 to PIP 201, •’Fmur! 
BLOCKER. JM Cftro’ina Power 8 Light Co 119/09/ V 


lur.cy f’inri " 

1 taitp.5U9l0-t2 5ll<>l( 


>8910040201 Rov 6 10 Pr:P-21 7, "Emurgon^y Commuriicnior •' 
UlNNAHT.C.S Caro'thft Power 8 Ligtu Co 00/00/ 19 lOOpp 


5ir»9-tC55 5lJ' 


8910120160 FohvnrdS Insp Hopl 50-40ri/00.20 Ofi B000V.5-06.No vcalwC 
ations notofl Ropl delaN vulliJioUJ (ref lOCFR? 790 & ^3.21) p 

CLINE.W.E. Region 2. Ofc of Itio Uirocior 80/00/20. F.URV.L.Vy. Caro. aF 
Light Co. 2pp 51400023 51460.025 


"8010120164 Parlia'fy w ltiheld fnsp Hopt 50 400/80 20 on 000005 OG liD lOCf 
& 7321LN0 viQiaiions or dovioiiorta noletlMu.or aroas mspociad Wau 
co-ntabii fy of SNM possossod A in opo.'Ol'On unifor NRC 'icorso 
TOOO.G A.. MCGUlRE.On. Rogort 2. Olc ol IhO Unoctor. OO/OO/efl Ip Sir 
51489.025. 


P. Operating ficense stage documanta & correapondence 

6909290074 Forwords lOtyped doiorul bar pago^ for convonionco in iss-il'Ct 
poBetf Tech Spec change roquosiod on 071217 In order lo mako vat-ousaa 
live correcHons ^ 

LOFi.IN.L.I. Carohna Power & Lighl Co. 89/09/25. Dotumoni Conlro Braio 
moni Control Dosk). 2pp. 51350.201 51350 305 

"8909290077 Proposed Tech Snocs ro various admlnisiralivo corrections 

• Carolina Power & light Co 80/09/25 23pp 51350 203-51 350-.305 

0909280096 Generic Llr 09-20 lo all luol eyefo ficonsoos poseossfrig. usirg 
ing lorthuia quariMlns ol SSMM so psotuclod area lonig-lerm housekeep \ 

WCCORKlE.G W Division ol Saloguards & Trsnsponeilon iPosi 6704131 3 
Consolidalod Edison Co. Of Now York. Inc 13pp. 6153 1:107-5I53 1:1 17 

9910060195 Forwards rosponso to NRC 600031 QuoshortS to euppi lo Cyf « 
amend request. Ut.l currently performing adm sioam gunoraict -ubo 
analyses. based on revised operator action t mos doscribod ‘n uill 850519 ' 
CUTTER.a.D Carolina Power & Light Co. 89/10/02. Documoni Ccn^rpl 
moni Control Desk). 12pp. 61453 325-51453 343. 

•-8910060186 Proposed Tech Specs ro Cy-io 3 reload & lov to mm co 
backpressure calculation. 

• Carolina Powor A Light Co 89/10/02 /pp 51453 337*51453 343. 


^ '*°" f«<;i"'«>'"^‘"‘ '^'■"“ »■<*' ’“' 'vaU;r 

^T-tn^a S'm Poot'Tlij'iI Co (10/ lO/i i Cocunwoi Cool/ol (Imi cIi (Dono 
;:I:'"4l0“?) SPP 5153. 270 01S3«/O 

r:,^nnc<5/i Torn SCQCS roviS ro Siifvui ifif'co noi;j '1 0 ? In 

f^c^^SrofT'enl of 000 gpm wHon roncfor wniof fovol ljul;;w rc*at:iof 

09/10/11 ?p;. 5ir.3.iy/orn634j^/o 

Fr.f«aids Amerd 13 IQ Ljcoiso Nf>F n;i A snlniy fjv.i iialo'i Aniciui 
83 co'fOClionR A c'aMfical-oii‘i tn HOvnrnl KnrI.cns m ru 

' i^nl7'f??7^eLesi suPP'tirnoniQd on OlJflD^B 
-r ^H O rp/oj/c? l'*l 80/10/n . tunv.L W Cnfomn l»owf» A I H|hr 

Vip 515% 334-51593 004 

8110J40337 Amend 13 10 Liconso NPF 63.rimni|)«in Tnrj) Sf>otH fo tnakn tio-fiHJkvi-, 
/n 'ciWS 10 several socl'ons in rosponif^ to 0/li?(/ rr:(ji«(J!il.s.jf:p*<iiri>nU'7l on 

a?£nU'FG PrcieciDmioraioii-i fi9/i0/i i- yop;j 5 1 &9H 305 0 1 VJ» ;PH> 

-ft}iQJ4033B Sale:-/ eva ua1 on support riy Amontf 13 to L'cor^'.u NPF OH 
V%,*^/cr f?uc'w' Heaoior rtogjiaiion. u.rodor {Post n/o-ni). mt/io/ii dpi> 

ii59K01 51599 004 


3913260195 ftnt.'ica: on cf 091017 mgl mooling w/ulii n Atmiitn.OA lu Pincui'* nm luar 
*i/'-7a'icn program & smua'Ct upj'ftdo 

b4t.''E'/C Pogon 2. Cfc of lt‘0 tJirocior. 09/10/12 Huo’on /, Oft nl Hiu Urcckir 
:w 51617 357 5161 7350. 


BS 10740032 Fevardb Amend H to LiCOnso NPF 63 A snlniy ovahialion AmnniJ rov'io:* 
Tr;r Spc'c 3 98 2 by chanijiny Survui'lanco fU>qu rcrnunl 4 1) P ? to ilvutr* oidMing 
‘.r,e'!irco rcviu ro.reni nio fwo parts & lo roik.co nin Ifow rmiu rnnirxit 
«'■i^ERRA Pro eel Drociomio 11-1 80/ 10/ 10 EiUllYJ .W Cnrolma f’ow.i;r A I ghl 
CQ''3pf £1*99 022-51589035 


-8310240034 Amend 14 to L COnsQ NPF G3.fovislnn Tucti Spuir :M> 8 2 tiy ilvi l -ig Snr- 
.e a~c0 Pecj.'erront 40D2 into Iwo porlH A fi‘(Jij;:iiiy inn IIoiAT rnij.i rnmi'nl lo ICHJ 
gtn Al-efi uva'er lovol is fcolDiV top Of roacicr voHsof Hnn(|r> 

_a:saSGC Ass slant O.fcclor lor Rejpon II RlmcIoih n*)/l(j/Ul. Gpf' 

Si!c5 379 


S910243035 Salety ova’uaion si^porlinjj AmunU 14 in Licnnno Nf*f= 03 
■ 0“ce cl Kuc’oar floacior Rogulalion, Dirocior (f^osi U7041 1) nu/Ki/m ttpp 
51580 030 51589 035 


89107S0360 Forwards Amend 15 lo Uconso NfrF-fKI A xotuiy nvidnalion ArnnrifI 
:i3*Q€S Icch Specs lo a:iOA‘ refuo'ing A oponit on w/Vantnna H liml <fftHl;jn 
cECkERRA Project Di'OClprato 11-1. 09/10/18 L-UftY.l w. Cnndinn Pownr A I lyfit 
Co 3pp 51599 128 51599:193 

-83102S0363 Amend 15 lo L conso NPF C3,ctinnoing Tt'cti Sporn 10 allow mfun'.ny A 
Ci^-'aion w/vartage 5 design. 

ADENSAMEG Pro.ecl C reclorato ll-l 00/ 10/ Id Oljip 515011 13 l*iil 5UOlfi » 

-8313250367 Salety ova'ualon supporilng Ainond 15 10 Llconyo NPF Uri 
■ Oflce ol Nuclear Reactor Rogulfliiun. Orccior (I’oM ft/tMii) mt/li)/in I2|:p 
S1559 IB? 51599 103 


6910160250 Generic Ltr 89-21 to Oil holUors o1 Ola A Cf'a for nucNinr ppw<;f innrlorn 
ccii(«rnng reQuGSl fo' Info ro dialus Of ImplomontHlion Of USi rniiiiiioniunlH Sv(* I at 
e-'Cl 

PAnTi.0WJG Assoclolo Orectof for Projocis (f’osi 0/04 ii) i40/l()/li> Connohdai- 
M EC son Co of New York. Inc COpp. 5 1622 009-51022 000. 


all ktonaooa of opoiallng Tonclota & lioHloift nl Cl*» tn 
flood luno 


8S 10 160273 Generic Lli 69 22 - 

Wientai for increased roof loads A p’onl eron^food lunolf dopio at iiconsorJ iiuciunr 
SoTinu') change In PMP crilcrrn Sve hsl oriel 

^RTLOiVJG Assocalo DiiOClor for Projocte (Posi 070411) 09/10/10 ConsuMJat 
MeCsonCo of New York, Inc. 39pp. 31622 060-51022 106 


0009280006 Jluspamls to MtC 0908:^1 Ilf ro vislalio'is fOUrd ir» Irisp Mopt f.O 400/UU- 
15 (:airucli./o a;:t:cr'S son rr oporalo' rolurricd to nctivo alntus pur rnquirnniurUs of 11 
2C0.I co'iBf'il oporntor rr.qunMi'rntiur^ prori'am 

HlC;ill'Y M I) CcifOlnn l’t)wi*r A Li(|li1 ('o 69/1)9/20 RocmrcxU f'cniro' nrnncti (Doru 
Iiunit Coouoi Husk) 3pp 51345 348 51345 350 

0000200010 NHi: Info Moli-.o H‘J dr;8, ' Rvakialion oI Ir’^lrinnuot Suipoinlf* Uufing 
//od«, ■■ Sve '.St otiwl 

HOSSI.C I Uiumon ol Oiu^Htoruil Evnnis Ast,DSsinnni (fkisn 670411). 60/00/25 

r. onsnld.ilnd Fdiyi>.n Co of Nc>w Yoik. Me lOGpp 51337 2110 51337 304 

0010120100 ) oJwarrls If'p Mupl 50 lOO^HO cn 690905 09 No vo'aiions O' 4f<jvi 
aliuns iin!(>il.Mo|jt dulnib wiltdiol:! (ruf lOCrn2 /nO A 73 21) 

( MM-.WF Ripon i'. Gfr of 1h« Ri'cclcr. 6U/03/2H FURY.LW Cnfolria Puwor A 
l -tlldCo 2pp 51-169 023 51460 025 

•0010120164 Pania iy w llihuld Inap Rnpl 50 40:>/69-20 on M90'.)05 06 (rut inn n2 760 
A 73 21) No Violations o' rli'vial'onx r o'cj Mn(cr arons f'.spi'ClotJ Mall Cfjnlro! A oc 

ai. MXlttlu*'/ \\\ SMM iHsssvis'.iO.vf A vmvWi MtlC- iiccrso 

TOUU.Ci A. MCCiUlfli; DR flogwi 2. Ofc o1 Iho IVoclcr 89/0')/26 Ip 51469 025 
!il469 025 

6000250252 NMC Info N;^t( n flO t’Oy. "Loss of Itxxrnal Mnrijn Caiisn:l by f^mnnoJ 
Row ■' Svt I St oncl 

H()5!il.(vP Hivision oi Oporatorsil rvnnls AsHCbsniunl iPosi 870411) 00/00/20 
r:oiisol ilaUrd (-difion (.1) of Nuw YcfA. Inr. lOhpp 51531 001 51531 106 

0010200030 Forwards f:vaiii Mupi f,o 400/01 8'i ()1 adniisistirrnd on 690821 24 
l>f mil<.5.l A Mi.njo'i 2. (;ic of ihu Hiriuo' 811/10/(15 LURY.L W Caro 'mn Power A 
I 'ilfd Co 2pp 51556 256 5l5(4i 323 

-6010200043 Lxiiiix Ikpl 50 400/01 i!<)0l on 800821 2-1 V^ix fcaricf opOroU/fs passod 
wntlnn iixarn A r)|>iiralijiial tn-dsOnn rnarior Ofas'alor foln-J 

FMNSU.h.Mi;. CASIO.l, A nnyon 2. Ole of 1l‘n I.Vurio.' 89/10/01. USi^p 
51 Mill 25H 'ilfilki 323. 


0910200121 Ack rcii.n-pl id 660312 A 20 (if« rdo'rnlng NRC ol skips Ifikiin lo turroct 
vio'ai'Ons iioUu) In tti'ip lk.pl 50-400/80-15 

VI ftflFlU.M.M Flunioii 2. Ofe uf Itiu l)fi:ck)r 88/ 10/05 FUnY.l W Crinifna Power 
A lii|fd l‘n 2pp m5/0 11)1 51570. 1 1>? 

0010100260 I ijrward'i Irisp lk*pi fj(j -lOd/Hi) 16 cri 8y::828 0901 No ViOlQlkjris or rFovi 
alioris natiid 

.IIU 'AN.CA Mtipiin 2, Ofc rif llxj IJanotii' 86/ lO/Oli LURY.L W Carolina Powi.-r A 
liplilCf) 2|J|> !il5t'i3:i27 51563 335 

-OOIOI00204 Insfi llnpi 58 403/118-18 on 660826 0601 No vlo'at:cns or duvhtlon'j 
iiiikHlMajur anian inepncti'd con* per for mane o a'oas of powur (listnluilir.>a 
nuimlonrsj nncliMt ciiHr A amlrol of hiintdawn mar(|in 

lUiRNrn.lM . (UUlSU-.aA Ueymu 2. Ok: o( Uio Uieclof 89/10/05 7vp 
!, 1 583 321) 5)583 335 

0010040381 Nile Ink) Nntco 89 0/1), ‘f’ossibln k'dicnlians of Mlsri'p'cscnicd Vonifor 
ProfJiJCis ■■ Sve I si nrri 

nosst.cf' division of Oaurniioiuil Fvnnls AHSessmonl (PosI 870411). 80/10/11. 
Consol rJalurl nil.&r)ii 1*0 of Nuw Yo'K. b’C lOOpp 51531 118 51531 228 

D0 10100014 NIH*. ink) Noliru 60 071, ' O-vo'son o) HIIR Pv-mj) Son) Cpoing Wnlor 
Flow ()i.r.r'g Floe na.lat o*) Oporaiion Follow rig LOCA " Sve list oncl. 

HOSiiKit HivihIpii <d Operotonal Hvnnln Assossmont {Post 870411). 80/10/11). 
( ainsoiidalixf Fr lison C:o ofNowYork.ini: I0?pp ‘i1531.227-5153! 333 


R Periodic opernting ropoils & reiolod corrospondonce 


0010100134 Munitily ofiurQlini] ropl fur Sept IDDO fur Manin Niicluar lk>w(ir l^lant.Uni 
I W/8fJI011 lu 

HALF.MW, niCMF.Y.HO Cmolnn f’owor A Ughi Co 69/06/30 5pp. 51503 200- 
51503 213 


0 inspecilon reporte. IE Bulletins A correapondonco 


S. Roporinblo occurroncos, LERs & rolatod correapondonco 


T ol'^ Notice 09 065. "Poloniial for Sirose Corrosion Crncking in Siotm 
pqrS^r BAW.“ Svc fist oncl 

Oncratonal Events Assossmonl (Post 6/0411) 69/00/06 
:dd od Ed.3on Co. of Now York. Inc. lOGpp. 51340 100 51340 206 

6^060284 NRC Info Notice 89 006. "Quaiificaf'on Liio of Solenoid VdIvph ' Svc la 

r ‘ Evonle Assessment (Post 870411) 60/00/ n 

^ da-Cd Ed.8on Co. of New York, Inc. 105pp 51337 005 51337 lOO 

'S^nciedASftn'??^ 50-40£)/69-17 on 000721-0625 No volOHons of dovr 
VERRELilD M Sn ilenis kJonidiod. 

^tis'-ico 5?38?1lb5^ fi0m/\A EURY.LW Carolmo F^own 

^ 800721-0025 No violations noted. Two imro 

vtnka^^nsLrveriAnr^rtnn^^ri^^*^' mspoctod oporai.onal safoi' 

BRaofcfid w h observations & on ado followup ol ovonta 

C3/14 15PP 51382 t)ANCE.HC. Rogion 2. Ole of the n.roclor 60, 


0910050037 Supplort-ojitn' f’ail 21 ropl fO poionuaf problum w/sl¥ specific onyino con 
trol dovicoa .n oir Sinn lube ol. lockot wau'f A crankcaso sya InAioly rcpo/lod on 
1)00420 Californ n Conircis Co wi I rodnsign valvu aoat ng 

OUNTRiJM.UC Coopo' Industfios, Inc 00/00/13 NRC • No Doialod AfMlntlon 
Gwrm 4pp 5)430.171-51430 174 

0Q1OO4Q121 PNO-ll 69 OCOA updaios slaius Of Mu'ficanu fiurjo for nucfoar fiiciMioa in 
«nijlt'.oasi Mannng of Incidunl Responso Clr by Rogon II ci>nlinnir.g 
VEfTRRlLl.DM Reg on 2. OtC Of UiO Difoctor 60/09/21 2pp. 51423 314 -51423.31 5 

0910020137 LEFT 69 015 Of) on n90027.di$covorod lhal fee! handlriQ h’Ug opornlmg 
Moor oqupnioni tmicfi in siorngo location on oprrratiny dock no) installod ns 
requirod Causoil by Inadoquato proccdjro Procedure fOvisod.W/000026 Hr. 
SCMWARENUAULF), niCMEY.fl.B Carclna Powor A LiyfU Co 00/00/26 Gpp 
51351 000 G 135 1094 

6910100366 PNO 11 60 07l:on 89 1 OOO.turbrnn inp occurrod from olociricfll main gonora- 
lor bus fau't CAusny Ih'uu fi/os. Firus coritoinud by f ru fgklcrs & main gonerafor pros- 
sun20d by C02. 

OANCE.MC noyion 2. Ofc of trio 0-fOCtor 09/10/10 2pp 51545.000-51545 010. 


V. Operator Examinations 


891Q2Q012S Subttjis fcac*^' cp'jra’or ’AOi'Qrx Oxam corner enta .:r c'uvJ rg abiMy ua'O 
pefsenne! to fGv.ew e<am n advance & accept ng Ans//ers a or d for Ouesl-on 
2 2t r& loss cf reactcf coolant 

RiCHEv.Ha Catena Po.^ef & Light Co 89/00/24. BROCKMAN.K E Region 2. Ofc 
of the D rector 20pp 51576 319 51576 338 

8910170097 NDt.ticai‘Cf> of contracc eiiecut.on Tech-icsl Assisiance to Adfrinsier Op- 
erator Exarr.s fo Nuctear Pidnt Appicanis," Award Task Order 4, Harns Hequa'ifica- 
1 ,cn Exam." a-vardert to Sonal/StSjnc 

HREf.NA.N P Contract Admns'/aven Branch FIN L- 1289 9. 09/09/19. WEST.K S.. 
nOSENTHAL.W Off;ce ot Nuclear Reactor Regulation, O-rectot ^Poat B/04U> 
PULS^Pf^ER.K NRC • No Deta led Aff'fltion Given Ip. 51537 084-51537 087. 

8909280086 Responds to NRC 890821 lir re vio'aiions noted m Insp Ropt 50 400/89 
15 Correctr,/e actions sen.o' operator returred to active status per requiremonis of Tl- 
200.1 censed operator requa'dicaiion program 

R-CHEV.R 0 CaroV-a Power & L g^l Co 89/09/20 Document Control Branch (Docu- 
ment Controt DosxJ 3pp 51345.348-51345 350 

89T0200039 Forvrards E*am Rept 60 400/CL -89 01 administered Ort 890821- 24 
PEBBueS.T A Regan 2. 0‘c Of the O.rector 89/10/05 EURV.L’/y CalDl^r^a Ppwot & 
Light Co 2pp 51566 256 51666 323 

-8910200043 Exam Ropi 50 .lOO/OL-69 01 on 090821-24 Six reactor Operators passod 
w.rten exam & opera* onal tests One reactor oporaior fared 

ERNSTESME. CASTO.C A Region 2. Qtc of tho Oirec'.ct. G9/10/0A e5oP 


DOCKET 50 409 LA CROSSE BOILING WATER REACTOR 


0910040123 Monihijr oporoimg ropt for Auy 1909 ior LACDWR W/fj^aO? 
CHRIST 1 ANS.H., TAVLORJ.W Dairylanrt Poivor Coopofav^o 6a 
51423.356-51423.300 

6910030519 Forwards rovisorf ' Radioactive Etffjoni fTopt (or LACfiw 
10091,” tncorporaimg Sr Q9/90 & Fo 55 onniysis tfaitt 
TAYLOR,J W. Daryiantl Power Cooporolive. OD/ 00/21 OAViSab 
I ho Oi/octor Ip. 51302 353-51383 01 1 

•'6910030621 Rovlsed '“Radioacfivo Efl/tronl RepI for J.ACQWR (Jan 
’ Dairyfand Power Cooporalivo 09/OB/3{). IGpp 6 >302 354 51353011 


DOCKET 60-410 NfNE MILE POINT NUCLEAR STATfON, UNIT 2 


F. Security, medical, emergericy & lire protection plana 

8010020196 Rosponds 10 NRC 890727 Mr ro violnllo/^s rofod in ‘r.sp 
06 & 50 4 lO/09-06.Correciivo flcLons.siltr w;do douhio volil cal cn p'oee 
ctl when porsDnn&l onlor or oxii lily>i rad alion area fioore/Qntos 
BURKHAnDT,L Niagara Mohawk Power Corp. 00/09/ 1ft. DoCcmoniC 
(Document Control Desk) 5pp 61368.283 51 3GG:20 7. 

8910110105 Forwards FEMA 890922 Hr io Now yoifi Siftto Etnorgorcy Wc 
fog iwo inatlequacios idontiliod during 8905 10 orrorgency exorcise A ^ai f 

g ortaiion resources & Iralnlny of omorgoricy workora InadOQuata 
ELLAMY.RR Reg on 1. (jfc of iho D.'roctor, Qn/10/02- OURKUARi 
Mohawk Power Corp. 6pp. 51475 205 514 75 210. 


F, Security, medical, emergency & (ire protection plaris 


J. fnauranco & indemnity Information 


6909290 f 76 Revised index io emergency plan procedures. 

• Qa-rylRfd Power Cooper aiwe 69/09/14. 2pp 51352.066-51352 069. 

1.2 & 4 10 secu-'.ty plan & Adderda l.fl & III Revs withheld 
SOMMERMEYER.S Da-ryland Power Cooperaivo. 89/10/11 Documanl Control 
Branch (Oocumeni Cor'jol Desk) Ip. 51522 299-51522 299 

P. Operating license alage documents A correspondence 

cycle I censees possess'ng. using or p/ocoss- 
^^lormuia quam.'..es ol SSNM re protected area long-term housekeeping Sve list 

MCCORKLE.G W. Diwsion of Safeguards & Trsnsportaiion (Post 070413) 09/09/26 
Co nsolida led Edison Co of New York, inc I3pp 51531.107-51531;1 17 . 

lor amend to License DPR.45.revising Toch Spec 3 5 (b) & as- 
swated bas.s.SocLon 3 5 & Tech Spec 4 4 3 lo a low extension of surve.i;an?4 fntor 

JAYLOR.J W Da/ryfand Power Cooporatrvo 89/10/03 Document Control BranriJi 

(Document Control Desk) 3pp. 51536 207-51536 212 ° ° oranch 

Specs.B'lowng extension ol survei lance Intervals 
Dairyfand Power Cooperative. 89/10/03. 3pp 5 1536 210-51536212. 

V' ^ CPs for nuclear power reactors 

^eming toquesi lor mlo re status ol impfementaHon of USi requ'remonts.Svc hsi 

^ Associate Oirecior for Projects (Post 870411 ) 89/10/19 Conso'idat- 
ed Edison Co ol New York. fnc. 60pp 51622 009-51622.068. L-onso-idat- 

Lti 89 22 to alt licensees of operating reactors & hotders of CPs ra 

Q. Inspection reports, IE Bulletins A correspondence 

e9^M4 NflC into No!k 0 89-066. • Quai.lical.on Lile ol Soltnoid Valves," Svt H\ 

Evaluation of Instrument Sotpolnta During 


■w<W3. 1191 Ui>CI KV-'-o l^U 

CavSBd b, Channel 


8910040214 Forwards Amend 10 lo fodurnnlty Aoroonnenl 0-39 ro'iock'' 
lOGFRtAO.otloctwo 690701. 

SLOSSON.M.M. Projoci Dirocioraio l-l. 80/09/25. OURKnAf^DT.L Nj 
Power Corp 6pp 51397:177-51307.102. 


P. Operating license stage documems & correspond enco 


8909130033 Fonvartfs "Nr^o Milo f’o-ril Nuclear Sltallon - Uni 2 Semiannti 
tflluenl Roloa&o Ropt Jon Juno 1980" & Hov 1 to Adminlstralvo Proce 
"Process Conirol Proq/ani ■’ 

VVJLLISJ.I.. Niagara Mohawk Power Corp 09/00/30 Docurroni Coni-oi 
umont Conirol Dosk) 7pp 51555 302-51555:357 


-6900180397 Rov 1 to AP 3.7.1, "Process Control Proorem.” 
HENDERSON.O.. HEMUS.R . AQUOTT.n R. N - 00 am Mohawk Po*or Ol 
31pp. 51555.327-51555 357 


8909260098 Gflnoric Lrr 89-20 lo pH luol eye 10 l.•COf^suos possess ng. usir- 
Ing formula quanliLes of SSNM ro protociod orori long-lo/m nouss'.e' 
enci. 

MCCORKLE.G-W. D. vision of Satoguards & Tranaporlailon (Post 07041 
Consokdalod Edison Co. ol Now York, Inc l3pp. 51531:107-51531117. 

Advises that RE Martin assigned projoci managor for facuiLo 

Q91QQ9. 

CAPRA R A Project Dirociorolo l-l 89/09/20. eunKtlARDT.L- Niac 
PowsrCorp 3pp. 61430 008 51438.010. 


1 - Ji « lui ainono 10 Mcor^s 

3 3.6-2, Sections 4.3.7 e.3/4.0.2 & 3/4 D.IO 2 
TERRY.C.D. Niagara Mohawk Power Corp. 89/10/06. Oocumeni 1 
(Document Control Desk), ip. 51532:250 51 532 274 




!??■!« Llconso NPF-69f4vi 
® 2 & 3/4.0.10.2 ol Tech Spocs 

TfcNRY.c.o Niagara Mohawk Power Corp 09/10/05. 2pp. 51532 251- 


Proposed Tech Spocs rovis’ng Soclions 3.3 0,4.3 7.e 
• Niagara Mohawk Power Corp. 69/10/05. 22pp 5 1 63 2 2 53-51632.27^ 


Advises that uiij revising commilmoni coninlnod in 06020? 

used lo osiabllsh roaclor (irotoction ays sotpoi 
vaiues.Revised commiimont listod 

Nragara Mohawk Power Corp 89/ 10/00. Document 
(Documeni Conirol Desk). 2pp. 61471:146 61471:147. 


Generic Llr 00-21 lo all ho.'dors of OLs & CPe for njcios' 
concerang request for info r© status ol ImplomonWilloa ot USl 

Director for Projects (Post 67041 1). 89 / 10 / 
ed fcdlson Co ol New York, fnc. eOpp. 51622.009-5 1622.008. 


Generic Llr 89 22 lo all liconsaes of opBtaMrvo reactojs 6 heW 
poiontia for increased roel loads A plant area flood runofi depth ai i*c® 
change in PMP crlieria.Svc list end. 
Associate Diroclor for Projects (Post 070411). 09 /iO/lfl 
ed Edison Co- of New York. fnc. 30pp. 61622.069-51622: 106. 



Fo-wa^ds rev sd act on plan lo Offtirnaft conrorna nolod -n Litarn Hopi SO 
i?o7ft9 tSOL Indapendent assossmoiH of reqja-ificnhon proof «m Otslno coniJjcioU 
" Shot L N agara oo/on/ij fjCSSEIL.W f^oofm ».Ofc 

cS dVio; 29pp^l 360. 101 .5 1300^ 128 

«iOd20lM RosDonds 10 NHC 890727 Ur fO v.o'ahonQ no1i?(l tn Inap Rnpls SO 2?0/m). 

* 50 410/69 OBCorreclivO 0Cl:onafti1o wi:lo ifoiil'lu vufpliraiion pJOCeSS irnp'otnonP 

5 when persornol enler or Oinl hig^ roriiohon oroa iJoorH/QQloa 
n-m^HAROTl Naoara WoPawk Powdf Corn 00/01)/ 10 Documoni Conlrol Urnrch 
Knlenl^mrclDesk) 5pp 51366 203 5^06 207 


8909200010 NHC Info NoUco 00 068. "Eva’uanon of InjjIfuffiofU Siilpo:tUs [^urlny 
Mods ■ SvC fiSl encf- 

flOSS'Cf DrvfS'On Of OpcraJ'Pnfli Evpriln AssnuRii'onl 870*111) 011/(10/2.5 

Corse! daiQd Ed son Co Ol New Yo.*k, InC. lOOpp 5 133 7. ?0() 5133/ 30*1 


8909250252 NRC rnfo NcUcO 89 060. "LOSS Of lUnrinnl Mnrplii CauscMl liy Chanr'ol Uf)x 
Bow ’■ Sve 'ist er.cl 

FOSSiCE Oiv.sion of Oporalional Evonta Ansossmoni (f’osi 8/04 ll). 08/OU/yij 
Consolidaied Ed-soa Co ofNow Yorh, Irc lOOpp 51531 COl -51531 ICO 


0010200076 Porlial ros|)ona(> lo FOIA roquosi.App C rocords onci 
GRIMSLEY.D H Divison of Froodom ol liilnrmaliQn & PuMiCQlions Sorvicos (Post 
000205) 80/ 10/10 SALANT.J D Nowliouso Nows Survicu, Wdsfnnnlon. DC 2pp 
515*12.1 11-515*12 117. ^ ^ 

8010260166 lER 00 030 00. on 000020 .during roviow of diusci yoneralor occurronco 
rapis.discuvoiad ihai unil nol In romplianco w/ Toch Spec Sociion *18 l.l.JCaus-od 
munanorial molhodsRoqu romonls for nd(JI review adffar) W/OQ1020 Or 
DOOLLY.M A , WILL IS.J L NiogafO Mohawk Power Corp 6l)/l0/20 7pp 51611287- 
5101 1 293. 

Q910260108 Special roplon 00001 2.i/.oporob lily of RllR MX sve wnier foaelim 
munlior (<auaod hy repair ol inulty lloai rnechansrn in sve water How indicoina 
bwifth Work rmpnjgi initialed lo (routiloshoot aespociod proWom 
WILIIS.JL Ningora Mohawk 1»owef Cerp 80/113/20. Docurneni Ccniroi Rrarch (Doc 
unuinl Conlrol Dosk) 2pp. 51020.022-51620 023 


T. Hoarlng IronscrlptB on non-anlllrusi mattors 


69l(X)40381 NRC i-nfo Nolico 89 070. "Possihie ImJiralioiis ol Misfepfc»‘4efil«;l \/(?ndoi 
P.'oducIS ■■ SvCl 8l end 

RDSSiCE Dwislcn ol Oporalional Lvonia Assossmunl (Peal 070*1 ll) 89/10/11 
Co'-soidaled Edison Co. of Now York. Inc lOOpfi 51531 1 18-5 1531.226 

8910130014 NHC In'o Nol CO 89 071. "Divera’Ofi el RMR Pi;.'np Sr*al Cecil nn VVnlo* 
FicwOjmg Rocirculanon OpGfOliOfi Fol owi.ng l.OCA.’ Sve iiol end. 

ROi^l.CE D.vislon ol Opcfalio.''al Evonis AasoSBinoni (Post 870*111) 80/ 10/ 10 
Cerse d3?ed Edrson Co of Now Verk, hic f07pp. .51531:227 51.531 3,). 9 

8910260679 Amends 881230 rosponao lo Horn ^ ol Insp Rent 50 *110/08 10 Scope ef 
work necessary lo satisfy commilmonl enpafKied lo Inc’urlo liniJinwenienlH called lor 
by nuc'oar improvemoni program. 

BLFKHARDT.L Niagara Mohawk Powor Corp. 00/10/20. Document Coiilrnl Rfarcli 
(DocuTenl Convol Desk) Ip. 51017.1 to 5101/ i lo 


n. Periodic operating reports & rolnlod corrospondonco 

6909130033 Forwards Nno MIo Pohl Nucloor Slaton • Un.i 2 Snninnnuiil Rarlloariive 
6'':ueri Re'easo Ropl Jon-Ju.no 1000" & Rov i lo Adinn-htrativn Pjocediire A1» 3 / i 
■ Process CkinVol Program.” 

WLLIS.JI. Nagara Mchawk Powor Cyrp 8l)/0i)/30 Docenuint Control lUanr ti (D<ir 
utrenl convol Desk) 7pp. 51655 302-51555.357. 

•8909160396 "Nine M.’o Poinl Nucloa' Siaiion • Un-1 2 Senuarnunl Radoar.livu ('friuenl 
Release Repi Jan-Juno 19Q9.“ 

• N aga-'a Mohawk Powor Corp. DU/OQ/30 lOpp 51555 aoo 5 1 555 328 

•8909160397 Rov l to AP 3.7.1. "Piocoss Ctinlrol Pregrani." 

HENDERSON, 0. REMUS.R , ADQOTT.R.R. N-agara Motmwk Powor Corp 08/02/1 4 
31pp 51555 327-51555 357. 

8939270116 Month'/ operal.ng rcpi lor Aug 1080 for Nnu MIo Pyini Nurlonr Staton 
Uni?2W/a509l3lir. 

• WiLLlS.Jl Niagorn Mohawk Power Corp 80/08/31 iHpp 

51336 147-S1336:162 

8910250290 Mcnihly eperoling repl for Scpl 1080 lor Nino Mi'd PoinI Nuclimr Statfn 

U.~;*2W/691013 fir 

’ WiLLlS.JL Niagaro Mohawk f>owi>r Cnrp 80/00/30 2li>p 


8010250001 noq.;osl& Ihnl elil address nllogot:on raised ai 000823 NRC public moolirig 
in Oswenn.NY fo radiniion momtora Rosponao roQuesiod wiihin 30 Ua/a of Itr dale 
WlGGlNS.J T f legion 1, Ole of iho Oiructof 00/10/12 nuRKHARDT L Niaea'a 
Mntinwk Powcir Corp 0pp. 51500 310 51500.327 


V. Opornlor Exorninatlona 

8000200230 Porwa»ds f«ivi8d nclion plan lo addrosa concorna nntorJ In Exam Repl 50 
410/80-12OL Iridoperulnnl nssuasrreni of requulification program bong curufnciorl 
UunKMARDT.I Nognrn Mohawk Powor Corp 0D/0<J/13 HUSSELl.w Roo on 1. Ofc 
of If'o Di.'ucler 20pn 51380 101-51360 120 

0910160170 Not.licailon of conlracl oxocuUon.Tesk Order 9. "Nine Mile PoinI 2 Roquaii 
licailon Rntakn Exams." to “Tochfiicel Assislanco lo Suppurl OporniOr LIconsIng Ar 
llvilios," awarded lo Sonaiysts.fnc 

RRIINNAN.P A. Conlracl ArJmfilstriilion Ofonch FlNl.i20lh0 89/00/27 \/VLST,KS, 
ROSEN I MAL.W .J Ori(i;o of Nec!eof Ronrlnr Renu'oton. Droclcr (Posl 0/0411) 
f’ULSffhlEn.K NRC - No Dolallod Alliiicit on Given. Ip 51505 111-51505 1*1*1. 

*•8010160101 I.U Conlracl NRC 03-0'J OJl.Taak Order 0, ' Nino MIo Poini 2 norpjal Nc.v 
dorr Mtjlako Exarriq," to ' lochnicni Asslslanco to Supporl Opoxalcf L conning Aclivi 
Imn ’ awardoi) lo SonalyDlS.Inc 

UI.I.I.S Olflcr* ol Admr'.lsirailOM (Post 000206) MN 1-1280 0. 08/00/21 

Pf: MIRSENJ. M. JJnnalysis. Inc :)j)p 5 1505. 1*12-5 1 605. 144 


DOCKET 60-412 DEAVER VALLEY POWER STATION, UNIT 2 


E. NRC Bafoty Evaluation Report (SER), supple A correapondonco 

6910100343 Porwanls description of lurbino Inaps lo ho used lo onsere Hint ulateU 
[>folm1ii'ity lor t>.'iiilo fnlero nol oxcooded & valve losting ft Innp usaU io linn 
over&poeU.per Conrumatory lasuo 5 in SER 3.5 1.3 

SlEOE-R.JD Duqvobfio LighI Co flO/lO/02 Documonl Coniro! Granch (Documoni 
Conlrol OuHk) Gpp 51450 0rt?-5l458 002. 


F. Socutlly. modlcal, omergoncy & firo prolecllon plans 


FSARraii«!^^K.7^T.Z: UMPI III |.IHHIIIH)II r.yi bpocirrcmiy iimuen'ii. 

COnlucT on summer curtl ft conru'ctOf-W/indUl llr 
, nffLLfS,j.L Niagara Mohawk Power Corp 00/18/05 7pp 5M80 17| 


S. Reportabls occurrsnees, LERs ft rolatod corrospondonco 

oil f* 90 !^''f-fhaln slock gasnons olliuerd inonitofing sya inorioi 
f' Causorl by faulty mulirctiQnnol anuly/or clrcu-l tioard in mai 
loosest genoratod lo address mnlfunction. 
rnii r,.ni 09 / 00 / 27 . Documonl Control llroncti (Ooc 

men Conifo! (Desk) ?pp. 61430 . 175-51430 170 

•^.reactor inodverierUly ope/aled w/ yrnoler tfia 
flow.placing unit In condiHon not fipocilrcally nddrossed I 

cSnway j^ by. pooLO Ocificai conlacTo^ *>..*>>*«*» o 

5146-3 18*1 

^^^rcTi'feacto^r^Wrfrt^ COOOOG.ESF aciuoiod aa rosull of spurious tvgh sig'ml 

resoi & MSI malnnflAMrti?u ® radiot-on mon lor A.Couso nol dotnrmlried Rolay 
VOUA^ STi nc ?? radiation rronltor nerformod W/nolOOfj llr 
51450152 Niagara Mohawk Power Corp DO/lO /05 5 p(> 61400 148 

experieiKed 090900 , downslufi of rocirculaiion pumps lo slow apood 

SuppiyC 33 A.K 8 i 3 ft foactor Hcram Causod by lu-luro of 24 voli dc powor 

TiKpsON G Wlftl^ roplacod W /001000 llr. 

51480.209-51480 213 Mohawk r»owor Corp 00/10/05 5pp 

Cperablly on Q 00900 , discover or) fhai Lihi coolor which is /oqeirod for 

89 C 908 Caused bv opmnnnft^ n returnod lo bvc sneo 

Vj ^ personnel error, v^oolor placed in standby conl»gurai.on W/OOIOO'J 

5155 ? 05 ?' N-agara Mohawk Power Corp 00 / 10 / 00 . 7 pp 51550 053 


8910100017 Forwards Safety msp Ropls 60-334/00 13 ft 50 412/00 14 on 000708- 
0031 & notice of violation. 

WEN2lNGEf1.EC. Region 1, Ofc of ihn Dlroctor. 00/09/29. SIEDCR.JO. Duquesno 
Light Co. 2pp 5 HOa 121 *5 1460 130 

-0910100023 Insp Ropls 00 334/80 13 & 50 412/00-14 on 000700 0831 No vlolnbons 
noted Major areas lnbp(‘Cled plant operations, secunly. radiological conirols. plant 
tiousekeoplng A fire protection & filnoss for duty. 

COWGILI .CJ Reg on 1. Ofc of Itio Difoclor 00/00/20 I5pp 51*100 124 51480:130 

69101700BO Eorvirards repl of 80 1025 exorcise ol ofisile redlo*ugk;ul emury-ency pro- 
npred/ioss plans No of/9.lo deJidoncios Jdonfrfiod 

kwiATKOWSKi.O. Ecdoral Emorgency Managomont Agency 00/10/03 CONGEL.F J 
OiviS'lxn of Rad-allon ProiocHon A Bmorgoncy Proparoifoess (Post 070*111). Ip 
51634 100 51534 230. 

-8910170094 Revisud final ropt, “Exorcise RopI.Roovor Valloy I’owur StaliorvJoint Ex- 
erciso.*' conduclod on 001025 

* Federal Emergency Managomont Agency. 00/00/22. 4lpp. 5i534 lOU 51534:230 

6910110021 Forwards Rov 0 lo lasuo 4 lo physical socurily plan Rev withhold |rof 
10CFR2 700(tJ> & 73 21). 

SIEGER.JD Ouquosno Light Co. 00/10/08 Documonl Conlrol Rranch {Docuioont 
Conlrol Dosk) Ip 51475 212-51476 212. 


J. Insuranco ft Indemnity information 

6009290202 Fonvards Amond 12 lo Indemnity AgroctT^onl n-73,ro1loct nn chaf^gOB lo 
lOCFRHO. “Financal ProiocHon Roquiromonis & Indemnity Ayroerricnls^’ 

FAM.P S. Proiect U-recloralo 14. 89/09/20. SlEGER.J 0 Uuquosno Liehl Co 20pp 
51350 300 51350 326. 


51430 177 186 

-8910050043 Amend 2\ to License NPF.73,fev s rg certain visual msp cniena for snuD 
C^Ieclor^e ^ 5pp 51430 180 51430 104 

-8910050045 Saferr eva‘ua*.on supponir.g Amend 21 2oD 

* OK :0 of Muciea' Reac'Of fle^u aion. D.feclor fPosi 870-111). 89/09/25 2pp 
51430186 51430 186 

6909280098 Generic Ltr 89 20 lo a.i fuel cycle licensees possess og. usicg or Piocoss^ 
formu'a Quant-ues of SSNM re p'Oiected area feng term housokeepng Svc lisi 

W^CQRKLEGW Divis en of Safeguards 8 Transponahon (Post 870413) 89/09/26 
dated Edison Co of New Yoik. inc I3pp. 61531 107.51531 117 

8910040312 Adv.ses l^ar 890830 request for wlt^^.O?d•.ng VVCAP- 12093 SuppI 2- ‘^tfOl 
In'o in Suppon of Eva uat-on of Thermal Stranf.cat Of» for Beaver va'-Oy Uril 7 Pies- 

TMfpl''XiVcT^brSa?o 14 89/09/28 WiESEMANN.HA Wo&linghouSO Elec Inc 
Corp 3pp 51437 079 5l437.Cai 

8910060221 Reqjosts NRC gram temporary waiver of comptiance fo meoling Tech 
Spec Surve.iance Hecu.romani 4 8 1.1 2d 2 due to dU.culty n achievirg accepiab-o 
l&sl T&svlfs dur.iQ wsis lo venty irr^unty levels :n ernergoncy d-esol fuef Oil 
S'ESER.J D Duquesno Lighl Co 89/09/28 Oocumoni Control Branch (Document 
Control Desk) 4pp 51434 347*51434 350 

89 10040387 Forwards supplememaJ safety ovaluat or» support.ng uM 090707 rosponse 
10 open l•oms te p’am safety moniiorr.g sys vcnficaLor^ & vai dalicn 
TAMPS Pro, eel Oiiectorafe (-4 89/09/29 SlE0£R,J.D OjQuesne Light Co. 2pp. 
51452 078.51452 082 


->8910040392 S'jpp'Gmemal sa'ety evaijai'cn supporting ulif actions m response lo 
open Items m 890510 safety eva'uai-on ro plant safety mon icrmg ays ^ „ 

’ Office oi NuCear Reactor Regulation. Director (Post 870411). 89/09/29 3pp 
51452 060-51452 002 


8910130053 Forwards Issues 1 & 2 10 tevs to "inservice Tosimg Piogtafn lot Pumps & 
VaVes." irt response 10 Generic Ltr 89 04. Guida.nce on Oevo'opmg Acceptable In 
service Test. ng Prog ra.ms‘ ^ ^ ^ 

SIEBERJD Ouquesne LiQhl Co 89/10/03. Document Contiol Giancn (OocumeiW 
Confrolbesk} 4po 51504.044-51505 092 


-'8910180229 Issue 1 to Rov 4 to Trtsetvice Testing Ptogiam foi Pumps & VaWes.Unil 
2 " 

NOONAN.T.P Duquoane Light Co 89/09/01 l66pp 51504 235.51505.092. 


8910240296 Forwards application for arr.end to licenses DPR -86 8 NPF.73, consisiirio 
of License Change Request 171/32 to update diesel generalor fue? oi? sampling & 
anaiyS'S surveillance tequwemenia 

SIEBERJD. Ouquesne bght Co. 69/10/16 Oocumoni Control Branch (Oocumoni 
Comrolbesk) ip 51589 292-51589 312. 


-69 10240296 Application for emends to Licenses OPn-66 & NPF.73.upddt'hg diosel 
generalor fuel oif samp)irvg & analysis soiveiiianco requirements 
SltBtR.J □ Ouquesne Light Co. 89/10/ 16 tp 51589.293 51569 293. 


-8910240300 Proposed Tech Specs.updat.ng diesel generalor fuel ol sampring & ana’y* 
SIS SurveillarvcQ coi^ire meats 

* Ouquesne Light Od 89/10/16 19pp 5 1589 294 $1569 3 1 2. 


8910240305 Forwards appUcaUoo fqr amend lo Lucertses OPR 66 & NPF-73, consisting 
of Ucensa Change Roquesi 168/30 

SiEBER.JO Ouquesne lughl Co 89/10/16 Oocumenl Control Branch (Oocumoni 
Control Desk), ip. 51585 244.51585 260. 


-'8910240307 Applrcation lor amends lo licenses OPR 66 & NPF-TG.changing Tech 
Specs lo update applicable specs. 

SIEBER.Jl) Duquesne Ughl Co 69/10/16 ip. 51585 245-51565;24&. 

-8910240309 Proposed Tech Spec s.u pda img Pages 3/4 7-34,7.19,7.22 7*23 & 03/4 9- 
3 

’ Ouquesne Light Co 89/10/16 1 5pp. 61585 246-51 58S 260. 


8910160250 Generic Ltr 89-21 lo all holders of Ol$ A CPs for nuefear power reactors 
corveetning tequesl fw jfifo re status oi implementation oi DSl reqwIremcnls.SvC list 
encl. 

PARTlOW.jG Associate Director for Projects (Posi 870411) 69/10/19. Co/isoWat* 
ed Edison Co ol New Yort., Inc. 60pp 51622 008.51 622.068. 

8910180273 Generic Ltr 69-22 Ip ati licensees of operating reaciors & holders ol CPs re 
potential for mcieased cool toads & placet aiea (lood cunoH depth at Ltonsed nuclear 
power plants due lo recenl change in PMP enterta Sve hsl encl. 

PARTlOVi/.JG Associate Director lor Projecta (Post 070411). 89/10/19. Consolidat- 
ed Edison Co of New York, Jnc 39pp. 51622 069.51622 t06. 


0. fnapectlon reports, IE Sulfetlns 6 correspondence 

8909010336 NRC info Nowe 89-065. "Polenual lor Stress Corrosion Cracking in Steam 
Genecatoc Tube Plugs Supplied tjy 0&W.” Sve list encl. 

ROSSI.CE. Drvision ol O^rational Events Assessment (Post 870411) 89/09/08 
Consolidaiad Edison Co. oi New York. Inc. I08pp. 51349: 100-51349.208. 


TAM P S. PfO,ocl iJiiOLioimu i .« -v.-i y 

51430 177 51430.18(5 

-8910050043 Amord 21 10 L coo-.m NPl- /'J.cu vising co:hi-n v,u.a“ u-sper .ffjV; ; 
bars & SVC lifo n o-n-loring requ fOrnonib ^ .* 

STOL2.JF Proiocl DirriClOrrtfo 1-4 09/00/25. 5pp 5 1 430.180 5l.s30 i6l 

8910200063 NouficatiO.‘i of 691017 SALP l3o.ird Mnoiiny 00*155 n king cl 
COVVGJLl CJ Rotj-on 1 . Ofc of ffio Oi.‘oclOf 69/00/20 Rnq on l, Ok'cf D()> , 

2pp 51576.313.51576 314. 

8909250252 NRC Info Nolico 89 069. loss of TlKinnril Mergin Cotsod Cn , 
Bow “ Sve fi9l oncl . . ,n . 

ROSSI CE Ovis'on of Opo/ational Evoriis Assusmiinnt (Pos. 87C-.ii| 
Conao'idJioii Edison Co of Now York, inc i0Gf)p. 5 1 5.11 oOl 5l53i 106 

6910100017 ForwO'ds Snfoly Ingp Ropis 50*134/89 13 A 50 4l2/fi3 m *.o 

WEN^NGFf?^C^'Hogon l. Ole ol ll o Dwoctoc «0/0O/2G. SECEP.JO 
Light Co. 2pp’ 51460 121 -51460. l.m 

-8910100019 NofiCO Of violation irom msp on 093523*t>707 Vio aior ntf.r. 3:tr:t r 
cnaasunrg A lost dovicos past tluo for call).' & rot propoily TarKod 4 • 
cahbf moASunnn & tost tfov.cos nn roq-JiforJ by p/DCoiJu.'n 
* Rog-on 1 , Ole ol Iho Oifocior nO/OO/2'i) 1p 5148D. 1 23 51400 l23 

*.0910100023 insp RoplG 50-334/00-13 S 50 4I2/09- hi d.‘l 001)703 933 's 
nolod Major areas Inspcciortplflnl oporniinr.j., bocu'ity.rndioloiura'. 
housokoentna & (iro pcolucljon a filndss tor rJuly 

COWGILL.C J. rtogon 1. Ofc of lt‘u Oirnclor. 00/09/28 15pf) 51-160 1?4 ll4S> • 

8610100343 Focwacds dOHCiifiUon cif lurb riii inS()s to bo imoU !o G-.st.'e 
probabiity tor bhtllo fai'uro not oxoopcloil S vnlvu tusi-ng A nsp tied i** 
ovo/spood.por Conhrmalory issno 5 <n SFR 3.5.1 3 . « „ 

SlCBER.JlJ OuquuHno l.iflhl Co 00/10/02 Docurncfnl Co.'ilrol Oianch ,Cix^.-. . 
Control bosk) 6pp. 51450:087-51450 002 

8610170153 Submits cov.cw of aacb NRC; poaibon lakon rO NRC BuJelin 
I instel'od broakors purcfiaaoiJ svico 030001 const not rrr/owed pet Ac'.ouir.' 
not Instaltod o.s rOjiMComonls or mode _ , „ ^ ^ 

SlEBERJQ. Ouquusno Light Co 09/10/00 Dnci/moril Cortro. 9'snch -Occ/t • 
Conlfolbosk) 5pp 51529.344.51520 340. 

8610040381 NRC Into Nolica 00 070. ‘ (toasiblo Inrlcnlfora ol W 9 'CpffiSorLv ,f v 
Products.' ‘ Svc list onci tv-' . 

nOS5i.CE Divison of Oporat-orml Rvonia Assobsrrnni (Post 8f8^i > W - 
CqnsoUdntctl Ed son Co of Nuw York . Inc 1 0Ppii 5 1 53 1 : 1 1 8 5 1 53 1 

8910130014 NRC Info Noheo 09 0/1, "D.vorH'on d RMH Pump Sea' Coo 
flow Oufing Roc’tcuiauon OporaUon Follow.ng LOCA." Svo list one' ^ ^ 

ROSSf.C.E. Division of Operauonol Cvunts Assussmont (Posi 07011 ') 
Consolidated Ed<aon Co Of Now York, Inc I07pp 51531.227-51531 33 v 


R. Periodic operoHng reports & related correspondonco 

6910240029 Monlhry oporaiing ropie for Snpl i900 for Bnavor Vailoy Fo-o'YJ . 
Un.is 1 & 2W/00 1000 Ilf 

WlNGEH.MA, SIEOER.JO- Uunuueno Llgm Co BO/OP/30 Ow ’Ivh"- 
51505 000 


S. Reporiabte occurrences, LERs & related correspondopce 

0910170118 lER G9 025.00.on OQ09l0.h.gh lompa on sroem gonotam Bi C^i 
leodwaiot linos idonWmd Causod by imptopor aoat-ng ol auwflfV foci#6 e' « * 
valvoa Procedure initialod lo vorily & corroct conditipn W/flO 1010 J-r 
NOONAN.T.P. Ouquosno Lighl Co. 80/10/10. 7pp. 51510 215-51513 221 


DOCKET 60*413 CATAWBA NUCLEAR STATION. UNIT 1 


F. Security, medfeal, emergency & fire prolectfon plans 


B610020300 Forwards t>uWlc YOfBion of tovised C'.SiS ^8* , A 

S rocedures.conslsting of Rov 30 lo C.VJP-1,Rov 30 to CMiP-O, Rev 35 ^ 
lev 5 to CMIP'12.W/89O025 roleoso memo _ 

TUCKF.R.H.B. Duke Power Co. 66/00/01. Oocumoni Conlrol Granch (DociTe’i. 
irol Desk). 3pp 51359 001*51359 130. 


-8610020306 PuWiC vcrsloo Of rovisod crlRle mot Implomuoltog piOCOrfjrOS 
Rev 30 10 CMIP.l.Rov 36 to CMIP S.Rov 36 to CMIP*7 & Rov 5 to CMP-1? 

* DukO Power Co 09/09/01. 160pp 51359 004.51369:139. 

0910030106 Forwards public version of Rov 31 to "Crisis Mgt Plan fof NfdearS’J 
lions." Rev offoctlv© B90901. _ 

TUCKER, H.B Ouko Powot Co. 89/00/05. Ctocumonl Control Ofary;li (Docucf. w 
Irol Desk). 2pp. 61390.290 51390.315. 


—8910830121 Rev 31 to "Ciials Mot Plan tos Nuctoaf Stations " 
TUCKER,H.B. Duke Power Co- 89/09/01. 2.1pp 5l390;2G2-5ia90 315. 


su uKtirclsu oil 
(Jiill uo HHCKil / 


flev 1 10 C^siS Mgl f’lan Inrf.lomont. iu PfonnJjfO LDA 10. -Ltwron Mc»o 
^^■y'gTo' En-0fgo?cy Co-'ililions (q< Occroo Niidiinf 5l.iliOo ' W/lnh'o of ( ooinols & 

H?RqiSflL 0uV<3 Co J5iv 

flMM70065 Fo-v^ardS FFMA f.nal fOpI on pirtfit i‘inofi;oo<:y 
ecC?’9 20Cro dol coney uJonuncd to modiciil bvi;s octiV.lv-Mcmoii ol 
fo4'ied defic oncy Olhnr areas d scussOiJ 
census D M Rogion 2. Ofc of If'o Uror.io'- UO/Ofj/IJj lUl^KLU.HEi lU.ki* l^owo' 
Co'jpp 61 •'120 126 6133d lOfl 

6910030256 flovised EPlP&,con5«s! rg cf fOlvpod fUVo/A/!)O(»)/0V flov »i U) Stnlion 
D -ecI vO 3 0 7 W/indox A 890920 Hr 

mTCMElL.GL, SiyPSON o p TUCKtin.lUJ l).iko Povvi:r Co 
51372 291 '51372 313 


6910230230 Rev 5 to Ci Sl^l Mgt Imp on-ooimn Proco:fi.fiifi t:Mlf» 1 », "CMsviir nlion o' 
F-^c'cercv for WcGj fo Nuclear Slat on W/tld lOlli Itr 
eAqfiS.fl E Cuke Powo: Co Q0/1t>/lG IMpp 51580 ( MMSOO \M. 


I. F nancial Informallon 


potfifi.r pl.uil^t fi.nj t;> roLo-it Lli.it‘.go m f’WP cnlona Sve |,9l onci 

f’AHlLOW.JCi Assc#(:ato Oituciof fer Pfojoot*. (Post 870411) 09/10/lU CemsolUat 

tnl f i*is<;n Co of Now Yo;k. me 30pp 5lfi?2 060 51822 ICG 


O In&pecllon roporU, IE Otillolins A conespomienco 

0900Q 10330 NfU* Info N'otci* HO 065, Poienhal for SPoss ('orfos;oii Oftcking in .Sioarn 
Cimniatoj Tuljo Pk.gs Suppled 1)y QSW ’ Sve I si rrci 

flOSSI.C^t D.vision of Opuf.Uioial Fvonls Assossrnent (Pofil 670411) tiU/OU/OO 
( Cf'solidalod LiJison Co of Now Yctk, Inn lOdpp fil34f> 100*51340 201) 

80000(10204 N(U' Inlo Nolicn 811066 ' Qualilicnlion Life ol SolonyH) ValvfOS " SvC I si 
e‘i; I 

nOSSf.C r. Ot OiiofanartH f. tours Assossiri'nf (Post fl7fl4ffj rj97007l1 

l'<if'vilnlaU:(l Edison Co of New York. Inc I05pp 513:17 005 51337 109 

8910030276 f'orwa'ds Insp Hi*pi5 50 41:1/(10 28 & 50 414/60 2G on 800821-24 No vo 
Iniitins Of diivifiHo.ns nnlcd Alieolir^n nvik*d to urvoso.ved Horns idoniilicrl 
COLLINS.UM Meointi 2. Ofc ol Ihn IX'CClor. fl!J/0n/2i) TUCKEH Mb DoHo f>owor 
f :o ?pp. f > 1 niio 303 5 1 31 JO 31 0 


6910050081 rorwa'ds 19U0 annual rrpis fur fluko l>ow(v Co Ntjrlh Cii'o'ina k7or4: i|:al 
?cwe* Agency, North Ca'o'mo E'rcir-C ^/nnlS)uf^4lll(> Coo^)Orn1wl^^^l.>dl^onl Mu'U |ial 
"crtc; Agency & Saluda flivo.' t'eclnc Cooia rotivn 

rUC-^ERHe DjfiO Power Co 89/09/2^7/ f>u.?nrne.'rf rAjrirr»;f Mra* n ;fi (f7o. iirni>i if Con 
!rc Desk) ip 51401 076-51481 224 

-691O06Q0B4 "1980 Annual Hopt ” So’uiJa fJiyo' lilts. Ire (:o<>pi>'aln/u.*iic fnnncial nlalo 
iT.en:s one I 

LANf^ORDJB OAUFR.J, Piodn^onl MiinIcipnl (Wrir Agt'iicy 68/ 12731 ailj-p 
51401 077*51461 117 

-8910060087 "lOeO Annua' Ropt " 

BC30JT, CLAY.GVV Ncflh Caro'ina Miir'l:'if>al l*nwt*r Agnricin'i IJII/12/:il 2iJ|:p 
5'.491 pa 51461:146 

-8910060091 "Elecii Z Mo.Tticrshl;) Corp Arir;t/<il llnpl (OHH ’ 

MJ33ARQ.JW Narih Cfl'dnn Elnr.trn: Mt*n.f)ufHfi p Criff) (16/12/31 :!0|:|) 

51431 195-51461 224. 


j. Insurance & Incfomnlty informnllon 

6909290169 Fonwa'rfs Amend 15 to Iridoairiily Aurur>in<iiil II -U.rnller iiii|| < liangns Ui 
ICCFRUO. 'Financal Proiociion Rr»nu rurnonis & Irdtirnriiy Agnsiinnnls/' fcit <ii|na 
ture 

MAnHEWS.DB. Prcjeci O.rociomlu II 3 lK>/(m/2l) lUCKI.llJUl Diiku (\>wuf Co 
^PD 51352 150 51352 154 


-0010030270 Insp Rcpls 50 413/60 20 8 50 414/6U 26 on 800821*24 No volotir^ns O' 
lAiv.iiiiona noletl Olid unt(*sc!ved ilom iduniif.otl Vtij:)t arons inspnciotJ O'gdn /ol o:i & 
nut co'Hro'a & rinlmiina exposurea ALARA 

C(;if.JA\S,r 71 . 7>OT7rnj.P Frogert 2. Ofc of (fm P.recfGf 00/0*3/20 6|)|) 
5 1 IMI'CIOS 51:180 310 

8010030286 AcK ruceid <d nil 8<J0i)05 Ilf l■ 1 fofrn■r•g NRC of airjpa lakon lo curroci virla- 
Inns iintetJ :ii Insj) Mepls 50 4i:i/uU 02 A 50 414/80 02 

COl llNS.f) M (Uigmn 2. Ofc of If'o (Jrocior 80/00/20 TUCKFICHIJ OuMi fJnw<‘f 
Co :ipp 5 1:)H7 :i:m 51387.330 

8010040130 Ark revoipl ol 800825 .If inroniiir't) NMC Of sUips lakon to Corrocl violnlions 
noUal in linfi Rupls SO 4 13/83 1 6 & 50 4 1 4 /80 1 6 

HFHOf.AR Hegcn?. Ofi: of tho 0 tucio? 80/00/20 TUCKCR.H U Duke F^owor Co 
HHf 5 f 421 .'If f :ff:f 

8010030003 Confirms arrangr-niunis fo.* cnlcrmnujiil confo/oiico on 603028 fo rJscuss 
frtliirti 1(1 inko adt'<|.jalfi rortuclivo iicliun in rusfionso lo Itiilod son/rilanco lost on 
Ifni 2 loiliiiu’ rlnviifi nuxi'iaiv fncifwaior pirrp lienm lu disniSH und 
rilfd.nnso iruiion 2, Ole of 1 »I 0 Ufoclof 80/00/22 TUCKER, HR IX.ko (>owcr 
( O !,|:p 1,13110 i:ili 51300 140 

0000200010 Nile lfi*f) Nolliai 80 068. ' llvalaalon ry| Inslromnnf Sntpeinis During 
Moils ' Syi* list oorl 

IIOSSI.CI; Divison ol r)ti(*faiio:‘al Lvunts Assossimml (Pusl 8/0411) 00/00/25 
Confioiihtlmf llifibon Co of Now Vers. If'c fC'fJpfi 5 f:f:f/ 2c/0 0 f 337 .'fO f 


P- Operatng license alago documents & corroapontfonco 


8910030233 AdviSOS lhai human (octofs rov.ow to ATVyS rnilrgaliiiii ays ar timlon urct.il 
ry ccsdjcied as pari ol riucloar Slaf on morf f,rot:oss A nfipropnain tfinnijti', irt o:|>o 
'a'.ed nio ma n coni'ol boards 

lUCKERHB Duke Power Co 80/00/20 Docomoni ro;Hft>l (iraneh (IXiLiinmni C'ju 
folDesk). ip 51390 350 51300 350 


8910030225 Forwards cutroni CDCVf fo: pfarrfs Ruf^factanorif tW OUCM i:i>p:n*» ass ii'ifid 
to KHC 'W/o Staled end. 

riCKER H 0 Duke Power Co 80/00/21 DoLiimnni Conirol Rrni'.cfi (DnGKfr.nni Con 
ttc Desk) 2pp. 51384.350 51304.351 

6509260090 Ge.ieric Lir BO 20 lo a I luol r.ycia licunsnus finssush ng u'tlng nr prucuss 
^ g^ orrrjs qjanliiies ol SSNM m prolocU>(l nmn fotig turm fu>‘.jsnknn[iing Sve I si 

* Trnnspmialion IPosi 870-: 13) fH)/0tl/20 
Gonsolicatod Ed-son Co. Of Now York. Inc l3f)j) fill,;)) 10/-51f,:M ii/ 

'p Gonofic Ltr H8 05. ‘Un/ir: AeJJ Co'/osiof) ot 
lAnoSiVi S Bcundary Compononts In PWU PJanm ’ 

2pp 5l4?6230-5Hf^^^^^^^^ TtJCKt.lUUi Unk« (W Co 

parteprtkon m NRC nogiilnioiy Imptuj Snrvuy 
mate lo NRC “'"''■'"““I 'o cJoKitmiiio wlial chon[|os slidukl hu 

80'" oporolion or pinMs 

“ Ii 5-.®30 33 & iuc;ker.h» D.,K« fW. 

*^Ja 6 SC).JR k^m" cqnlQinmonl pi.isauio coiitto! syo Iqr plpul 

Sp 51S34 ,62 5^M4 .64'“'"™'“ " ^ 0 “uku Pom,, C. 


8010030205 I nrwardr, Insp Maph 50 *113/60 25 A 50 414/60 2f> on 600801 26 A 0012 
15 Ni) notica of vialnlon ibsnuii for viuliUioiiy lilonl.licil Enfortumofil confcroncu lo 
iliSttiS'; y.olaioim StrhoiE.liKl lo' 61)00211 

l.RNl;l(;M,Sn Uouinri 2, Ofc 01 Hit* Uiroclof U0/O0/25 lUCKtH.HQ Dukn I'owu' 
Co :ipp 51:165 286 51365 308. 

•♦0010030280 (lisp M(!(i*h ‘.0 413/60 25 A SO 414/80 28 on 800601 28 A OU 12*1 5 Vio 'a* 
liuns hulng coiiHlJururl fur t>nforcc'mcni Major oraas inspociod two ovonis fp ovof 
sj)n,,ci;iM A Ifippinii Ol atmiliary loctlwauif pump 

CROC/ IS. VV ! . i.I.-HSCR.W 3 . SMY.Mi.OCf<,M D Roaon 2. OtC Ol ffio UrdCfor 80700/ 
25. lUpp 51365 291-51305 308. 

8010050005 I'orwartfs paviiioni ol civil ponally in amount ol S 75, 000, pi?.' NRC 800031 
arilis lor iru>purab;l ly ol ono Iran of conlninnionl ol* rotu'ri A tiyilfogory sklmrni’f 
ays Conrnen Dint l.rnuid ft>vmw givan ul'l 690010 rospo.nao oxprossnd 
TllCKlIU.MG D-.jko Powur Co 60/09/26. Ofc ol Rnforcomonl {Post 070413) ip 
51417 034 5141/ 0:H 

8000250262 NRC Info Nollco Ol) UGO. ‘ of Tfuirnmi Margin Caused by Cfiannul Ilox 
Dow " Sve list Oiicf 

ROSSf.C.C OrvfS’On (d OpttfaUonol Cya.iPf Aesdssmtrnf (Poef QTO-fttl flf?7OO/20 
Con'iol dnUid EUiSfiri Co ol Now York. Inc lOOfip 51531 001*51531106 

8010200010 f-orwards Insp Nr^Plo 50 413/60 21 A 50 414/00 21 on 600702- 0902 Uri 
rosolvdil Kom idanliliud in rupt w.ll bo pu'sutal dunra futuro inapa 
HEMDT.An Roy 0.1 2. Ole ol lha Difccior 69/10/03 TUCKER, H.D D.ikn Power Co. 
3pp 5157/006 51577 1 13. 

••8910200010 Insp RoplS 50 413/60 21 A 50-414/89 2 1 on 800702*0002 Noncitod viO 
laiiona notuil Ma.or aroas inspociod.plani oporalion«,8un/o llanco obsorvaton A 
prococlurus.ma'rtt obsurvaLOti A rovioiv ol onsMO ovonfs 

O/rOCRS.VV T . iUSSERM S., SHYMiOCKM 0. Rogron 2. Ofc of ino DifCCtor 00/ fO/ 
03 15PP 51577.000 51577 113. 


' O' WCAP. , , ,45 v.h C. C0,.,«R. none 

s-4iallbmak analyses fo' various plant typus Plant FSAR analysos 

ABBOuTk N NURFG.0737.f Ml Acbon lloni II K *j 3 1 

3» 5,K4.5,5&"oo, 6™ " ^ lUCKER.H D Ouko (.ovv.ir C 

*C«wtal 0AW I0,74. - Motk OW »0l0,1ll LOC.A Aiialysm I 

TuC<E R H 0 h. approval by 00 1 23 1 . 

f^fCesx) 3pp'^51^568 306*6^t569°099^’^ OfKumunt Control Broorii (Docomont Co 


0010170012 Rasnonds 10 NRC 601010 Hr ro violations noiod In Insp Roots 50 4 13/00- 
00 A 50*4 14/61) OOCoffuciivo actions mainl mgl procedure ro control of slor.Umg work 
roriuQst program wi'l bo rovisnd to orxsuro OKperts notified 

ruCKElVn B DjKo Power Co 80/10/10 Documont Ccnlrol Orar'.ch (Document Con 
Ifol Desk) 24pp. 51534:116 51534 130 

8910040381 NRC Info NollCO 09 070. “Possiblo Indicniiona of Misroprosonicd Vendor 
Products " SvC 1.31 onci 

ROSS/.CC O.vfflton at Oporar.'onal Evcota Assessnmni (Post 8701 ff) GU/tO/tt 
Co.nso'idalotl td son Co ol Now York, Inc I09pp 51531 110 51531.228 


troJDeSk). 1 p I MO 

-8910030092 ‘Summary of L.-qu-d & Gasoous Elfluorils n^OdSOd 
’ Dulio Povifer Co 09 / 06 / 30 . ' 32 pp 5 ^ 37 t.\ 45 -Sl 37 t.t 7 Q 

89 to 100 185 Forwards monthly operat.ng roots for Sepi ^969 & twisoti repvs (Of /Vu 9 
19 B 9 (or CfttawDa Nudoar Staton Unils 1 S 2 ^ ^ rs • 

TLfCKEn H B Dukd Power Co 89 / 10/13 Document Control Branch (Ooci/munl Con- 
irol Dosk). ip 5 1 S 5 B 035-51 6 S 8 046 

- 69(0190186 Monthly operai no repis Icr Sept 1989 lot fnn 

WlLLlM/SR.A, MOSEFl.SW DjKe Power Co 80 / 09/30 12 pp 5 l 5 o 0 03 Q- 
51553 047 ' 

-8910190187 Revised rrontMy operating status rept for Aug 1909 
•OuH 0 Power Co 89 / 0 B/ 31 . ip 5 l 558 . 04 a- 5 l 558 .D 48 . 


S. Reportable occunenceB, LEPs 1 teiftled coffeapondence 


8910050037 Supprcmenial Part 21 repi re potential problem w/s<)r spocilic ong-rta con- 
tfol dev.ces m &.i atail.lubo oil. iackei water 8 oankcasa avstnihally foportod ort 
890429 Caiiforn a Contfo'B Co w.ll redesign valve seating i ^ 

GUNTRUM.BC Cooper mdustnos. Ire. 89 / 09 / 13 . NnC • No Oeiailod Atw.ol»on 
Given 4 p 0 51430 I 7 t- 5 l 430 .t 74 

B 910030 D 90 LER 09 022 ^ on 80 a 624 ,rr.Bnja 1 reactor Uip occufcod due to telure of 
gaskol on main feodwrator valve positioner control a-f manifold Ma-o foedwaior vaivo 

positioners being irtspQCied weekly. W/B 9092 1 Ur 

GLOvER.RM. OWfeM.T B. Duke Power Co 89 / 09 / 21 . lOpp 5 1303 . 122-5 1303 131 


B 91 D 080323 Molii:es that en 690901 . 10.6 lb ot bydrawic foloacod to 
aimosphere Caused by blade of handr/uck pierc.ng boiiom of drum whilo ifnnspoiimg 
hydfa?i.ne from warehouse to usage pomi ErrployoGs ovacuaiod. 

HALlERWA. Duke PewGf Co 89 / 09/29 MYERS.J F SouUi Carolina. State of. 2 pp 
51452 331-51452 332 . 


8910120172 LER 89 026 00 . pn B90323.lO3ied breaker replaced w/trotoabfo breaker in 
respor>so to Bullet.n 88 010 Breaker tripped. Caused by mfg dof Ciency Work request 
wfrttftn.ttem feportable par Part 2 1 W /89 1003 ttr. „ 

GLOvER.R-M, OWEN.T O. Duke Powo.' Co. Q9/10/0-1 14pp. 51513 056-51513 069. 


0910190245 Part 21 repi re potanhai of ambanl compensated molded case c-rcuH 
breakers to doviaia from published Info frtsiantaneoua trip check w.li be inshluiod on 
alt Class lE rnerma'/macaelic amb-oni breaketa pr>or to ah-pmani 
JOHNSON.WJ WostinghOuSG Eloclnc Corp 09 / 10 / 09 . MURiEV.T.E Ollice Ol Nu- 
clear Reactor Regulation, Director (Post 870411 ). 4 pp. 51564:100 5 1584 ; 190 

6910170124 LER 09 -O 23 'COon 8909 l 5 ,Toch Spec 303 enlored duo lo DOtfi Irens of 
control room area v 8 nll:Bl'or^ sya bc^rrg inoperabie.Caufted by detocuve pro oparauon- 
al testing procedure Tram A controf room damper 8 d,uslod w /09101 1 Ur. 

GLOVE R.RM, OWE N.l.B. Duke Power Co 89 / 10 ;ll. 6 pp. 51513 . 171 -S 1513 . 178 . 


8910170127 LER 89 016 CO on 890 gi 3 .tour channola of power range indlruatoniation 
showed greater than 5 % allowable m.smaicb betwoon rated tticrmal power A oucloac 
power Caused by equipment failure Prtoumai'C gauge replaced W/ 89 f 0 l 1 Ur 
GLOVER.R.M.. OW^J.T B Duke Power Co 89 / 10 / 1 1 . Bpp. 51513 183 - 51513 . 100 . 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A ffre protection plane 


89 10020300 Forwards pdb'ilc version ol rovisod cr/Sls mgl implomoniinD 
procedures.consisl(ng of Rev 30 to CMlP-i.Rev 36 to CMIP- 0 . Rov 35 to CM IP -7 & 
Rev 5 10 CMIP- 12 .W/ 89092 S release memo 

TUCkER.H B Dyke Power Co. 69 / 09/01 Document Control Branch (Dofument Con- 
trol Desk). 3 pp 51359 : 001 - 51359 : 139 . 

-6910020306 Public version of revised crisis mgl fmplomenimg procedures consistmg of 
Rov 30 to CMiP-I.Rev 36 to CMlP-e.Rov 35 to CMlP -7 & Rov 5 to CMlP- 12 . 

• Duke Power Co 69 / 09 / 01 . 150 pp. 51359 . 004 - 61359 : 139 . 

8910030106 Forwards pdbliC version of Rev 31 to “Crisis Mgl Flan for Nuclear Sta- 
tions. “ Rov effective 690901 . 

TUCKEfl.H 8 Duke Power Co. 89 / 09 / 05 . Document Control Branch (Document Con- 
trol Desk) 2 op. 5 t 390 293 5 t 390 31 $. 

-8910030121 Rev 31 lo "Cnsis Mgt Plan lof Nuclear Slaimne " 

TUCKER.HD. Duke Power Co 09 / 09 / 01 . 24 pp. 61390 292-51390 315 . 

6910030346 Forwards pubkc version of revised EPlPa.lncludinQ RP/O/A/SOOO /02 RP/ 
0 /A/ 5000 / 03 .RP/ 0 /A/ 5000 / 04 ,RP/ 0 /A/ 6000 / 06 . RP/O/A/SOOO/OS RP/O/B/ 6000 / 
14 .HP/ 0 /B/ 1009 / 17 . HP/ D/B/ 1 D 09/ 18 8 Oirecirve 3 . 8 , 4 . 

Tucker, HB. Ouke Power Co. 89 / 09 / 00 . Oocumeni Control Branch (Document Con- 
trol Desk) 4 pp 51371 : 001 - 51371 : 138 . 


-8910030352 Public version of revised EPJPs.in eluding RP/O/A/ 5000/02 RP/O/A/ 
5000 / 03 .RP/ 0 /A/ 5000 / 04 ,RP/ 0 /A/ 5000 / 05 .nP/ 0 /A/ 5000/06 RP/b/B/ 5000 / 

14 .HP/ 0 /B/ 1009 / 1 7 .HP/ 0 /B/ 1009/18 & Directive 3 8 4 . 

MITCHELL.GL. SiMPSON.DP. Ouke Power Co. 89 / 09 / 01 . 140 pp 51371 : 004 - 
5 l 37 \:i 38 . 


6909270031 Rev 1 lo Crisis Mgl Plan Implemeniinn Procedure EDA-iO, ‘Environ Monj. 
lormg for Emergency Conditions for Oconee Nuclear Station *’ w/table of coiMartts & 
8909 1 9 Itr. 

HARRIS ,R.E Duke Power Co. 89 / 09/15 25 pp. 51336 . 050 - 5 1330 . 082 . 


Linofooricv for wctnjifo »vijr.'uiii vjimhuh iu m. 

HARHIS-RE Dviko Puwor Co lUJ/IO/lO 3H)p 6(580 114-5159/1,141 


L Finttnctal IntormntJon 

8910060001 f OrwnrdH IflfIfJ nnmmi ropid for DuKo Powiv Co.Ncrtn Cao 5 r,a Mjjo 
Power Agoni-y.Norlti Cufcil'no lifucinc Momljofshp Coopri r alive P-srkvjtt 

Powor Artoncy & Snfirdn River Hfuclric Cooijurnlivo 

TUCkEFI H H Duko Power Co 00 /( 10/20 Documuni Control Qiancfi iOckvwii ‘ 

irol Quski I p G 1 401 0 7 fl 5 1 40 1 224 

- 8 D 10000004 “1900 Anmidl Pupl ” SuUiiln Rivui Elociiic CoopotaivjBltv.fraxar 
ments unci. ^ 

LANrOnD,.J.D . DAUEft.J I’roifmonl MimiCipni Power Agency 63 / 12 /i' * 
51401:0/7-51401.1 1/. 

-0010060007 "1 000 Annijaf ffopl.“ 

(iQQO,J T . CLAY.O W Nor III (inrol-nn Mun.clpel f’owoi Agonc-es. 88/1711 i 
5 HH 1 1 10 -Gl 40 ri 4 « 

- 80 10060091 ‘ Electric MomhorBliip Corp Annirnl Ropl 1900 ' 
ftUUDAnO.J.W Nortft Cnro'irm Eloctilu MomboraJilp Corp, 83 / 17/31 ! 
51481:195 51401-224. 


J. Insurance & liidomnlty Inform niton 

8909200100 Fofwarris Arnonil IS to ItKlomrilly Agruomuni D 44.rel'ec!>'*g c/ni-ig 
IOCrfll'10, ■Tlunuonl Pitituclknx nuiv-'^iciuQiUti S inUomnity Agreer^aois," < 

MATTf-lEWS l).l) ProJiJCt n.roctornlo If-.l 0l)/O9/2O. TUCkER.HB OiA-BPr?*: 
5pp. 51352 150 51352 154 


P. Operating Itcaneo alngp documonta & corroapondonco 


0010030233 Artvisus fhnl fuirniin laclnrs rovlDw ro ATWS mtigfi'.irQ syS at'jait/. 
ry comlwc.tod ua pnit of niiolunr fiinliun mod prorobn S npprop/iale ['■anQesfi 
rniotl inlo miiln control bonrtis 

TUCKr-H.ll.U. Ouke Powoi Co 00 / 09/29 Hof umrjrit Coftlrol tiiatch 
iroJ [Josh) Ip. fi 1 :nJ 0 . 3 G 9 .5 1 IhJO 359 


8910030225 Foiwards finronl GOCM lor pUinle of copies as 

10 NRC W/o stiUoif oficl ^ 

TUCKEffff.b Puko Powuf t^rj 0 l>/nO/ 2 l. Ducuinonf Conltoi Qmnch lOotuw 
VOfOaaki 2pp 51304 351/ 5131)4:351 


8009280098 Dcnmic llx nil 2 D to nil Imil Lyr.lo llcensueo possossing. usag cr p 
ing formufu qijtinillma of 9 RNM ro tuolociod nron long term liousokoprng 

MCCQni<V.F..aw (kvlLkm ol RufuguardH & T r any i or Union (Post 8704 |j| 
Consolidofod Edioon C« of N«w York. Inc I 3 pf) 61531 : 107 - 51531 : 1 1 / 


0910040104 OUkcu^sna util rospod^rj lo Gonoric Llr 00 05 . “Doric Acd C 0 f‘: 
Carbon ^>lool npflcio/ Oourulfiry Conmononis in fWR f’fanis " _ „ 

jADQDun.KN. Prpidct D.fcclornln il- 3 . 80 / 00 / 20 - TUCKER.H.B Oule 
app 61410 200 61410 201 . 


8910170234 Conlitms 001005 tolton rn pmhcqialion m NRC R^^^latoiy 1 ^ 3 - 
on 09 1 20 1 .Llconsoe fcorlbnck will bo ovoludloJ lo dotoxrrlno whal charges sr 
mado to NRC roguMlory apiironch lo nnJuincing safe opofafjon ol P 
EBNCTER.SO Reolott 2 , Olc. ol ttio Dimctor. 00 / 10 / 10 . TUCKER.H B. (>/» 
Co epp. 51530 333-51530 330 


Roquosie ndfll info ro coninliimofil proaauro control 8 ys for P'anl 
,K.N. Pfoioct Piroclornlo 11 - 3 . (iO/lO/fl. TUCKER.llD « 


8010170133 
JABOOUn. 

3 pp. 61634 102 51534.104 


8910240007 Advises tlini NRC comploiod fovmw ol WCAP-fll 45 
ic compariRonft lo vVI'LASlf analyses foi vetrtous plant typos P am f-^nn a 


small brook LOCA moots roqu'rornonls of NURf-C) 073 /.TMI Achon ite^ ' - 
JAOBOUn.KN Proloci Di/ocioro 1 o 11-3 09 / 10/10 1 UCKER.H.B air'll’ 


3 pp 51509014.51500010 
8910230176 F 0 i wards Tbpicol Hopl DAW- 101 74 , “M 8 rk-BW Re'oad LOCA 


CeiQwba & McGuiro Unils,” for approval by D 0 123 1 ^ .rinr,.-! 

TUCKER.! 1.0 Duko Powor Co. 09 / 10 / 17 . Documoni ConUol Branch (uoev.'' 


IfOlOnsk) 3rp. 51568:306-51560 000. 


-8910230185 “Mnrk-DW RolofltJ LOCA Analysis lor Cfllowba & McGu^e Uois 
•O&WFuolCo DAW - 101 74 09 / 00/30 IGOPP 61568 309 - 51 569 OSW 


8910160250 Gunoric llr 80-21 to all boldbts Ol OU & E 

concerning roquost lor info ro siotus of implornenWhon ol USi roqun'? 

PARTLQW.J.Cv Aasociftle O^rotliM fot ProjoClft (Posl 070411 }. 69 / 10/19 ^ 
od Edison Co of Now York. Inc. 00 pp. 61622 009 - 51622:068 


0910180273 Gonofic LU 80-22 lo all licon&QOS of opomlmg foaclors « 
poienilaf for increased roof loads & plant area flood runoff depm ai • 
^woj plaMs duo lo roconi ebango in PMP chloriaSvc Lsl onej ( 

PARTLOW.JG. Associate Director for Prolocts (F^osl 070411). 69/ io 


ed Edison Co of Now York. Inc 39 pp. 51022 . 009 -S 1622 106 . 


f Sic olTh^ 90/00^20 lUCKliK.HO D.. 1.0 (>o«o, 

^ 51309 30161399 310 

.<„nMns70 irso Repis 5O.113/09-23 & 50-114700.20 on 800821-24 ^ v.olollons 01 
roiaSonp unfSSOliiPd ‘inm nJontillod Mnlot aroaP ins|j«ciotl orumilJOlion & 
A mainlflinTQ radialion oxposufos ALAMA 

51333305-51309 3»0 

.4,rtflin286 ACk rac€'pl 0l ul l 000905 Itr Intofm-ng NHC of slops Io torroci viola 
“rn^flopis £0 -113/80 02 & 50 -114/80 02 
^lirJsOM R?0ion 2 Cic ol lha Oi'oclor 00/00/20 TUCKER.HI) I3..k<i IMwoi 
^ 3pp 51097 33161397 336 

aairtninnu Ack receipt of 090025 Hr nlormino MRC of slops lakoo lo co/rotl v.oloilofib 
® .vSi n 'nsD Beats 50-113/09.16 & 50 -1H/60 18 
h£^T AR^Re^on 2. Ofc of tho Drocior. 09/03/20. TUCKLfl.M U. Ouko Power Co. 
3pp 5H23 31 1.51 423.3 13 

8310030093 Co-’fi-ms arranoemonls for enforcomonl confonmco on 090U28 lo rfiscuss 
fa'ure to take adequate cofteciivo act on In losponso to la-lod eurvoillonco tost on 
I ? •L'bine driven auxii ary foodwator pump. Homs lo discuss oncl. 

EB'iETCRSO Region 2. Ofc of tho Oroctof. BO/00/22 TUCKlifl.M 0 Dnko Powor 
Co 5?p 51390 136^^51300 140. 


6909200010 NRC Info Notice 09 060, “Evo'ualion of Insirurnonl Sulponts Cunny 

RO^l C 'orv^s^on of Oporallonal Evenia Assnssinoni (Post 870.111) 80/00/25 
Consoiidafed €d:9on Co of Now York, Inc iQBpj). 51337.200 51337 ao4. 


0910030765 Fo-'wardS fnsp Ropla 50 413/80*25 & 60 414/80*25 on 1)80801*28 A 1)812 
■5N‘o notice of violaion issued for violet ona irlonMioi) Gnforcannnni confornneu lo 
disc-jss vioialicns scheduled (or 800920. 

tSM^ERSO Region 2. Ofc of ilio Dirocfor. 00/09/25 *TUCKGH,H[J Diiko f^owur 
Co ipp 51 3B5 208-51365.308 


-0910030268 fnsp Ropts 50 4l3/fi0 25 A 50 414/89 25 on 880801-28 A 0012.16 VuVn 
Wns beng ccns-dored for onforcnmoril K/a|or oroas Inspuclod.lwo ovorMs rn over- 
seeed-r'q & tripping of auxil ary foodwator pump 

0R3ER5.W T . LESSER.M.S . SHYMLOCk.M 0. noq-on 2. Ofc of Uio D.roclor. 88/00/ 
75 lepp 51305.291 51385 300. 


0910050005 Forwards payment of civil penalty in amouni of $75.000.pfif NIIC 880831 
o-der fpr jncperat:ility of ono train of ceninininoni ulr rutiirn A liyitri>gon sHIniiner 
Concern mat Imited roviov/ given util 890010 rosfioiisu OMprussod. 

TUCKER HB Duko Power Co 89/00/28. Ofc of Enlorcornuril (f’nsl 870413) Ip 
5H1? 034 51417.034. 


0909250252 NRC Info Not co 80 009, "Loss of Tliormal Mnrg n Cousnd tiy Cliannul Dox 
Bow ’ S\c 'isi end. 

ROSSiCE Division ol Oporalonol Evonls Assossnionl ((‘oat 870411) 88/(10/28. 
Corsoiidatod Edison Co of Now York, Inc lOQpp. 51531 00 1-5 1531:108 

8910110100 Response lo NRC 800031 Itr ro violniion noted In Insn Dopl 50 414/lUl. 
i9Correci.ve actions.staiion problem ropt initialed to uxnnilno foasitiilty of usino nltoi* 
nais rraans Of veni no reactor vosaci ho ad. 

ruC<ER.HB Duke Power Co 09/10/02. Documont Conirol Hrancb (Dneumnni Con 
I'OlDcsk) 6pp. 51476 232*51475:237. 

8910200018 Forwards Insp Repls 50-413/00.21 A 50.414/88.21 on 880/02- 0802 Un- 
fcsotved -tern tdonhfied In repi will bo pursued durlny fuluro inspa 
HsRDT.AR Region 2, Ofc of Iho Director. 00/10/03 TUCKEh.MO. Duko Powor Co 
3pp 51577 096-51577; M3. 


-0910200019 Insp Repts 60 413/80*21 A 50 414/09 21 on 880702.00D2 Nonuilod vio 
auons noied Major areas mspoctod plant oporntions.eurvolllQnco olisorvalion A 
obsorvoUon A review ol onsite evonis 

CRDERS.WT., LESSER,M S, SHYMLOCl<,M.D. Rnnibh Ofc of lUo Oiruclor 80/10/ 
03. 15pp. 51 57 7:099 5 1 67 7: 113. 

80 1010 Ilf ro vio'alions noted In Insp Rripls 50*4 13/09 
50*4 14/80.00 Corrective actions mo rit mgt procoduro ro conirol ol standlnQ work 
fPvlsoti lo onsufo oxporls noMioil 

i/Skinf Power Co. 89/10/10. Documonl Control Oronch (l)ocumonl Con 

IfolDesk) 24pp 51534:116.51534:139. 

0910040361 NRC Info Nollco 89 070 
Pri^ucis." Sve I.S1 end 


"Poss'blo Indications of Misroprosonted Vundo 


Operalional Evonls Aasossmoni (Poel 070411). 09/10/11 
wjnso dated Bd son Co of New York, Inc 1 09pp. 51531.1 10*51531.220 

't^'version of RMR Pump Soni Coohnu Walt 
r 2® Recitcuiallon Operation FollowinQ LOCA." Sve list oncl. 

Operational Evonls Assoasmom (Post 070411) 09/10/U 
wjrsoHda.ed Edison Co ol Now York. Inc. 107pp 51531-227-51531.333. 


R Periodic operating reporte A related correepondenco 

plant semiannual radlolog-cal environ operating top) for Jon Juno 
Seanp. Documom Conirol Oranch (Oocumoni Con 


S, Reportable occurrences, LERa A related corrcapondence 

8910060037 Sijpf>li;monial Pori 21 repl ro polenliel protHom w/six spocHic ongltro con* 
trol dovicns in air siatijubu oH. jacVol water A crankcase sys.lryltm ly ropodod on 
800429. California Conlrols Co will ru<Joslgn valvo soat:ng. 

GUNTRUM.BC. Cooper Indusirios. Inc. 80/09/13 NRC • No Dolnilod Aflil-ation 
Cl von. 4pp 51430.171 51430 174 

6910060323 Notifies that on 890001,18 6 ID ul hydrazino rofoasod lo 
atmosptiofo Caused by bladu of tiondiruck piercing bollorn ol drum wh.io tronsportlng 
hydrazino frorn warchniiso to usage point Employoos ovacualod 
IIALIEI1.WA Duke Power Co. 80/09/29 MYBRS.J F South Caro'ino, Stato o(. 2pp. 
51452 331 51452 332 

091019024$ Pari 21 repI ro potent ol of ambionl componsDlod mo'dad casQ circuit 
bruakore lo dovlalo frem published info InsianlanoouS trip chock will bo mstlUrlod on 
all Class lE tfiurmol/fnannellc nnliiunl broakors prior 10 shpmont. 

JOHNSON.WJ Wost-nghovjBu Electric Corp 89/10/00. MUHLEy.T.E. Offico of Nu 
cloo' Roacto' RoQuIation, Oiroclor (Post 070411). 4pp. St 564: 188 51564:100. 

0910170132 LEn 81) 010 00 on 0900 1 2,capab:lily of switches 2CA.15A A 2CA-t8Q rfiS* 
nhicd rondurtng foodwator puirps 2A A 2B moporabio Caused by dofoctivo procoduro 
A irmppropfinto ncLOos Procoduro revised A updaio Issund W/89101 1 Itr. 
GLOvtn.n.M., OWEN.T.n Duke Power Co 09/10/11 6pp. 51513 186 515IJ 201. 


DOCKET 60 4 10 GRAND OULF NUCLEAR STATION. UNIT t 


F, Security, medical, omorgoncy A (ire protocHon plans 

0910190103 Rov l6 lo Ernorgoncy Plan ProcndufO 10 S 01*12, "Olfsilo Dose 
Ciiicuiatlons.Safuly Reialud " W/09101 1 Hr. 

COl ri.E,W T. System Energy Rusourcos. Inc. 09/00/21. 30pp. 51569.163 5 1 569 200. 

6010190103 Forwards inup Hopl 50 418/89 21 on 800828 0901 A noilco of 
violation ( tu|}l (Juciimunis oral curniiimont maeJo by liconsoo ruprosenlabvn Ads* 
msscrl In exit Interview 

COI LINS.O.M. Rufllon 2, Ofc of Ifiu D.feciO/. 09/10/02. COTTLE.W T. Syslonn Enorgy 
Hosources. Inc. 4pp 51559 003*51559 ICO 

-•8910100194 Net'CO Of violalion from Insp on 890820 0991 Viulabon noted mifivIduQ.d 
assignoij lo umorgenLy organization not Irainod par Allachmonl C ol Emerguncy Pro* 
pnrerfnoss AcJrnln.straiive Procedvifo 203 

COLIINS.OM nugkm 2. Ofc ol the Ufoclor. 89/10/0? 2pp. 51559 097 51558.01)8 

<*•0910100195 (asp Mopl 50 410/89 21 cn 890020 OOOl.ViolQlions roioif.Major aroaa 
inspnctud.emorgoncy pfdparoflnossJncmJ ng mani of sofocl omorgoncy Kits A 
ouulnrnont.organiznt onul chnr^gna, tra'n ng A indu|>ondnnt audifs 
GOCDEN.A., RANKIN.W Rogron 2. Ofc of fhu D.roclor 89/00/29 10pp. 515G9 00U 
51559 108. 


H. Oonorot correepondenco 

8910020132 Advises that llslocl I'cnnsod nUividuols no longer nnod to manlnln llconso 
per lOCrnSO.GGlo). 

COTTLE.WI. Syeioin Ertorgy Roaeufcos, Inc 80/00/15. EDNETFn.SD. Rnylon 2. 
Ofc of tt»e O rociof. 2pp. 51366.135 51360.136. 


I. Financial Information 

8910030037 Forwards drafi preposed hconso amend to doeignate Entorrjy 
Opufolions.lnc as licensed operaier O/att proposed oporaiing agroomonls.incKjdlng 
apphcai-on to Socurillos A Exchange ConirniUoo oncl 

CfjTTlE.W.T. Sysiorn Energy Rosourcos, Inc. 09/00/27. Docurnont Conirol Branch 
(Oocumoni Control Desk) 756pp 51376055*5137?.107. 


P, Oparallng license slags documenls A correspondence 

6009280160 Provides |ont info ro Arkansas Power A LigfU.Loulslana Powor & LighI A 
Sys Energy Rosourcos.lnc commilmonl lo achlovo A maintain ofloclivo cornmurilcfl. 
l ons w/puullc,pebl.c officials A slate regulatory bodies 

COTTL^W.T. System Energy Resources, Inc. 09/00/22. Documont Control Oronch 
(Document Control Desk). 3pp. 51363:155.51363.157. 

6909280098 Generic Ltr 80 20 10 011 fuel cycio llconsoes possos&lng, using or process- 
ing formula quanlltios of SSNM ro protected oroa long term housokoop ng Sve hst 
oncl 

MCCORKLE.Q.W. Division of Safeguards A Tronsp ono lion (Post 070413). 00/09/28. 
ConsoHdatod Edison Co. ol Now York, Inc. i3pp. 5163I;107-51631:1 17 

6910030037 Forwards draft proposed license amend to dosignalo Entergy 
Operations, Inc as I censed operator Draft proposod oporaiing agroumonls.tnc’udmg 
application to Socunllos A Exchange Commlltoo onr.l. 

COTTLE.W.T. System Energy Rosourcos, inc. 09/09/27. Documonl Conirol fjronch 
(Documonl Control Doak). 750pp 61376 055 51377 107. 


Tech Sp^cs 10 al'ow I censed sen Cf reacw opP>^aiOf (SttO) on crew 10 serve in dua 

caoacitv as sno S 6h.M ^ec^.^•cal ^ , 

ADEN^M.E Cl Prcjcci Oredoiaie IM 69/03/28 6pp 51430 209 5H30 2H 

-bU 10050262 Safety o/a'uai-cn Supporting Amcrtf 04 1° License NPF -29 _ 

’ Off.co o' ^■’JCleat Reader Rogulai on. D.iedor {Post 870411) 80/03/20 3pp 
51430215 5143021? 

0910060347 ANALYS S Of CORE DAMAGE FREQUENCY GRAND GULF. UNIT T JN- 
TERNAL EVENTS APPENDICES 

DROUIN.MT., LACHANCEJL. Sf/APIRO.BJ Science Appicavons IniernaLorai 
Co/p ('orrrefly ^'cnca App' caions, Inc \ FIN A- 1228 NUBEG/CR 4550 VGR1P2 
83/09/30 Division of S>siefrs Research (Posr 880717) 800pp 51401 272- 

51404 048 

8910060349 ANALYSIS OF COBH DAMAGE FREQUENCY. GRAND GULF. UNIT 1 IN- 
TERNAL EVENTS ^ _ ... 

0ri0u:N.M T . LACHANCE .J.L . SVtAP)R0.8J Science Applcanons iniomai.onal 
Corp (formorty Science App'icaions. Inc) FIN A- 1228 NUREG/CR'4550 V6R1P1. 
09/09/30 Divsion ol Systerts Research iPosi 880717) 600pp 51404.049 

51405 237 


inspoctod.oniorgor,cy pfopatOnness.ifXlurtlriD oi ouiut-i une'; 

GQx).pmem.OTuanlzavonal changos, uairim) A (ndopundcnl audjs 
GCODEN.A. RANKIN.W ROn'On 2, Ofc ot Uio I3.fOClc»r 09/09/23 lOp 
51559.108 

8910040381 NBC Inip NdUco 80 0/0. IrvJ.CBl'on^ ol 

Products.’’ Sve fi9t oncl 

ROSSI .C.E Division of Opor&lional Event a <Poel B7041 

Consolidaiod Crfison Co of Now York. Inn. lOOpp 5153I:1 18 6l53l ?2£ 

8910190057 Forwards rosponso lo NRC QOUOtP Hf viofailona no!odin 
4l6/09-l9Cofrociivrt nclionsOiomistry Procoduio OO-Cfi-iDl? wOOi 
foqu.fG documonlaiion for disasse/tihly A Inwp of Mtot f'olcJors 
COniE.WT Syslom Enorqy Rosoufcoa. tm’ ftO/10/12 tyoci,m&mC 
(Docuir-onl Control Desk). 6pp 51546 34 7-51 546:352. 

8910130014 NRC Info Nolico 09 071. “n.vof.slon of BHR Pim'p Soah 
Ffow During Recifcdaion Operat'on FoUowmo LOCA.“ Sve 1i9l dtcI 
ROSSl.CE D.vis'on of Oporalionai Gvonis Aaaoasniont IPosI 0?04l 
Consolidatotf Edison Co o/ Now York, tnc lO’/pp. 51501:227*5153133: 


6910110112 Requesis exlension to schodtlG requrement of Generic Ltr 89 04 re gu d- 
ance on developing accepiabio inservice testing progtams. 

COTTlE.WT. System Energy Resou'ces. Inc 89/10/03 Document Control Branch 
iDocumeni Conuoi DesV) 14pp 51474.152 SU74 185 

8910200120 Responds to 090918 request lor addl into re Genonc LU 80*11. "NnC Po- 
sition cn Rad’at.on Embriniemeni of Reactor Vessel Mails & its impact on Piani Opor- 
aiions " Realtor vessel beHiiriB tedius 8 ih cknass addressed 

COTTLE.WT. System Energy Resources. Inc 69/10/13. Document ConlroJ Branch 
iDDCument Cor’jol Desk) 4pp 51576 211-51576 214 

8810240331 Advises thai 800234 appticalioh & 890222 ailidavit. taquesV-nn w.lhhoMmg 
ol document entitled. Response to Request for Addl info m Support of Cere Slabi'ity 
Amend. ’ pet 10CFR2 TSOgtantetJ. 

KINTNER.LL Project Droctorate II 1. 09/10/17 COTTlE.W T. Syslem Energy Ro* 
sooicas. Inc 3pp 5159V043 51591 045 

8910238134 Forwards fR nonce ol cotiecLori io biweekly noiice te appl'caVipos ft 
Amend 63 to License NPF-23 involving NSHC. Amend Issued w/:nco.rtOCt amend 
number Number shOu’d be 63 rvoi 23 

KINTNER.LL Project Drectorafe fJ-l. 69/10/18. COITLE.W.T, System Energy flo 
so'jrccs. irvc ip 51579.164-51579.167. 

-8910230137 Notice ol coffcciion to b;«eeWy noiice te appitairoos ft amor.d io OL in- 
votv; no NSHC Page 40,938 under Sys Energy Resourcos.lnc Should read Amend 63 
AOENSAM.e G PjOjecl Ovteclora'e l(l-l. 60/10/17. 3pp 51579 166*51579 167. 

8910180250 Gcnenc LV 69-21 lo at hoWers ol OLs ft CPs lor nuclear power leacVOfS 
cor>cerning reqjesl for info re status oJ implementation of USf requirements.Svc fist 
enci 

PARTLOW.JG Associaie Dircclor for Prolecis (Posi 870411) 09/10/19. Consol dat- 
ed Edison Co of New York, tnc. 6Qpp. 51622 009 51622 066. 

8910 100273 Generic Lir 69 22 la au licensees ol opetaimg reaolota ft boidara ol CPs re 
potentiaf for increased roof loads ft plani area flood runoff depth at l-censad nuc'oar 
power plants due \a roceni chanqa in PMP ctiicria.Svc ksl enci 
PaRTlOW.j.G Associate Director for Projects (Post 87041 1). 69/10/19 Consolidat- 
ed Edison Co of New York. Inc 39gp 51622 069*51622 106 


Q. Inspection reports, JE BuHeUns ft correspondence 

8^010336 NRC In'o Noi/ce 89*065. "Potential for Sitoss Corrosion Cracking Jn Steam 
Genetator Tube Plugs Supp'.itil try QftW." Sve l si end 

ROSSl.CE. Division of Operational Events Assessment (Posi 870411). 89/09/08 
CoriSotidBled Edison Co ol New YOik. Inc. 108pp. 51349 lOD-51349 208. 

NoLce 69-068. ■■Qual<ficai>on Life ol Solenoid veivos” Sve fis 

Opetaunai tvems Assessrcenl (ppsi 870411). 89/09/11 
Consolidated EdisonCo. of Now York. Inc I05pp 51337.095 51337.199 

89 068. ’ Eva'uation of Insirumenl Setpo.ni8 Dunne 

ROSSl.CE. division ol Opetailonal Events Assessment (Post 870411) 89/09/36 
Consolidaiod Edison Co of Now York, lot 106pp 51337 200-5>337:304 

^ 416/89 20 on 890828 09D1 No violations noted 
COLLINS.O M. Region 2. Ole ol tho Diiecior. 89/09/26. COTTLE W T Svsiom Enorm 
Resources, fnc 4pp 5 1392 216-51392 233. ' 2>ySlom Energy 

-0910040061 Repi 50.416/69 20 on 690828 0901 No violations noied Maio 

chemisiry.envifon mon iorlng ft fo.Tow 

5l3ll2 22^5i392'23°3^^’^^^‘^” 0.rector. 89/09/26. I2pp 

‘’a^^sve w ‘ Chanel Bo 

Operaiional EverMs Assessrneni (Post 6704111 09/n9/?c 
ConsoWaied EdisonCo of New York. tnc. 106pp. 5i 53 1.001 -51531:106 


R. Periodic operating reports A related corfospondonco 

8909270170 V-OnlKy opcial'rg repi lor Aug IQiJU lai GiQiKl Gulf 
1.W/890D15 ltr. 

EOGG.W E . COTTLE W.T. Syilcm Enoigy FloaQiircoS, Inc 8Q/0Q/31 J; 
51343 215. 

8910190121 Monihly opeioting lopt for Sopi 1D09 for G/nnd GuM Nw 
891011 lit. 

ZiNKE.GA., COHLE.wt Sysiom Enoroy nosourcos, fnc 33 
51557.172*51557.175 


S- ReportabJe occiirrencoa, LERa ft related correapondonce 

8910050037 Supplomonlai Pan 21 ropi ro poionunl prob'urn vv/ei* speci 
trol devico.s in or gtari.lubo ol. jackoi w«tor & oiaiikcaao oysiniia 
800420. Cal. torn a Controls Co w.ii rodosign v4ilvo boating 
GUNTRUM.B.C Coopor indiratiios. Inc 00/00/13 NRC • No Dot 
Given. 4pp. 51430.1 71 -51430.1 74 

0910020107 Pad 2i root ro failure Qf MSiV to- ctoso t/uo Co mo fi incite t 
roporlod on 8909i4.Difnl solono cJ valves on nil MSIVa ropilncod Of ro'u 
rosia/l Update 10 bo subnMtlQd by sleitun Ircun (our III lOfuOl ng O'liaQO 
’ System Enoigy ftoscurcos, Inc 89/00/10. EONL'fER.SD Rug 0.1 2 
rectof 0pp 51366120 51366134 


DOCKET 60*417 GRAND QULF NUCLEAR STATION. UNIT 2 


A. Application/ con sir ucll on alas© documents 8* corroapondehce 


8009280096 Generic Hr 80-20 to nil fuel cycio liconscos possosslng. u; 
rng formula quaniilios of SSNM ro proieciod oroa lang*terni house' 
end 

MCCORKl E.G W. Division of Safeguards ft Trnnsporiation (Pcsl ft/O' 
Consolidoied EdisonCo. of Now York. fnc. I3pp. 51 &3f; 107*51531:11! 

8910040206 Forwards ondorsiemoni & consoni for 890021 app'icai.of 
CPPR- 1 lO.dosfqnating Entergy Oporalions.lric es I'consod ope/otor of l 
COTTLE. VV.T. Sysiom Energy Resources, fnc. BO/00/27. uoCumonI 
(Oocumont Conlrof Desk). 6pp. 51303 356*51303:360. 

8910160250 Gonerlc Ltr 89-21 10 all holders ot QLe ft. CPs lor nuclear 
concerning requesl for info ro atalus of imp.'o monlotion of USI requn 
end 

PARTLOW.J G. Associaie Dirocior lor Projects (Post 87041 1). 80/ 10, 
ed EdisonCo of Now York. Inc 60pp. 61622:000*51622 080 

8910160273 Generic Hr 89*22 to all kcensecs ot ot^otallng roaclore ft tw 
polential for incroasod roof foods ft plant aroq flood runoff dopll) at 1 
power plarxta doe lo roceni change in PM.P ctuotin Sve l.ei oncl. 
PARTLOW.J.G. Associaie D.roctor for Prolecis (Post 8704 11) 00/10. 
8d Edison Co. ot Now Yotk. Inc. 39pp. 51622:00^ . 51 622; IC6 


Q* Inspection reports. IE Bulletins A correspondence 

8909010338 NRC Info Nolice 80-065, "Poiential for Stress CorroslortCr 
Genoraior Tube Plugs Supplied by B&W." Sve l.st oncl. 

ROSSl.CE. Division of Operational Evonis Assossment (Post 870< 
Consolidated Edison Co of New York, Inc. lO&pp 51349: lOO 51349 2 

8909060284 NRC fnfo Notice 89*066, "OuslifiCQtion Life ol SolOriofd > 
encl. 

ROSSl.CE Division ol Operaiional Events Asaossnient (Post 870 
Consolidated Edison Co. of New York. Inc. 105pp. 6ia37;096-51J37:l 


09 iO 13 Wi<* Ono'fllion FoUt;* lOCA ' Svc liai oi’Cl 

o- CpS'flicnoi Evof.ls Assc.ssmoni (IVi!.. irwil) I.u/i 0 /n> 
CO Ot^ow yo,V ir.c. 107, ;p hll.Oi ?i-7.-.iS:„ . 


OOC«T 5l)-«3 MILLSTONE NUCLEAR POWER STATION. UNIT J 


09101(50250 Culf^uflC lli HU 21 1o n'l 1‘OkiOfs of Gift Cf’s fcf rv,.cl(!iif gownf fodcio.'fl 
rr>;)ron-.ini| ronunsl lot mfo <0 sifilus of im;)\inrL.*nia1iOn of USI fcqu’fufriunlb Svr !is1 
O'lCl 

f’AffTl.OW J G Asi()( 'aio n^DCtof fcif Pfo)oc1ft (Posi 070'! I 1) 0<I/10/1U Consoltial 
(Hi tiJisoo Co ol N'uw York, lac GOpp 01022 009 5102? OOB 


f S^cu'lfy* ®n^o»0BOCy & protocilon plans 

of ul.l positiOj» ru umefOtaicy r*.oli1iLalico syn (I NSj & 
Dh ^ics relAO'k fn^NJ Ul>’ mortis lo providn iv^O stJpfirato (jiiallimJ naivnicah 
j cmq ^ wPi*"!? rofTifriun oj^o^ciho ilfills. 

(^.ric-licu« Yflfikon Atomic Powoi Co »0/1(J/()? nUS‘'»Ll.l.,W I 
P^or l Cfc o1tl5icmclcr 2pp 5HB3 065-514 h:i OGO 

aai^i3n»7i Rev 13 ID Cow^lQ Ofgflii/mo.'i fcr Nii; lour Incidonls Piocoauf? CON' 
-nr Ca‘l CofDOfdto EOC DfOClnr Lcym-r^* A f licaioasiti hlloii ' 
iiSiTTZKA P J RODGERS HC Nodooasl Uli if 03 MnOf/«fKA.f J Nortl-oaht Nuc'o 
rE^'gy Co (subs Cl Ncrihoasi UM.I.oS). BO/ 1 0/02 n?pp 5 1 400 310 51 400 M 1 

ftstotootsa Retf 7 (0 EP.P 4001. ‘DfCClor of Slailoti L«‘0'«f>ncv G(:nf,ilnif»!i ‘ 

BJCHWH Noftbeasi NlcIoB^ Er.ofpy Co (S ibs of NorlfioPsI UiniiOfi) H‘J/ Ki/f) i 
22PQ 5MS8 304 5M66 325 

M10160076 Stales bo e! ihal dovn cpmoni & .itkiilion c>< new n'ncodiifos In init>:ntnnnt 
sa'ijcja'ds cemngoncy plans of plants as fOiiui-cd f)y lOCf fr»0.:H((l) mM(OHSt.>s po*, 
s-v ry ol land vQhfcio bemb por prov.s or»s ol Genunc I if f)B (>/ A ‘ji.piil 
M80CZKAE-J Connocicul Yarhon Atcnic Powo' Co tiO/IO/OB Donrnnnl (.onircl 
B/arcb iDocumerf ConUol Doal') ^PP 51520 220 51520 231 


8910260036 Fon^ards ffov 11 lo nhys cal encenly iilan flov wifliholif (ruf lOCf H2 /OOJ 
k'^OeZKAEJ nCMBERG.W.D NofUicnsl NuCHjni Ein fuy Co (siiIih ol NcfUtortsl 
f'lLesI MROCZKA.EJ NoflPoasi UHiiidb <VJ/ 10/20 DrK.unumi Conuoi nroncii 
lOocuT.crl Cor.tfcl Desk) ip 5 1026 024 51020 024 


891D170009 Exercise Conlro'io'/Eva'ualo.' Mfit‘(;al for Of-l 10110 fJxort *»« ci1 f ttit'fdt'n 
r.an for Vrisio'’0 Nuclear Powor Sinhon, ' fof n0l(n>4 oxert I'.n 
• '.or'ieaai N’ucloa' Energy Co (subs ol Ntuiiuiasi Uhiitum) o'j/K>/:n ??f:pp 
5165C 029 51530 241 


J. Insurance & indemnity Inforrnsilan 


8910160273 Gt'fiu'ii. Hr 0i> ?2 lo nil 'i;;f>;)seo3 of cnt^rnlf'g ronclors A holdorn of CPs ro 
pCilnnllnl for locruasoii r(r<if loods A (tiniil nroa ifooil rur',o1l ifcplh h 1 licurrsod nij(<onr 
powtjf i):atrls <luu io ro^orU Lh.ir.(io m f'MP cnloria Svc “isi ond 

rAflTLDW.J C'l Assocalc Dirnciuf fur f'rojods (Post 11/0411) 80/10/10 Conso'idal- 
(•(1 Ldn.on Co ol N\*w York. Ino 30pp 5 1822 OfjO 5 1 f>2? lOfi 

0910280252 Apj>l ( ulicn for arnonil to llconso NPF 4y.chnfH|ifin focti Spec luljto 4 3-2. 
‘TSF ArUiAlion Sys Ir'stru'ooniaiiO'i SufVOl"iJficn f^uriuironir^nls.' 

Mfl('C/KAJ; J No'lhuiisl Nu;;louf Fnoryy Co (suha of Noridoosi IJli'itiDS). 
MrK)C/KA.r J Nominasi Ut-lilios 60/lU/lO Dcci-rnonl Control Uranch |Duci.niunl 
Cniii'Ol Desk), lip? 51028 1 13 51028 110 

• 0010260250 Prnf:osftd Tocli Gpocs 4 3 2 ro ESf aciudlion SyS insIrurnonmiiDn su.'voil 
lun::o rCRi.irrirriunts 

• r^oilhcMSl Niirlim: t-nnriiy Co (siilis of NcrlOoasl blil.lios) 88/10/19 4pp 
51628 1 l(> 5)f>2H 110 

0010170220 ''Mllsionn K.iclnor f’owor Siai on Unil 3 Sla'Urp Tosl Fl(»pt Cyclo 3' ’/Y/ 
80101 I Mr 

S('ACE.SII Nodhuasl N(a:liMf Tnorpy Co (aiihs of NorllKiasi Gliilios) SC'AC'E.S F 
Nmirn-asl Ulil hOR im/U>/HI Hpp 51537 254 5153/ 20/ 


Q. iriapoctlon ropoils, IE OuHofloa & correspondenca 

0900010330 Nile Info Molir u 89 U65. 'Poloniml fo' SlfbSfi CoffOsi.Dfi Crock og In Sfnani 
(dini'rolor Tnlio l'L;g'r Stinpiiud hy (lAVV ‘ Svc lisl onri 

riGMSI.CI <jf Cpnfal(.r..il rv(.*n1fi AdSos&morU (Post 8/0411) 88/09/08 

Cuiv.oiiJoind (Miio-i Co of Nuw York, Inc lOHpp 51349 100 5 i:M9.?0H 

8009080204 NIlC fiifr) Nolirn 89 OliO. Oun'ificniicn L'lii of So‘<*‘U)id Valvos Svc list 
m‘,cl 

MOSSI.Cr Divsion of Oiniral.onnl LvonH Absossnuml (f’ost 870411) HO/on/ll 
Con‘i0ldalni1 l.iUon Co Of Nnw YofK. Inc. I05pp 5133/ 005 51337: 100 


8910190258 Forwards Amond 19 to Indomnity Aijfonrnnnl ll 30 in tihnnpnb in 
1CCFR140, ‘Fnar.oai Protoet-cn noi|uromunls A IfuJurnn ly Ap*«'nmrini‘i, ’ nf|(>;.iivn 
890701 

STOlZ.JF Project Drocioraio I 4 80/10/12. M(lO(VKA.f: 3 NndlKniKl Nnclnii* 
E"0'9/ Co. (SJts ol Nodhoasi Uli ihos) /pp 51504 OfiH 5 1 564 065. 


P. Operating license stage documenla & carreepondonco 


09O928OO6B Forwards noico of COfibi'J(‘roilOri of 'ftsimncn of airiat«l to Lit tjnM» NPI 49 
re se^ponl fo' reactor 1r p on fow roflCtr)' coo'atil tuimp unoud 

JA^^Ffc.OH Prcjoct D reciOfdlO I 4 89/00/14 MHOC/KA.L J L^on'incin nl V.inkii.t 
Atorre PoACr Co MRCCZKA.E J. Ncrlhoasl Nucloar Lnorpy Ct» (sirlis nf NdiUKMsl 
UUies} 2pp 51349 293-5 1340 206 


-8909200070 nciice ol ccnsidornlion of issirortcu ol oniotuj to I iiavinu Nl'f -49 Atnnr'tf 
decreases reactor tnp setpont & ullownljln vninu for roamor (.onlnnl pvjin|> low blinfl 
speed 

STOLZ.JF Pro.ect Direcioroto 1-4 89/00/15. 4pp 51340 285 51341) 208 


B90928009S Generic Hr 69-20 lo all fuel Cyclo lictHistios pus-.rusaing, ii'i.n(i cr pfoci-fiR- 
rg lomu a quamitea of SSNM ro proloclod nff-a Innij tnirn lionr.nhf’fiptriii Svu list 
e''cl 

mCCORKLE.G.W. Cv.sion of Safoyuords & rroiiHpoiiniion (f’oai 070413) 00/09/20 
CC'so! dated Edison Co ol Nuw York, fnc 13p(J 51531 U)7 f>1531 11/ 


8918110194 Forwards uli' respcnso lo Gorioric l.lr 89 04 rn guldai'.co on diwoloplng at: 
inserviCG tost progrpms. 

WR0CZKA.E J. Comecheut Ymrkco Alomic Powiir Co 8‘J/ 10/02 Dncijmtjjil Control 
-•3*ch (Docurrenl Ccrlro! Desk) 15pp. 51403 075 51483 254 


Invoices 10013.10004.10056 A Ii:0l8 foi (i-sl giinrtiHly insta 
ur^Ja c fco.pnr lOCFRl/l Payrnoni wi'l On wi.'« iranblofftitl on 00103 
conrecticul Yankoo Alonvc Powt.*r Co 09/10/00 DL)ciifnonl Cioniri 
Bran, h (Document Conirol Dosk). ip 51537 207-51537.287 

tJ</viBlicn from 1rnns(>ot1oilcn rnunlntKxie ro lim»uifl guonl 
sa- ® shiptnont to HaUdam Nock plant UIH Initmtod ovaluntion ol oxislm 
ifirWifi e'' ''I’O* flCI'ons nocossary 

Norihoast Nucloor EnofOY Co (si.6s of Nf)rltu:a;.l IJl. 

89/10/11 Documoni Control fJrnnrfi (Uoci 
4*- IConifol Cesk) 3pp. 51566 223 51566 225. 

roqufist fcr aUdI info ro 800720 pro()OSOd rov 10 ToC6 Sfxjf 
f>owof cfistnbut.on imits.LSJ’ Insiruimmtalion.ES 
ESkA f r® */a'^'«l'On/acci<Jom rPO.Ttcrirg irrairumontaiion 
M^OCZka’f 1 Nuclear Energy Co (siilJS of Noilt;onsl UliMiuj 

CcrrolDefk) 4 p; Oocurneni Control nrancti tUoairro, 


89U920Q010 NfK'. Info Nolim 01) CfiO ' I vrt (ration of Insirnnxnt Sulponia niirinu 
Mi;ds ■’ Svc l.st iiiir.' 

HOSSl.CM- f).v.bii;ri nl GnuralionnI (ivnnio Assoasmuot (Posi 8/0411) 89/09/25 
CnnsuLdaliiil tiilison f'o fu Nnw York, ICiC 5133/ 209-5133? 334 

8010110030 I (jrwii'fh Snitrly Insp Hopl 50 423/80- 1 9 on 890026 OUOl No v.o'ntjfis 

riutQil 

(li:u AMY.ff I) Huuon 1. OfC <)1 Uiu Uri^ClOf 80/09/25. MIlOCZKA.G 3 NofllieaRl 
N(.(:tnnr LiiorgyCo (SijI»H of Nerfthnast Gl lilins) ?pp 51474 130 514/4 142. 

-8010110046 It.sp Hupt 50 423700 10 on 000020 0<3f>l No vio'alronu imOoO MoIgt 
afi'iib insiiiicirni ra(JK)(ctj:cul & non fmliolculral cf’Cmi'ilry prournm ncliiiLny coritrma- 
l(uy f«;4iasiiri'npcn1b. ctumnsirv A lah (M/(]C 

M(:NAMAnA.N T . KOtFAN.JJ. UOfU.S.flJ Moyion I. Cfc nf Ihu 0 roclOf 69/00/ 
;'2 lipp 514/4 132 51474.14? 

0909250252 NUt; Info Notico 60 069, Loss ol Thurmpl Vnrtjri CUnnsnd by Ctinnncl Roit 
Svc I St nncl 

I10SSI,(M; tIivis:on ol GiJnrnl-o;'Jl Evonis Assossninnl (Post 870411). 09/09/20 
CniibO'idnlnd Ed son Crr of Nuw York, Inc lOOpp 51531001-51531 ICO 

8910160147 Dscussos linpaci of (nsiis & S()uclal meolmge List of ronciivo Inpps & spe- 
cial riir*oiing*> A clifonolog cul kst of audits, insps A vislta from May 1009 onci 
MFIOCZKA.E J Connociicnt Ynrkuo Aloni.c Power Co 69/10/00 DocumtdM Conircl 
Orancli (Duciirnc'iit Control Posk) 1 1pp 51545 200 51545 306 

8910200174 Forwartfs SALT* :npul fO' fncihly for Juno 1086 Aun 1089. 
rSL’IGftOrMPW Roulon 1. Ofc of Iho Oirnclof 60/10/06 TfAVEMKAMP.f}. Rdijlon 
I. Ofo of thrr Di-oclor. 4pp. 51570 220 51576 223 

0910040301 NRC Info Nolii’O 09 0/0. PossUilo Indicnlions of Wisroproftontod VoniJor 

Ptodnetfv " Hve 'iSt nf'Cl. 

nOSSl.CE U.vison of Oporolicnal Evonia Assoflsrnonl (Posi 070411) 09/10/11 
Consotidulod Ediscn Co of Now York, fnc. lOOpp 5153 11 10-51531.226. 

8910180364 Rospor'-ds lo vio'aHons noted in tnsp Rcpla 50 245/68-10, 50 338/09 16 A 
50 -133/69 IG.Corrcrc live ocUnns Memo MR I333fl3 issuud stress ny cdrront i.nnccept- 
al)ln frivol of performance in rosotuticn of oudit 1^,0 r'gs 

MROeZKA E J Nodhoosl Nucloar Lnoryy Co (aubs of Norihoast UH ikOS) 

MROC/KA.E J Norlhuast LHi itios 09/10/12 GALLO.fl M Hog on 1. Ofc of Ifo Droc- 
10' 3pp 5155? 103 51557 105 

B910230D1D 1-(jfw»ir()6 'Millstone Nucloar Power Station Unit 3 Inbc-rv.cu Insp Snm nary 
Repl." per lOCrnbO 55aiu) A ASME Codo Section XI.1WA 6230 
MROCZKA.EJ Noflhoast N-.,cloaf Energy Co (subs of Norlheast Un'il.oa) 

VflOCZKA C J Norlhoasl Unites On/lO/lft. Documont Ccntrol Oranch (Uocumnnl 
ConirolDosk) Ip 51569 100 51670 003 
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-8910230021 Ml.'stono Nuclcaf Powof S'a’on Uml 3 Inservco Insp Summary nepl" 
WACNElll.OR. LOOW'S.L E-. LYOIIS.T fJonhBasl UViIids BO/ 10/31 GCDpo 
61569 101 51570003 

8910130014 NTIC Info Notice 89 071. Oivorson of OHR Pump Soal Coolmo Wafer 
Flow During Rec rculai'On Oporalicn Fo'Ioa ng lOCA " Svc fisi end 
ROSSI.CE Division of Oporafonal Events Assossmont {Post 370411) 60/10/19 
CoAsoIidaiOd Ed.son Co of Now York. Inc 107pp 51531 227 51531 333 


R. Periodic operating reports A related correspondence 

8910170224 Monthly operating repl fcr Sopi 1999 fo' Mil'siono Nuclear Power Station 
Uf^it 3W/891006(tr, 

ELMS.A L . SCACE.se. Northeaal NuCea' Energy Co (subs of Nortfieasi Utilities) 
SCACE.se Northeast Utrmes 89/09/30 5pp 51536 355 51536:359. 


S. Reporlabfa occurrencea, LERs & related correspondence 

8910030198 PNO 1-89 OeO.on 690922.NRC prosontod proli.m.nary results of raquatihca- 
lion oxams mdicaiing fai-ure of two crews. Licensoo prepar.rg ;u3li?lcation for conhn 
ued operation for Region I mgt roviow. 

HAVER KA.MP.O , WtNZiNGER.E., DURR.J Reg On 1. Oic of Iho D rector 89/09/22 
2pp 51373 194-51373 195. 

6910040364 LER 69 004 01. on d902i6.shlfl supervisor odSGrvod that firo detection in 3 
fl 8 inch & 24 F 8 inch elevations of cenfamment bldg moporable for lO h Caused by 
personnel error.Hourly firo watch established W/&d0929 Itr. 

fRHEMaN.P.A . SCACE.SE Nonhoasl Nuclear Energy Co. (subs of Northeast Utri 
lies) SCACE.S.e. NohheasWJVU os 89/09/29 Opp 51391.01 9 -5 139 1.024. 

6910060260 lER 89 020 00.on 890030j)Olonnal security bamor broach discovered vra 8 
inch rnain steam sya p po oponing.Caused by Inadequate admlrlstrativo control to 
idanlify breaches. Supptamonlafy loak cofeclon sys ro8torod.w/890929 Hr. 
BARILE.JG , SCACE.se. Northeast Nuclear Energy Co (subs of Nonheasl Utilities) 
SCACt.SE Nonheasl Ulitilies 99/09/29. 4pp. 51436.076 Si 436 079. 

6910110249 Special repton SQOOOa.a'oo lemp found greater than 120 F lor duration 
greaier man 8 h Caused by porsonnol error duo io shift personnel faluro to adequate- 
w track terrp excursion Rovisod thermal life calculations porforrnod. 

SCACE.S.E Northeast Nuclear Energy Co. (subs, of Northeast UtrlHIos). SCACE.S.E 
Northoasi Uk'nios 89/10/02, Document Control Branch (Document Control Desk) 
2pp 51474;209-6M74 210. 

8910190151 LER 88 028 03.on 881 1 IG.ono noorlng postulated sconario which could 
resu'i in redundant trains of safety foialoo oqu pmentOn 00l229,trireo relays rdenil 
fied w/sim lar problem Caused by dos gn inadoquacy.W/09i010 Hr. 

KEliER.RN.. SCACE.se Northeast Nuclear Energy Co (subs, of Northeast Uii'it'os) 
SCACE.S.E Northeast Ulildios 09/10/10 Gpp. 51559 042.51550:047. 


V. Operator Examinations 

09 10030306 Submits iusiificaiiori for contmued cporatlon in rosponse to fai'ures of sev- 
oral individuals ol NRC requaliflcohon oxam, per NUREG-1021. 

MflOCZKA.EJ Nortiieast Nuefoar Energy Co. (subs of Northeast Uti'it-es) 

MROC2KA.E J. Northeast Uh’itlos 80/09/22. RUSSEtl.W.T Region 1. Ofc of the 0.‘- 
rector . 4pp. 51373:175.51373.178, 

8910120176 Discusses correct.ve actluns to jusUy continued operalion of facil>ty.per re* 
qua'ificatlon exams during wk of 890D16 Corrockvo actions sutliCieni to adequaileiy 
address NRC concerns tcfontified In 890925 mooting. 

Mn0C2KA.E.J Noriheaat Nuclear Energy Co (subs ol Northeast UtiNios). 

MROCZKA.E.J. Nortfieasi Utilit es. 89/10/03. RUSSELL.W.T. Rofllon l. Oic of the Oi* 
teclOf. lapp 51488:342.51480 350. 


-6910250139 fnsp Repls 50 424/09-25 & 50 425/09 20 on 0508l9-( 
noted M a, Of areas inspected. plant operalons, 

contfols.mainl.surve llnncG.SGcunty.iechnical support & qual ty p.'oerams 
flOGGE.J.F , AIELLO.R F . BROCkMAN.K E Region 2 Ofc of the Direi 
29pp 51603 108-51603 226 


6910250255 Rev tO lo EPlP 91204.C. “Emergency Resi>onse Co^rmu 
891017 Ilf. 

HAIRSTON.W G Georgia Power Co 89/10/17 53pp 51613 339 51614 

8910260131 Revised EPiPs.Includ ng Rev 6 to Procedure 9ll02*C,Rev . 
91504 C.Rev 3 lo Procedure 91705-C & Rev 3 to Procod..fe 91B01-C 
HAIRSTON.W G. Georg-a Power Co 89/10/19. 94pp 51623 199 5162: 


J. Insurance & Indemnity information 


6910110119 Forwards unoxecutod Amend 13 to Indemnity Agreement ( 
increase rn primary layer of nuclear energy liability insurance prov.r 
MAELU. ^ 

MATTHEWS.D0. Pro, ect D.recforaio 11-3 89/09/20 HAiRSTO.VWG r 
Co 6pp. 51466.125 51466.130. 


P. Operating license stage documents A correspondence 


8910020306 Nolif:cat.on of 090926 meet ng w/uiil in Waynesboro GA r: 
settlement mon.ionng program. 

HOPKINS.JO. Projoci Directorate II.3. 89/09/21, WURt£Y,T. 

MIRaGLIA.F. NRC * No Dota led Aff.liation G-ven 3pp 51363 259*5136: 

6910030010 Notilicalion of 891005 meeting w/ulil in Rockvi'lo.MD to OiiC 
of Vantage 5 fuel at p'ant 

HOPKINS.J O pTojeci Oirecloraie 11.3 89/09/35. MATT HEWS.D 8 Pro!' 
11.3 3pp 51371:250-51371 260. 

8910030279 Submits addi Info & danficaiion of 890717 response lo N' 
application for amend to Licenses NPF.2 & NPF.8 Utif has dolormmad 1 
ate to ack conservatism In core fission product inveniones due to 
burnup. 

HAlRbTON.W.G. Georgia Power Co. 80/09/25 Oocumont Control Bran 
Control Desk), 3pp 513B9.337-513B9.330 

8909280098 Generic Ur 89-20 to all fuel eyefo ficonsoos possessing, ush 
tng iormula quanlrties ol 5SNM tb proieciod area long.ie/m hojsavt 
end 

MCCORKLE.G W. Division of Safeguards & Transporlailon (Post 87041 
Consoiidaiod Ed son Co of New York. Inc. I3pp. 5 1 531 : 1 07- 5i 531 1 17. 

89100400B3 Applicalion for amends lo Licenses NPF.68 & NPF-ai.rev.si 
3.1.1 3 lo allow operation ol Unit 2 w/s'ightly positive modoraior tei 
befow 100% power. 

HAIRSTON. W.G. Georgia Power Co. 89/09/26. Document Control Dra.n 
Conifol Desk) 7pp. 51392.277*51392 204 

-6910040067 Pioposed Tech Specs re hmikng condihon lor opr^alion on 
coefficient. 

* Georgia Power Co. 09/09/26. ip 51392:284 Si 392 284 

6910030091 Forwards NPOES Permit GA 0026786, Issued by Slate of GA 
HAIRS TON. W.G. Georg'a Power Co. 89/09/28. Document ConUoi Bran 
ConIfol Desk). 5pp. 51370 263*51370:292. 
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F. Security, medical, emergency A (ire protecUon plane 

6909270122 Forwards Insp Repte 50 424/09-22 A 50-426/89 26 on 890708* 0818 & 
not CO of violation. 

HERDT.AR. Region 2. Ofc of the Dlfoclo,'. 09/09/18, HAIRSTON.WG Georgia 
Power Co, 4pp. 51336.033*51336:055. 

-8909270127 insp Repis 50 424/89*22 & 50-426/89-26 on 890708*0818. ViofaHons 
noted Major areas inspected plonl operations, rad:ologica1 
con!ro's.malnt.survoi'lance,socurity,iochnlCGl support & quality programs. 

ROGGE, J F., AIELLO.R.F., BROCKMAN.K E Region 2, Olc ol the DirociOf. 89/09/15. 
17pp. 61336 039*51336.055. 

89100300-96 Provides addlju&titicaiion & clarification lor changes to F?ov 11 to emergen- 
cy p’an.per NRC 090813 request Concludes that ofieciivoness of sub] plan not do 
creased by allowing drill part ciparion fo subsliluto for classroom training 
HAIRSTON, W.G. Georg’a Power Co B9/09/25. nepion 2, Ofc of ihe O.rector 3pp 
61390:141-51390:143 

8910120061 Rev 2 to EPIP 91706-C. “Alert Notificat'on Sys.'* W/89100G Hr. 
HAIRSTON.W G Georgia Power Co. 09/10/06 9pp. 51489.1 77*51 489; 185. 

8910190162 Ack receipt of 890821 Itr iransmiUir-g Amend 13 lo phys‘cal security 
plan Rev will not be Incorporated into current p!an due to proposed const at 
plant Resobmiliei of rev when plant fully operationat requested 
CLINE.W.E. Region 2. Ofc of the 0 rector. 89/10/06. HAIRSTON.W G Georg a Power 
Co. 3pp . 6 1 563: 1 78*5 1 563: 1 80. 

8910110260 Forwards response to violations noted in insp Repls 50*424/09.23 S 50- 
425/89-27 on 890731-0803.Encl withheld 

HAinSTON.W G Georgia Power Co. 89/10/10. Document Control Branch (Document 
Control Desk), ip. 51476-239*51475 239 

8910250127 Forwards Insp Ropts 50 424/89*25 & 50*425/89 -29 on 890819 0915 & 
notice ol Violation. 

HERDT.AR, Region 2. Ofc of the Director, 89/10/19 HAIRSTON.WG Georgia 
Power Co. 3pp. 51603:194*61603 226. 


-8910030096 NPOES Permit GA 0026786 Issued lo Georgia Power Co 
LEDBETTER. J.L Georgia, Siaie qf. 89/08/31. 25pp. 51370 268 51370.2 

8910030115 Requests amend lo uUl 8B0826 exempHon request to a^ow 
lore 10 bo storod io Class C storage envfron. Exemption should bo gra-Yi 
HAIRSTON, W.G. Georgia Power Co 09/09/28. Document Control urani 
Control Desk). 6pp. 61382:170-51382.174. 

6910250268 Forwards Amends 24 & 5 lo l icenses NPF-6Q & NPF*81, f 
safely evaluaiion.Amonds will incroaso max enrichment of rofoad fuel 
HOPKINS.J.B. Project O.-recioralG fl-3. 89/10/10. HAIRSTON.W G Geof. 
3pp. 61613:239*51613:251. 

-8910250271 Amends 24 & 5 to Licenses NPF*6Q & N P F-Sl.r aspect .ve 
max emlchmenl ol reload luel 

MATTHEWS.D.e. Project D.reciorate 11*3. 89/10/10. 7pp. 51613:242*516 

-8910250276 Safety evaluation supporting Amends 24 & 5 lo Licenses Ni 
Ol.respoctivefy. 

• Office of Nuclear Roacror Regulation. Director (Post 070411). 89 
51613249 51613:261. 

8910170016 Notiflcahon Of 891031 meeiinn w/utii in Waynesboro.QA lo i 
of curreril licensing ectivit.es A corporate Initiatives for plants Acondo om 
REED.T A Project Directorate 11*3. 89/10/11. MA1THEWS.0 8. Pro.eci 
3. 5pp. 51 543.03R-5 1543.042. 

8910260187 Advises that review of 690314 response to request for addi li 
violation of 10CFR50 7 A concern that other employees may have beei 
from reporting safety concerns did not reveal any suoleniive ovidenco. 
EONETER.S.D. Reg'on 2. Ofc of the Director 89/10/18. HAIRSTON,' 
Power Co. 4pp 51627:165*51627;160. 

6910160250 Generic Ltr 89-21 lo afl holders of OLs A CPs for nuCcar p 
concern ng request for Info re status of Impfomentaiion of US I require 1 
encf 

PARTLOW.J.G. Assoclaie Dkectoi lor Projects (Post 870411). 89/iO/v 
ed Edison Co. of New York. fnc. eOpp 51622.009*51622:068. 
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. -130273 Geneve Ltr 69 22 lo a'l l:cortseas of operating roactOfS & h.o Cors o\ CPs fO 
io( incf eased roof loads & plant area flood funoif riopm al iicent^oa nuclear 
f D’anis dje fO recenl change m PMP entem Sve f>st end. 

DaRTLOWJG Associaio OifGClor for PtojOClS (Posi 670411) 89/10/10 Consol dai- 
^Fd-son bo Of Neiv York. Inc 39PD. 51623 C69 51622 106 


8010130014 NnC in'o Nolice 89 071. ■ D.vorsbn of RMP Pump Soal Coo'ing Walor 
Flow Du.'ng Rec rcu'8t<On Oporaiton Following LOCA ” SvC lisl end 
KuSSf.CF OiwiS:On of Oporaiional Cvenis Assossmoni (Post fl?041l) 89/10/19 
Ccn90!.dai0d Edison Co of New York. Inc I0?pp 51531 227-51531 333 


0 Inspection reporlfl. IE Bulletins A correspondence 

Info Notice 09 065. “Polanlial for Stress Corrosion Cracking in Sloam 
Tube Rugs Supplied by B&W " Sve tisi oncl 
OryisiGn of Opera1>onal Events Assessment (Post B704ii) 69/09/OD 
Censo:ida:ed Edison Co of New York. Inc tcapp 51349.100-51349 208 

B$O9O6O204 NflC Info Notice 69-066, "Qual licaiion Life of Solenoid VeVos ’ Sve 'isi 

r^iCE Otvision of Operational Events Assessment (Post 070411) 89/09/1 1. 
Co^.so.'dated Etuson Co. of New York, fnc 105pp 51337 095-5 1337- 109 

3909270122 Forwards Insp ReplS 50-424/a3-22 & 50 425/89 26 on 890706 0818 & 
fC'ce o' vio'aticn 

hEFOTAR Reflion 2. Oic oi Oreefer 89/09/ f 6 HAIRSTON. WG Goorgia 
Pj^erCo 4pn 51336 033-51336 055 

•4W9270I24 Noice of violallon from insp on 09070Q 0018 Violatons noted on 
e90720.ken8ee failed lo rept loss of power to Una 2 4.16 kV ESF bus & on 
63C803 donl fied that LER 89-16 failod lo discuss porsonnol error eppropnatoly 
hEflOT.AR. Regions. Ofc Of the Dlroclor. 09/09/18 2pp. 51336.037-51330 038 

-8909270127 Ir.sp ReplS 60 424/69 22 & 50 425/89-26 on 89O7OB O01B Vioiollons 
noied Ma.or areas inspectod p?ani operotons. radologicat 
:on'Jo's ma'o! suivei lance . so ctir ity, toe hn cal support & quality programs 
RXG5.Jf . AIELLO.R.F . OROCKMAN.K E. Region 2. Ofc of the Drocior. 89/00/15. 
I7pp 51336039 51336 055. 


R. Periodic operating reports A refated correspondonce 


6010180177 Monih'y operalmg repis for Sept 1089 for VoQtfo Eloctnc Genoraiing 
Plani,Un:(s 1 & 2W/891011 ltr 

WJUiAWS.JC, HAIRSTON.WG Goorgia Power Co 89/09/30 I2pp 51543 165- 
5T543 106. 


S. Reportable occurrences. LERe A related correspondence 


8910060008 Forwards Anchor/Darlmn 5505 structural ailadimont porontial cfoarance in- 
loflcfonce In 90 offset appi canonslir appears to have Pan 2l implications 
MARriN.T.r Rnoion 1. Ofc of the D.roclor 89/09/12 QRACII.E W Vendor Inspoc 
lien Branch Ip 51415 292-51415 301 


•8910050103 Pan 21 & delicioncy ropl re potential for clearance/ interfo.'ence between 
Anchor/Oarlmg AD-5505 structural atiechment A snubber body on AD-5500 
snubbers Silualion d scussed w/uiiis involved A maiie/ considered closed 
KEYFS-5TEWART Anchor/ Da* I riu Valve Co (subs of Anchor/Oar'ino Industries, 
Inc) 89/08/28 Rogion 1. Ofc of mo Director. 9pp. 51415.293-51415 30 1 

B9 10050037 Supp'errentdl Pari 21 rep! re potont'al problern w/sne specific engine con- 
trol dovicos In a r siart,tubo oii. jacket water & crankcaso sys inii al y roporiod on 


680429 CaMorn a Confrofs Co wifi redesign valve seal no 
GUNTnuM.B.C. Cooper Industrie! 

Given. 4pp 51430 17151430.174 


No Datsi'od Affiliation 


e9M27016fl Ack race pi of 690824 Hr informing NRC of steps takon to correct vio’ot'ons 
f\o:§d in ‘r.sp Repis 50 424/89-20 & 50-425/60-20. 

FEEBLES.T A Region 2, Ofc of Iho Oreclor 89/09/18 IfAinSTON.WG Goorg.a 
Pc*er Co 3pp. 51 339-3 1 6-5 1 339:3 1 7 

89JP04CH2a Ack rec&pt oJ 890830 resj>onso lo violatJO-ns Dolod in insp Hapls 50-424/ 
33-19 A 50-425/89-23 

hERDTAfl R 0 g:on 2, Ofc of the Drocior. 89/09/20 HAIRSTON.WG Goorcio 
Fwer Co 3pp. 51392.028 51392.030. 


6910040121 PNO 11-89 066A updaios Status of Hurricane Hugo for nuclear facilities in 
soulhoosi.Mann ng of Incidonl Rospo.''so Ctr by Region II com nuing 
VERHELLI.DM floQion 2, Ofc of Iho Director. 89/09/21 2pp 61423.314-51423.315 

6010030360 Rovisod special ropl ro va':d d oael gonoraior la.Iuro on 690719 Caused by 
rontoie gaio hnng moOuie on bridge ciremf l.Rawotk on mcefufe compfotod & circuit 
rolurnod to sve 

HAIrsTON.W G. Georgia Power Co 69/09/25 Documonl Control Branch (Documoni 
Control Desk). 2pp. 51307 306-51307 307. 


B909200010 NRC Info Notice 89-O60, "Eva'ualion of Inslrumont Solpoinls During 
Mods ’ Sve III 1 enef. 

POSSi.CE DiY.slon of Operational Evonis Assossmoni (Posi 070411) 80/00/20 
Consolidated Ed son Co. of Now York, Inc 106pp 51337 200-51337 304 

63iW750?j2 NRC fnfo Wofica 89-069, "Loss of Thermof Marg:n Caosorf by Cfmnnol 0 ok 
B ovr ’ Sve fist enci 

R0S5I.C.E. Division of Operational Events Assossmoni (Post 870411) 80/09/20 
C 0 . 1 SC' (fated Ed-son Co 01 Now York, Inc lOOpp. 51531:001-51531106 


8910 180 175 LER 87 002-01. on 890620, d SCOverod that reactor Ir-p breaker had boon 
swapped out on 871017 w/o perform no rosponso lime tost for b'oeker bong 
inslollod Caused by procedural nadequacy Procoduro revised W/69 10 13 ltr 
ODOM.R M.. HAIRSTON.W G. Georgia Power Co 09/10/13 5pp 51537.020- 

R 1 fi'iv A-lA 


V. Operator Examinations 


8910190027 Forwards Exam Repl 6O-424/OL-09 02 on B90020. 

PEEBLES.! A. Region 2, Ofc of tho D.raclor. 89/10/03 HAinSTON.W.G Goorgia 
Power Co ip 51550:257-51553 259. 

-8910190030 Exam Repl 60- 424 /OL 00-02 on 890920.Exam results tost adm n-siorod 
!o one reactor qperalor.C^orator passed oxam. 

WCWhCRTER.R D.. CASTO.C A. Region 2. Ofc ol tho Oiroctor 60/10/03 2pp 
51558258 51558 259. 

8910190153 Forwards Insp Repts SO-424/09 24 & 50-425/89-20 on 890905- 00 No ViO- 
aions or deviations noled. 

CLiNE.VVE. Begdn 2. O'c ol the Oirecior. 69/10/06. HAIRSTON.W G. Gooroa Power 
Co 3pp 51559:150 51559:162. ^ 

“8910190158 Part.9iiv wnhheid ipsp Pepis 50-424/89-24 & 50 425/60 26 on 69090S 06 
N l0CFR2 790).No violations or deviations noted Major aroas mbpoctod.fovlow of 
^ocedures.records. operai ona A phvsical invontory for use A control of SNM 

^^CGUIHE.O.R. Region 2. Ofc of the Director. 89/10/04. ip 51550 162- 

V&9 162. 


Forwards response lo violations noted In insp Repis 50 424/89-23 & 50- 
«^9-27 on 890731 -0803.Encl withhold. 

^ Georgia Power Co. 89/10/10. Documoni Conlrol Branch (Documonl 
Cor.L'01 Desk) ip. 51475 239 51476:239. 


6910040331 NRC Into Notice 80-070, “Possible Ind'catlons of Misfoprosoniod Vendor 
PrM'jc^s. Sve list end. 

R0SSl.CE. 0«vl8>on ol Operational Evonis Aosossmont (Post 870411). 89/10/11 
Uin9Oiida.0d Edison Co. of New York. Inc. 109pp 61531:118-51531:226. 


89^250127 Forwards Insp ReplS 50-424/89 25 A 50-425/80-29 on 800010 0915 A 
notice 01 volation. 

DTecior. 89/10/13 MAIHSTON.W G Georgia 
Power Co. 3pp 51603 194-51603:226 ^ 


violation from insp on 8900 19-00 15. Violallon no 
3 on 690523. In thal cortificallon not based on corroct 

did B90302. 

tr-L/i.AR Region 2, Ofc ol Iho Dircclor. 80/10/13. Ip, 51603:197-51603.197 


tod improper 
copy of pny- 


50-424/09-26 A 50 425/80-29 on 890010-0915. V.olol: 
Artfi.Ai.X' , Inapecled p'anl operations. radiofogk 

198-6^^3 226^^^*^ 0.rflCfor. 69/10/1 


violations noled in Insp Ropis 50-424/89-22 A 50- 
fepi E^F ^ctlons:opefa1lnQ slaff A mgt personnel involved in failure lo 

counseled A LER 09-15 rovised 

Doc.momcon .,01 Branch (Oocen-en. 


0910020130 Notilios that listed individuals ro 
ioc:rn55 gs a iocf rsg s 


lorigor omp’oyod by ul I, in compl-anco to 


HAinSTON.W.G. Georgia Power Co 89/09/15. CASTO.C Region 2. Ofc of Ihe Direc- 
lor 9pp 61364 304 61364 305. 


0910 190027 Forwards Exam Ropl 50-424/OL 89 02 on 00C920 
PEGOLES.T A Region 2. Ofc of iho D.roclor. e0/i0/03. HAIRSTON.W G Gooro-a 
Power Co ip 51656 257-51550 250. 


“■0910190030 Exam Ropl 50-424/OL-80-02 on 890920.Exarn results test adminislerod 
10 one roaclof qtJoraior.Oporatof passod oxam. 

MCWHORTER.n.D . CASTO.C A Region 2. Ofc of Ihe Diroclo-'. 89/10/03 2 od 
51550 258 51556 259 


DOCKET 50 426 ALVIN W. VOQTLE NUCLEAR PLANT, UNIT 2 


F. Securlly, medical, emergency & fire protection plans 

8909270122 Forwards Insp Ropte 50-424/09-22 A 50 425/69-26 on 890700- 0818 A 
notice Of viciakon 

HERDT.Afl. Region 2. Ofc of tho D:rcclo/. 80/09/1 6 HAIRSTON WG Georgia 
Power Co 4pp 51336 033-51336 055. 

-8008270127 Insp Ropls 60 424/09-22 A 50 425/89-26 on 890700-0810. Violations 
notnd.Malor aroas inspected p'ani operations. radioing cal 
coriUolB.malnt.survo I'anco.security.technical support A q uaMy programs 
nOGGE.J.F. Region 2. Ofc ol the Director. 69/09/15 I7pp 51336.039-51336 055 

8910030098 Prov.dos add lju St ifi cation A clarif. cation for changes to Rov 1 1 to emergen- 
cy plan.por NRC 090013 requost.Conc'udos that olfoctivonoss of sub] plan not da- 
croased by allowing dnil poriicipahon to subsiiluto for classroom troming 
HAIRSTON.WG. Georgia Power Co 69/09/25 Rogion 2, Ofc ol llie Drocior. 3pp 
51390.141-51390:143. 

8910120061 Rev 2 lo EPIP 91706 C. •'Alert Notificolion Sys." W/801000 Hr. 
HAIRSTON.W G. Georgia Power Co 09/10/08 9pp 51489:177-51489.185 

6910100162 Ack rocolpi of 800021 Hr IransmiUlng Amend 13 to physical security 
plan.Rov Will not bo incorporated Into current plan duo lo proposed const al 
pfant.ResubmlKaf of rov when p'anl fu'fy operational roouesiod. 

CLINE, WE. Region 2, Ofc of tha Dlroclor. 80/10/06. HAIRSTON.WG Georgia Power 
Co. 3pp. 51563:178 61663:180. 

8910110250 Forwards response to violat-ons noted in insp Hopts 50-424/09-23 A 50- 
425/69*27 on 890731*0803 Enel withheld 

HAiRSTON.W.G Georgia Power Co. 09/10/10. Documonl Control Branch (Document 
Conlrol Desk). Ip. 51475:230-51475 239. 
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8910250127 Fc/wa‘(fs 'r^p ReplS £0 42^/89 25 & 50 ^2b/8Q 23 cn fl9C8l9 09l5 a 

MtnDT^A'F^*'*Hegon 2 OlC Cf re Di-oc^O' 89/10/13 HAIHS1CN,V/G Georgia 
Poiver Co Hrp 51603 194.61603 226 

-8910250139 Jnsp Repls £0 424/89 26 & 5C 425/89 29 on 890019 0915 Viclahon 
noiedMe.O' a^eas nspocied p'ani opa/ausns. fat5io!og.c8i 

coo-rois.fTia‘ni.5ufvei (a‘'co aecjfiiy.iect'n cal support & qeaiily pro^^Sfri^ 
ftOGGE.J F ncgcn2 Cfc Of tho Oi/ecrcr 89/10/12 29pp. 51603 198 5 16C3 226 

8910250255 Rov 10 lo EPIP 912C4 C. Etrergoncy Response Com-n^nicat c' S ' VV/ 
891017 Hr 

HAlFlsrON.WG Georgia Power Co 89/10/17 53pp 51613 339 5 1C 14 031 

6910260131 Revised LPlPs.rrcljd no Rov 6 to P/ocodgr© 91102 C.Flo/ 4 lo P/oceo'uro 
91504 CRov 3 to Procedure 91705 C & Rev 3 ?o Procedure 0»801 C W/091019 Ur 
HA'RSTOfJ.V/G Georgia Power Co 09/lO/i9 94pp 5 1623 199 51623 262 


J. Insurance & Indemnity Information 

8910110119 Forwards unoxecuied Amend 13 lo (ndemn iy Ag-eerren* B 69. rOfiOCli“.g 
increase in p'.rrory 'ayo' ©• nuclear erergy liability ins';fa''Co providod by AM & 
WAELU 

WArTHEWSOa Prcjeci Di.'6Ctoralo 11-3 89/C9/20 HAlRSTON.W G Georg-a Power 
Co 6pp 51466 125 51466 130 


P. Operating license stage documenis & correspondence 

89 10020308 Notification of 890926 meeting w/uti m WaynesbOro.GA to revww plani 
sett'emer.1 mon to' ng proQ'am 

hCPKINS.JB Projecl D recicrate (' ^ 89/09/21 MunLEvJ , SNlEZEK.J , 

WIRAGLIA.F nRC • No Dels led AM let on Given 3pp 51363 259 51363 261 

6910030610 Nol.licai on ol 891005 mcovng w/u*.! i 'i RccWvtl'o.WO 10 O'-scuss tuluio use 
o1 Va'ilace 5 fool ai plant 

HOPKINS.J.Q Proiecl Orectorate 11*3 89/09/25 MATTHEWS.OD Pro,eci D recto'al© 
II 3 3pp 51371 258-51371 260 

8910030279 Subm is addi mfo 8 clanhcaHOn ol 89071? respcrso to NRC rcq-osi re 
app'icai:on lor amend to Licenses NPF.2 & NPF 8 Ulil has deiermred more appropn 
aio to 8ck conservatism m core l.ssion product inventor .os dto to core average 
burnup 

HAIRSTO.N.WG Coo.'g:a Power Co 89/09/25 Docufner.l Ccntrcl Branch (Oocumont 
Ccnlro' Desk). 3PP 51389 337-51389 339 

6909280098 Generic Llr 69 20 10 dl fjel cycle ice.nsees possess'/ g. using or process 
mg lorm.u'a quanimos ol SSNM ro protected aroa ?ong term housekeeping Sve I si 
encl 

MCCCRKLE.GW D.v.sicn ol Safeguards 8 Transpertat cn (Post 870413). 09/09/26 
Conso'«Jaiefl Ed'Son Co ol Now York. Inc I3pp 5i531 107 51531 n? 

8910040083 AppicaiiO.n lor amends lo Licenses NPF eO & NPF Olyov s ng Tech Spec 
3 1 1 3 10 allow operation ol Unit 2 w/Sighty positive moderalOf temp cocffcienl 
below 100^'Q power. 

HAlRSTON.W G Georgia Power Co 89/09/26 Documont Cont/c' Branch (Document 
Control Desk) 7pp 51392 277.51392 284. 

-69100400B7 Proposed Tech Specs re limilmg condition for oporahjn cn cperaicr te.mp 
CO el Tc lent 

• Georgia Power Co 89/09/26 ip 51392 284*51392 284 

8910030091 Forwards NPDES Perm t GA 0026 786. issued by SidtO of CA 
HAiRSTON.W.G Georgia Power Co 89/09/26 Dccumoni CcnUol 0ran::h (Documenl 
Conlrcl Desk) £pp 51370 263 51370 292 

-891003QQ98 NPOES Pcmvi GA CQ26786 issued lo Georga Power Co 
LtDBEneR.J L. Georgia. State of 89/00/31. 25pp 51370 268 51370 292 

8910040077 Requests exempt on fro.Ti 10CFR20,App A.Foolnolo d 2(C) ro worker resp 
ratory protection apparatus 10 permit ulili7atip.n of an pur>fy.ng respirators in 'lOu ol 
suppi ed air or sett con ta ned breath ng apparatus 

HAIRSTO.N.WG Georg a Power Co §9/09/28 Document Co.Hrol Branch (Doc^rmeni 
Conlrol Desk). 73pp 51393 153 6 1393 225 

8910250268 Forwards Amends 24 8 5 to Licenses NPF-68 & NPF 81. rospGCHvely 8 
safety eva'uat.on Amends will Increase max enrichment of re'oad fuel 
HOP AIMS. J B. PTojDCt O-rectO-ato 11 3 09/10/10 HWRSION.W G Gecrg a Power Co 
3pp 51613.239 51613 251 

-8910250271 Amends 24 & 5 lo Licenses NPF -68 8 NPF Sl.rospeciivety, increasing 
max enrichment ol reload fuel 

MAT THEWS .0 0 Pfoiecl Directorate 11-3 88/ 10/ to 7pp. 5t6t‘3 242-51613 246 

-8910260275 Salcty ovaljaton supporlirg Amends 24 & 5 to Licenses NPF-6ft & NPF- 
Bi.respeci.voiy'. 

* OlfiCB of Nuclear Reactor negjlai:ch, DuectO' (Post 870411) 89/10/10 3pp 
51613 249.51613.251 

8910170016 NoiiRat on of 891031 m,eeiing w/util m Wayr'esbcro.GA to diSCusS status 
of current I cons ng activities & corporate irii-atives lor plants AQo.nda ercl 
REED.T A Project Oirectorato ll.3 89/10/11. MAnHfcWS.D a Project Oirocioraie 11- 
3. 5pp 51543 038 51543.042 

8910260187 Adv.ses lhat review of 890314 response to request for addI mfo re a^mged 
violation of 10CFR50 7 & concern lhai other employees may have been dscouragod 
from report ng safety corcerns did not reveal any subtaniive avidenco 
EBNETER.SD Region 2. Ofc ol the Oirecior 09/10/16 HAIRSTON.W.G Georgia 
Power Co 4pp 51627 165.51627 168 

89101G0250 Ge.neric Hr 89 21 to a I holders of OLs & CPs for nuclear power rcacicrs 
concerning request for info fO Status ol iTplemeniatiOn of USI roqu Yemenis Sve lisi 
encl 

PARTlOw.JG Assoc'aie D.rector for Projects (Post 870411) 80/10/19. Conso'ida? 
ed Edison Co. ol New York, inc 60pp 51622.009 51622 068 


8910180273 Gonoric I Ir 89 22 to a> 'icunfiees ol operating reactors & hO 
polenlal for mc'Oasod roof loads & plani area food runoff depth at hi 
cwf.r planis dee rn rocor.l chango <\ PMP criluna SvC list ercl. 
ARTLOW.jG Asscciato Direclcr fo.' Projects (Post 870411) 89/i0/ 
eOEdsorCo of New York, inc 39pp 51522 069 5 1h22 1D6 


Q. Inspection reports, lE Bulletins & correspondence 

8909010338 NRC Into Nc-ro 09.OB5. ' Polonhal lo* Stress Corrosion Cra 
Generaior Tune Pl.rg^ Supplied by EJ&W ” Sve l si o.-icl 
ROSSi.C E 0.viS'on of Cperatona' Fvonrs Assessment (Post 0704 
Corso'-aaied fccisen Co of New York, inc 108pp 51349 ICO 513-19 23. 

0909060204 NRC Into Noiico 69-C66 Ouahheahon Lde ol SocYiuliVs 
enri 

ROSSI.C E 0<viS:on of Cporatona' Events Assessment (Po&l 0704 
Ccnsol daiod Edison Co of Now York, inn 105pp 51337 095 51537 lU 

8909270122 Forwa'dS Insp RoplS £0 42-1/09 22 A £0.425/09 26 on BE 
notice of V oiaiion 

HEROT.AH Reg on 2. Ofc of the Druefo.' 89/00/18 HAIRSTON 
Rowe, Co. 4pp 51336 033 51336 055 

-8909270124 Nol'Ce c* vto'afion Irom nsp on 090700 CBt8 V-c'al 
893720 licensee fa led 10 rupt loss of power to Umi 2 4. 16 kV E 
890803 idoniif od that LER 89-15 la'icd to U.sruss parsornol error app'd 
HEROT.AR Huflion 2. Ofc of InonrecIO' 83/09/ 18 2pp 51335 037-5 

-8909270127 Insp Repla 50 424/09 22 & 50 425/89 26 on 890700 Oi 
noicdWaioi areas mspectod patii opotai.^na. 
COnlrcIs.mant.surveil’arico.ROCUfity.locf n cal b.rpporl A qual.iy prog'ana 
ROGGE,J.r . AIELLO.R.F . 3ROCK.MAN.K F Rogon 2. Ofc of Iho Di.'oc 
17pp 51336 039-51336 055 

8909270168 Ack receipt of 890824 Ur i.nforrnmg NFtC of Steps taken 'o co 
noted irt Inso RoplS 50*424/89 20 A 50-425/09 20 
PtEBiFS.TA Reoion 2, Ofc of 'ho Di'ocio' 89/09/lB HAinSTCM 
Power Co 3pp 51339 315 51339 317 

8910040128 Ack rucemi of 890830 response to vio'auons noted m msp 
89 19 & 50 425/89-23 

HbRDT.A n. Region 2, Ofc of tho Uirocior 89/OO/PO. HAlRSTCN 
Power Co 3pp 51392 020 51392 033. 

8909250252 NRC info Notice 89 Onu, "loss of Thorrnol Margin Caused b 
Bow ■' Sve isl Orel 

ROSSI.C E Oiviso.n of Oporalipral Evoriis AssessmarM (Peat 87041 
Consol dated Fdiscn Co of Now York, /nc. I06pp 51531 001*51531 101 

8910160027 Forwards Exam Hupt 50 424/01. 8U 02 on 890920. 
PFEGLES.I A Region 2, Qfc of the nroclo-' 89/10/03 HAIRSTON 
Power Co ip 51558 25/-51 558 259 

-8910190030 Exam Rupt 50 424/01 •89 02 on 89n920.Exafn rosu'lstos 
to one foacio' qporaio' Oporaio.' passed oxam 
MCWHCRTER.ll D Region 2. Ofc of iho Diroctor 09/10/03 ?p 
51550 25U. 

6910190153 Fo'VfardS fnsp Repts 50 424/09*24 A 50 -125/89*28 cn 8930 
fai'ons 0/ deviations noted 

CLINE.WE Reg on 2 Ofc of Iho Di'ocior 09/10/06 HAIRSTON W.G i 
Co 3pp 51559 159 51559 162 

-8910190150 Partial y w.lhhold Insp Ropls £0-424/89 24 A 50 425/80 28 
(ref iCCfR2 790>No vio'aiions o.' devaf'Ons rofod Ma|cf areas irrsde 
proceduros.rocords. oporaiioriH A physical inventory for uso A cci.trc of 
CLAY E L . MCGU-RE.O R Rog^Qri 2. G(c of ino 0 rector 8<>/ 10/04 1 
51559.162 

8910110250 Forwards response 10 vio'aiions noied in Insp Ropls 50*42 
425/89*27 on 800731-0003 End withhold 

HAlRSTON.W G Georgia Power Co 80/10/10 Cocumoni ConifOl Rrar 
Co.nircl Dnsk). ip 51475 230-51475 239 

6910040381 NRC info Noico 89 070, ' PosS'We Ind.cat-ons of Misrcp/o 
Products ” Sve I si oncl- 

ROSSI.C-E Division of Operational Events Assossmoni (Post 87041 
Ccnsc/idatod Edi5or>Co. ol New York. Inc lOQpp 5l53l 110*51531 22i 

8910250127 Forwards Insp Repts 50 424/89*25 A 50 425/89 29 on 8 
notice ol violation 

HbRDT.AR Region 2. Cfc of the D rector 80/10/13. HAIRSTON 
PovifQC Co 3pp. 51603-194.51603 226 

-8910250133 Notice of Viclat-on from insp on 090819 0915 Vic 181 0.n 
C6-rtif:Cation occurred on 090523. in that certification not based On co.ro 
sic an determination dtd 090302 

HERDr.AR Region 2, Ofc of ihP 0 rector. 89/10/13 Ip 51603 107 51 

-8910250139 Insp Ropts 50*424/09-25 A 50 425/89-29 O.n 8908101 
noted Ma:or areas mspociod. plant operations, 

conifols.mainl.survct lanco.Bof-uriiy.iochnicai support A quality profirams 
ROGGF.J F.. AlELl O.R F . BROCKMAN.K E Region 2. Ofc of lha D.ro- 
29pp. 51603 190*51603 226 

8910240240 Rasponds to NRC Ur re viClations roiocJ in Insp Repls 50 4; 
425/89 26 Coffect.vo actions oporaimg staff A mgi personnel <rv&Nrf 
repi ESF sys actuaiion cojnsoioti A IFR 89-15 revTsed 
HAlRSTON.W G, Geor^a Power Co 89/ lO/l?. Docum.enl Conuol Q'a 
Co.nlrol Dosk) 5pp 51509 C95 51589 099 

8910130014 NRC info No’ce 89 071. "Diversion of RHR Pump Soa' 
Fiow During Recl'Culoton Opcralon Following l.OCA " Sve list end 
ROSSI.C. E. Dwi&ion of Operai-onal Events Assossment (Post 0704 
Conso’idaled Edison Co. of New York. Inc 107pp 51531.227-51531:33 


DOCKETED ITEMS 149 


p Periodic operating faporta & related correspondence 

Mor'hly operating ropis tor Sopi 1989 for VOQtle Electric Goneroirg 
-.’lUMsI 8 2W/891011 Ifr. 

U^UIAMS.JC, HAinSrON.WG Georgia Power Co 69/09/30 12pp 51543 155- 

^i$4} 166 


S. fieportabJe occurrences, LEfla & related correspondence 

85tK50093 Forwards Anchor/Darl no 5505 sirucioral attochmont poteniial clooranco in- 
* •Htfpnce m 90 oftsol apclicationsllr appears lo liave Pan ?l imp'icatrona. 
uartmtT ReQidn 1. Ofc oi the Director. 69/09/12 ORACH.tW Vondor Inspec- 
ip ?1415.292 51415 301. 

4910050103 Pan 21 & dofic ency repl ro poioniial Ipr dearanco/ inlorforonce between 
Ar>chorrOa'l:.4Q AD5505 siructural attachment & snubber body on AO-55C0 
s'Mjtibars Si'uai.on di? cussed w/ti! is mvo'vod & matter considered efosod 
kEYESST^ART Anchor/ Darling Valve Co (subs ot Anchor/ Darling Industries, 
fic) 89/08/26 Region 1. Ofc Of the Director 9pp 51415 293-51415 30i 

8913050037 Supplemenial Pan 21 rept ro polenlioi problem w/six specif c ong no con 
-3i devices 10 air start lube o.l. jacket water & crankcase sys initially roported cm 
&30429 Caii'orr.id Conirols Co wi I redesign valve goating 

Gjntrum, 0C Cooper indusinea. Inc 09/09/19 NRC • No Detarod Aff.llaien 
Gr^en 4PP 51430.171 51430.1 74. 

0910040121 PNO II d9-Q56A updates status ol HcrncRrio Hugo for nuclear fociilios m 
<0 hcasi Manning of lr>cideni ResponsQ Clr by Rogien II conlinu-nD 
vEB^ELLI.OM Region 2. Ofc of iho Direcior. 89/09/21 2pp. 51423 314-51423 315 

89tOOOOO10 LER 89 026 00 on eG0629.Ngh energy Ime break valve for sioam gonoraior 
ti(?#Jcwn iso'ation not taslod wilhn ASME Section XI inlerval.Causod by mroirploto 
coTi'^vncaions Personnel counseled & momo issued re testing W/69 1002 Ur. 
ODOM.RM, HAiRSTON.WG Goo.'gia Power Co. 89/10/02 5pp 51436 000- 

5i 4 jo 084 

0910100239 Spec al ropton 690902, area max normal temp limit oxcoocIgU for more 
9 hCajsad by erroneous reading taken by plant equipment oporafor.Tomp ex- 
cursion nad no adverse effect on qua'iiiod life of saloty-refalod oqu pmoni in room. 
HAiHSTOfJ.W G. Georgia Power Co 89/10/03 Document Control drench (Oocumoni 
Cenvei Desk}. 3pp 51460 278-61460 280. 


Y. Operalor Examinations 

0910020136 KoMies that listed md-v duals no longer employed by util, in complianco 10 
lOCFfl55 65 8 10CFR55 5. 

H4fiSTCN.WG Georgia Power Co 09/09/15 CASTO.C. Ilog’on 2, Ofc of Iho 0.roc- 
lor 2pp 51364 304 51364:305 

0910190027 Forwards Exam Ropl 60-424 /OL-G9 02 on 000920. 

FEt0LFS,T A flog-on 2 . Ofc of iho Director 89/10/03. MAinSTON,W.G Goorgn 
Fewer Co ip 51556 257-51568 259. 

-8310190030 Exam Rept 50-424/01-69-02 on 690920 Exam ruSuMs.loat administorod 
:o one reactor opera I or. Operator passed oxem. 

MCVrhORTER.RD-. CASTO.C. A Rogion 2. Ofc of the D.rocior 00/10/03 2pp 
5155625B 51568 259 


DOCKET 50*433 UNIV. OF CALIFORNIA AT SANTA BARBARA RESEARCH 
REACTOR 


6909200010 NRC inlo Noheo 89 C60, 'Evaluation of Insiru.monl Solpomls Djnng 
Mods ’■ Sve hsi end 

nOSSl.CE D.viSion of Operat-onal Events Assessment (Posi 870411}. B9/09/25 
Consol riaiod Edison Co of Now Ycrk. Ire 106pp 5l33? 2C0-51337 304. 

S9092502S2 NRC inlo Nolica 80 089, “Loss ol Ttiormal Margin Caused by Channol Box 
Bow ’ Sve list encl 

ROSSI. C E Division of Operational Events Afisos$mont (Post 070411) 69/09/29. 
Consolidated Edison Co or Now York. Inc 1 06pp 5 1 53 1 .00 1 • 5 1 53 1 1 06 

6910040361 NFtC Info Nofico 69 070. "Possblo Indicabons of Misropresentod Vendor 
Products " Sve I si cnci 

R05SI.C.E. D.vislon of Oporaticnal Events Assossmenl (Post 870411). 89/10/11 
Conso'idatod Edison Co of New York. Inc 109pp 51531 118 51531 22B 

6910130014 NRC Info Notice 89-071, “Diversion of RHR Purrp Seal Cooing Water 
Flow During Hecircaaiion Operation Fo low-ng LOCA ” Sve l:st encl 
nOSSl.CE DiViSlOfY of Operational Evonis Assessmoni (Post 0704 ll) 89/10/19. 
Consol dated Ed son Co of New York. Inc I07pp. 5l53l 227-51531 333. 


DOCKET 50-436 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Appllcation/conatructlon siege documents & correspondence 

6910050104 Notification of contract Oxocution.Mod 16,10 “Uso of TVA Roactor Simda- 
lor Facilities at Cbaitanooga.TN for Tra nmg on Browns Fo/ry. Sequoyah & Bclefonlo 
Simulotors * Contractor. TVA 

CRAMPTON.SA Contract Admcisiroiion Branch NFtC 05-84 163. B9/09/16 

SPESSARD.fl L Ollico for Analys-9 & Evaijaiion of Operational Data, D:roclor ip. 
51452.029 51452 031 

••6910050106 Mod 10,fofloctir-.g roiurn of oqupmont to TVA. to “Use of TVA Reaclor 
Sf.rr.u'aloi FacMoa av Cha«ar.ooga.TN for Traring on Btowtys Fo.'ry, Sequoyah & Bel- 
fofomo S-mulators." 

JOHNSON.RJ. Tonnossoo VaHoy Authority. NHC 05-84-153. 89/08/16 2pp 
51452 030*51452 031. 

0909270179 Nolifioat:on of 801003 moot-rg w/uli! in Rockv.llo.MD re Info on nucloar OA 
p*on 

DONOHEW.JN TVA Projects Dwislon. 89/09/18 BIACK.S. Assistant Director for 
Projects 4pp 51343:117 51343:120 

0910160255 Notification of contract oxoculion.Mod 18, io “Uso ol TVA Roactor Simula* 
tor Faci'ilioa ol Chaiianooga.TN for Training on Browns Fofry.Soqjoyah & Qallofonie 
Simulators.Coniracfcr TVA 

DUOOSE.0 J Contract Adm nsiraiion Branch 89/09/22. SPESSARD.R.L. Division of 
Oporallonel Assossmonl (Post 870413) ip. 51520 207*51526 209. 

-0910160269 Mod lA.oxtonding emergency diosol rjenuroior course at no addi cost & 
lo/m-iYaling fooso ol Hafisvillo Engliooring modoMo "Uso of TVA Roacior Simulator 
Fac litios ul Clmttanooge.TN.for Training on Browns Forry . ." 

JCE-JOHNSON.R Tonnossoo Valley Aulhor«ly. FIN 13-0717.9. 09/09/22 2pp 
61526 200*51526 200 

89 10160250 Gonoric Llr 89-21 to all I'.ofdors of OLs & CPs for nuclear power roQClors 
concerning request for info ro status of implomantation of USI reqjiromonts Sve list 
encl. 

PARTI. OW.JG Associate Dirocior for Projocls (P03l 070411) 09/10/19. Consol dat- 
odEdsonCo of Now York, Inc. 60pp 51622 000*51022:068 


0. Inspection reports, IE Bullellna & correspondence 

B9 to 130 IDS Discusses 690614-15 conhrnnaiory radiological survoy of L-77 nucloar train- 
ing raac'or facilty conduclod by Oak Ridgo Associated Univs under coniract lo NRC. 
YUHAS.G P. Rsgioa 5. Ofc of ino Dirocior. 09/10/03. SMELOON.O N Ca'ifornia. Univ. 
ol. Sanid Barba'a. CA 2pp. 6 1504:016.6 1504:01 7 


DOCKET STN-$0-437 FLOATING NUCLEAR PLANT 


A. Appiicatlon/conslructlon stage documents & correspondence 

69O$20OO98 Generic Llr 69*20 lo all fuol cycle licansoos possessing, us'og ox process 
ing formu'3 quantilies of SSNM ro proioctcd oroa long-term housoKoop no Sve hsl 

WCCCRKLE.G.W. Division of Safeguards & Transportation (Post 070413) 09/00/26 
Cor^soiKfaied Edison Co ol Now York. Inc. 13pp. 51531:107-51531:117. 

8310t5O7SO Generic Llr 69-21 to all holders ol OLs & CPs for nuclear power reactors 
^^arr.rg request for info re slatus of Implomentaiion of USI roquIroments.Svc list 

PartlOwj.G. Associate D.roctor for Prolocis (Post 870411) 89/10/19. Consolldai- 
WLdison Co of Navy York. Inc. 60pp. 61622.009 51622.000. 

100273 Generic Ltr 89-22 to all I censees of operaling roactors 8 holders of CPs ro 
powni.a^ for increased roof loads & pfani area flood runoff depth at ticonsod nucloar 
P^er pans due lo recent change in PMP criteria Sve list oncl. 

^HROWJ.G. Associate D.ractor for Projects (Post 870411). 09/10/19. Consol cJal- 
M Edison Co ol NawYofk. Inc. 39pp. 51622 069-51622 106 


0 Inspectfon reports, IE Bulletins & correspondence 

V Notice 89 065, “Potential lor Stress Corrosion Cracking in Slo; 

r Supplied by B&W." Sve list oncl 

Divislos of Operational Evanls Assessment (Post 870411) 09/O9/( 
^soiidaied Edison Co. of New York. Inc. 100pp. 51349:100-51349.208 

Notice 89-066, ‘*0081111081100 Life of Solenoid Valvos.*' Sve l 

Operational Events Assessment (Post 670411) 89/09/’ 
wnsoiHlaied Edison Co. of Now York, fnc 105pp. 51337.095-61337:199. 


09 10100273 Qonofic Llr 60-22 to all Lconsoos of opo/aiing roactors & hofdors ol CPs ro 
poieauai (ot lacroasod roof loads & plant atoa Uood runoff depth at liconsod nuclear 
nowor pfams duo lo recent change In F'MP crileria.Svc list encl 
PARTLOW.J.G Associate O.roclcr for Projocis (Post 070411). 09/19/10 Consol.dat- 
od Edison Co. of Now York. Inc. 39pp 51622.069-51622:106. 


F. Security, medical, emergency & lire protection plans 

8910100109 RoviSOd coniral emergoncy conirol CU EPrPs.IncluUing Rov 5 lo EPIPs 2,3 
8 S.Rov 6 lo EF'IP 4 8 Rov 4 to EPIPs 7 & O.W/ 891004 llr. 

RAY.M. Tonnossoo Val'ey Aulhoniy. 09/09/10. 37pp. 51450:105 51458 253. 


H. Ooneral correspondence 


0910160262 Responds lo 890906 ltr ro Ouadrex Corp proposal lo leaso, complete const 
A operate plant No formal licons'nn roquost recoivod Irom Ouadrox. 

SNIEZEK.J H. Olfico ol Nuclear fToaclor Rogu'ailon, Director (Post 070411). 89/10/ 
12 CONROY.P. Alabama Conservancy. 6pp. 61545:040 51545.052, 

••6910160266 Expresses concorn re ropts about Ouadrox Corp plans to loaso.comp'olo 
const & oporaie plant. 

CONROY.P. Alabama Conservancy. 89/09/05. f/URLEY,T. Off ce of Nucloar Roactor 
Regulation. Director (Post 87041 1). ip. 51645 052-51545.052. 


P, Operaling license alage documents 8 correspondence 

6909260096 Genorlc Llr 09-20 to all fuol cycle licQnsees possosamg, using or process- 
ing formula quanni-es of SSNM re proteclod area long term housekeoping Sve lisi 
end 

MCCORKLE.G.W. Div.slon ol Safeguards 8 Transportalion (Post 8704 13). 09/09/26 
Consolldalod Edison Co. of Now York, Inc 13pp. 51531:107-51531 117. 


Q. Inspection reports, IE Bulletins & correspondence 

6Q090 10338 NRC Info Noheo 09 065, “Poicntial lor Slross Corrosion Cracking in Steam 
Genoralof Tube Plugs Suppkod by B8W “ Sve list end 

ROSSI.C E. Dwislon of Oporaiional Events Assossmont (Post 070411). 80/00/08. 
Consolldalod Edison Co. of New York. Inc I08pp 51349: 100 51349 208. 


150 DOCKETED ITEMS 


fi9ODO60204 NRC in*o Nct--0 89 096 ‘ GuaVCot cn Lilo c* Soleno d Valves ' Svc lsi 
enci 

ROSSI CE Divi^-on 0* Opera? onal cvenis AssoSSrreol (PosI 6701 M) 89/00/ 11 
Co.'iSol'Oaied Fdson Co ol Now York. J'-c l05pp 51137.095 51337 199 

89 tQa3a483 0 ecuwos fo lowup msp fi‘‘d nga re achcns lo CCrrccI p:ev.Gusly iderHil Od 
viola* cns in Insp Repts 50 3SO'87.18, 50 391 /Q7. 18.50 559/87 30,50 260/07 38.50 
296/87.38, 50-327/87 68,50 320/07 60,50 439/87.00 & £0-430/07 00 
WiLSON.e A CfOClO' fcr Insgeciuin Prca'arve Q9/09n9 KINGStEY.O D 

Tennessee Valley Author-V 4pp 51374 2l 7 51374 220. 

8909200010 NRG inlo Nci'ce P,9 068. Eituaiion ol IrtaUumer.l £pO'por.*,s Gutit'.g 
Mods ■’ Svc fiSl encI 

ROSSI.CB D.v:scn Of Opera' onal Evonls Assessment (Post 070411) 89/09/25 
Consci dated Ed.son Co o' t^ew York, 'nc ;06|>p. 51337 200 51337 304 

8909250252 NRC ln<o Nolice 09 060. 'Loss o* Thermal Margin Caused by Chanre: So* 
Bow ■' Svc iisl oncl 

ROSSTCE Division of Opo/Rhonai Events Assessment {Posi 870411) 89/09/20 
Consoiidaied Ed son Co of Now Yo.*k. me I06pp 51531 O0i 51531 106 

0910040381 NRC Inlo Nol.to 09 070. PossiMa Ind-Caions Cf Misrepresenlod Vendor 
Producis " Svc 'isl one' 

ROSSl.CE. Oivson cf Cperaicnal Events AsaossmonI (Post 870411) 89/10/11. 
Conso'idated Edison Co of Now York. Inc. 109pp 515311 18 51631 220 

0910130014 NRC Into Notice 89 071. D. vers on ol RtiR Pump Seal Cooing Water 
Flow During Bocrculalcn Operation FcTowng LOCA" Svc liSi one* 

ROSSf.CE Division of Oporat-onal Events Assessment (Post 070411) 89/10/19 
Consolidated Edison Co otNow York, irre I07pp 5l53i 2P7.5i53i 333 


S Reportable occurrences, LERa & related correspondence 

8910050037 Svjpp'.emenla'. Pert 21 (opl re po'.or.'.'el problem w/sw spec/c eng'r^i corv 
(.'Ol devices .n ar siari.Lbe oil. jacket water & crankcaf^n sys initially reported cn 
890429 California Conirols Co wll redos Qn va've sealing 

GUNTflUM.Q.C Coopor indusifios. '.re 80/09/ 10 NhC • No Oeta-led AtlViatlon 
Gven 4pp. 51430 171-51430 174. 


DOCKET 60 439 BELLEFOMTE NUCLEAR PLANT, UNIT 2 


A. Appllcatlon/consUuctfon stage documents & cotfespondence 

6910050104 Notification of coniraci oxecu' enMod l6,io ’ Udo ol TVA Reactor Sinru'a* 
lor Faci’ities at Chaitanooga.TN lor Trai-^irg on Browns Ferry. Sequoyah & Goi'efonie 
S mulalors ” Conlracior T VA. 

CRAMPTON.SA Centrad Arim nislralio-n aranch. NflC0S84.i53. 89/08/16 
SPESSARD.R.L. Olf-co for Ana'ysis & Eva'ualion of Operational Data. 0.recro.'. ip 
51A52 029-51452 031 

-0910050106 Mod l6.rcf.*oc?ng reitm of eqjpmo'^i to TVA.to "Use of TVA Reactor 
S-muialor Faclives ei CrtaWanoo^a.TN let tracing on Btowns Fctty .Sequoyah & Gel- 
lefo.'Mo Sirr.u'alors." 

JOHNSON.R.J. Tonnasseo Vai’oy Author ty NRC 05 84-153 89/08/16 2pp 

51452 030 51452031 

6909270179 Notification of 891003 meetir.g w/ulil m Rockv.l'e.MD re hfo on nuCear OA 
en. 

ONOHEWJN. TVA Projects D.viscn 09/09/ 18 BLACK.S Assistant Director for 
Projects 4pp. 61343 117-51343 120 

6910160255 NoMicatcn of contract eKecutipn.MQd le.lo "Uso of TVA Roacto.' Simula, 
lor Faci'ities ai Chaitanooga.TN for Tranng on Browns Forry. Sequoyah & Beiiefonio 
Sirr.u' a tor 3 Contractor: TVA 

DUBOSE.B J. Contract Aumn:3tfali0n Branch 89/09/22 SPCSSARO.R L Divisdnof 
Cpcrationai Assessment (Post 070413). ip 51526 207-51526 209. 

-6910160259 Mod id.extending emorgency d.ese' generato.' cou.'sd at no addi cost & 
lorm na' ng .'ease of [-‘artsvillo Erg neorirg modeMo ' Use of TVA Reactor S m.ulator 
Facilities al Chailancoga.TN.fcr Training on Browns Ferry . 

JOH- JOHNSON, R Tennessee Val'oy Aulhcnty FIN BB717.9 09/09/22 2pp 
61526 208 51526 209 

6909380098 Gonenc Lir 89-20 la all fuel cycfo ‘icensees possessing, usrg or p'oeess. 
mg form^ila quantities ol 5SNM re protected area long term heusekeopmg Svc list 
end 

MCCORKLE.GW Division of Safog,/ard 3 8 Transportation (Post 070413) 89/09/26 
Consol dated Ed son Co ol New Yetk. inc I3pp 51531.107.51531 117 

6910180250 Generic Ur 89-21 lo al. hcldofs of OLs 8 CPs for rucfear pewor reactors 
concern r\g rociuesi lot into re eiaius ol •mp'ememaliOrt ol USI tequiremenis Svc i si 
end 

PARTLOW.J.G Associaio Drocior lor Pro. acts (Post 87041 1) 89/10/19 Consofidal- 
ed Edison Co of Now York. iPt 60pp 51622 C09'51622 C68. 

8910180273 Gone.'.c LU 89 22 lo a'l licensoes of operating reactors & holdo.'s of CPs re 
pciemlial lor increased tool loads 8 plant area itood rurolt d&pih ai kconsed riuclea* 
power p'anfs due to roconi change in PMP criteria Svc llsl oncl. 

PARTlOW.JG Associale Oirecicr tor Projecis (Post 87041 1) 89/10/19 Consol-dal- 
ed Ed. son Co of New York, Inc 39pp 51622 069 5 1622 106. 


F. Security, medical, emergency & tire protecMon plana 

6910100189 Revised cOnUal omoroency control ctr EPlPs.ircfud ng Rev 5 10 EPiPs 2.3 
8 5.Rev 6 to EPJP 4 8 Rev 4 lo EPJPs 7 & 8 W/ 891004 It/. 

RAY.M. Ternessee Valley Authority. 89/09/19 37pp 51458:195 51458 253. 


H. General correspondence 

6910160262 Responds to 690905 Ur re Ouadrov Corp proposal (O lease, compfele const 
& operate plant No formal l censmg request received from Oufldrex 
SN1E2EK.J.H Ottice of Nue'ear Reactor Regulalion. Diroefer (Post 870411) 89/10/ 
12 CONftOY.P. Alabama Conservancy 6pp 51545 040 51545.052. 


'•8910180268 EKp'osses concern re rap(& npoul Quadrev Corp plans lo 
const & opniaio p'sni 

CONHOY P Alabama Conservancy 09/09/05 MURLEY.T OMiCO o' f- 
Regulation. ni.'eclO' (Post07O4l1) ip 51645052-51 54 5 052 


O. Inspection reports, l£ BuNelfns & correeportdence 


8909010330 NRC Inlo Noiice 09 C65. ' Polonrial fcr Slross Corrosion Cn 
G enerator Tube Plugs Supplied by B&W " Svc list enci 
ROSSI .Ct Ov«s-.on oi Opetaionai Evenis Asseasmem (Pcs', 6704 
Consofidated Edison Co of Now York. Inc lOOpp 51349 100 51349 20 

8909060264 NRC Inlo Not ce 89 066, Oua 'tiCai:on Life ol Solenoid V 
and 

ROSSf.CE. Division of Operafior’al Events Assessment (Pcs( 6704 
Consolidated Ediscn Co of Now York. fnc. I05pp 51337095-51337 i€ 

8910030463 CiSCuSsos loUOwup msp (inainas to acUons 10 cor tact ptav 
violaions i.n Insp Repis 50 390/87-18. 60.391/87- 10. 5O-250/07-38.6< 
296/87-38, 50-327/07 60,50-328/87 68.50 430/87 08 & 50.430/87-08 
WILSON.B A. Ass^sianl O.tecior lor Ir.speci'ori PiosTam^ CB/03/13 1 
Tennessee Va loy Auino.'ity 4pp 51374 217-51374.220 

8909200010 NRC Irdo Nolen 89 068. Eva'ualion ol Instrurren? Sr 
Mods ■ Svc list enc' 

ROSSl.CE. Civ Sion of Cperaiiona' Events Assessment (Po9i 8704 
Conaol dated Fd.son Co of New York, fnc lOCpp 51337 200.51337 3C 

8909260252 NRC Kilo Nolicu 89 069, Loss ol Thormal M.arg n Caused t 
Bow ” Svc list er:ci. 

ROSSl.CE Division of Opo.'ational Events Assessment (Posi 8704 
Consc/.'daiotl Ed son Co of New Yctk. Int. I06pp Sl53l 00 1 -51531*. iC 

8910040361 NRC Info Not ce 89 070, PossDfo fndicaf ons of M srepri 
Prodjcis ’■ Svc lisl ©ncl. 

ROSSl.C E P vis'on of Operational Events Assessm.enl (Post 87C4 
Consol'daiod Edison Co of Now York irc. l09pp 5l53l:l 10-51531 22 

8910130014 NHC Info Nolico 89 071. ' Diver S -on of RhR Pump Seal 
flow Dur.r^g P.cc.rcu.ai cn Oper allots Fol'Ovnr^g LOCA " SvC ksi end. 
ROSSl.CE. Qiv.sion of Ocorationoi Cvenis Assessment (Posi 8704 
Consolidated Ed sen Co of Now York, Inc l07pp 51531;227.5I531 35 


S. Reportable occurrencea, LERs & related correspondence 

8910050037 Sucpiomental Pa't 21 ropt re poidnlial problem w/sw spec 
ifol devices i.n er start sube oil, jnrkoi water & ctenxease sys'nr.ia 
800429 Ca'ifcrnla Controls Co will redesign valve sealing 
GUNTRUM.BC. Cooper induslrios, inc 89/09/13 NRC - No Del 
Given 4pp 51430 171-5 143D. 174 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT. UNIT 1 


F. decurlly, medical, emergency & fire protecilon plane 

BD 10050022 Temporary Change Notice 5 to Rov 5 to EPl-AB. "Ernorge 
Fac.1 ly Aci.vat«on " W/890y20 Ur 

PERKO.O . ANDERSON, J 0 . KAPLAN. A Qovoland GlecKiC lUam nal 
28 5pp. 51430.054-51430 050 

69101D0172 Fo'wards Saloly insp Ropl 50-440/ 09 25 on 890829 091: 
noted 

GREGER.L.R. Region 3. Ofc of Iho D.reclor 89/09/29 KAPlAN.A Cli 
lIL'minat ng Co 2pp 51450 14 7-51450 174 

“8910100174 Insp Repi £0 440/89-25 on 800829 0901 No violations, 
devailons noted Major areas inspected annual emergency prepa'^eefr 
volving observation by NRC of key functions & locations du.'ing exerc-s 
FOSTER, J . PLOSKl.T Reg-on 3. Ole of tho Ouoclor. 89/09/27, 22 
51458:174. 


J. Insurance & indemnity Information 

8910040190 Forwards Amend 3 to Indemnity Agreomont B.&8.fefloct 
10CFR140, "Financial Profeciion Requi'ornenis & fndemnity Agreeme.' 
del son Amends Act oi 1988, lor s pnature. 

COLBURN.T.G Project Directorate 111*3 89/09/25 KAPLAN.A ClBveh 
mnat ngCo 4pp 51392:158 51302 161. 


P. Operating license etage documents & correspondence 

6910040088 Forwards Amend 25 to License NPF-50 & safety evaluaii' 
mils use of tunciionmg channe!s ol traversing rn- core probo (T'P) 
whan up to 10 TIP measuremoni locations rnaccessible or inoperable 
COLBURN.T.G P/CjacI 0 redorato IJl-3. 89/09/22 KAPLAN.A. Cievefi 
mmaiing Co. 3pp 5 1 39 7; 1 40- 5 1 397: 1 59. 

-0910040091 Amend 25 lo License NPF BO.parmitlmg use of fiincUcr 
traversing in-cofe probe (TiP) to provide data when up lo 10 TIP rne, 
Hons Inaccess b-e cr inoperaD'o 

HANNON.J N. Froleci Duecloraia tH-3 89/09/22. 6pp. 51397:143.513! 

-8910040095 Safety evaluaiion supporting Amend 25 lo License NPf-5£ 
* Office of Nuclear Reactor Reguiaticn. D racior [Post 870411). 
51397:149-51397.155 
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ft«ifi040l00 N'ctice of paiial con-al of amorU <o License NPF-50.roviRing Tech Spec 
-17 7 to a"0w cno or more t'anavOrs ng in core proPo (TIP) locotons 10 bo mopo'- 
^ Mala reoiaced by syrrfr.eirical coL-nlerpaii ol Iccalion unrfor slafQtJ rondillons 
SA'fTsOM WH PfO.ect Dirociotar© JII-3 09/09/22 4pp 51397 156.0139'/ 159 


8910170141 Forwards app 10 SALP 9 Board Insp Rept 50-440/09 01 for Mdy 1909 * 
May 1909 & A Kaplan 89G920 Mr responding lo SALP lOpi 

OAVIS.A.B Pegion 3. Ofc of «ho Orociof 89/10/05 KAPlAN.A. Oovofand L’locinc 
i.lumnahngCo 2pp 51543.015 51543 021 


fi<iiD04Dl37 Forwa'dS ACCD/T915. Ground FauH DoiOCtiori & Trp Circuit at Por/y Urn 
■ '^hnical review repi No funhor AEOD action recommonrtotl based on rnonts ot 
va-m <rheTiB 10’ resolution of issue 

ua.7iiuQAftS G VIS on of Safety Prog-ams (Post G70413) 99/09/25. 

POSEHTHALJC Reactor Operations Analysis Bran:t» ip 51424.001 51424 005 


-JI31M40152 AEOD/T915, “Ground f aull DeiOCtion S Trip CirCuil at Perry Unit 1 " 
uA2UMDAn S Ofice fo' Analysis & EvaUaiion of Cpo/alional Data. Oirecicf 99/09/ 
25 ?pp 51424 002 51424:003 


>&9100401S4 Lists search comrnaneb used to satisfy requosi for LFFIfi ro rolayS O' 
dese= ceieralb* control orcutry problems aftocimg nvjItipJo diosol gonoralors smlar 
io%cer,l eveni at facil ty & cal br problems w/relays. 

MavSG r Oak Rdgo National LebO'atory. 99/07/29 MAP.UMDAR.S OliiCo to' Ana*- 
^5.5 & Eva'uaticn o’ Cpe/at cnal Oaia. Direcio.'. 2pp 51424 004-51424 005 


BM9J80098 Ger.oric Ltr B9 20 lo all fuel cycle liconsees possessing, using or p-'oeoSs- 
.-ig lanriL'a qjsrtiies ol SSNM re pfoiecied area lony-ierm housokooping Sve isi 

M(^RKLE.GW C vis on of Safeguards S Transpenat on (Post 970413) 89/09/26 
Co'isolidaicd Ed'Sen Co of New York. Ir,c I3pp 51531:107-51531 11/ 


$910110230 Fo-'wards Rev 2 lo "Pu'np & Va'vo msorvico Tosiii.g Progtam Plan.” m ta- 
sponse to Geronc Ltr 69 04. 

KAPJINA ClevO'and t’eclnc ll■umlr>at.ng Co 09/10/03. Document Conirol Branch 
(Oocu'^enl Conirol Desk). 7pp 51465 1 79 5146b 102 

-89101 10233 Rev 2 to ’ Pump & Valve Inservico Testing Program Plan ” 
hUTTCMSM Dove’and Floctric llljminating Co 09/10/02 GOOpp 51465 187- 
51466 102 


8910170264 Ceriums p ans i© 601026 msplvng In G'en Ellyn.lL lo discuss cuucr\l plarU 
mor.thty perfcfmar.ee nd colors 

GF.EENVAN.EG Region 3, Ofc of ib© Drocior. 89/10/03 kaplaN.A Clovo'and 
E'fictr c I Ifimnaimg Co. ?pp. 5l 533'20G-5l533'2fl7. 


-6910170143 App io SALP Repi 50 440/89 01 lor May 1988 - May 1980. 

• Rog-on 3. Olc ol Iho D-roctor. 89/10/05 3pp 51543 01 7 51543 021 

6910040381 NRC Info Notico 89 070, “Possible fnd cations of M sroprosenied Vendor 
Procfucis ” Sve I.S1 end 

ROSSI. C F Divison of Operaiionai Events Assessment (Post 870411). 69/10/11 
Ccnso'idaiod Edison Co of Now York. Inc I09pp 5 1 53 1 1 10-5 1 53 1 .226 

6910250126 Responds to NRC 890911 Hr ro vofaiions noiod m fr.sp Ropi 50 440/89 
22 Corrective actions rev to admin.straiive procodu'D.clanfying use of overtime dovi- 
aiions approved & Survoillanco Instruction M16 T2001 roporfermed succossfuly. 
KAPLAN.A Clove and Etocir'C lllum nalmg Co 89/10/11 Document Conircl Branch 
(Oocumonl Conirol Oosk) 4pp 51612 095 51612 098. 

8910260188 Ack receipt Of 890915 Ilf info'ining NRC of Steps token to corroci vidahon 
noted n Insp Ropt 50 440/89 1/ Reemphasises importance Of timely corrmun;ca1:on 
between ut I & NRC re 690925 events 

GRF.ENMAN.E G Region 3. Olc ol iho O-roctor. 80/10/13 KAPLAN.A. Cleveland 
E'ecific Il‘umin8ting Co 2pp 51607 239 51607 240 

8910130014 NRC Info Notice 69 071. ‘O.vGrs'on ol RUH Pump Seal Cooling Water 
Flow During Rocircuialion Operation Following LOCA*' Sve l'9l end 
ROSSVC.fc. Dtvisen ol Operational Events Assessmoni (Posi 07041 1) 09/10/19 
Consolidated Edison Co of New York. Inc 107pp 51531 227-5 1531 333 


R Periodic operating reports & related correspondence 

8910100164 Month'y eperaimg ropt for Sept 1969 for Perry Nuclear Piant Unil l.per 
Tech Spec 6.9 l 6 W.'G9l0l3 Hr. 

DJNN.GA. KAPLAN.A. Cfovolard Eloctre llluminaiir.g Co 89/09/30 6pp 
5155/.203.5155? 2C8 


S. Reportable occurrences, LERs A related correspondence 


fl3l0lSOD24 Requests h'bI 870917 bconso amend appiicaton remal.n active pondng 
fr4 resoUlO-T d Tech Spec 3.0 4 cf'ango concerns, per Gononc Ltr 87 09 Endorsos 
good practice cf rosiofing noperablo sys to operable stains pner lo plant sioru-p 
KAPLANA Cleveland Elocirfc llli.rriinali.'ig Co. 89/10/06 (3ccumonl Control Branch 
tOocjmeri Ccr.KOl Desk) ip. 5 152G 268-51526 268 

8910180034 Forwe'ds "Roacior Conlein-nenl B'dg Intngratod Leak Halo Tosi ” Spneial 
rep: so-nmarires resuts of periodic lost conducted 690705 00 during lust refuclirg 
eJage 

KAPLAN.A Dove'and Efoctric llumnating Co. 69/10/12 Dorumont Control Branch 
;D0CUT.ent ConifOl Desk) ip. 5)538 313-51530 006 

-89101800-13 "Reaciof Coat0l'*.rr,eni RirlQ Iniegraiod Leak Ralo Tosi " 

■ Ceveland Electr-C Mm noting Co 8U/07/31 I12pp 51538 314.51539 066 

8910160250 Geronc Ltr 09-21 lo aM holders of OLa 0 CPrt foi nuc'oar power roaclora 
concerning request fo.' Irfo ro status of impldmonfation of USI roqu rornonis 5vc ast 
end 

PARTLOW.JG Associate Drocior fo-' Projects (Post B/0411) 89/10/ lO. Co-nsolidal 
ed Ediscn Co of Now York. Inc. 60pp 51622 009-51622 068. 

8910180273 Geno'ic Lir 09 22 to dll licer^seos of oporet-ng reactors 0 holders of Cl^s ro 
potent al for increased rcof loads & plnni area flood runoff depth al ticonsod rucloar 
Mac.' plants due lo recoryi change in PMP ctiioria Sve list oncf 
PARTLCW.JG Assoc-ate Diroclor for Pro,oci3 (F»ost 870411) 89/10/19 Consoldat- 
ed Ed son Co 01 New York Inc. 39pp 51622.089-51622; lC6. 


Q. fnspecllon reports. IE Bulletins 0 correapondonce 


8909010336 NRC ln!o Noilce 6Q-065. ' Polontial for Siroas CorroS'Ori Crack nQ in Steam 
(Jr-eraiy Tube Plugs Supphod by B&W ” Sve list onci 

fiOSSi.C.E Orvis-on of Operational Events Assessmoni (Post 870411) 80/09/08 
Co'-so’ dated Edison Co of Now York. Inc lO0pp 51340 100-51349 208 


8909(160284 NRC fnlo Notice B0 066, "Oua’if-catipn Ufo of Solonoid Valves” Svc list 
enci 

FOSSi.CE C.vlsen of Oporallonel Events Assossmont (Post 870411). G9/09/n 
Co^so' dated Edisen Co of New York, Inc 105pp 51337.0D5-51337 199 


0909200010 NRC Info Noi Co 00 -060. “Evafuafon of Inslrumoni Seipolnis Durinn 
Woca ‘ Svc 1 51 end. 

POSSi.C E (j VIS on of Oporaiionel Events Assossmont (Post 87041 1). 89/09/25. 
Cortso- dated Edisen Co of New York, Inc I06pp 51337 200-51337 304. 


89^250252 NRC info Notice 69 060. Loss of Thermal MarQln Causod by Chon-iOl Oox 
Bcw' Svc 'isioncl 

ROSSt.CE Dvisicn of Oporallonel Events Assossmorrt (Post 070411) 89/09/29 
Wc dated Ed son Co of Now York. Inc I06pp. 5 153 1.00 1-5 153 1.1 06 

0030296 Provides rosponso to SALP Repi 9 for May 1980 • May 1089. Response 
comrronis on SALP 9 rept oxprossed during 690020 mooiing 
KAPLAN.A. C’eveland Electric lllurm naOng Co 80/09/29 Dociimont Control Branch 
(OoctTen: Coniro'. Desk) 2pp 51374.155.51374 156 

89101M172 Forwa-ds Safely Insp Ropt 50 440/89-25 on 090829 0901. No v.oJalions 
no.ed 

GREGER.LR Region 3, Ofc of the Droctor. 89/09/29 KAPLAN.A. Cleveland Floclnc 
' unmatng Co. 2pp. 51456 147-51458 174. 


Insp Rcpi 50 440/80-25 on 890829 -0901. No violations, dof cloncios or 
'"'k areas inspected annual emergency preparedness exorcise in 

^i^servai on by NRC of key functions A locations dunng oxerciso. 

5145817 ' 3, Ofc of the Director 89/09/27. 22pp 51450 149 


6010050037 Supp’omantol Part 2l ropi ro potonlial problem w/six specific engine cen- 
iro; devices in ai' siari.iubo o I. jacket water & crankcase sys Initially ropoded on 
690420 Ca'iforn a Controls Co w.li redesign valve seating 

GUNfHUM.BC- Cooper Infliisihos. Inc. 89/09/13 NRC ♦ No Doio-lod Alf.l-alicn 
Oivon. 4pp 51430 17151430 174 

0000260148 Spccal ropt on 60081 l.v bralion & 'ooso parts monitoring sys evporioncod 
spurious alarms Causod by oxcossivo background noiso Design change roquosi sub 
nulled lo address he'd tmo cable issue 

KAPI AN.A Cfovolanil ElOClnc llluminaring Co. 09/09/20. Document Conlrol Rrar'Ch 
(Uocumont Conucl Desk) 2pp 51330 345-51330 346. 

8910040337 NPDES noncorrpliance not-fication on 090921. sulfuric acd monuaily added 
10 ci'culat ng wato.' ays ai excc&sivo rate Causod by plant acid addition sys trat nnr- 
mally performs function bo-ng out of svc for mo ni & lack of procedure 
KAPLAN.A ClOvO'ard Elcclnc II umi.''aiing Co 80/09/26. GOMES, E Oh.o, State of. 
2PP 51436 282 51438 203 

8010030299 LER 89-010 01 on 690328. elevated temp condillon confirmed to oxsl 
wiDin upper roo:o.n ol drywoll Causod by insufficionl insulailon surround no reluof bel- 
lows cfoni ng radiant heat source RoflecUvo Insu'aiion Insia'icd W/090929 Trr. 

DUNN.G A . KAPLAN.A Cleveland Electric llluirinaling Co. 89/09/29. Bpp. 
51386 097-51368 103 

0910190081 Forwards UEHs 88 025 01 & 69-026 00. 

KAPLAN.A Clovolantl Elocinc llluminatinu Co 89/10/13. Oocumonl Conirol Branch 
(Oocurnont Conirol Desk), ip 51526 077 61526 083. 

-0910190003 LER 80 025 01 on 0B06l8.roactOf proteciion sys (RPS) bus inadvertently 
deenorgirod.fosulling full RPS actuation Causod by pnrsonnol error w/conlnbuFng 
lector of poor human factors <los gn info tag inslallod on power swiicfi. 

OLIUM.G.A Clovo'ar.rt tlocif-c «tumnavi>g Co 69/10/13. 3pp 51526 076-5 V526.960. 

• -8910100064 LER 80 026-00 on 8000 13. reactor thermal power levol exceeded that 
specified in OL djo lo unexpected /ecirculalion ays flow co.nuol iransienl Caused by 
component failure Failed isolalion soteno d valve replaced 

DUNN.G A Cleveland Elocific llluminaiing Co 09/10/13. 3pp. 51526:081-51526:083 

8010240299 LED 89 027-00 on 090925.1089 Of control power 10 omorgoncy Svc water 
sys pump discharge valvo A rondorod syS inoperable Causod by personnel error ro 
(vimpct pWemcnl. tovoNod lochnto&ns counsolodW/89t020 Uf. 
bUNN.(j A.. KAPLAN.A Cleveland Efocldc llluminaiing Co. 89/10/20. 4pp. 
516O7.325-516O7:320. 


V. Operator Examinations 

6910190083 Provides suppi to &9D030 response lo Generic Ltr 69-12. ‘ Operator Licens- 
ing Exam." consisting ot rovisod operator licensing & operator roqualif<car cn exam 
schedules lot 1090 1903. 

KAPLAN.A Clovolend Eleclhc lllumnatng Co. 09/10/13 Document Conirol Branch 
(Documonl Conirol DOSk). 4pp 51557 178-51557 101. 
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A. Appllcation/conslructlon stage documents A correspondence 

6909260090 Generic Ltr 69-20 to a'l (uel cycle licensees possessing, us-ng or process- 
ing formula quantities of SSNM ro protected area long term house ken ping. Svc Ist 
end. 

MCCORKLE.G.W Division ol Safeguards & Transportation (Post 070413) 89/00/26 
Consolidated Edison Cu of Now Yo/k. Inc. 13pp. 51531 107-51531:117 
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0910170264 Confirrrs p'ans re 691026 meeting tn Glen Fil/n.tL to r^iscuss ct'roni plani 
monihly potto'rrance mtficaicrs 

GREFNMAN.E G. Region 0. Ole oi ri o D rector 69/10/03 KAPLAN A Cleveland 
Electric llfcm nating Co ?pp S1533 266 51533 267 

89 10160250 GenG.*,c Lir Q9 21 to all ho'ders 0l OLs 8 CPs lo.' rucleer power roacio'S 
cencotnry req^GSl let r/o to siaVua ol iTp'cmeriai on ol USi iGquiOT.ooVs Sve liSV 
or.cl 

PARILOW.JG Associate Crecter lor Pfc|ecK (Post 870411) 09/10/19 Ccnsddal 
edEdsonCo of Now Yorh. Inc 60pp 51622 CC9 51622 OGQ 

89101Q0273 Generic Lir 09 22 lo al‘ licensees Ol ope.'dt'ng readers 8 ho'ders ol CPs re 
poter.i>ai lor increased rool loads 8 p'd>'t e'ea iicod runoii dopih ai ■ censed nuciea' 
gowG' glams due to tccem change m PMP cmena Svc tts\ efcl 
PARTlQW.J G Associate Drec*Of lor Projecls (Pcsl 870411) 09/10/19 Cdnsolidal- 
Od Edison Co of New York. Inc 39pp 51622 C69-5 1622 106 


P. Security, medical, emergency & lire protection plana 

8910050022 temporary Change Noi ce 5 to Rev 5 *o EPl A8. "Eme.'gonr.y Operahons 
Faci'iry Activahon' VV/85092a Itr 

PERkO.D.. ANDERSONJD. KAPi-AN.A Cleveland Eloct'iC ll'ummaiing Co 69/09/ 
28 5pp 51430 054 51430 059 


O. fnapeclion reports. J£ Bulletins & correspondence 


6909010336 NRC In'o Not-ce 89 065. “Poleniial for Svess Corros-cn Clacking in Steam 
GenoraiOf Tube Pugs Supp ied by 08W ” Svc lisi oncl 

ROSSl.CE. G vision of Opera*, cnal Events Assessmen* ^Post 670411) 60/09 /CO 
Consol dated Ed son Co of New Yo-'k. Inc I08pp 51349.100 51349 206. 

6909060284 NRC info Noice 09 066. "Cual'ficaton Lite ol Sclenod Valves" Svc Nst 
oncl 

ROSSl.CE Dv.sioa of Operatonai Evenis Assossnron: (Post 870411) 09/09/11. 
Consol dated Ed son Co. of Now Yo»k, (nc I05pp 51337 095*5 1 337 199 

8909200010 NRC Info NoiiCO 69 C69. Evdluahon of Insfrurrcni Soipomls During 
Mods ■' Svc !iSl end 

nOSSl.CE Division ol Opo.'aiio.'‘8l Events Assossrren: (Post 070411) 09/09/25 
Consol dated F.discn Co o? New York. Inc I06pp 51337 200 5133? 304 

6009250252 NRC Info No1 ce 69 069. "Loss ol Thermal Margin Caused by Channel Box 
0CW ■■ Svc list cnci 

nOSSl.CE Division of Ope'aliorai Evenis Assessment (Post 870411) 09/09/29. 
Consol daiod Edison Co cf New Yo*k, (nc JC6pp 51531 00l -61531 lC6 

89*10040381 NRC Info Notice 09 070. Pcsstle inlcaions ol Misrep'esonied Vender 
Products " Svc I St e.icl 

nOSSl.C.E Division ol Opo.'aiion8l Events Assessment (Post 670411) 89/10/11 
Consoldaied Edison Co cf New Yo.'k. inc i09pp 5i53Mi0-5l53i 226 

8910130014 NRC tnfo No’ce 89 071. 'D.vers on ol RHR Pump Seal Coo'ing Y/ater 
Flow Ourir.g Recircu'aiio.'i Operaf cn Follow ng LOCA." Svc hsI oncl 
ROSSl.CE DwisioD ol Cperavcnal Everpis Assessmoni )Posi 8701 ii) 89/i0/i9 
Consol.daied Ed son Co. cf Now York, Inc l07pp 5l53l 22/-51531 333 


S. Reportable occurrences, lERs 8 related correspondenco 

6910040337 NPDBS norccmpilance notification on 890921. sulfuric acid manually added 
to c rcuiat ng water sys at ovcossive rate Caused by plant ocid addition sys inai nor- 
me ly performs funci’on bo ng out of svc for ma ni 8 lack of procod jre 
KAPLAN.A Cleveland Electi C ISuTinalng Co 89/09/26 GO.MES.E. Oh o. State of 
?pp 51436 282-51436 283 
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F. SecurJiy. medical, emergency & fire protection plane 

8910020221 Advisos that uM -ntdcds to insial eloctrochemlcat carbon monoxrde son 
so.'s lo Support certain bases ol f.re ha?a.'ds analysts prior to p.’ani ascension into 
Mode 4 

FEIGENBAUM.T C Pub'ic Service CO ol Now Hampshire. 89/09/22. Document Con- 
Irol Branch (OoCumonl Control DosK) 2pp 51364 237 51364 23B 

8910100104 Forwards SALP Rapt 50-443/67-99 tor Aug 1097 • June 1909. 
RUSSFLL.WT. Region 1. Ofc of the Director 89/09/28 GHOWN.E A Puti'ic Se.'Vica 
Co, ol New Hampshire. 8pp 51461 264-51461 324 

-8910100106 SALP Repl 50 443/87.99 lo' Aug 198? lo June 1989 Caiogo.'y 1 as- 
sig.nod In areas of o.mergency preparedness 8 security 8 Catego.'v 2 ass gned In area 
of png nearir^/technicai suppo.i Urtderiy ng cause of peisonner errors requesiod 
• Region l.Olc oUhO Oiroctor 60/08/23 33pp 51461 292-51461.324 

8910100316 Rev 0 lo "New Hampshre Yankee Soabrook Station 1989 Graded Exor* 
c-so,” conducted on 890927. 

' Publ c SorvicG Co ol New Hampshire. 69/09/27. 420pp. 51463.D49 51464 leB 

89 1 0040233 Motion for fGco.*is deration * Requests that Board roccnsidor 890926 order 
8 accept enci exhib-ts as suppis lo Jul 8 Aug tow power lesing fii.ngs due to imerve- 
nors not receivng startup test procedure until 890922.VV/Certilicaie of Svc. 
TRAFICONTE.J. Massachusetts. Commonwealth of. 1^469 9240 80/09/28 Atomic 
Safety and LIcens ng Board Panol 23pp 5 1347 098-5 134 7: 120 

8910130020 Ifilervenors mol on to 8dm>l conieniions on 89092? emergency plan exer- 
cise.* Requests hearing 8 to engage in dscovery for hearing on 
conlention Supporting documental on 8 Certificate of Svc end. 

GREER. L G Massachusetts. Comrr.onwealth ol GREER.L B Seacoast Anti PoHutron 
league. GREER, L.B New England Coalition on Nuclear Polluilon j?489 9251. 89/09/ 
2G. Atomic Safety and licensing Board Panel 1 1 1 pp. 51446.001 5l 448; 111. 


89 10 160 176 Responds lo 890826 II' ry Board of Soloclmo.n docision fo 
III Ginorooncy resper^se plannng for p ant desp.le RJ Lynch resevai 
quacy of evacuation plan 

ROBLRTS.T M Commssio-nors 89/10/05 LYNCH R J GAMLINR I 
NH ip 51526 140 51526 142 

0910160069 Forwards Salety insp Ftept 50 443/89 10 on 
viQlaiions deviat ons or un'oscived items observed 
BELLAMY.RR Ropo.-i 1. OfC of tbo Director 89/10/05 BRCWN.EA 
Co of New Hampshire 2pp 51557 001-51557 011. 

-B9101BQ073 Emergency Preparedness Insp Rent 50-443/89-10 oi 
v.oiaiions.dev.aiions or unrcsolvaii iloms noted Major areas mspecled 
paredness 8 annual part-al parliCipalion omerqorcy PfoparDd'^es 
890927 

FOX.E.F . LAZARUS, W J negion l. Ofc of Ihe Diroclcr 89/10/C2 £ 
51557011 

8910160251 Subm.ls lollowup to ACRS 09G913 Ifr to Chairrran Carr ‘0 i 
for fui'-powor operation of faC' ity NHG w II address issues that arose 
leslirig 8 correciivo act-ons recomirondcd by TEMA in SSER 9 
TAYLOn.J M Ofc Of Ihe ExOCulive D.roctr^r lor Oporaiicns 69/10/11 
ACnS • Adv-sory Ccmmiioe on Ro.ictor Safeguards 7pp 51523 215 5 

6910250054 App'.cani response lo interveners motion lo ad.mi conienti 
emergency plan oxcrciSO ’ Lfrqos rlial motion be deried 8 proferrec 
excluded Ro'aied info enci W/Certif caio of Svc 
OIGNAN.T.G Public Se'vcd Co of Now Hampshre. DIGNAN.T.O 
<7489 9312. 89/10/11. Aiomc Safdty and Licensing Board Panel 46 
51561 24b 


8910180133 Inlofvonors second mpiion ro admit ccnlGnio/:s on 89C; 
plan oxerciso.’ Advisos mat appheam conlnnhons fled ori d909r9 
bases ro scope of cnsiln exc.'cs so should be odmiiiod.W/Corl ficato ol 
GREER.LB Massachusolfs. Commonwealth of // 4 00 9308 09/10/13 
and Licensing Board Panel 400pp 51496 252-51498 064 

8010250043 NRC response lo fnrervonors mohon to admit con'Cnlons o 
c-se * Motion opposed due to motion faiing to provide requ site show* 
reopen & adeqjate basis for proflurrnd contention 
YOUNG.M A Assis»-3nt Gonorai Cou'isot (or Hoarmas & Er\(orccn*eci > 
10/16 Atomic Safety and L'ccnsng Board Panel l5pp. 51561 248-51 J 

-8910250049 Affidavit Of F Kaoto.' ro inioivorors mohon lo fidiri cc.“lcf 
oxercse * Advises ihai 800927 oxorclse of p'anl or'Sile plan corsidc. 
scepo to test emergency response capabiMy W/CerliliCdlo of Svc 
KANTOR.F. Offee of the General Counso? (Rost 860701) KAMTOr 
Prepa'OdressQtarvch 09/10/16. 22pp 51561.263.51501:234 

8910250011 inforvof'o.'S moron fo.' su.'nma'y dsposihon on Conteriions 
8 JJ Onsiio Ex-P.’ Board should enter summary disppsihcn in favor 
f-lod on 69G929 & 1013 on grounds of rio genu ne Issue of ma'i fact in 
BflOCK.M T. Massachuseiis, Commonwealth of BROCK.M T. Soacoa 
League. BROCK.M T. New Cr'gland Coa'ihon on Nucloar Polljl.sn 4 
10/10 Alomwc Saloty and L-cens ny Board Panel. Bpp 51561:285-5165 

-6910250042 Memorardum of mlorvoncrs n suppcri of rrchon for Sumf 
of scope coniont'ons filod m response lo 890927 o.nsiio exe.'ciso ' Wi 
& Cerl.ficote of Svc 

BROCK.M Massachusetts. Commonweellh of. 89/10/10. Alomic Sa'' 
ing Board Panel. 46pp 5l58l 294-5l56l 339 

6910310150 Mohon for Commonweailh of MA ally general for roconsrd^ 
922 * Board should reverse deierm nation that emergency pfaMi 
second* tier safety reaulat-on W/supperUry into 8 CerOficate of Svc 
TRAncO.NTE.J.M. Massachusoits, Commonweolth of //469 9348. 03 
Safety and Licensing Appeal Panol l00pp 51606 149-51606 317. 


Q. Adjudicalory correspondence 

8910040086 Response of Commonwealth of MA ally general lo Cot': 
890822 * F'nanciai qualifications exempt.on should bo waived w/rosp£ 
licunriure of plant. Supporting info 8 Cerlilicaio of Svc oncl 
JONAS,S A Maasactviseus. Commonweailh of //409 9228 09/09/2 
ors I50pp. 51347;339 51340 175. 

6910040125 Forwards rospo.nso to Comm.sslon 890822 order & New ( 
Sys Form lO-Q for quarter ending 000630 in support of Part III of res; 
ciont lundmo for opo/at'ng p:ant 

BACKUS.R A. Seacoast Anh-Pollution Le^uo flACKUS.R A. Backus, 
m.on. d409 9232. 09/09/26 CHILK.S J QH.co ol the Secro’-ety ol V 
6pp 51348 202-51348 234. 

-6910040134 Seacoast Anli-Pol-ullon LeaQuo responsd 10 Comniissioi 
(ro financial quaiificat-on of Seabrook ut l) * Urges that AS LAB decis-i 
bo affirmed 8 Commission order Imancial inqu ry on broader bas s.Svc 
BACKUS.R.A. Seacoast Anil-Pollutron League. BACKUS.R.A Backus, 
nvon 09/09/26 ComhwssloneiB 27pp 51340 200-51340:234. 

8910040155 NRC Sialf opposition to motion of Commonwealth of MA 
schedu'e for Ming of contentions arising out of Sept 1980 onsite oxe'Ci 
al estabi shoe no good cause to show schedule needed W/Ce/1 ficalet 
nEfS.E.J Reacio/ Licensing Branch i5r489 9234. 09/09/26, AlorrC 
censing Board Panel. 7pp 51348 ?38 51340 244 

8910130002 Expresses displeasure w/actions taken by recipieni cl:eni 
town hall on 690927.Roslrict ng access to publ.c faclity deerred inap 
cnminaiory Related conesponyervee 

TRAFiCONTE.J Mossachusetls. Commonwoallh of //489 92 
DIGNAN.T.Q. Pub’ic Service Co. of Now Hampshire OIGNAN.T.G 
2pp. 51440:147-51440.148. 
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,nrti7 AoP‘icdi'1 n-yon ror K’avo io repiv io responso of Common^oaiir^ of 

g9lCl30OU APP appl,-ant rr-ono.! lo sinko Common^ealtn of MA atty geno*a 
!’'.\^.VfrTi're''rs & s^di pb"! motion to suOmi ’ Ce^fplicaia of SvC oncl 

TG Pj'- c Sfifvico Co of Noa Hampbhra DIGNAN.T G Hopos S Gray 
ii^9 95'49 fi9'03/27 Aicm-c Safety and Licensing Appeal Panel Gpp 5 f 4^1 7 353 
5‘J47 j£3 

A-'/ses that Nac dons not intend to fi'e response to Ccminofiwoalth of 
ti'Oion lo‘ 0OV6 to file reply to cortan applcanl responses lo preposeU 

A Ass.sianl Gor-cral Counsel for Meannas & en'o'COmonl /M09 0?36 69/ 
SMITHIW H/CCOLLOW.K A . COLE.RF Atomic Safety errJ Licensing Board 
plntl fp ^t3«'.b24?.St24B-2A/ 

Not CO ol vv-lhdrawal ’ Roq^osts thoi mal & Sve ists be arnendorJ 10 dolofo 
-o^narna dee to autho' withdrawal m pracoQd.ngs Sve should bo matfe to WA 
tCnn 4 EJ PCIS ai stated address w/Coniiicaie of Sve 

- I §jft. Hnot,nna S Pi 

TUr^<.S E 


PCis al stated auarcss vv/'^-oniiicaie oi ovu 

ASS start Geroral Ccunsel fO' tfearings S Enforcomoni 9241 09/ 

51340 2cb 6l34B 269 


flaivijn?l3 Moticn for reco.-sderal on * Requosis thai Board reconsider 890026 order 
iV-c/ci en-i e»l*.biis as suppis to Jul & Auq 'ow power insnrtg fiLrgs duo to (niervo 
not r^a vK 3 sla'luD leal procedure unl.T 890922 W/Ccrtifcoie cf Sve 
TaAFif/)NTE J Wassaf'xisoUs, Corrt'no".we6llh Ol f<469 9240 09/09/ 20 Aiofnic 
SaL’ty and Licensing Goa d Panel. 23pp 51347 090 51347 120 

w'fl 130020 ■nia.'ver.o'S riCfion to admt contentions on 800927 cmorgoncy plari oxer 
• Requests hean-g & to engage in discovery Jor tinanng cn 
rrtr!vr‘.oii StPPorti'ia aocumontation & Cedificato of Syc enci 

rfiFERLB Massar^'jseiis. Commonwealth of. GRtLH.L □ Soacoasi Anii Po uiion 
1 c5-n& GC^EER L 6 New Endlarxd COd'ii on or> Nuclear Podulion //409 9251 69/09/ 
jjSi-'-c Sa'er/ and Lice.nsng Board Panel, llipp 51448 001-51448 1 1 1 


6910130013 Reques's lhai PJ fv'allhowa & L Kopelman bo rto'oiod Irom sve iisi Author 
y^<Acap|c c tv ol N6wbL'r\'port 

caiST ANCnEB NewDurypert MA SAINT ANDRE. 0 Kopelman & PaigO ^409 
9243 09/09/29 DocKoirg & Sorv.CQS Drar^ch ip 51446.112-51446 112 


6510130007 NRC Sla<f fosponse lo appticanl moi.ons lO sirko tommonis of Comrnon- 
*e3"n cf MA alty ger.eral on applrcant response lo ASLAB order of 090630 & Sea- 
'MSI Ari PcUi'cn Loag.io rospense In accordance w/ASLAB ' W/Certificalo of 


c!aP 4LB Asss'anl Gone.'al Counsel for Hear.ngs S Enfcrcon'.oni //480 0240 89/ 
iiC/32 A‘o.Tiic Safely and llcensrg Appeal Panol Opp 5144B 139 51448 146 


6910180029 Apptcart response lo Board memcrandum & erder ol B90925 * Actual to- 
v^.rg cf SFMC to r.cluoo evacuation lime eHiimalos will not bo made until allot inllmi 
cec son issues order to a low mcorpo/olioo.w/Cori.licaie of Sve. 
o:i!^A‘jTG Put c Se.'v cQ Co of Now Hempshtfo DIGNAN.T G Ropoa 
< 146 ? 9282 69/10/03. Atomic Safely and Licensry Board Panel 4 pp 51 
51498 091 . 


& Gray 
•196 000 


6910133074 NRC Staff response to Commonwenffh ol MA mohon lot leavo to ttipw 
(3 afp cant & stalf responses lo iniefvefior& 890020 rnohon lo odd basos a fudher 
ijwpcwer losing contontiens ' Mol:on opposed. W/Codilicolo of Sve 
RElSEJ Reactor Licai’sing Branch //4fl9 9264 89/10/04. Atomic Solely and Li- 
Board Panel 3PP 51440 215 51440 226 

-8910130077 Alfidav.i Of MT W.l!ef * Discusses sfianng of info re Augmented tnsp 
Team obst*yaiions r.f naiutal citculAlion lesl & manual fcacior itip w/euy gonotal 
o'c.pc.' siaio l-aison program ^ „ 

mulERMT Office of the General Counsel (Posl 860701). MILLER.M T. Region 1, 
Of: or the Drectc'. 69/09/20 3pp. 5 144B 217*51440 219 


-8910130082 Affdavil of JF? McGraPi* Lisis polnis made duf.ng conversalion w/P 
Ag'.DS cf Ccrrmcrwoa'lh of MA re draff Insp fOpI on termination of low powor losling 
i 'eacisr s'vatdQwn W/Cectd.cat« of Sve 

wCORATh.M R Off ce cf the Gonorai Counsel (Posl CC0701) MCGRATf l.j.R Region 
\C*cc\ the D.rcclof . 09/09/28 7pp . 5 1 440 220-5 1 448 226 


0010100109 Order ' Appellants before ASLAB should Me & sorvo briefs on or before 
09l027,applcan1 by 891 103 & NRC by 091100 re issue of Comrronwea'Ih of MA ally 
gor eral teslimony W/ Cenihcaie of Sve Served on 89)010 

CHILK.S J Office of ihe Secrotary cf iho Comm sS on <¥469 9302 89/10/13 Olhce 
Ol the General Counsel (Post 060701) 6pp. 51498 352 51498 357 

8910100133 Interveners second motion to adml conionlions on 690927 cmotgoncy 
p an onorciso * Advises lhai appi cani contentions filed cn 090929 to admt adoi 
bases ro scope of onsite oxercsise should he odm ited W/Certdicaie of Sve 
GREER. V D Massachusoils, Corrrrcnweafih oi GREER.uB Seatoasi Anb-Pol“ut on 
League. GREER. L B New Er‘gland Coa'itipr^ on Nuclear Pol'uuon //4B9 9300 89/10/ 
13 Atomc Safety and Liconsrg Cea'd Panel 400pp 5I4D6 252 51498 064 

C9101C01S7 Ccrnolv- Hts to I Smih.dtd 890629 & S Ch-lk.did 890630’ Adv.sos lhai 
iisictJ documents rev.ewod by Soab.'OoK ASLB & w ii be placed In PDR Served on 
091013 

JUfAN.E L OoclvOVnQ 8, Services Branch fi 409 9301 60/10/13 COMLGY.SB We 
Tne People ol Tfie United Stales iWe The Poopio. Inc ) 2pp 51499 000-51499.091. 

-8910100161 Fonvards 09C629 Ur to Judgo Smih & documents for nclusion in records 
of :iconsing proceedings for plani.per 090629 InsiruClion 

rOWLL-Y.S B Wo fho People of iho Uniied Slates (Wo The Poop!o. Inc ) 89/06/30. 
CHILK.S j Offico of the Secrotary of the Commission ip 51499 082-51499 091. 


*•8910180166 Urges lhai CommisS’On decision on whether people can bo evacuated 
safely m ovom of nucioa' acedont at p'ant not be made w/o review ng end docu- 
ments 8 loatimcnyCorlilicale of Svc end. 

COMLEY.S B. Wo The People ol The Urged Slates IWo ine People. Inc ) 09/06/29. 
SMlTl-f.l. AlOfTi'C Safely and Licons ng Boa^d Pane’ Opp 51490 083 51499 091 

8910260018 Advises lhai NRC does nof iniend lo file rospense to Commonwoallh of 
MA 090920 motion for reconsidorelioapor ASLB 001012 Memorandum 8 Order LBP- 
69 20 denying IrMorvencrs mo!ion9 le admit low powe.' losing conienliong & bases 
RACHMANN.RG Aas-sianl Gene/al Counsel for Hearings & Enforcomeni <7409 
D314 89/10/16 SMnn.l W.. COl.E.RE , MCCOUOM.K A Alomir, Saleiy and Llcons 
ng Board Panel. Ip 51561.285-51551 265 

89102S0043 NRC rospof'so 10 Ifilorvdnors motion lo adiiipl coniontlor'S on 090927 exor- 
cise * Motion opposed duo to melon fai'mg to provide requiSflo showng for motion lo 
reopen & adocuaio basis for profforrod conient-on 

YO'JNQ.M A Assisiam General Counsel for Hearings & Enforcement #489 9316 89/ 
10/16 AlotTlc Solely and Utonsli-g BoanJ Panel l6pp 51561 240-51561 264 

-8010250040 Affidavit of F Kfinlor to Inlo.-vonors mouon lo admi coniontions on on&ile 
oxorCiSo.’ Advises lhat 00092? oxbrese of plant o-'isito plan consklorod suflicicnl m 
8CO(iQ lo lost emorgonry rospenso capabi'iiy W/Cori ficaio ol Svc 
KANTOR.F. Offico of ine General Counsol (Post 060701) KANIOR.F. Emergency 
Preparedness Branch. 89/ 10/10 22pp 61561:263 51561204. 

0910250060 Intofvono.'s moilon 10 amend inlervonofS moions of 890920 & 1013 lo 
admit content ons on 090027 ons io err.efgoncy plan oxerciso * Moves Board lo 
accdpi.Nunc Pro Turc.-nlcrvonors furihor legal arajment Co/iificalo of Svc onci 
BROCK. M T MassPChusolia, Commo'-.woaitii of. BROCK, W.T. Seacoasl Anil PoTui on 
Loaguo. BBOCK.M T Now England Coal.tion on Nuclear Po lulion #409 9313 09/ 
10/ IG Atomic Safely and Licensing Board Panel, ilpp 51561.157-51561 167. 

8010260112 Fonwards fioinfi7ed slgnaiure pago to EF Fox affidavit for inso/lion to affi- 
<favit fi'od w/NHC 001 01 G response to Intorvonors motion lo adm.l conionlions on 
09002? oxorriso. 

YOUNG M A. Assistant General Counsel lor Hoannos 8 EnlDicemoni .#409 9310. 09/ 
10/17 SMITH.IW.. COLE.RF.. MCCOLLOM.K A. Atomic Safety and Licensing Board 
Pond 2pp. 51561 111-51561112. 

8910250011 inicrvonOfS molion lor summary dispos.ion on Conlonlio.ns Jl Onsito Ex-1 
& jl*Onsito Ex.2.* Board should enter summary dsposlipn in favor of conlentof'S 
li'od on 090920 & 1013 on grounds of no genu no issue of mall fact m d sputo. 

BROCK M T MassachusoUs. Commorwjoallh of QROCK.M T. Seacoasl Anh Po'luUon 
Looguo ‘ BHOCK.M T Now England Coal.tion on Nuclear Pollulion #489 9323 09/ 
10/10 Atomic Safety and Licensing Board Panel Opp 51561 286-5 1561:339 


Wl0im38 App icar.t raspo.nso to Iniorvonor motion lor toconsldorolion ’ Comrr.oii- 
Aealih o’ mA melon lo rocortsldor ASLB 090026 order should bo donod on basis 
t7.ai rio noiv facts or matte.' provided W/Cortificato of Svc 

OlGfJAN.T.G Pu^'ic Sorvic© Co. of New Hampshire. OIQNAN.T.O. Roprjs A Gray 
«489 S283 89/10/04. Atomic Safely nnrt Licensing Board Panel 4pp. 51490.006- 
51498099 


-8010250042 Momo.'andum of mlervencrs in support of motion for summary disposition 
of scope conlentlo.49 filed in rospense to 890927 onsite exorcise.* W/ supporting info 
& Cortificaio of Svc . ^ . 

BROCK M Mas&actvjsolts Comrr.onwcaUh of. 69/10/10. AtonNc Safety and Licens- 
ing Board Panel 46pp. 51561:294-51561.330. 


89lQ\50045 HRC Slaff oppoaftlon \o applicant molvon lot leovo to Wo reply to ruspon&e 
c* Cc-n-ronwea ih ol ma alty general (MAG) lo applicant motion lo striko MAG 
690915 coTi-nfinis & apphcani motion io submit ...* V/ /Cortificaio of Svc. 

CLARK, I 0 Ass-sfsni General Counso! for Hearings & Enforcomonf #409 9204 09/ 
iD/M Atomic Safely ar^d Licensing Appeal Panol. Opp 51490.102-51490 189 

691018C063 MeTOrandjm & o.'der.* Cortdias to Commission iasuo wtielhor Common- 
*eaLi cl MA alty geaorai laaltmony ro dose reductions & consoquoncos that will bo 
L“.dc' Sta'e ol NH omeraanev plan cons dorod admissible.w/Coriificalo of Svc Sorvod 
00 691011. 

HAGlAS.E E Atcrr c Safety arid LIconsIny Appeal Pane' #489 9286 80/10/1 1 Com 
n-wbis 28pp 51498 190 51493 225 

8310250054 Appicant ro3ponso to inlon/enors motion to admit contenllona on 600927 
e-nergo'icy p’gn ©xercse ’ Urgos lhai mction bo denied & preferred content on bo 
Sr eluded Related info enci w/certificoio nl Svc. 

DGI^A'J.T G Pub c Service Co of Now Hampshre. DIGNAN.T.G. Ropes & Gray 
*469 9312. 69/10/11 Alomlc Snfotv end Licensing Board Panel 40pp. 51561:190 


891018008! Memcrandum & order (denying fniervenors motions to atfmi low power 
tejing conieniions & bases or roopon record & request for hearing).* W/Corlificaio ol 
Svc Served on 691012 

WLE.R F Atomic Safety and Licensing Board Panel. #489 9290. 09/10/12. Massa- 
chusens, Corrmor.<v0a'lh of. 59pp 5 1498:266 -5 14 98 324. 

Notice of appoin^nneni of adjudicatory employee * Advises ihal LK Cohan 
01 rwR appe r.ted io advise Comrnisslon on issues in proceeding r© emergency plan 
ri^ fCQuifomenis.W/ Certificale of Svc.Sorvod on 891012. 

Oltice ot Iho Socfdiarv of ibe Commission. #489 9201. 09/10/12 4pp 
SNyS 325 51498 328 


8910250080 Memorandum & Order CLI 09-20 * Donlos applicani waivor or exception 
Irom rules fO reducing sizo Of EPZ 8 requlromont to porlorm emergency exercise 
wiihin I yr of Issuance of full powor liconse W/Certificate of Svc Served on 891019 
CHILK.S J Offico of ihG Socfolary of iho Commission. #489 9328 89/10/19. Pubhe 
SetyiCOCo of Now Hampshlro. 26pp 51561 120-51561:145 


0910310090 Motion for paniol recons dorailon of ALAO-922 on bohalf ol Soacoast Anil* 
Pollution League.' Appeal Board moved to reconsider hold-ng that emergency plan- 
ning second tior eofoty requiroment.W/svc r.3i. « . 

BACKUS R A. Soacoasi Ann- Pollulion League RACKUS.R A. Backus. Meyer & So.o 
mon #409 9337. 89/10/20 Atomic Safely and licensing Appeal Panel. lOpp 
51696 too 51600 109. 


8010310150 Moilon for Commonwoallh of MA atty gonorai for reconsideration of ALAB- 
022 * Board shou'd revorao deiormmat'on lhai emergency p'ann ng considered 

socond-lier safely rcgiPationW/supporl-ng mlo & Coililicale of Svc. ^ ^ 

TRAFICONTE.J M. Massachu sells, Commonwoallh of. #480 9340. 09/10/20. Atomic 
Safety and Licensing Appeal Panel. lOOpp. 51606 149-51600:317 


6910310174 Applicant rosponso lo Iniorvenors motion to amend Intorvonors motions ol 
090929 8 1013 10 atlml contentions on 690927 onsite emergency plan oxorciso * 
Issue re admittance committed lo Board di scr elion. Cor hf. cate of Svc end 
DIGNANT G Public Service Co. ol New Harr^islWO. DIGNAN.T G. Ropoa & Gtay 
#409 0345. 89/10/20 Atomic Safety and Licensing Board Panel. 5pp 51606:322- 
51606 326. 


89 10310 IBB Nonce of appeal.* Appea’s Licensing Board 091012 Memorandum /i Order 
L BP-09 28 denying fniervenors motions to admit low powor testing coniontions & 
bases or to reopen record & requests for hearing. „ 

SHANNON J M Massa dniseUs. Commonweallh ol. #489 9346 89/10/20 ip 
51607 004-51607:022. 
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**0910310199 MciiOi iot o*pet?iied appeal ' Gca'o rrovod lo e^pooiie appoal ol 1.0P* 
a9 2ft o'i gtcu-oa ol pbfc'ii P&l Cv & as id lO.ecV niGr,#Dror5 'tt*> powe; icbl rg 

conieol.ons Suppcn ng mfo & Codificaie Ol Svc unci 

SHANN'ON.JM Vassach'jseus. Co-nnoiiWGallli of 09/10/20 Alo-nc Salery ar.J Li 
CQr.$ing Appeal Panel i9pp 51607 005 51607.022 

8910310203 App'irani anSiwOf lo ntervencfs second mohon lo apmil cof«ont*ons on 
090927 p‘a'^ e«tc»sa ' Me*, o'* KQ assert add* bases loi or\siie 

ere S0 conionhon Jl-O'isilo Fi*l should to denied W/Cort ^cale of SvC 
DIGNAN.T G Pbbl-C Sc'v^re Co 0? New Hampshre OiGNANJ G Ropes & Gfay 
^/4B9 9344 89/10/20 Aicn:c Sa'eiy and tconsrg Board Par.o: I8pp 51607 1?^ 
51607 192 

6910310072 RocQ'isUutio'^ o' A5LAB ' Appeal Board wil consiSl ol TS Mo or 0 . Chair. nan 
& HA Wi ber & GP Bc lwerk.merrpo's W/ Cen ficalo of Sve Served on 001023 
TCMPkinS.BA Ato-xic Salcty and L consrg Appeal Panol .<1/489 9334 09/10/23 
4pp 51606.0B7-5 1606 090 

6910310149 Order * Q.reclS Oral appLcanl A NRC fla ryspense to ally gocoral ol Co.n 
monwo8‘ih ol MA 091020 r-ciiCe of appea' from L censing Board 091012 momo/an 
flum & order.by 891027 99/ Cert'caie ol Sve Served on 091024 
TOMPKINS.BA. Atoxic Safety Licensng Appeal Panel /1'469 9340 09/10/23 
Oltice ol the Gonora* Counsel |Posi 660701) 5pp. $1606 144 516C6 14R 

6910310160 Advises lhal ASLAQ reconstituted fO' portion ol proceeding re rrot^ons to 
reopen for cor^s de/ai on Cf low power lestirg contontiona TS Moore appointed as 
Cha rman A HA 99 Ibor A GP Bcl we/K m embers Re'atBd correspondence. 

KOHL.C N. Alcm e Salety and L censng Appeal Panel. //4B9 9349 09/10/23. Atomic 
Safety and Licensing Appeal Panol ip 51606 32 i*5i€C5 32i. 

6910310175 Momorardum A O'der * Oo'^ieS CO-xmonweallh of MA A Soacoast Anii Pol* 
lu'.on Loacuo 691020 motons for recons deraiion of ALAO 922 9V/Ceit.* cale of 
Sve Served on 091024 

TOWPKINS.G A Atoxic Safety and Lice.''sng Appeal Pane'. //.1B9 0360 09/10/24 
Massachusclis, Comxionwoallh of 7pp 51606 327*51606 333 


H. General correspondence 

6910160161 Forwards 090629 Hr to Judge Sm.th A documents fer nclusion in records 
of licensing proceed ngs for plant.por 0OC629 nstruction.W/sur oversi/e ericls 
CCMLEY.S B Wo Tho Poap'n of The Un,:od Slates (Wo The People, inc). 89/00/30 
CHILK.S J. Office of the Socrela^ of the Commssion 775pp 51553 011*51555 24? 


I. Financial Information 

6910040066 Response of Commonwealth oi 7/A ally general to Commission order of 
690822 ' F nanC'dl quailiCdtons eiremptpn should be waived w/respeci to full power 
licensure of p'ant Supporimg mlo A Corlificato of Sve onci 

JONAS.SA Wassachusens. Commcnwoallh ol 409 9220 09/09/26 Cemmissen 
ofs 150pp 51347.339 5134B 175. 

6910040125 Fonva'ds rospenso to Ccmmssion 89C822 order A Now Eng'and Eloct' c 
Sys Form 10-0 fer quarter encir'g 090630 m suppcrl of Part III ol response re insuffi- 
cient fund no lor operal.ng plant. 

BACkuS.R.A Seacoasi Anii Poiiu* on League BACKUS.RA Backus, Meyer A Solo* 
imon. F469 9232. 89/09/26 CHILK.S J Office of Iho Socreia-y cf the Commisson 
6pp 51346 202*51348 234 

-6-910040134 Seacoast Anli*Po lulion League resporiso to Commission 090622 o'dor 
(re friancial quali* cation ol SeabrocK ut ij.* Urges that ASLAB dec.sio,n -n ALAO 920 
ho arii.'med A Comm ssion order irancial inquiry on broader basis Sve iist oncl. 
BACKUS.RA Soacoasi Ann Pclution League BACKUS.RA Backus. Moyer A So'o* 
rnon 00/09/26 Com.Tiss onors 27pp 51348208*51340234 


J. Insurance A Indemnity information 

6910160016 Forwards Am.eod 3 lo indemrity Agreamenl B-lOG.refiecb/'g charges to 
lOCFRMO, 'Tinanc af Proieciion Require.xcnis A fndemrity Aqroemenls^’ 

N6RSES.V Project Drectorate 1*3 69/10/05 BROWN, E A pAIic Service Co of Now 
I lampsh re. 6pp 51556 224-51656 229 

89102S0104 Forwards Amend 3 to Indemnity Agreement B I06 0efir.il(on of "Pubic LI 
ab I ty * in Pa'agrdph 7,Art cie t do elod A substituted by listed paragraph. Opinion Itr 
from Ropes A Gray did 690530 also oncl. 

FEIGENBAUM.T C Pub ic Serv.ce Co of New Ifampshfre 09/10/19 Document Con* 
irol Branch (Oocumeni Control Desk). 5pp 51590.350*51509 356 


0* Advisory Commltlea on Reactor Safeguards reports & correspondence 

69101602S1 Submts fo'lowuP to ACRS 090913 Hr to Chairman Carr re emergency p'an 
for fu I power opera! cn of lac i.ty NflC w. i address issues that arose during low power 
tesi-ng A correct ve acf-ons recommended by FEMA in SSER 9 
TAYLOR.JM Ofc ol Iho Execut.ve DireclOf for Operalions 89/10/10 FRALEY.R F 
ACRS • Advisory Comm tied 0.1 Reactor Safeguards 7pp 51523 215 51523 227 


P. Operating license stage tiocumenis A correspondence 

8910020106 Appi cation for amend to License NPF.67.char.grg Tech Spec TaWo 3.6 1 
to provide backup a r supply sys to coma nmeni b’dg comprossed a r sys 
f EIGENBAUM.T.C Pubic oGrv.ee Co of New Hampshire 09/09/21 Document Con* 
irpl Branch (Document Control Desk) 2pp 51364 250 51364 255 

•*0910020108 Proposed Tech Spec Tab'o 3 6-i. "Socordarv Coniainme.-il Bypass Leak* 

’ Public SofV.ce Co of New Hampshuo 09/09/21. 4pp 51364 252 51364 255 

6909260098 Generic Hr 89*20 lo all fuel CyCe licensees possessmg. usirg or process- 
ing formu'a quaoiiLea of S5NM re protected area lang*torm housekeeping Sve list 
end. 

MCCORKLE.G W Division of Salegua'ds A Transporiat on (Post 070413} 09/09/26. 
Consolidated Ed son Co of New York. Inc i3pp. 5i 53 1 . 107*5 1 531. 1 1 7 


8910200034 Norficaton of Significant Licensee Mcoing 89 184 vv/u 
Krg of Piussia.PA lo diSCuss correciivD acion plan iicm s'.aTus & 
sessmeni p.'ogram n proparaiion for power ascension p'Ogram 
MCCABE.E C Region 1, Qfc of the G rector 80/10/10 Rogon 1. C* 
Ppp 51576218 51570219 

8910250101 (nfo.'m5 of ccmploiion of plant mods ossociaiod w/SSEF 
Issues 56.50 A 60 

FEIGENBAUM.T C Pubic Service Co ol Now Hampsh re 09/10/17 
trot Branch (Document Control Desk). 2pp 51607 2 1 2- 5 1 607 2 13. 

6910160250 Generic Llr A<J 21 lo all holders ol QLs A CPg for nuc ©a 
ccrcerning request for info re status of imp'ementafion of USI requ 
oncl. 

PARTLOW.JG Associate D rector lor Pro;Octs (Posi 870411). 09/ K 
ed Fd.sonCo of Now York. Inc GOpp 51622 009*51622 063 

8910160273 Generic Llr 09 22 In all licensees of opera! ng readers A 1 
potential for r creased roof loads A plant area Hood runoff depm a* 
power plants dvO lo roconl change m PMP cr-iena SvC 'isi end. 
parti.ow.jG Assccioto D.recior to.' Prcjeda (Post Q704ii) 89/U 
od Edison Co of Now York, Inc 39pp 51622 069*51622.106 

8910300046 Fina* response lo FQlA request for records App G A H rec 
PDR.App H A releasable portions of App I records enclApp I recOf 
held (ref FOIA Exempiions 5 A 7). 

GRIMSI EY.DH OiviS'on of Freedom of informal o.n A PubLcalor; 
090205) 09/10/19 BROCK, M Massachjsotls. Ccmrrcnwoa'lh of 
51635011. 

-8906100090 Discusses aciivilies for wk of 890627*0703 Cry 090622 tf 
ai Seabfock due to steam dump valvo fa lure Manual scram ridated 
HODGE S.MW Reaclor Systems Branch (870411*090826). 60/06/2: 
Assistant Direclo' for Systems (0/041 1 890626) 44pp 5k634.l67 511 

—69 10300046 Rev 2 io dotalod SyS lenl. "Steam Dump Sys " 

BURKE.K J . HANLEY.R.J . R’ChAROSON.P M Pubic Serv-ce Co dl 
86/10/15. llOpp 51634 213 51635011 


0. Inspection reports. IE DulJetIna A correspondonco 


6909120M5 Forwards Augmoniod Team Insp Rept 50 443/39 62 cn 
forcomont conference Issues A related rogulaiory roquiremonts 
RUSSELL.WT Reg on 1. Ofc of Iho Ci.'OCtor 09/08/17. GROWN.E.j 
C o of Now Hampsh re 3pp 51623 012-51623 0l4 

-B9 10250253 Insp Rept 50*443/09 02 on 090628*33 Major areas < 
sequence.causGS A safoly sgnibcarco contrary to test procedure re. 
lena on 090622 

ESELGROTH.PW.. WiGGiNS.J T , CUDl EY.N F Regio-i 1. Ofc of I 
07/20 42pp 51623 015 51023 075. 

3909010336 NRC info Not co 09 065. "Potential fer Stress Corrosio.n C 
Go.neraior Tube PK.gs Supplied l>y BAW ' Sve list enci 
nOSSl.C F Division of Cporatlonai Events Assossmont (Post 870 
Ccnsoiidaiod Edison Co. of Now York. Ire 1O0pp 51349 100-51349* 

8909060264 NRC Info Nohee 09 066, ' Oiialillcaiion Lila ol Soianad 
end 

ROSSi.C E Piv.sion of Opo/aiional Events Assessment (Post 0/C 
ConsoLdatod Edson Co. of New York, inc- I05pp 51337 005*51337 1 

B909270211 Forwards onforcomont ccnioronco mooii.ng eurnmary h.el 
assessment of saloty significanco.root causes, interim A fnal corro 
potential vvo'abons documented in men Rept 50 443/09*32 
KANE.WF Reg on 1, Ofc of Iho oVedor. 09/09/10. GROWN.E 
Electric A Gas Co of Now Jersey. 30pp 51343.121 S1343 150. 

8909200010 NRC Info Notce 60 060. Evaluaton of InsirumenI ! 
Mods." Sve 1.81 er.cl 

BOSSt.CE. O-maiob Df Operatiorial Events Assessment (Posl 870 
Consolidated Edison Co of New York. Inc lOBpp 51337:200 51337.; 

8910100104 Forwards SALP Ropl 50 443/07*99 for Aug 1907 ■ June It 
flUSSELL.W.T Region 1. OfC Of the Director 09/09/26 BROWN.E ■ 
Co ol New Hampshire. 8pp 51461.204*51461324 

-6910100106 SALP Rept 50 443/67-99 for Aug 1907 lo June 1061 
signed In areas ol emergency preparedness A socurily A Calepry 2 
of onginooring/techn-cal Support underlying cause of parsonnererrois 
' Region l. Ofc ol iho Director 09/00/23. 33pp. 51461 292*51461:32 

6910200178 Nolification of Significant SALP Mgt Meeting 89-152 ori 
sHo lo d.scuss SALP. 

MCCABE.E C Regon 1. Ofc of tho D-reclor. 89/09/20 Regicfy 1. Of 
?pp 51565 340*51565 349 

6909250262 NRC Info Notice 69 069. "Loss of Thermal Ma'girt Cajsea 
Bow." Sve list end. 

ROSSI.C E. Division of OpQraticnaf Evenia Assessment (Post 07C 
Consolidated Edison Co ol New York, inc 106pp 61531:001 *5153 1;1 

8910180062 Forwards summary of 090906 mgt moeting In Durham N 
Insp Team msp Rept 50 443/89 82 A transcript ol 09(5906 pubic hof 
090907 enlorcemeni conference being issued separately 
JOHNSON.J.R. Reg.on 1. Ole of Ihn Director 09/10/04. BROWN.E 
Co. of New Hampshire 6pp. 51544 001*51544 21B 

-6d10t60072 Summary of 800906 meeting w/uM in Dufharn.NH re find 
ed Insp Team Insp Rept 50*443/89 82 Agenda A viewgraphs encL 
MCCABE.E C Region 1. Ole of ihe Director 89/10/04 Regon i. O' 
25pp 51544 007*51544.031- 
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*310180076 T^anscr-pl of 890r»06 p-bic hpanng to d-scjSS resu is 0* NRC Hegoii I 
V- 'ac ■ \ & receive pi-bl c C0fTt.r.©r,ls Pp l • l B5 

•P^CT 1 . OrcollheDfocio-' 09/OJ/O6 i80pp 5l ^44 032 t>l5‘i4 Pia 

*910180069 Forwards SafoTy Insp flepi 50 413/8910 on 800926 26 No 
V j’-ons devialiOrs or bn*63o'.v0d tom^ observed 

sr.i^yy qR Regicn 1. Ole of iho Oiroc’or b9/‘0/05 OHOWN.E A Pub c Sefv:co 
o' 7 i‘ew H 3 rr.ps Hire 2pp. 51557 001-51557 011 

-0313180073 Eme/gorev PreparednoRS insp Repi 50 443/Q9-1O on 090926 28 No 
" /c 3 -*''Sdevialior.s or unresolved iierrs roicd Mapr areas inspoelod oirergercy pro- 
“a;edn 05 S & amua' partral paniopanoo omorgcncy proparodness exerciso on 

LA2AHUS,WJ Hogioo 1. Ofc d Ihe Ci'ocior 89/10/02. 9np 51557 003 

sifyoii 

091O25O3S2 Responds 10 requoai ro augmonicd risp loann ropi or^ events surround ng 
ccfCvCl o' naiLral circu auon tost at p'ant 0f> 090622 'nsp ropl can bo pj'chased Irom 
rZ^ 

fiGRAMF Pubic Af'aira, 89/lO/CG LEWlS.M Athlalon N'ot Ass good 3pp 

S1612015 51612016 

0910040381 NRC Inlo Noice 39 070, ' Possihlo fnoicatons of Misrepresented Vendor 
Prjducls Sve I si fipcl 

FCSSCE Division of Oporatonal Evonlg Assessrr.ont (Posi 870411) 8U/10/M. 
Cc'sc’daied Edison Co. of Now York. Iric. 109pp 51531 l lB-5 1531 226 

8310250054 App'icani response to iniorvenors moiion to admit conlent:ons on 890927 
er^rgency plan exerciso ' Lfrgos that moiicn bo denied & prof erred conlonlion bo 
6ic wded Related n'o encl W/Cenificalo oi Svc. 

OIGNAN.TG Pbb'eSorvee Co of Now Hemoshi'e r/409 9312 89/10/11. Alortic 
Sa'er^ and Lie ensng Boo'd Panel 'iGpp. 51561 190 51561 240 

8910180133 intervenofs socond rr.oiion to adma co-ntontons cn 690927 omorgoncy 
plan Qtercse' Advises ihai appioant coniontrons hiod on 800029 to adm.t adnl 
bases ro scope of ons:f6 exorcsteo shoufd be admiiicdw/Coriificaio of Svc. 

GPEER.l B Massachusolls. Commonwoallh of GfiLCn.L.D. Soacoaai Anli Pollulion 
.cagve GREER. LB Now England Coalition on Nuclear Poiuton //409 9308 09/10/ 
13 Alorrc Safety and Licensing Board Pond 40Gpp 51496.252 51408 064 

09102000 70 F na' rospcrso to FOIA ceguosi for records App A record onci 
GRVSlEY.DH. D.vsion of Froodem of Informaiion A Pubicoiiona Services (Post 
^W05) 69/10/16 WELf.AM Alpha Cmcga Technology, fric. 2pp. 51542 108- 
S1S12 no 

-8910200073 Lisi o1 Ofc o' Invostigalior^s cases result ng in DOJ c()nvicl-or.s as of 
631010 

• Off ca cf Investigations (Pro 000201) 09/10/10 Ip 5 1 542 1 10 51542 1 10 


0910250352 Responds lo roquosi re augmented :nsp learn repi on events surround r.g 
of natural Cirru'alion losi ol plant on 090622 Insp repi can be purchased from 

INGRAM.* Putic Aflai'S 89/10/06 LEWIS.M. Alliliat:on Noi Assigned 3pp 
51612015 51612016 ^ 

Ndiico of appeal * Appeals Licensr.p Board 891012 Momorandum & Order 
IBP 89 28 denying intorvonors melons to aamil low power testing content ens A 
bases or to reopon record & roqjosts ter heafing 

SHANNON.J M Massachusetts, Commcnweallh of fir489 9346 89/10/20 ip 
51607 004 51607 022 

-0910310199 Mot on lor expedited appeal * Board moved to oxpodito appeal ol LBP 
09 28 on grounds of publ:c policy & as grounds to re,oci iniorvenors low power lostino 
cenfent ons Supporfing info A Cerl.f cale of Svc end 

Si'AhjNON.J M Mossachusotis, Commonwealth of. 69/ 10/20. Atomic Safety and Li. 
consirg Appeal Panel I9pp 51607 005 51607 022, 


T. Hearing tranacrlpla on non-anlllrgst rnattera 

0910180062 Forwards summary of 890906 mgi moolmg m Dutham.NH ro Augmented 
Insp Toam insp Dopl 50-443/00 82 6 iranscript ol 690906 public hear ng Sumrra'V Of 
89090? onforcemont conference burn issued separately 

JOHN50N.J n. Reg bn l. Ofc of the Dirocfor. 89/10/04. BROWN.E A Pub'ic Sorv.co 
Co of Now HairpsnL'G 6pp 51544 00l'51544 210 

••8910180076 Transcript of 000900 public hearing to discuss rosults ol NRC Region 1 
on facifify S recove pubbe cornmonisPp mbs 
• Regon 1 . Ofc of the Director 09/09/06 lOGpp 51544.032-51544 2l8 

0910240292 Transcfipi of ASLB 891019 hearing in Boihesda MO ro otfsito emoroency 
p'anfVif'.g Pp 28.297-20,321. 

’ Alom:c Safety and Licensing Board Panel 09/10/19. 27pp 5l5Ql:0lQ*515Bt 044. 


U. Congreaalonol/Execullvo Correspondence 

0910170177 Responds to 890926 Ilf ro rofo in FEMA change In posit on pertaining to 
adequacy of State of NH omorgency plans for plant FEMA decision levievvod & sup 
period by ASLB 6 GAO 

STEUO.V Ofc of the Executive D rector for Operations 80/10/02 HUMPHREY.GJ 
Senate i p. 5 f 530.2 7 7- 5 1 530 296 

-0910170 178 Stello response 10 GJ Humpfvoy on Quoslion 1 re Sleilo involvomoni ir> 
evacuation planning procoss for plant. 

STELlO.V Ofc of liiQ Executive Director for OperaUons 09/09/26. HUMPHREY, GJ 
Sonmo. Ip. 61630 276 51530 270 


691075(1043 NRC respcr.se lo fnlervonorj:^ motion to admit conioniions ort 090927 oxer- 
css' Vction opposed due to moiion faring to prov.de roquiSiio showing tor moiion to 
reo;>en & adecuaib basis for profferred conionilon 

YCJ\G.M.A. Assisiani General Counsel for Hoonrua & Enforcomont //40a 9315 09/ 
10/15 Alofr.ic Safely ard Licensing Board Panel. I5pp 61561 24H 51561 204 

-8410250049 Affidavil of F Kanlor re (ritervenors motion to admit conlenkons cn onsilo 
ererc.se ' Adir.SGS fhar 890927 oxerc-ao of plant cnsile pfan corisfdorod sufficfunf in 
scope loiasi efr.orgency responso capau.lity W/Coripficoio of Svc 
KANTcn.F Office Cf the Goneral Ccunsol (Post 860701). 00/10/16 22pp 
51561.263 51 661 m 

8410250011 Iniervorofs mol-on for summery disposifon on Conioniions ji-Onwio Ex-i 
8 wlQnsite Ex-2 * Beard shou'd onlor summary disposition in favor of contoniionb 
f.f«f Oft 920929 <S 1013 on gfountfs of no genu no issue of matf fact m dispufo 
BROCK M.T. Massachusotls, CornmonwfJa'lh of 77409 9323. OO/lO/lO. Atomic Safety 
and Licensing Board Panot 0pp 51 561;206-51£61.33O 

-8910250042 Memorandum of Inlervonors in support of rnoi.on for summary tllspnsiiion 
cl scope cenlemions flod In rosponse lo 800927 onsiie exorciso * W/supponiim info 
& Cerj^icaie of Svc. 

980CK.M Wassachwseifs. CorrmonwToatth of 89/iO/ffl Afomc Safety nntf Licons 
ing Board Panol 46pp. 51561204-51 56 1:339 

B31O130O14 NRC Into Nolico 89*071. 'D-vereion ol RUR Pomp Seal Cooling Water 
Djrng Recircu'ation Operal>on Following lOCA ’* Svc list end. 

ROSSl.CE. D.vison of Oporalioiial Events A8se3srr,eni (Post 070411) OO/iO/iO 
(;on9oiidaied Edison Co. of Now York, inc I0?pp 51531 227-51531 333 


8. Periodic operating reports & related correepondence 


Month'y cperotlng ropt for Aug 1089 for Soabrook Unit 1 W/090915 Itr 
NARDONE.P. FEIGENBAUM.TC ” - '' 


7PP 51333:189 51336:195. 


rC f’ubic ServiCo Co of New ffampstvre 00/00/31. 


Monihly operaiing ropt for Sopl 1909 for Soabrook Stat.on Unit i.W/ 

DJiOtO Itr 

FEIGENBAUM.T C Public Sorvico Co of Now Hampshiro 80/09/30 
6pp 51024 066*51624.091, 


S. Reportable ocourrentea, LER« & related correspondonco 


•♦8910170160 Sfoffo rosponse (0 GJ Humphrey on Question 2 ro FEMA offiCfaf assart-on 
uiai Siaitj of NH rarfiological omemer.cy response plan not adequate. 

SfELLO.V Ofc of the Exocukvo DJcclOf for Oporatrons. 09/09/26 HUMPHREY, G J 
Senate Ip 51530:379*51530 270 

**6910170102 Slo'lo response to Humphrey on Question 3 no whoihor Stello dscussod 
FEMA poalunn w/othor fodora' QOvl official, including FEMA or Slate of NH on o' after 
Juno tOU/. 

STFU.O.V. Ofc of the Executive Director for Oporahons. 09/09/26 HUMPHREY.GJ 
Sonmo 3pp 51530 280 51530 202 

-8910 170 183 Stel'o rosponse lo GJ Humphrey on Quoslion 4 ro NRC actions 
d rectcd.outhorized cr roquestod by Stello concerning FEMA position as released In 
Ju."o 1087 0 .' as rofiled in Sopl 190? 

STELlO.V Ofc pf Ihe Exocut.ve DrecJO.' for Opo/afJon.s 09/00/26. HUMPHREY.GJ. 
Sor’aio Ip 51530.203-61530 283 

-0910170185 Stello rosponso 10 GJ Humph'oy Quoslion 6 on coniacis w/NRC & FEMA 
ro ovacualion planning ai plant 

STELLO.V. Ofc of the Executive Director for Operations. 09/09/26 HUMPHREY.G J 
Sonaio. ip 51530 284 51530 204. 

-8910170187 Store response 10 QJ Humphroy on Question 6 ro conflicimg testimony 
surround ny author role In FEMA roversaf of uec«slon on beach population 
STELlO.V. Ofc of Ihe Exocut.vo D rector for Operations. 89/00/26 HUMPHREY.G J. 
Senate Hpp. 51630.205 51630 207 

-6910170189 Slo'lo response 10 GJ Humphrey on Question 7 concerning NRC docu- 
ments ro nogolialions or d-scussions w/FEMa on omorqoncy plann.r^ ai 
^'onl .including Iransciipie or notes from mootings involv.ng officials from NRC & 

STELLO.V Ofc of the Executive Ditocior for Oporalions 89/09/26 HUMPHREY.GJ, 
Senate 2pp. 51530 200-5 163D 209. 

-6910170194 StoTo response lo GJ Humphrey Quoslion 0 ro FEMA agreemont w/ 
Stello ai BOOl 16 meeting to shift FEMA position on plant beach population. 

STELLO.V. Ofc of iho Execulivo Director for Oporahons. 89/09/26. HUMPHREY.G J. 
Sonaio ip. 51630:200*51530 290 

-8910170195 Stoilo response to GJ Humphroy Question 9 on FEMA 8001 13 testimony 
to Judge Smith ro plant & account of author 8001 15 conversation w/G Peterson ex- 
pressing concerns w/FEMA position 

STELLO.V. Ofc of Iho Executive O rocior for Oporahons. 89/09/26. HUMPHREY.G J. 
Sonaio. 2pp. 5f530:20f-5l630.292. 


M2OO05 RO.on 690902,fadialio.n monilor ineporatio lor per od exceeding 7 
ifSp\ f lfistai;ai:on ol nonfuse depondoni isolation devices in commumcaton 
^ relocal-on ol monilor duo to new design 

1 ,^ D ^ Service Co of New H 0 mpsh.rO 80/09/25 Document Con* 

iro* uranch (Document Cent/O I Desk) ?pp 5 136.5.007-5 1365:000 

B8 01 1-00 on 090905, deterniined that Ihroo pipng penetrai-ons in 
MjiiftH e T onci not sealed. Root cause under invesiigation.Ponelrat ong 

Si surveillanco log revised W/B91005 hr 

05 ^ Public Service Co of Now Hampshire. 09/10/ 

4pp 51 5^0 0, 9 5,^26:022. 


-8910170197 Roquosis answers lo l.slod questions concerning redpienl rolojf any.tn 
FEMA Mar 1988 reversal of June 1907 position on sheltering Issue for plant per recipi- 
ent norninat on as Assisiani Secretary of Energy for Defense Programs 
HUMPHRF.Y.G.J. Senate. 80/09/26 STELLOV- Ofc of the Executive Diroclor for Op* 
eralions 4pp. 51530 293*51530 206. 

0910300045 Final response to FOIA request for records App G & H records avai'able In 
PDR App H & releasable portions of App t records end App I records partialiy wilh* 
held [ref FOIA Exemptions 6 & 7). 

GBIMSLEY.D.H Division Of Freedom of information & Publicaiions Services (Post 
090205). 89/10/19 BROCK, M. Messachusults. Commonwealth of 6pp. 51634: 16t* 
51635 011 
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-09C5O?CO4& inai cufesirrs ff i/i jt l% lO P'a'»' sa‘Dty pc- j.cci/D-r- 

51 C5 h«? l^'C^ougJ^'V ati-^essc J ccicfo »^nr.e.* ir«v pc^-f?’ opecaiiors perm 1 

\>Q a: „ 

M<‘‘f»vpvf j vv^.se Ol 89(0ft#^0 7fCHLVV i?pp SlCiUcIt 

5i6j> 


V. Operator Examinations 

69t0t60t70 No'rttca' cn ct co'-'.cac' 0?' Tas< 12. Hep acennont C^«aiii at 

Seat-fooR Nu; car ^c^e: am to Techr..ca Assistance to Support Cpcrato' l.i 
cc^s f-i Aciii/it'es “ Sif^df^ed to Rpna-yS's •t 

BRLNNAN.PA Cc<“t.*aci AdT.(n straiion Branc.n F'N L 1^69 9 09/09/2/ WtSl.KS, 
RCSEMriAiwJ Ctlico c* Nuclear RedC'o: Hegja'Cn. Di'octcf (Post 870'tn) 
pjlSIFHEH.K r,RC • No Oc'ai'ea A«. ai,on Given Ip 51522 ?02 51522 205 

*•091016017? i rr Co“’tact nRC 03 69 031, "'ash Crcter 1 ?, ‘ Rep'acemeni Exam at Sea 
b'oo'i Nj:'*‘‘ar Power Piant. ’ 10 •'lcch''icai Assistance to S-ppoi Operaicr L-cersng 
Aciiotios.' aAra.'nen lo Seal, sis mo 

eEV.l.S C«»:o 01 ArtmnsttahOn iPcst 09020^1 nn 1.1269 0 09/09/22 

PFILRSENMR Svnaysts 're 3pp 51522 203 51522 205 

9910040233 McT.n »o' recens derabOn * Rcqjesis that Goard reconsilo/ 090926 creJer 
& accept erci e»r r:,>ls as supp's to Ji^l 8 Ioa power testing fings duo to Intervo- 
no:5 rot recer-ing sian^o lost procedure i.nhi fiy0922 W/Conihcale o1 SvC 
THAFiCONTEJ WassacKusetis. Common a eain ot //489 9240 89/09/28 Atomic 
Safe*/ ai-d Licer-smg Poa'd Pane’ 23pp 5134 7 030 5134 7 120 


DOCKET 50-444 SEABROOK NUCLEAR BIATJON. UNiT 2 


8O102SOQ43 UHC lo Mo'vc'ius lo fld'n-i cooiomcns 

c so ' Motion oppjsod riuo lo mot on talmti lO t>'Ov (fo rcn> ‘^*e Shovi 
' 001 on A adojuato basis for pro I 'erred co.'iterili;;f' 
young M a Ass slant Gonoral Cojnsoi for 1 loaniigs & lifiirfcerrp.r 
10/16 Atnri'' Sdtoly anj L ennsr'D D{.ar(l I5f;f; r>lf>61,248 s 

■6910250049 Alf,{iavii ol F Kan'or ro irlurvu '■»:>/ ft rnc!:on to Ptm.ii cort. 
exercise ’ Advsus inat 090927 u*orc so Of plof t onsilo ti'an cons-j 
scepo <0 tost oirergoncy response capdCiMy W/Cort liralo Sve 
KANlOn.r. Oihco of the Go’iura' Corn'J^f*' (Post RtO/Oij E 
51561 263 5i5f)l 284 

0910250011 (iiiorvor ors motion fo' sunirnnry tfibfiosilitvi on Cor'cnior 
& Ji Cr'sio F;* 2 * Go.ir(} sticultl enter suounaiv riisijtisii on m ta,c 
hied on 690929 A '0i3 on g'ojnjs of no yont.tru) .sa.m of mail faci 11 
BROCk.M T Massact'usotts, Ccmmonwun |f^ of //4n9 9321 69/10/1 
ann I'COr 3.119 Roniri.1 Panel Opp 5l5f>l 26b 1^t>l 330 

••89 10250042 Momctardjnj of mtorvuno'S ifi sufipo/l of mot on for Sjn 
ol scipe renter, irjns ''.cid »«' rosponsp lo onsUe tj:r€iLvso ' V 

A Ceriifcoto of Sve 

OneCK M Massar'i ;snits, Commoruvoaltli <tt. dO/’O/lfJ. Atomic Sf 
mg Goa'd Pane: 46no 51561 2'J i 51561 339. 

8910310150 Mot on fo.* Commoiivvoirlth of MA rtUv tjotinral for .'ccons-a 
922* G'tara St‘.oJ<i rovo'su dc*orfrinuuc»t K'-d unior<',<jn^V g%^ 
sneer’d her safety roerilation W/Siinoo.'ti.'icj irilo A Cortif ciilo of Svc 
TRAFiCONTfJM Massarfuisoitfi, Coirmoiivvoalih of // 489 9348 0 
Safety ard Licoryng ApoOiil Panol ICOpp 9 lt>U6 HU 51 COG 31 7. 


fk. AppllcaKon/consltucKon stags dotumenta & torra&pondcncft 


G. Adjudicatory correspondanco 


8909280090 Ge'^enc L*r 69 20 to a I f..el cycle icensees possess ng us’-tg or process 
rig lotrrga Quaniiiies Of SSt-JM fo ptctocled a'ea tong tetm ho-sovoepmg Svc nsi 
cn:i 

A'CCORKLC.G ’»V Div,s.on of Safeguards A Trarspcnaiion (Post 870413J 89/09/26 
Co'‘so‘id3iea Edison Co ot Yc'i'.. me t3pp 5t53t.t0? Stsst.tt? 


09 10040086 Response of Comirof’ivenllti yf WA atty gonorfil Ij Cor 
09082? * Firan^ial qualilir.al otis exempt on ftltO'J d lie wa.vc.d w/rosf 
iironsjro of p'ant Sepporimq mfo A CerhliCiiKJ (>' Hve er cl 
JONAS.GA MassacPuseilft. Co.rftmnwertHM of //4Hy f)?2f3 89/CU/ 
ors 150pp. 5134/. J.19-5 1346 175 


6910180250 Generic ft 89 21 10 dl> holders of 0L5 8 CPs for nuclear pcwc' reactors 
ccncerrrg reqeost fer info te status 0* mo^emontaiion cf USI foq^i.'omcnts Svc iist 
e.''cl 

PARTtOv/J G Assccia'a Dtcc'cr for Pro, eels (Post 870411) 69/10/19 Consolnat- 
cd Ed:son Co of New YorK 'nc eopp 51622 003 61622 068 

8910180273 Generic LU 89 22 to all icensees of opctaimg reacto's & ho’dets of CPs ro 
peten* a' for ir'Croased roof 'oads & p'ant aroa llodd ruroM depth at licensed ruc’ear 
po^er p'ar.ts due to recent change in P'/P uiteiia Svc t si enct 
PARTlOWjG Assocate Oi'ecto' lor Prciects (Post 8704ii) 89/1O/IO Conso'.dal 
ed ECesen Co C? New York, l.-c 39pp 51622 069 51622 105 

8910300045 F nal response to FQIA rOQuesi 'or records App G A H records avalaOlo n 
POR App H & reioasatle po.'lo'is ol App 1 reco'ds end Aup j records part.aly wnh 
Tcld fret FOlA Exempt ens 5 A 7) 

GRlMSltY.Df^ D.visipn of Freedo-ti ol inlrrmalon A Pubt'cations Services (Post 
09OPO5) 09/10/19 BROCK.M Massac ►'.useils. Commenwealih of 6pp 51634 161- 
51634 166 

“8908100090 0-scusses aci.v.hes for wk of 890627 0703 On 690622. trans:ent cccu'fccf 
at Scabrock due fo sfoam durp valve fa “u-e fdia.-.ual scram i.'‘itiatod 
ttGOCiES.WW Reac'O' Systems, tit arch 1870411 693626) 69/06/27. fHAOANl.AC 
Assislani D rector for Systems (67041 1 690826) 44pp. 51634 167-5 1634 210 

“8910300046 Rev 2 to data l-d sys tenl. "Steam Uc-mp Sys " 

BURKE.K j , HANLEV.R j . RICHAROSON.P M Pubrc Servsce Co ot New Hampshire 
06/10/15 llOpp 51634 213 51635 011. 


F. SecdrUy. medical, emergency A ffre prolectfon plans 

0910100316 Rov 0 to New Hampsbi.'o Yarhee Seab'oek staiio.n i9B0 Graded Fxor 
c.so," conoucled on 690927 

’ PubU Setv.ce Co of New Hampsriro B9/09/2? 420pp 51463 049 51464 106 

8910040233 Mo* on for recens derat cn * Requests that Board tocon&ider 890926 order 
A accept e.-icl exhbits as supp‘9 to J-I A Auq bw power testing hings due to Jntervo- 
cot tecevr.tvg sia'tup test pocedote ur.t 1890922 W/Cert.* caio of Svc 
TRAFICONTE.J Massachusetts. Co.*n.mon wealth of- #489 9240 89/09/28 Aiomc 
Safety and L-ce.-.sng Beard Pa- el ?3pp 51347 098.5134? 120 


8010040125 Fofvvarfls rospunso lo Commission RU0022 erdur A Now 
Sys Form 10 O for cuarter O'lrfimj 800630 in si.ppou ul Port III of rot 
c cm fi..ru1 ng fo.' opc'oi r g planf 

nACKljS.ff 'A Soacoast Ariii f’climo.n Loatjuo HAckus.FI A. Racket 
rnon #4ft'j 9232 0U/UO/2t> Chii KSJ. Offittn ol ihi? Sorroiary ol 
Epp 5i;;48 202 •513.10 234. 

-8910040134 Soacoasi Arifi rtcllut tjn I oiigiio loHjinnsu 10 (^jmnisst 
(re hnaric.al qua it, cation ol Sonorock irlii) * l)rgoft it ai ASl aR dnciS 
bn aif rtrod A Commist>inn crrlor fmar'ca' ir riulry r^.n l:foniliF‘ ba^is Svt 
BACKUS n A Soacoaf.1 AfUi Po.liilion t rnpiio liACKUS.R A OncKus 
mon R'3/Q9/2(> Corrtn tv,siui>ci3 27rp Si34U 2C.B 51340 ?.k4 

6910040155 .NRC Staff oppob hon to ruoii:;n ol CXmrnonwr'Ullh Ol MA 
ftCtwlit’o lot li'irg t>i coiitoniioM^ ah«»n) oul i>1 (OtlO 
af osiabl.shes no good cause to 9t‘.ow scficrlu'ti roojca) VV/(.;(i'|ii ceie 
RFlSFJ Heacter Licnnsmij Branch //4fl<) (1234 8U/U0/26 A'orr, 
ce.ns rg Board Panel 7p() 51348 236 51348 244 

6910130002 Fxprossoft displeasurn w/aciiontj i*ikon by roci('icril die.' 
town fiail on 6U0927 Hesinchnn access to (a.t) lac lily rJocined ma 
cnmnalO'y Rolotod corruspof’dnnce 

TRAPfCONTE J MassacfiuSOttH. CoinmontvctHlIh of //4(J9 9; 

OiGNAN.r G. Pubi c Sorvico C'o. of Now Rrtnipshiro (3IGNAN.T G 
2pp 51448 147 51440 148 


6910130017 App’icont rr.ofion lor luovo to fi'o rr?ply to rtisficrisd o* C 
MA Atty general to opp ea-tf trot on 10 slriKu Co.nimoriwoallb of 
090915 co.mrnonls A ap,‘iicant rrolon to submil . * CurlifiCDtO of Svc 
OIGNA.N T G Puljlc Service Co ol Now Hanipshiro GK^iNAN J G 
#469 9249 89/09/27 Aloinc Safely erd Li nr-sao Anpenl Parol 
51447:358 

6910040161 Artvisos that lifiC dons noi inlunrl lo Mo rosponso 10 C 
MA 890D11 rrolion for leave lo hlo reply to cotl,iin aiiplCDril lospo.i 
findings 

YOUNG.M A Assistant Gonetal Ccui-soi lot A F.rdotcchiom 

09/28 SMiTH.f W . MCCOi LOM.K A . COlE.R F Alomic Snfoly and 
Panel ip 6134R 24/-5134U 247 


8910 130070 inte/vGcofs nr.c*.on to ad.mit Ccnie.''t.on5 on 890927 emergency ptan oxer- 
Cise Requests J-earng A to engage m dscovery fo.* hoar.rq on 
coment'on Supporting documentation A CD.-lil caio of Svc onci 
GREtR.L B Massacrusetts. Corr.monwea:th of #409 0251.89/09/28 Alom eSafetv 
and Licens ng Board Pane! 1 1 1pp 51448 001-51448 1 1 1 


6910040194 Notice of withdrawal * Requests ihnt rnrnl & svc fisis bo ar 
author name duo to author withdrawal n p.'OciQOCl rgs Svc should 
Yeung A EJ Rois at slated addfoss W/Curlificuto ot Svc 
TURK, 5 E AHS'Slant General Counsel lor ifoarifins A Enlo.'COnienI 
09/28 4pp 51340 260 51 348.2G9 


8910160176 Respor^ds lo 89C820 itr re Board cf Selectmen decision to participate 1u 
in am ergoncy respo.'ise clan.1 ng for p'ant despite RJ Lynch loservat ons about ad 
quacy of evacuation p'an 

5^526 l5^i5?6"i4r UNOinj. OAMllN.n No-tn Han.pit 


0910040233 Motion for reconsido.'alicn ' Requests If'al Board recor.sic 
& accepi Orel oxiib.is os supp's to Jul A Aug low power tosli.ny fi. ng 
nors not rocoiving Sta-tup tost proceduro uniil 000022 W/CofI firpto d 
THAPlCONTE.J MassachusoUs, Ccrhmonvvoaim of #489 0240 8 
Safely and Licensing Board Panel 23pp. 51347 090 5134/. 120 


09 10250054 App’icani response to mierver ers motton 10 adm:l comonlvona on 690< 
emergency p:an exercise * Ur^es that mct.o.n be denied A profoired comeniion“ 
excluded Related nfo onef W/tfert/ caie of Svc. 

DKjNAN.TG Putl.c Service Co of New Hampshi'c #489 9312 89/10/11 Atoi 
Safety and hcensirg Board Panel 48pp. 51561 198 51561:246 

0910160133 Inlervenors second motion to admit content ons on B90927 emeraoj 
pan exotciso. AUv.ses Wiai applcam ccnlor.'ons tied on 690929 lo admit a 
exercs*se should bo adm.tted W/Certilicate ol Svc 
GREER.L Q Massachusetts. Corrmonweallh of #489 9308 89/10/13 Atomic Sal 
anti L'censing Board Parval 400pp. 51496252-51438064 ® 


8910130020 tnlofvonors mot'on to admit COntuniionH on 090027 nma.* 
cise ' Requests haar ng 8 10 ongago jn discovory fc 

coniem.on Supponmg documonfailon A Ceriihcoto of Svc end 
GRF.F.R.lQ MassaeWsoUs, CorrmonwGairn o(. CiREER.LU. Soacc 
l eague. GRFER.L fl Now Grg’and Coalition on Nuc.'oar Po'iuncn #4 
20 Aiorric Safely and Llconsirg Board Panel lllpp 5l448 CQl 514' 

69 10 130013 Roquesis that PJ Matthews A L Kopolrnon be Joloiotl fro 
fOpresenis City ol Nowburyport 

SAINT ANDRE.B Newtu-ypoft. MA SAINT ANQRE.B Kopeiman 
9248 89/09/29 DockOl'rg i Servicew Branch Ip, 51440 112-51448 
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J^PC Ctall teSpGnbD 10 app'i-ant tr.oi.ons 10 Strike ccmments o1 Ccrnfron 
n' *.rA aitv qai'cra' 0"> appica'q response to ASl.AO o.'Uer of ftOOflIO A Sea 
i Po' u-'Cn Leag-Q response to accorCorco wyASLAU * AJ y Curltii Hie ol 

n Asss’af'l General Counsel for Hoarirgs & Erilorcomont #•!«'> 9i?4t> 09r 
’*v)TAij^Tc Sa'etya''dLicensr9 Appeal Panel 8pp 5M4a 139-51448 M6 

Adj car' response to Boa'd memcfandu'n A order ol 890925 * Aciual ro 
c '( SPM- 10 meVdG ovncuai-of) t mo esiirrates wll f'ot bo rnaefe t.ni.i aHo' mnai 
order to al ow meorpetat on W/Cer1if.calo of Sve 
r'^uAMTG Pof'C Serv:c0 Co of N’Ow Hampshi'o DIGNAN.T G Ropes & Gray 
flV*>92e2 &9M0rO3 Atom c Sa'uty and Licensing Board Panel 4pp 51498 089 
5*493 091 


4a'*in*,fl74 S?^C Sw'l respenso lo Co-'micn.voailh of WA rrotio-n for leave lo lie reply 
* -w-- cam & s'aff responses to intorvoncfs U9DB20 motion 10 add bases A fa ther 
< /vwwr- lesira ccr'o*'tiO‘is ’ Mo* on cpposed W/Cert.licalu of Sve 
-t ' P J nea-*ot L censing Branch iV4ft9 9P6-V 89/10/04 Alornc Safely and I- 
••"fisro Beard Pane: 3pD 5 H48 215-51440 226. 


.5101,0077 At’-^avil ol VIT Mrle*' O scuSSGS Sharing of mfo to Augmented msp 
ij'- ofservaions et naijial c-.iculaicin lesl A manxial reactor trip w/av.y ^nnorai 
'V rjar ^ia*e I a son p'ograni 

If IPPVT C8':0 cf ihe General Coe'isc’ (Post 060701) MILLER.M T Regon i. 
C'- cimoC ectCf 8d/09/Pa. 3pp 51440 21 7-51440 219 


8910250049 NHC rnsponso to Iniorvenors molicn to odnii co-ntontons on 890927 oifor- 
Cise * Moiion opposed duo lo molian la ling io p'ovido requisito showing 1o' niotion lo 
recr-on A adequate basis lor ptolleirert cef>lonlicn 

YOUnG.M a Assistant General Counsel lor Hoar.ngs A Cnfo.'Lemor l //480 9315 09/ 
10/16 Ato-TiC Saleiy ano L'Censng Board Panel Ibpp 51561 248 61661 284 

-0910250049 Alhdavt of F Kanior re Inicrvenors rrotion lo admii coniont ons on onsiie 
dxOfCiSO * Advises inai 893927 exorcise of plant onsie plan considered suHiCent in 
scope 10 losi nmerguncy response capaltrity W/CorMicftlo of Sve 
KAf^TCn F Ol':co of ihe Gereral Counse! {Post 060701) KANTOR.F Lmorgency 
Pieparedness B'anch 89/10/16 2?pp 51561 263-51561 204 

0910250060 Ir'icrvonors mot‘on to amend nlon/orors moi:ons ol D90929 A 1013 lo 
admii conionlions rn 890927 onsiio cme.'gercy plan exercise ' Moves Board to 
accepl.Nunc Pro Tunc.iniervonors fu'ir’er legal ar^urrent Certif.cato of Sve onci 
BROCK.M T Massachusetts Coinmrnwoaltn of BHOCK.M 1 Searoasl Anti Po lution 
l eague DHOCk.M T. Now Eng and Coal.liOn on Nuclear PcIljHOn //489 0313 89/ 
lO/i0 Atcrric Safety nnd L -cons ny Board Pane’ llpp 51561 157-51561 167 

69102S0112 Forwa'ds f•ola'l^od sigraturo page to L*F Fox affidavit let insertion to all. 
davit filed w/NRC 891016 rospenso to Interveners motion to admt content ons on 
690927 oxofO''-o 

YOUNCi M a Ash slant Gonoral Counsel for htoarAQS A Enfcrccmoni //489 9319 09/ 
10/17 SMITH I.W, COLE.H F . MCCCLLOM.K A Atcmc Safety and Licensing Board 
Panel 2t:p 51501 1 1 1 51 561.1 12 


S)101330B2 Alfidavl Cf JR McGrath’ Lists pomis maejo during convoriialion w/P 
*" 4'r.eS d ComTirn/. cairn of MA re rl'alt map ropl o-n lormnalion of low powof tusii'ig 
4^rea'‘Of ShetdCAO W/Corr.f.caiO C' SvC 

ii'GFATH M R Office of the General Counsel {Post 860701 ) MCGRATH J R Rog o-n 
■■.C'coliraDfeclor 89/09/26 7pp. 61448 220 51448 226 


5910180038 Apphcanl respo'’SO lo Iniervcnor rroiicn for rocon3*defaiior> ’ Common - 
cl MA nctio*! 10 reconsider ASlU 890926 order sheu'd bo denied cn bass 
*’3* no rew fa-ts 0/ iralier provided W/Cortif.cato o* Sve 

OG’iA’fTG FjL'IiC Sennee Co of Nev/ Hampshire DIGNAN.T G Ropes A GfOy 
i»4*;9 9293 89/10/04 Aicmlc Salory and Licensing Board Panel 4pp 5MU809G 
51433 099 


0910250011 Ifdorvorofs moiicn for sint.-nary Uspo&lO.n on Ccnicniions Jl Onsto Ex- 1 
A Jl Onsite Ex 2 * Board should enter sv.mmary dsposlt-on in favor of conloriions 
'rod on B9D929 A 1013 on grounds of no genuine issue ol mall fact n (1 spjto 
BROCK. M T Massachiisoiis. Cerrmorwoa ih of BROCK.M T Soacoasf Anti Poi'u' on 
l.onguo BROCK.M T Novv England Con'ilion on Nuclear Pollut'on /r400 9323 09/ 
tO/ifl Ato-nt r Safety af'.d Licensing Board Panfel 0PP 61561286 51561339 

-0910250042 Merrora''.djm of I'Uervonors in support of motion for su-Tmary disposition 
of scope ccnlont-o.ns filed in rosponso lo 89092? onsiio Oxerciso ' YZ/supporting info 
A Codilicnfo of Sve. 

BROCK.M. Massac h., soils, Comrror.wealih of 89/10/18. Aicrr.ic Safely and llrons- 
if'g Bonrd Panel 46pp 5l 561 294 5l56i 330. 


&9 10 160045 NflC Staff oppos'tion to appircani mot on lo' lenvo lo fi'o reply lo rospo'iso 
H CocMnonweaUh oi MA etty general (MAG) lo app'icani motion to slniO MAG 
^:-C9 15 comments S app' canl rr.oton to submit ..' W/Cor1if:Cal© ol Sve 
CJlSK lO Assislani General Counsel for Hearings A Enforrornont .//40g 9284 89/ 
iv05 Aiomc Safely end Licensirg Appeal Parol. 8pp 51490 102-51408 189 


8910250000 Mon'0'and,.‘m & Order CLI 09-20 * Don os apphcanl wa ve/ Of oxcoplion 
Item tiilOb to ted-.cing S2e Of EPZ & teoJtemenf to petfctm omotgency uxerose 
wiinn 1 yr cf issii<'inco of full power (icnnso VV/Coflihcaio ol Sve Served on 091010. 
CHILK.SJ Office of the Socreiary ol the Corrm;ssinn /r409 9326 09/10/19 Publ.c 
SofvreCo of Now Hampshro 26pp 51561 120 51561 145 


5310160063 McrporanrJtm & order * CortdiOS 10 Commission issue wholher Common 
o' MA arty gene.'ai losiimony ro dose reductions & consoquoncos if ml w ll bo 
.'.Jer Siale ol NH emergency plan co.nsidored adiriss ble W/Curtihcato of Sve SorvoiJ 
^ 8^1311 

haG'I/SEF Atorr c Saloly ard Licens ny Appeal Panel // 480 0280 09/lO/ll Com- 
one's 28PP 5' 108 51408 225 

6310J50054 App carl response lo mlorvonors rnnl on lo adm»l rontonilons or> 890927 
eT.c'gcr.c/ plan exercso’ Urges that moiion bo der-lutf & f>rDl('fa>(j coniention bo 
ere Related nio end W/Conihcato of Svr 

CGMAN.TG Pub c Scrv.ee Co. ol New Hampshire DiGNANJ G Rofxrs & Gray 
931? a9/lOMl Atcmc Galpty an^J Liconsing Board Panel 4Gpp. 5l58l l98 
51‘6l 246 

6910160081 Wemcrardum & order (denying IniervencrB motions lo admit low power 
U it “9 cor: lent ons & bases or fccpen fcccrd S foquosi lor hearing).* VV/Cuflplic<do ol 
S.cSer.ed on 891012 

CClE.RF Alom.c Safety and Llccnwng Boa'd Panel. //480 0208 89/10/12 Mnssa 
ch..>6‘ls. Commenwea ih ol. 59pp 5149S 266-51498 324 

5910160091 Nct.co ol appointmo.nl ol adjudicalory o-mployoo.' AtJvisoa lhai IK Cohen 
cl NF.R appoi'ilod 10 asviso Comm sslon on issues m p.'OCOOdiiiy ro orro.'goncy plan- 
rtftj require rrer.‘s W/ Corh' caio Of Sve Sorved on 001012 

Ci-LK.SJ Office pl IhG Socfotary of Iho Comm sslon //489 0291 89/10/12 4pp 
51498125 61499 328 

8910180109 Order * Appol'onls befero ASLAB should file S servo tnols on or before 
691O27.0PP icani by 891 103 A NRC by 891108 ro issue ol ComrronwuaHh ol MA pity 
oe'firai testimony. w/ Cen.' caio of Sve Served on 091016. 

uHiKSj Office ol the Soc rotary ol Ihe Commissron. //400 9302 09/10/13 Olhco 
c' the General CO'jnsol (Post 660701) 6pp 51490:352-51498 357 

6910180133 irtcrvenors second mot on lo admit contentions on 000027 omurgoricy 
p'ln oxerc.so * Advises that applicant contentions filed on OD0020 lo admit adJi 
lists re scope of onsite exorcsiso sb.outc) bo odm nod.W/Cerlilicnie oJ Sve 
GReERLB MassachLSotls, Commonwealth of GREER.L B. Soacoasi Anii Pollution 
Ua* e GREER.L 8 Now England Coal.ton on Nuclear Pollution //4fl9 9300 89/10/ 
13 Alomic Safety and Licons-ng Board Panel. 400pp 51496:252-51408 064 

891018-3167 Comely Urs to I SmTh.dId 090629 & S Chlk.dtd 800639’ Advises IfiOl 
►s'to cocumen’s reviewed by SoabrooK ASLO & will be placed In PDR Served on 
£91013 

^.ian.Ei Dcckehng & Services Branch /ir409 9301 89/10/13 COMLRY.S B We 
me Peope ol The Umiod Slates {We The People. Inc ) 2pp 51490 000 51409 091 

“8910180161 Forwa'ds 000629 Mr 10 Judge Smith & documonta for rnclusion in records 
^''^'-Sirg proceedings lor p’ani.por 890629 rnsirucl.on. 

wM.tY.s.H Wo The People ol Tho Un tod Slates (Wo Tho People. Inc). 89/06/30 
f-'f-i.K.S j Office of ine Secretary of the Commission ip. 51499.002-51499 091 

-8910100166 Urges itiar Commission decision on whether people can bo evacuated 
sifeiy i.n oveni of nuclear accident al plant not bo made w/o roviow.ng onci docu 
rn!\fr Con-licaio of Sve on cl 

i We Tt\o Pcopla of Tho un.ied Siaies VWo Tho Peoplo. inc ) 89/06/29 
-‘J’liH.I Atomic Sa'Oty or.d Licensing Board Panel 9pp. 51499 003 51499 091. 

^tJvises ihei NRC doos rol intend lo file response lo Commonwealth of 
kj OB H A’:>tion fer reccnslderation.por ASLB 001012 Memorandum & Order LBP- 
ir'.te/venors molions lo admit low power testing contentions & bases 
Qii'Vr ^ Assistant General Counsel for Hoarmgs & Enforccmoni ^/40O 
Wt4 69/10/16. 8MITH.1 W,. COLE.R F . MCCOLLOM.K A Atomic Saloty and Licons- 
Boairf Panel, ip 51561 205 51561:285. 


0910310090 Motion for parlml roconsido-'aiicn ol ALAB 022 on bohall ol Seacoast Anti 
PolLjlicn Loaguo * Appeal Board moved lo foconsHfo' holding lhai omergency p'an- 
nng socervi ter SAiOty loq-.jircmonl W/svc 'isi 

DACKUS.n A Soacoasi Anil Pol'ut 0.4 Loay JO BACKUS. n A Boi^kus, Meyer S Seb- 
mcn /r409 9337 89/10/20 Aiomc Safety and Licens-nq Appeal Pare' lOpp 
5 1606 1C0-516C0 109 

0910310150 Mot-on fo' Comrnonwoallfi of MA ally (jonoral for rocons'ilnraiicn of ALAB 
922 ’ Board should rovorso dot (‘rnu nation that omorgoncy planning cons-dered 
second her anfuty rtmulaiion.W/suppofiing info & Cedi'icate ol Sve 
TRAFICONTE.JM MossnehusoUs. Co.mn*o.nwoaim of 7/409 03-:8 69/10/20 Atomic 
Safety and Uronor-g Appoal Panel lOOpp 51000 1*19 51 BOB 317 

0910310174 App'icnni response to hlcnrofors mat on to amond inlorvonors mct-cris Cf 
tiW429 & torj to adn-rtt ccn'.otU-crs cn 093927 o*^slo etnetyercy p'an oxerose * 
Issun rn odmitanco ccmiT.itted to Board discrolicn Certilicaio of Sve oncl. 

DIGNAN.T G Pub'ic Service? Co of New HampsMro DIGNAN.T G Ropes & Gray 
//4ft9 0345 09/10/20 AloifiC Safoly A<-.d Licensing Board Panel 5pp 51006.322 
51606 326 

0910310100 Not-co of appeal.* Appeals Licensing Board 00i0i2 Memorandum a Order 
lOP-09-20 denying inturvcrors motions lo admit low powo/ lesiirg content ons a 
bases Of to reopen record a roquosis fer hoering 

SHANNON.JM. Massacliuselts. Com-mnnwearth of. ^/40O 9346 69/10/20. ip. 
5160? 004-51697 022 

-09103I0199 Motion fer oxpodited appeal.* Board moved lo oxpodte appeal of L0P- 
09-20 on grounds of public po'icy a as grounds lo re|ocl mtorvonors lew power fosling 
contoniions Supporting nio & Cort f cafe of Sve onci 

SHANNON.,) M MosHachusells. CommonweaiHi of 00/10/20. Atomic Safety and Li- 
censing Appeal Panel. I9pp 51607.C05 51607 022 

0910310203 App'icani answer 10 mtervoners second motion lo ndmil contonilons on 
090927 omerflur^y p'an exotc^so * MoUon lo assc.tt addl bases for otignal or.siio ex- 
orciSu contention J I Onsite Ex-l should bo don od W/Corti(icaie of Sve 
DIGNAN.T G Pub'ic Service Co. ol Now Hampshire. DIGNAN.T G. Hopes a Gray 
1^400 9344 80/10/20. AlomiC Safely and Licensing Board Panel I8pp 51607.175 
51607.102 

8910310072 noccnsiilut on of ASLAB * Appoal Board wiT consist ol TS Moore. cha rrnan 
a MA Wilbor a GP Bollwerk, members W/ CorMicato Of Sve Served on 09 1 023 
TOMPKINS.0A Atomic Safely and Licensing Appoal Panel //4B9 9334 89/10/23 
4pp 51606 067-51606 090 

0910310149 Order.’ Di'ocis that app’icani A NHC Mo rosponso to ally gnrieral of Com 
monwoallh of MA 891020 notice ol appoal from Licensng Board 091012 momoran 
djm & ordof.lry 891027 W/ Cerlificalo ol Sve Sorved on 091024. 

TOMPKINS.DA. Atomic Safety and Liconsing Appoal Panel. //489 9340. 89/10/23. 
Office of tho Gonoral Counsel (Post 860701) 5pp 61606.144-51608 140, 

8010310160 Advises that ASLAB rcconsMulod for porticn of proceeding ro motions lo 
reopon lor consideration of low power testing conioniions TS Moo.'o appointed as 
cba«mftn & HA WAbor & GP RoUwQfk.mombQta Related correspondence 
KOHL.C N Atomic Safely and Licensing Appeal Panel //409 9349. 09/10/23 Atom.ic 
Safely and Liconsing Appeal Panel, ip 51006 321 51606 321 

0910310176 Memorandum & order ’ Denies Com.monwoaHh of MA A Seacoast Anil-Pol- 
lution Loan*.ja 891020 mol'Ons lor roconsldoraiion of ALAB 922.W/Cor1ificate of 
Sve Sorvoo on 091024. 

TOMPKINS.BA Alorn c Safely and Licensing Appeal Panel «/489 9350, 09/10/24. 
Massachuseiis, Commonwoelln of 7pp 51606 32^51606 333. 


168 DOCKETED ITEMS 


H. General cor reapo title nee 


S. Raporiatile occuironcaa. LERe 8i reialoo conaaportO^nce 


89101B0161 Forwards 09C629 (V lo Judge Smith & rJoCumoris fo' incLSicn in lecorrJs 
qI tcerai-a p'occoo for glanvoer aQ0»i29 msirvcuan W/aw ovora zo or'cls 
CCMLCY.S B VVe Tna Peop'© of Tho United Stales (We Iha People. Ire 1 89/06/30 
CHILK.SJ Ofl-co Ol Iho Secreia'V of tho Ccmmssion 775pp 6'f)53 01 1S1506 2<t7 


I. Flnancfal informalfon 

8910040088 net>ponse ol CcmrronwoaUn of MA ally Qdr.cfal to CoirmssiOM ortler ct 
890822 * finarcial gualifioat ons exempt cn shctid bo waived w/resparf to tu^l power 
l.censi.-(0 of plant Support ng into & Cenilicato ol Sve one' 

JONAS. S A Massachjsfttts. Ccmmonwoalth of 9228 89/09/ ?6 Commssicn 
ers 15CCP 5134 7 339 51348 175. 

0910040125 Forwards response to Commssion 630822 order & New Eng'anrf Eleclnr 
Sys Fo*m 10 O lor qjatler cntJng 89%33 n Suppotl ol Pan tU ol tesponso lO n^xtllv 
cient furding fo: operahrg plant 

BACKUS.HA Soacoast AnliPolulion League #469 9232 09/09/26 CHILK.SJ 
Off CO of the Secretary of the Cemmss on. 6pp 5 1 346 ?02-5l348 234. 

-8910040134 Soacoast Anti Pol’ulion loaoue response to Commission 090022 order 
fro fnancial qua'itirai cn ol Seebrool^ uli) * Urges that ASLAB decislo-'i m AiA0*920 
be aff rmed & Cemmss on order lic'ariciat on bfoaoot basis Sve 'ist end 
6ACKUS.RA. Soacoast Anii*Po:ijl cn leaguo 09/09/26 Comrn ssioners 27pp 
51348 208 51346 234 


Q. inepectlon reports, IE Builellns & correspondence 


8909010338 NRC tnlp Notice 69 065. “Potential ICf Stress Corres-on Cracking m Steam 
Goneroio.' Tube Plugs Supp'iOd by B8W ” Svo l-st ©ncl 

ROSSl.CE Div.sion of Cporaicnal Eirerts Assossireni (Post 870411) 89/C9/C0 
Conso: dated Edison Co 01 Now Vo/k. inc. lOOpp 5l349.t00 51349 200. 

8909000284 NRC Info Noiice 09 066, “Cualificaiion Li'e ol So!enc:d Ve'ves “ Sve list 
end 

ROSSl.C.E Ow.ston of Opotaiion&l Events AsSDSsrroni iPost &70411) 89(09/11 
Consol dated Ed. son Co of New York. Inc lOSpp 51337.C95'51337 199 

8909200010 NRC Into Notico 09 068, "Evaljaiion cf Insin/meni Setpoints Du-'rg 
Mods Sve I.SI or.ct 

ROSS' CE. tJivson of Operational Events Assessrrenl (Post 870411). 89/03/25 
Ccjnso'idaled Ed son Co of Now Yctk. tre I06pp Sl337.200-61337 304 

8909250252 NRC inlo Nof ce 09 069. “Loss o? Thermal Mergn Caused by Channel Bo* 
Bow.” Svc I St enci 

ROSSl.CE. 0.viscn of Oporanonal Events Assessment (Post 870411) 09/09/29 
Co.nscl-daled Ed son Co of New Ycrk Inc I06pp 51531 001-51531.106 

80 1 0250352 Responds lo request ro eugmenicd nsp leem rept on events surround-rg 
cofiduci ol raiiuial c tculat.on tost ot p'anv on 890622 insp topi can bo purchased liom 
PDR. 

INGRAM. F Pub'c AMal'S 69/10/06 LEWIS.M Affilaticn Noi Assigned 3pp 
51612.015 51612016. 

0910040361 NRC Info Noi ce 89 070, "Possbre Indicaions of Misroprosemod Vender 
Products " Svc I1SI encl 

ROSSl.CE. Oviscn of Oporatonal Everits Assessment (Post 870411) 89/10/ u 
ConsoLdaied Edison Co of Now York. Inc 109pp 51531 1 1B-51531 226 

6910250054 Applicant response lo i.nie/vtino/s mohoo to admit confeniions on 890927 
emergency plan oxerc se * L'rces that mohon bo denied & protcrrcd conionbon bo 
ojcciudod Related .nfo oncl.W/Cerhhc8io of Svc 

0:GNAN,T.G Pubic Service Co. ol Now Mampshire. #489 9312 89/10/11 Aiomc 
Safely and Licensi-ig Board Panel 4fipp 51561 193 6158 1 246 

6910100133 mforvenors second motion lo admt contentions on 690927 emergency 

E lan exercise* Adv.ses that app'icani cootenhons fled cn 090929 10 admi addi 
ases to scope ol onsite oxo'Csise stiouid be 8dm.ucd W/Ceriiticate ol Svc. 

GRE6R.L fl. Messachusoits. Commonwoa'th of #489 9308 69/10/13 Alcmc Setoiy 
and Licensing B 03 .'d Panel 400pp 51496 252-51490 064. 

6910250043 NRC rrjsponse lo fnterveno's mot on to admil ccntenlions on 890927 oxer- 
c 56 ' Motion opposed due lo moi cn lai'irg to p-'ovide requ site showng for mot cn to 
reopen & adequa'e basis for profforred conier^tion 

yOUNG.M.a Ass Slant Geftctal Co jnsel lor Heai ngs & Enlcicoment. #469 9315 69/ 
10/16 Atomic Safety and Licensing Board Panal. I5pp 51561 248-51561 284, 

“8910260049 Affidav,! Ol F Kanlor ro Inforvenors motion to adm.l contem-ons cn enst© 
©xerdse ' Advises that 690927 OKcrcise of pfam onsite plan considered sufficient m 
scop© lo lost emergency response capabi'ity-W/CortiPcalo of Svc. 

KANTOn.K Office Cf iho General Coiinsol (Post 860701). 69/10/16 22pp 
51561 263-51501 204 

6910250011 Inlorvenors moicn for summary d:sposii'on on Contentions Jl-Ons.io Ex-i 
& Jf Ons!to Ex.2 * Board should enter surmary disposilion in favor ol coniontions 
h.ed on 090829 & 1013 on grounds of no genuine Issue of mail fact in dispute 
BROCK, M T Massachusolis. Commonwealih of #489 9323 69/10/18 Atomic Safety 
and Licensing Board Panel Bpp. 51561 266 51561:339 

“6910250042 Memorandum of inlervenors in support of motion for sum.-nary riisposi’on 
of scope contentions filed in response 10 890927 onsile oxerciso * W/suppoftmg info 
& Certificate of Svc 

BROCK.M. Massa chi 1 setts, Commonwootih of 89/lo/lft Atomic Satoty and Licons- 
'ng Board Panel 46pp 51561:294-51561.339 

8910130014 NRC fnfo Not ce 69-071, ' Oi version of RHB Pump Seal COQ*iog Water 
Ffow During necirci/lsHon Operation Fol'owing lOCA." Svc list encl. 

ROSSl.CE. D-vislon ol Operational Events Assessment (Post 070411} 89/10/19 
Consolidated Ed.son Co of New York. Inc 107pp. 51531 227-51531 333. 


6910310108 Nclice of appeal ' Appeals uicensng Board 891012 Msme 
IBP -99 -26 den/,rg imc-rvorio;s motor s to admil low power tesi^n 
oases or lo reopen rocO'O & requests fo' hea'iog 
SmANNCN.j M Massachuseils, ComTonwodiin of #469 9346 
51807.004-51607 022 


>8910310199 Moi'On for expad led appeal.' Board nroved lo expedte 
89 28 on grounds ol pjol.c poiCy & as g'ourds 10 relecl inla.-vcnors li 
tcnlo'HicrsSucpo.'ling in'o 8 CoMil cahj Ol Svc orcl 
SHAKNON.JM Massac'ijsotts. Comnicrwoahh of 09/10/20. A*orr 
cens f*g Appeal Panel 19pp 5160/005 51637 022 


T. Hearing transcripts on non-antltrusl mattors 


8910240292 Transcript of ASLB 891019 hear rig in Gelhesda.MD ro 0 
Dlanmng.Pp 2fl 297 20.321 

' Atcmc ba'ety anj Licons rg Board Panel 89/10/19 27pp 5 1661 


U- Congrossfonel/Execiitlve Correapondonco 


8910170177 Hosponds 10 090926 -ir ro role m FEMA chango 'n posi 
adequacy of S'eio of NH emerguncy plans fer plant FCMA deciS'Or. 
po.'lcd by ASvB & GAO 

STFLLO.V Ofc of thu Executive Drocior for Operations 00/10/02 I 
Senate ip 51530 27/-51530 298 


-6910170170 Sful'o response 10 GJ Humph'oy cn Cuestion 1 ro S:e'' 
evacjaiion piannrg process fO' piam 

STELLO.V O'c cf the Exocul-v© Director lor Operations 89/09/26. l 
Senate ip 5 1 530 278 5 1 530 278 


“8910170100 Siello rosoiDnse lo GJ Humphrey on Quoslion 2 re EEMA 
trial Stale of NH ladoloS'cal omotnericy tosponse p'an rot adDqtjavs. 
STELLO.V Ofc of t'lo txncuiivP Dirocro' for Operations 89/09/26 i 
Se.nnte ip 5 1533 279 51530 279 


“6910170162 Stole response to hump.h'oy on Question 3 re whalher 
FEMA posit on w/oino' fudural govl ofticial. inclurlmg FEMA cr State i 
Jjro 108? 

STELIO.V Oic ol iho Execihivo O.recior lo' Opo'oiions 89/09/26 1 
Senate 3pp 51530 280 51530 902 


-6910170163 Sielo response lo GJ Hunphiqy on Ooosiion 4 * 
d1recled.eulhor.2ed or ruqunsled by SloHo concerning FEMA posi-iP 
Juno 198? or as relied in £epr 1987. 

STtLI.O.V Ofc of tho txcculivo n rector for Operations 69/09/26. 1 
Senate ip 5 1530 283 51530 283 


-6910170185 Stol’o response fo GJ Hurrphroy Gueslicn 5 on contacts 
fo svatuat'on plane r.g ai plant 

STELLO.V Ofc of Ino Executive Diroclor tor Operations 80/09/26 I 
Senate ip 5l530 264 61533 204. 


-8910170167 Siollo response to GJ Humphrey on Quoahon 6 re cen' 
su'rojid ng authcr rcie in FEMA reversal of docigion on boach populJ 
STELLO.V Ofc of the Executive D rector fer Oporaiions. 89/09/26 I 
Sonaio 3pp 51530 285 51530 267 

-8910170169 SloHo rosponso to GJ Humphrey cn Quesiion 1 concer 
meats ro rvogoUaUqns ot discussions w/FEMA on oms'^n- 
p'ant.inclucfing trangcr pis cr notes from meetings Involv.ng omc-a 
f’EMA 

STELLO.V Ofc of the Fxoculivo D.roctor fer Operations 89/09/23 I 
SonaiD 2pp 5>530 288-5)530 209. 


“8910170194 Stolo rospons© lo GJ Humphrey Question 8 fQ FEMr 
SlQio at 8001 18 cvcoting lo sh It FEMA pos-von on plant bO»ch po?j' 
STELLO.V Ofc of the Executive Diroclor for Opo/oiions. 09/09/26 1 
Senate ip. 51530.290 51530 290 

-B910170195 StoIlD response to GJ Humphrey Question 9 cn F£^fA 8 
to Judge Smili re p'ani 8 account of author 880115 conveisai on w 
prossiriQ concerns w/FEMA position 

5TEt.l.O.V Ott ol the ExocuViva D.ietvoi Iw Opeiaticrks 60/09/25. ' 
Senate 2pp 51530 291-61530.292. 


-8910170197 Requests answers to Lstecl quosiians concern ng roc p 
FEMA Mar i988 reversal ol June 1907 poslion on sholloring issue fo 
oni nomination as Assistant Secrota^ of Energy for Dofengo Program 
HUMPHREY.GJ Senate 89/09/26 STELLO.V Qfc Of Iho Executive 
ofations 4pp 51530 293-51530 206. 

6910300045 Final response to FOfA request for records App Q & H roc 
PDR App H & releasable partiong of App I records ©nci App i recor 
held (rof FOlA Exempt ons 5 & 7) 

GRiMSLEY.D.H Division of Freedom of Informat-on & Pubicalioni 
690205). 89/10/19 BROCK, M Msssachusoits. Commonwealih el- 
51604 186 

“8908070046 flequssis that questions ro ut I abi'ity 10 operaie plant saf 
0l madecyaacias.b© thoroughly addressed before luriber low power o 
ted 01 plant 

MARKEY.E J. House of Pop 80/06/30 ZECH.L VV. Comm-sslonors. 
51634.212. 
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V ExfiiTilfiflUons 

a9i0i60l70 N'otifcaton ct coniracl execufiort.ras^ Otdoi 12, ' Kopfacomoni £>tam ai 
SeatKOcK NXlear Po»vef Planl." lo ‘Technical As^isienco lo Support Operaior li* 
Ac'<v.'i€S," awarded lo Sonalysis.lnc 

cFEnNAN.P-A Contraci AdnunisUaHon Oranch FIN L- 1289-9 89700/27. WEST.K S . 
rqcenTHAL.wj Office of Nuclear Roacior Hegu'ation. Droclor (Posl 870411) 
NRC . No DeiB;led AIM aUon Given Ip 5)522 202-5 1 522.205 

-6310160172 LI' Co'iiraci NRC-03 89*031, Task Order 12. "Roplocomonl Eiiarn at Soa* 
biook Nuclear Powor Flam.” to 'Technical Assistance to Support Operator Licensing 
A'!,vr^3 '■ awarded lo Sonalyais.inc 

3£llS Olfice of Admin st/aiion (Post 890205). FIN L- 1289-9 89/09/22 

PETEfiSEN.l n Sona'ysls. Inc. 3pp 51622.203-51522 205 

6910040233 Moncn for reconsiUeraf cn ' Requests that Board rocgnsider 090826 order 
£ aceept enci exhibits as snppis to Ju‘ & Aug tow power leaiing Mings duo to Interve- 
rc-rs re1 receiving startup lost procoCure uniif 090922 W/Corlificaia of Sve 
TRAfCO\'Te.J ^• 3 s^achuse)ls. Co/nmonH'oa/th of. #489 9240. 89/09/28. Atomic 
Sa'efyatd Licenang Board Panel. 23pp 5 1347.098-51347; 120 


DOCKET 50*445 COMANCHE PEAK STEAM ELECTRIC STATION. UNtT 1 


A Applicaiion/cerist ruction stage documenls & correspondence 


0910160168 Forwards TE Wurloy memo Oufining achOns taken to respond lo assort ons 
•Sled in dtlonng prof opinion re plant fuel load readiness & SALP ropt Aciions lakon 
try Murtoy approeriafo 

TAYLOR.J M oIc o1 the Executive O.reciof for Cporat.ons 09/10/11 CARR Comm s- 
sioro/s Ip 51526.151-51526 201 


-0910160164 Informs lhal author received unsigned anonymous 891004 memo to 
Uis-rman asso/ltrtg titot piani not ready tor fuof 7oad:ng & that SALP ropt not factual 
Of comploto.Anonymous memo will bo troaiod as differing prof opinion Related mfo 


X.. rivyupouu.i, U'OSI oru^MJ W'JMUr 

Executive Drocior lor Operations. 2pp 51526 152- 

51 526' 201 


-ooiuiQuiQs iinorms commission o. .«qu...c5a .u .uau luw tii pani a rucem afti r- 
evaluation process & proposed repi Expresses concern that mfo a find ng brought fo 
. doliberaioly oxc udori a given fa'so impression re pfani 

51526 97^^ OolaletJ Affillalion Given 89/10/04 Comm.ssionors 44pp 51526154- 


‘8910160166 Requests that all personnel Involved in feclity licensny aclivit es notpfy 
div d pofsorinei know o1 any concerns nol being tracked by msp repl.SER or other 
public records. r k . 

GRfMES.Cf. Comancfio Peak Project Division 09/10/03. NRC - No Detailed Aff.li- 
ai:on Given, ip 51526 198-51526 190 


891D2000S7 FOIA request for Ofc of Invosligallons rept ro testing of fastenors Instal eri 
4- fst' fY 

jONES.S. fert Wolh Slar-Taregrarr^, Fort Worth. TX. 89/09/00 NRC • No Dotai’od 
Af'-alonOnron Ip 51542:103-51542 103 




from memo dote W/o SALP ropt 
GRfMES.Cf Afisocfaw Gfocfor tor Special Prcjocis (Post 090ioi) 09/10/10 NRC * 
No Dotallod Af|i!iar<on Given. 2pp. 51526 199-51526 200 


6WM70041 Forwards clanticallon ol previous rosponso to 890731 foquosl for addi tnlo 
re FSAfi Section 3 8 

CA.HtLWJ JU 5’eci/ic l/oimo/l/ Teiraa UHfities Gono/attng Co.). 89/00/18 Ooor- 
men: Control Branch iDocumonl Control Desk) 3pp. 51344 044-51344:046. 

6910030078 Provides eddi info recessory to fosoivo proposed Liconso Condillon O.tn- 
c'jd ng resuits of s te specific assessmoni of structural adequacy of main steam lines 
under water -1 lied conditions 

CAKiLL,wj TU EiocWc (forn^eiiy Texas Utilities Generating Co.) 09/09/18. Docu- 
rr.eni Ccntrol Brarrch IDocumonl Control Desk) 2pp 51302:351-51382 352 


-8910160189 Forwards 891004 af*.onymous memo to Chairman assort ng that p’anl not 
ready for fuel loadng & pending SALP ropt nol factual or complete, fcr review. Draft 
iniJmJ SALP /apt -ssuad to a/f persennof fnviofvod fT rnsp acfrviffes 


GRimes.CI. Comanche Peak Proioci D.viSiOn. BB/iO/iO. MAlSCH.M Office of In- 
spectof Qenoral (Post 8004 17). ip. 51526 201-51 52C.201. 

8910240013 Forwards f.nal ropt, "Reactor Conlanrnom Bldg Iniegratod l.eak Rote 
Test, conduced 090704-0/.po/ WCFPso.App J, Paragraph V 8. 

CAHILL.WJ TU Eloctric (fcrmorly Toxas Ulifllies Goncret ng Co.) 09/10/11 Docu- 
ment Control Branch (Document Control Desk), ip. 51509 120 51589 2 1 2. 


E30«7O26fl Responds 10 NRC 890905 request for adUl info ro SPOS dvailobiiity 8 dis 
p ay screen roadab lity. 

CANLL.WJ. TU Efocfr.c (fofrtierfy Toxas Uhfrffes Generating Co.) 89/09/10. Docu 
nen Control Branch (Documont Conirol Desk). 3pp. 51335:074-5 1335.076 

6910040116 Nol lies ul I of CASE pos'lion on concerns & problems In scaling cafcuiallon 
pro^'am ai plant Documentary info supporting util position on aspoci ol d.spulo should 
be provided 

ELLiS J. Ciii/ens Association for Sound Energy. 89/00/21. COUNS1L.W.G. Tu Clocirlc 
I'Dimcrly Texas Utilities Gonoratmg Co.). 30pp. 51423.130-51423:167 

8909280087 forwards info r© Crinof fault within Wichia Provinco.per 000905 moolino 
w/NRCCrinerFaulinolcapabie 

CAFiu.wX TU E'ectric (forrr.erfy Texas Ulilitios Generating Co.). 89/09/22 Docu- 
.Tieni Control Branch (Documont Co nuol Desk). 46pp 51349.035-51349:000. 

0910039137 Forwards Page 04 to App A of Rev 3 to “Insorvico Teslino Program Pfan *’ 
Pace inadvertently om tied from rov. 

Cahll.w j. tu tJeoric (fo/fpo/fy Texas Utihiias Ge/wreting Co ). 80/00/ 22 Docu- 
nerlConVol Branch (Documont Control Desk). 1p. 51391; 163-51 301: 155. 

-‘8910100072 Page 64 lo "insorvice Tealino of Pumps & Valvoe.” 

• Tu Electric (fcrmerly Texas Ulillliee Generating Co.) fl0/0B/2i. 2pp. 51391:154- 


8910040109 Forwards prel mlnary review oi polontial sovoro accident niitigaiion design 
a^^:err.a'rves based on PR A aiud-osper 090907 & 15 lolcons. 

CAHiLL.WJ. TU Electric (formerly Texas Ulihles Genorating Co) 89/09/22 Oocu- 
nen Control Branch (Docu mem Conirol Desk). 26pp. 51302:205-51302:310, 

8310050124 Acfvises that 880517 response to Generic Lir 80-03, "Steam Bindlno ol 
^iiary Feedwater Pumps'* saiisfactory. 

GRimes.CI. Comanche Peek Project Division. 09/09/22. CAHILL. W.J. TU Electric 
(formerly Texas U Mil- es Generating Co.). 3pp. 61437:138-51437:140. 

^ycle I'censoos possossing, using or process- 
j^|formula quari^nos ol SSNM ro protected area long-term housokoop ng.Svc list 

of Safeguards & Transportation (Post 870413). 09/00/2G 
Lcnstf dated Edison Co. of New York. Inc. I3pp 5l53l:l07-5l53i:i 17. 

impfeiTiental'On of new program for review of selected changes 
basis Relative s-gnlfjcanco evaluailon process developed by ulil & 
rAuii? ^‘^f^'histrallort & control of facility safely mvlew. 

^ Q (formerly Texas Utilities Generating Co.). 89/09/28. Docu* 

"wnt control Branch (DocvmerU Contfol Dosk). 2pp. 5 f 385.056-5 1385:059. 

"> '9»P0"se to NRC 890731 toquasl lot 

® ^ ® ® f®'’ '0 'osponse provided pel decue- 

890906-07 siruclural audit at facilSy. 

Electric (formorly Texas Utilities Generating Ca>. 89/ 
S'389354 Conirol Branch (Document Control Desk). 2pp. 51300:353- 


-6010240014 Final ropt. "Reactor Conlalnmonl Bldg Integrated Loakapo Rate Test " 
Oochtol Power Corp. 09/07/31. 03pp. 51500 130-51689 212 


8910200191 Conr-rms utl position ra Hog Gu;do 1 68 concerning i.nit-ol siartvo lost pro 
gram 

CAHILL.WJ.. WALKER.n 0. TU Elecir.c (formorly Texas Util lies Goneratino Co). 89/ 
10/12. Documont Control Branch IDocumonl Control Desk). ip §1566 024- 


8910230012 Confirms comm'tmoni lo compioto emergency d esol generator engine 
ropulromorus.Changos to ma nl/survci'lanco program as dosenpod ‘.n uM 070213 & 
0224 Iks will bo made por 10CFR50.59. 

CAHILL. W.G . WOOOLAN.O.n. TU Elcciric (formerly Texas Uli'illes Generating Co.) 
00/10/16 Document Control Oranch (Documont Control Desk) 4pp 51580 230- 


8910240099 Noiificat'On of 091026 meeiing w/ulil In RockviMo.MD to discuss sve Suit- 
abrfrfy of cfwcfr vafvo swrng arms tor C/nf( f. 

FIELDS. M. Comanche Peak Projoci Div.slon. 09/10/18. GRIMES.C.I Comancho Peak 
Project Division. Opp. 51584:350-51584:361 


B910160250 Generic Ltf 00-21 10 8‘l holders ol OLs & CPs (or r.uclear power reactors 
concornfng ropuost iof infp re sfafus of rmpfemenfaffon of USf requiromor^ts Sve fist 
end. 

PARTLOW.J.Q. Associate Director for Projecia (Post 070411). 09/10/19. Consolidat- 
ed Edison Co ol New York. Inc. GOpp. 51622:009 51622 060. 

6910180273 Generic Llr 89-22 to eJl Ucensees oi opmahOQ toaciofs 8 holders of CPs re 
polenlial for increased roof loads & plant erea flood runoff depih at licensed nuclear 
power plants duo to recom change In PMP critoria.Svc list encl. 

PARTLOW.J.G. Associate Director for Projocls (Post 670411). 09/10/19. Consolidai- 
oJ Edison Co. of New York, Inc. 39pp 51622:069 51622.106. 


F. Security, medical, emergency & fire protection plans 

8910020119 Rov 3 to "Comanche Peak Sleam Electric Stat on Fire Protection Ropt." 
' TU Electric (formerly Texas UNrhes Goneraiing Co.) 89/09/15 58pp 5(3600/8* 

C 1 non 4 ^ 


6910030359 Confirms understanding from 090915 lefcon re util 890908 Itr concerning 
physical security plan Implementaticn insp.Ulil will inform Region 4 at time security 
lockdown begins ai site. 

GRIMES.C.I. Comanche Peak Proiact Division. 89/09/21. CAHILL. W.J. TU Electric 
(lormorly Texas Utihlies Generating Co ). 5pp. 51374 241-51374 245. 

8910020234 Forwards Rev 3 to firo protection repl.Descnpllon of changes also end. 
CAHILL.W J. Tu Elecuic (formerly Texas Utilities Genoraiing Co). 89/09/22 Docu- 
mom Conirol Branch (Documont Control Desk). 7pp. 51360:188-51366:194. 


e submitial of proprietary 8 copyrighted mall w/o prof 
PfOvSi ^ ^ procedures to bo followed re propfieiary & copyiighied m 

Prolecl Division. 89/10/03. CAHILL.W.J. TU Elect 
rr.er:y Texas Uti ties Genoraimg Co.) 4pp. 514751 14-51475:1 17. 

Rockvillo.MD 10 discuss coma 

FiElO^m ® remafo/ng Btwetum iasuea for Unfl 1. 

GRIM6S.CI Comancao Pa 


6910100067 Responds lo violations noted In Insp Ropts 50-445/89-43 & 50-446/89-43 
ro emergency preparedness program Procedure EPP-902 revised to Include statement 
that all members of emergency organisation parllc.pate in oxorc.so every 2 yrs. 
CAHILL.W.J. Tu Oeclrlc (formerly Texas UtiMios Generating Co). 89/10/02 Docu- 
ment Control Branch (Document Conirol Desk). 25pp 51465:107-51465:131. 

6910170078 Responds lo Generic Ltr 09-15 re NRC soLcilaiion ol utils to vobmarily 
peniCipale in Emergency Response Data Sys Program. Ulil prepared lo work w/NRC 
fo invesligato acifons necessary (o imptomeni program at plant. 

CAHILL.WJ. TU Electric (formerly Texas Ulilities Genoraiing Co) 09/10/09 Docu- 
mont Control Branch (Document Control Desk), ip 51 532. 100-51 632:100. 
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0 Adiiid.caio^y co^espondence 


8910030410 ncq..cs's fec'ais f of voai'O'S roiod n y.sp fiopl bO 44 5 /HO 4 7 & 
tt 441 . 're 4 ? on 8 S 070 / r,H 02 'n' 3 i(T.s CAGt U 1 -OVCS .csp & cr'-^fcnfrori 


fe.ie* dCP'CP^afe ^ ^ Pi--. 

GaHCc.B P Rcfcnson. RoD .'^sun. PciC'Son Rerk. Rucciph^ 

GAROFBP C:-/ens Assccia'cn fo* So^no bf‘e«gy 63f09’23 TAYVOnjfA UBC 
No Oe\a>ciJ Al'13'cn Given GMiMES.C Ccn*arche Peak Prcjocf Dvi'^o.-' 

LiEUEPMANJ Cfc cl Enfcrconren* (Pos‘ ti/U4 13J 0pc L I je? <r02 5'-36/ ?bD 


0909060284 NHC Inf;^ Nohro fi-J 0G6 <'}i.a(ili':aiicr* I ilo cl Sc cnoj 
onci 

ROSSI ('L D.vison cf Ojii^'af onni tvcr'is A^>sos<i'roril (Pcsi e? 
Conrolcarod Cd'son Co o' ^'lJw York. ‘ni, lOGpp 5 1 337 C95 6133? 

0909280079 Fo*Vi«i‘ii6 Insp Hopls, tiU 44S/fi9.t>7 A SO 446/89 6? on 
nqlico of viclof on 

WAHNit'K.RF Assylanl U.f<j;:i()' fcf Iri-pnciicn /Vo'.ifOTs flO/.jo 
TU Elocl'ic ifor/’ienv ToKa*. Uhl hos Gonoraimn Cc | 0l 346 076 


0910180146 Pcquost fo' s’ay I*/ C'ti?er.^ Id Eai-' U*i Rej^' afco CLI B9 12 ' Fo'- 

rtaids vav lai ^ „ 

GR'FFIN R I CiiiTC'-s IC' Fo'.- Uli'.r, Reg-laion GRlFFiN.R l Gr-'f-n. R I. //‘169 9 jCg 
a9/l0?!5 CUIlKSj 0‘fico of iru Sor/fl‘ary of fHo Co.-n-n sson !p 6H09C05 
5’493 in 


•0909200080 Nplioe of virlnh.mi ffO'ii msp r.n OOr.ao? V olal :'i r 
lonod af efre/gency <i osuf (idiofotju H c:n.l.i n':r inku aThci fipec 
inadoqiiafo prOwCdito A loannp.iftlo harinji 

WARMCKf^f As‘iisr,ifii U'.'cctof for 'nspa'.'ion f’/ocMTiS 

51346 0‘il M:M6 0ft4 


~69lOf80lS1 flcquOSl for ^fay Cih?ens for Fd'f Uhl Reg^lafcr ’ Paq^osis dial Co'nrns 
son /pla n aulOOnly 10 C‘»7Cf fAa* foo: .cac ng A low p 2 *c.' icc'iso rol bo I'nrrau'ale.y 
eflc^'l fO PCI ui . inmn! lo fcquosf '.cense Ceic f cafo o' SvC one' 

GPIFUN RL C :-i 0 ns fo/ Pdf wilify Rogj'.uion GRlFFiN.RI Grffo Rl 83'’0'16 
Cenm ssior.efS I6pp. 51499 090 5 1499 ill 


0909200082 Insp Hrpis 50 44‘.?(l‘j 0/ A 50 44t)/00 0/ cn 900c0; 
ncloOMaiCt ijfons ir>pocVo 1 iipn'far.l arVi-.v'i on p‘rv>cr.»s u jr 
ovOPI fopis ons lo fol ow..':) Ol ovufl fopif. A IMI act cf 'IP.ns 
BiTfERSD. iCmSON.WlJ. WiLBE.JS Oflico ol N..J 'ojr (loac: 
rcrlcf (POSIH70411) 00/09720 2Sf.p 5*340 005 5 'P4« '03. 


~89 10180129 CDClaifti'on o' B Bnnk ’ 0.i>Cv,nsfS «ie*.<'e:Aem Hvu&'dca 10 wMMioU'owc^ 
w.lnesscs fo» CASE , „ , ^ ^ ^ 

GR NK.B Y/e Tf o People ol The Unted Sia’os |V/e Iho Poop e. In: ) 89 m 0/ 15 2pp 
51499 109 51499 ! 10 

•♦8910180171 Oeda'a'cn ol L B-j'nam ’ Dscjssas selllcfron awarded lo wh.s»'etlowOf 
w 'nosses fer CASE 

BURf/AM.L We The Peapio cl The Cr ied Slates (Wo The People, Inc ) 80/10/15 
ip SU99 111-51499 111 

8910250067 OtdOf * Denies Ci1i?ens fo.* Fai.* Uhl Reo .leicn (GFUR) rrohcn 10? stay Ol 
issuance cf lew pc ax*/ iconse lo allow ept; alien oi Unn l NRC s'all >nsVfucved lo an 
d'ess CFuR ccnceins W/Co'tf calo ol Svc Served on 891019 
Cmilk.SJ. OttiCG c* the Sec/elafy ol ihe Commsson //480 9325 80/10/ 19 Offco 
ol ii'G Geno'a’ Cktu^so! (Posi 860701) 9op 5 1561.148-5 1564 150 

8910250191 Req-cst lo cor'tnuo pfccood-nqs 8 peiihon lo niewer.© oy Cili^cns Icf Far 
Uhl negjiattO'A & Gtcaier Fon Wonh Group of Lono Sior Chapior of Sio/ra Cub * Pc 
1il'Cne.'S have requisite r’eresi to ostatl sh s»and ng. 

GRFFINRl Ol.iens tor Fat' U'.H'/ WpgUdl^ori GR FFIN.H L Sie:?a C!-_b 
GRIFFIN.R L Gfifim, RL /5'489 9332 69/10/20 Atomic Satety and L ccnsng Boa'd 
Panel I3pp 51561006-51561027. 

-B910250197 Af'dav.t of P Bejnkoff ' Expresses concern fO Ua' gor to hna'ih A safdty 
posed Py normal ope'ahons oi riani & by pcssio'o occ dents 
PtZNlKOFF.P. Cil'26ns lor Fa-r Ulnty Regulahon 88/07/12 2pp 51561 0i9 
51561 020 

-8910250201 Affdav.t Ol 0 Sr.t^k * Expresses co'-cern ihet cperaiion ol p'ani wH couso 
loss of health lo author A la.m ly & sa'eiy preb ems at plant wi I leoparJ 7 g life A p'CP 

prty 

BRINK B. C.1ize.:s fO' Fa f Ut I ty Rogulal cn 88/0// 12 2pp 51561 021 -5 1561 022 

-8910250204 At'ddvil Of L Bdnam * Expresses concern thui cperaion of pant w.ll 
cause loss of hea’th io djf'or & family 8 safety p'cpiema at plant wii. |ecparUi?n 'ifo A 
p/opedy W/ Cedificaio of Sve 

BURNAM.l. Sorra Otb. 68/07/12 5pp 51551 023-51561 027. 


H. General correspondence 


8910Q3Q034 Cesf'i'jcs 1 <khj lurm i.j^johi'on n(:li?:ns t^kr^fi *o pfQ-,ori : 
t eauing ot sa'uly rotalod ;jiim;i:i ft.'ina r i'i;| 'oiuj lo. ii nrids wii To i 
ull fuel L'iid MOfls wll r ot tlf'ocl opo-Hlji'ity (.1 thiirpf. 

CAHILL \N J 11) F.lOult C (Uvuuu y luxus lUHios Citjn vaino Co) 
fuont Ccn*fc:l Grancti |Oo.:o ''i .nt Conlrrl Dusk) 2 ij|;. S! JiJO 2b 1 '513 

8910030359 Ccn'i'iT.s urcJofSian hn.t l/o.n 6309 '5 klcor: lo ut. 6''3: 
ptiyscal *iorvf.ly plan in-p'irmonialiu.n r sptftil wrl irdoTn Regtin 
'oc-cown tjcqi'xs a*, stiu 

GRlMLS.('i Comonc'iu Ri'Ok Proioci iJivisoi rV.i/()J/2l CAHLl 
(to-mofly Texas Uti'iten Grjro.'nlmg Co ) 5np OCl?*! 2*1 '•:j*374 245 

8910030337 Forwards Insn Rrpls 50 4.;5/8'l 05 A 50 440/89 65 C' 
roiicn of ViO'anon 

WARNKX.n F Assistant (>.'uct?,f fo* nsrcclnn t*roCjffi‘ni ng/Oj 
TU Elocinc (toniKifly Toxas Uthi.os Gofornt r(j Co ). 5pji 5i:i65 'IS 

-■8910030342 NofCu of vioJrrhon ffont msp cn HGOfiUZ-OnOS ViOlati 
Ci4O079i3,13G0l422.Clf’A5l 1 A (:i30J40fil had 'oosu fillings A 
Cl 300 14 13 A junction boxes JU1S 0169 JBIH- 1/70 A siUiS-' 
screws 

'WAR NICK. H r Assslttnl Di'tvto.' '{k Irtspi.rtliDn PfOg.'.ir.S 

513H5 120-51385 121 

-8010030350 S.ddv Rr.pls UO AAVWi G5 A 50 AA^NiO 65 cn 
too noted Major aruns inspi’Clou apphennt actums on provic.is r* 
on v'olations/doviahcf's A nclion cn lOC^f ft50 r?5(t‘j <Jnfic-enr rs 
nUNVAN V F . l lVEnMCRE.HH Olf cu r* N.j -lf.*.if fluaclO' RogjiS' 
070.111) 69/09/22 It-fip 51385 122 51385 1.3/ 

8909200010 NRC Info Noheo «*) Ohil. ‘Cva'-jiiliof <if Insirurnc.-xt 
Meds ■ SvC list e.T:l 

nOSftlCE Ckv'ivion ol CfvcrRilcoiv Fvo'xls AS‘.oRtx t\o»il (Pcsi ti- 
Ccr.solidatod Ed son Co of Nuw Ycrh, l/«. icopp 51337 200 51131 

8910020010 Forwards ifXSjj Ropl<j CO 445/89 03 A 59 446/89 63 e 
viotaiions Of rfovin' o.ns r-otod. 

WARNICk.R.F Assisianl D.rcclof for IfSpuclK'f* PreOfOnxs 60/0( 
TU blortnc (forfr,e.*ly loxaft Uli'ilius Gonuf/ihng C<».) ilfd’. 61361 I7i 


6909290153 Adv.ses Ol CASE posihon re need fer regulaio'Y onfcrco.'nent echcn n ro 
sponso ro rr.gi prccdSS A adfri'-istretive Contrcl lai ures Ov denced by 090505 event at 
faciMv 

GARDE. BP. Robnsen. Robnspn, Peterson. Berk, Rudclph, Cress A Garde 
GARDE. BP Citizens Associa* cn for Sound Energy 89/09/23 GRlM6S,Cl Coman 
cTb Peak Pitjeci Otuvs'-on. 3pp 5l350 356-51050 358 

8910060274 Adv.ses that meelcg Summaries Icr last 6 months & all fuiure meet re 
SuTi.Tianes re plant w.'i bo placed m mn- PDR in Arlingto.n.Tx ai Ur.iv Of Texas per A 
Nelson of C.*' 2 ens (at Far l)ll Regular on roqjosi A fOC pieni 890907 Itr 
TAYLOR.JM. Ole of ihe Executive C rector for Opofailo.'*.s 89/09/29 FROST M 
House Of Rep 3pp 51452 317.51452 322 

-8910060275 Requests thai end ttr (tem A Nelscn of Oliiens lor Fau \}\A BoQu'ar ons 
requesfi.ig poshno ct meet og sjmma'.es between NRC & uM al Un v of Texas m 
Ari nqton.Tx bo aod'essed. 

FROST.M, House of Hep., fljles 89/0910? MARTIN.R Region 4. Ole of Ihe Orectcf 
3pp. 51452 320 51452.322 

8910 170286 Responds lo B90914 & io itrs re consiiiuenfs A Rch S K McCook con 
corns pdrtairing to dismssai of adjjd.caio'v hearings in conjunciion w/saltie.'nGnt 
agreement between ut-i & CASE All concerns wit ba addressed pr of lo ticencng 
TAYLCR.JM OfC ol ihe Executive C rector let Cperat-ons 09/10/13. BENTSEN L 
Senate 9pp 51530 25B 51530 276. 

-8910170289 Forwards Consi.tueni A Rich 890627 Ur oxpfes5i.ng concerns re safety ot 
plant operai.en.lof response 

BENTSERl Senate 89/09/14. KAMMERER.CC NRC • No Doteiled Attihahcn 
Given. 2pp 51530 272-51630 273 

-8910170292 Fom-ards const luents K 8 V McCook 890828 Ur expressing concern re 
safety of plant operaion.lor response 

BENlSEN.L Senate 89/09/19 KAMMERER.CC. NRC • No Oeiailed Atli'miion 
Given 3pp 51530 2 74-51530 276 


Q. tnspecifon reports, IE Bulletins & correspondence 

B9090 10338 NHC Info NoLco 89-065, "Poient-al for Stress Corros on Cracking in Steam 
Qeneraior Tube P.ugs Supplied by 8&W ’* Sve I st end 

ROSSl.CE. OtviS'on ol Opetaional Events Assessment iPost &704U) 89/00/08 
Consolidated Ed-son Co of New Ycrk, Inc iCBpp. 51349.100-51349 208 


-8010020012 insp VToptn 50 445/80 i, 3 A 50 446/00 1V1 on OOCO?? 
Of (invioticns noind Major nrons inspoclcrlnchon^i on pruvidus hsti 
ICCFHSO 55 ( 0 ) ddhcionr.os & assoasomonl o' (illugntloris 
HAI.E.CJ. LiVERMCRE.ttH Off.co of Nudonr noriclor Ro.jj'e: 
870411) 00/00/26 Opp 613110 170 51386 18/. 

8910020238 Fo.'wo'ds Insp Ropis 50 445/09 66 & 50-446/00 60 0- 
rot CO of violot o.n 

'WARNlCK.HF Asssiaril Oiti>cior to? Inspoct-ofi Rtoy^aTrs. 

TU Electric (formerly Toxus Uhitos Gomi'dling t^o ) 5pp 5I389:30' 

-8910020248 Notice ot violation from insp on 890002 0005.1/ o'dlio*! 
requ/ ng repars orro.neously idont.lmrj as ncnoxlunsivu nslaUalCf 
sovofo y krntod tev.cw toi gonunc Uvp'.caUCnb 
WIEBE.J S. Rog.crr 4, Ofc ol iho Di'ccior 89/00/2(1. ?pp 5l3b0 31 

-8910020252 Satoty Insp Ropis 50 445/89 66 & 50-446/69 06 on 3 
hons noted Major oroas mspoctorl followup on violaimns/dcviai c 
on 10CFR50.55 (o) const dof/c onries & gonornl plant n'cn tou.'s. 
LtVERMCRE.tl.H Office of Ni.doar Roodo.* Rooulntior>. n roctc' 
C9/26 Iflpp. 51369316-51369 333 

8910020275 forwards InSp Ropls 50 445/89 64 & 50 448/69 64 o 
not COS ot v'olahon devraiion 

WARNlCK.RF. Assistant Drucior for inspochen Rfoflrnms 89/0 
TU EfOClr.c (formorfy Texas Ut.lillos GoncrAliri(| C-0.) 51364 32 

-09TOO2O279 Notice Of violHtiori from msp on 000802-0903 Viefal 
point bypassed pr'o.' to wording of roplacoment tray fillings as spec 
age TUOEOA42 01. 

WiEBE.J S Region 4. Ofc of Iho 0 rector 00/09/26 2jip 51364 3< 

-8910020261 NoilCd of deviation from in^ on 890 8 02- 09 06. Do v. 9' 
dd not replace ro.nqja'if.ed Class it dosel gor.oraio.* watt 
components. per ui l 880325 commiimont 

WIEBEJ S. Region 4, Qtc of IhO Oirocio.' 89/09/26 Ip 51364 32[ 

-8940029284 Safety Insp Repls 50 445/09 04 & 50-4 48/ 00 64 on i 
lion & deviation noted. Major aroas nspoctod aci.ons i 
findings.foliowup on viofaUons/ deviations & aci’on on lOCFHSO 55 
LATI A.R M . LIVERMORF.H H OMico Of Nudoar Rooctof Roou1^ 
870411) 89/09/26. 21 pp 5 13C4 330 51364 350 
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Responds to NPC 800828 Hr re v.oianons r'oird in HiSp ReptS 50 445/89 
446/39 Corractive act cnistorago lacil.lios for work packages havd been 
"pd to D-'Ov de accepiablo proteciian for st-b; riDcumonis. 
r/wN WJ 'lU Eiec’f c (lormetly Toas Utihi-es Genofaimg Co) 89/09/^7 nccir- 
"e'iCoo*'Ol Branch (Documenl Control Desk) 6pp 51390 207-61390 212 

iM9250252 NRC ln<o Nohco 89-069, “toss o1 Tt^ermal Margin Caused by Ctiannol Bo* 

Q-j. isi end 

CE Drv.son o1 Operat ona’ Evenls Assossrnem (Posi 0704 11) 89/09/29 
Cc-'S' daied Edison Co of rJowYo/k. Ir^c. lOOpP 51531 001-51531.106 

Min 040168 Forwards Emorgcncy Hospcnso Giiidolr.es <EHGs) Insp Ropls 50 445/89- 
®Vq . 50 446/69 59 on 890814-25 Weaknessos 8 unresolved ilom roted Fngineunng 
I o nrtu 3 dovC'oaed to resolve n^mbor ol orgreenng itoms ro ERGs 
XaqVckRF Assstani Drocto' tor inspect on Pfograms 89/09/29. CAHII.L.WJ 
ruEi^cinc (tc*ni 2 .'ly Texas Ui4 t-es Gonofatr.g Co ) 4pp 51423 263-51423.397 


M10040171 50 445/89-50 & 50 446/80-50 on 090814 26 

■ akr-essosslrerglis & unresolved item noted Maior n'oas mspoctod.omcrgency ro- 
sperse qu:do:r.es (ERCiJ.includ ng rev.ew ol ERG Uanrrg program & orgreoring ac- 

CjSmiNS.JE. GAGUAHOO.J E llegon 4. Ofc ol the Ciroctor 89/09/25 41pp 
51423 267 51423 507 


asioioooa? RospOf^ds to violations notorl in (nsp Hcpls 50'445/89-43 & 50 446/89-43 
r-j cTicrgency preparedness program Procedure EPP 902 fOvisotJ to include siaiernom 
'■'ai a I members ot emergency organization parlic paio m exerciso ovo.'v 2 yrs 
CAhl'LWJ TU ElOCiric (fo.'rrerly Texas Uthhos Gonorating Co). 89/10/02 Docu 
mem'Cor.Tol Omrek lOocjrr.om Ccntrol Desk) 25pp. 51465 107-61465 l3l 


8910040381 NRC In'o Noixe 89 070. ’ Possblo Indcaiions ol Misroproseniod Vendor 
Pro^ JCt5 “ SvC list end 

ROSSiCE Division of Occrai'cnal Events Assessment (Post 87041 1 ) 89/10/1 1. 
Coftjo' da'ed Ed son Co of New York. Inc. I09pp 51531 1 18-51531 220. 


8^10160156 Forwa'ds TE Mur ley memo oui'inng actons taken to respond to assertions 
is'.eijin dilferng prof opmon re plant fuel load toad ness & SALP repi Actons lokon 

Mu/iey appiop'iaio 

TAYLCH JM Ox ol the Exoculivo Director for Oporaions 89/10/1 1, CARH CP.mmis- 
Srcr'fi.'S ip. 51526 151-51526 20l. 


-8910160164 Informs lhat author /eco.vod unsigned anonymous 091004 morro to 
Cnaiman asseri-ng ihal p'finl not ready for tuelloading & that SALP ropl not lacuiai 
or complex Anonymous memo will bo treated as differing prof opinion Rnlalod Info 
enc' ^ ^ 

MURLEYJE CffiCO of Nuclear Roactor Roguialion, Dirocior (PosI 870411). 80/10/ 
10 TAYlOR.JM Cfc of the Executive Ovoctor for Oporalions 2pp 51526 152- 
51626201 


0910230143 Responds lo NRC 890908 Itr re violations noted m Insp Ropts 50 445/89- 
38 & 50 446/69 38 Corrective 8Clo.n FSAR channo request will be initiated 10 mdcaie 
that Unit 1 geofT’Olric rolleciors wi( bo recorded during mse/viro msp program 
CAHILL.wJ. TU Etocinc (fo'rrerly Texas Uli'ites Goneraing Co) 89/10/16 Docu- 
ment Control B'ancb fDocumer^l CorMrol Desk) Qpp 51577 326 51577 333 

8910130014 NRC Info Notice 89 071, "Diverson of RHH Pump Seat Cooling Water 
Flow Dcr.ng Roc rculat-on Operat on Fo lowing lOCA ' Sve list end 
ROSSI, C t Divison of Operator*al Evonts Assessmoni (Post 870411) 89/10/19 
Consolidated Edison Co ci Now York, fne l07pp 51531 22 7-51 53 1 333. 


R. Periodic operating reports & related correspondence 

8909280135 Prov-des ornual repI ol changes O' erfOfS d.scovorod n ECCS calculanons 
Of peak cladding temp Rased on list or changes m Un t 1 peak efaddmg icmp.r.ew 
value is 2.058 5 F wh eh romo'ns we I bo'ow 2,203 f I mil.ng vn’uO established 
CAHILL.WJ TU Electric (forn-Qdy Texas Utlilias Goriorairng Co) 89/09/21 Docu- 
ment Coniroi Branch (Doccmeni Conirol Desk) 2pp 51350.200-51350:201 


S. Reportable occurrences, LERs & related correspondence 


8910050037 Supplorrentol Pad 21 ropt re potential problem w/sW spocific ongno con- 
trol dovices in ar siari.Lbo oi', lackol water A crankcaso syslniiat.y rupo-ded on 
890420 Califorr'ia Co.nuols Co w ii redesign valve soaimg 

GUNTRUM.BC Cooper fndustrea, Inc 80/03/13 NRC • No Deioi'od Afflaton 
Given 4pp 61430.171-51430 174 

8900280193 Supplomonial Dofic oncy Rept CP 87 C68 ro ccrx'elo expansion archOfs 
supplied by Hifti Initially reported on 860205 MiHi holts uva'udlod using nor.confor- 
mar'.co repts m I cu of FVM-90 

CAHILL.VV J TU Electric (formorly Toxas UtliliOS Gonorat r.g Co ) 80/09/21 Docu- 
ment Control Branch (Docu.monl uo.nlrol Dosk) ip 5 1350.207-5 1350.207 

09100401 15 Final Dofcioncy Ropi CP 69 023 re potential loss ol RHR Imtiu ly ropeded 
on 8900 1 7.Procoduro3 for operation of RHR sys wll be revised to restrict RHR f'ow 
during oporating modes whon RCS in reduced inventory condikon 
CAHILL.WJ. TU Efociric (formofly Texas Unities Generating Co). 09/09/25 Oocu- 
monl Control Branch (Docurreni Control Desk) 3pp 51436 315 51436.31 7. 

6910030206 Suppiomontat Ooficiorcy Ropt CP-B6 07 ro station sve wAlor sys 
lookago.iniiiaiV repoded on 860411 Eslimalod comploiion date for correct-vo action 
Items 1 & 3 rescheduled lor comploiion prior to Dr'll 1 fue! load 
CAHILL.WJ TU Electric (formo.'ly Texas Uhlitos Goneraing Co) 89/00/29 Docu- 
meni Control Branch (Document Control Dosk) ip 51374 154-51374 154 


-8910160165 in'erms Corr.misslon of readiness 10 load fuel at plant & recent SALP 
e.a'uaicn process S proposed ropi.Expressos concern that tnfo & findir.g broughl lo 
ans'lon 0' Board doliborololy oxc'uded & g.von lalse impression ro plant 
■ NRC No OetSi'od Aflilialion Given. 89/10/04. Commissioners. 4.ipp 51526.154- 
51526:197. 

-8910160166 Roqueslb tfial a'l personnel Involved in facility Lconslng activdles notify 
dv I personnel know of any concerns nol doing tracked by In&p ropl.SER or Olhor 
piibi.c records 

GF.iMES.C.l. Comsrche Peak Project Division. 89/10/03 NflC • No Deialod Affiii- 
si-onG.'iren Ip 5 1526: 198-5 1526: 168. 

-8910180171 Regtosls d ffo/ing prof opin on on end initial SALP rojJl wjihn 15 days 
fro'n menrio date W/o SALP repi. 

6RMESCI Associate D.rocior for Special Projects (Post eooioi) 80/10/10 NRC • 
No Del ailed A If ratio a Given 2pp 51526 199-51520 200 

-8910160189 Forwards 891004 anonyrr.ous momo to Chairman asseriing that p'ani not 
roadr for fuel loadng & pending SALP repi not factual or comp'eio.for fevlow.Draft 
■Hit a! SALP repi Issued to all pers-onnol involved in insp aclivitios 
GRMES.CI. Comanche Peak Project Division. 89/10/10. MALSCH.M Office of In- 
speebr General (Post 8904 17) tp. 51526:201-51526 201. 

8910200040 Responds to NRC Bullolm 09 002. "Stress Corrosion Cracking of High 
Ka'dnass Type 410 Siaintoss Steal iniernal Preloadod Bolting in Anchor Darling 
MoCsl S350W Swing Chock Valvos of Similar Oo&ign." No subj Sw-ng check valve's 
tsed at p'ants. 

CAH'LL.WJ. TU Electric (formerly Texas Utilities Gonerailng Co). 89/10/12 Docu 
re-i Control Branch (Document uonuol Desk) 4pp. 51565:270 51565 282. 

6910200179 Ack receipt of 890927 Itr inform no NRC of stops taken lo cor reel violetrons 
ncled in tnsp flepts 50 445/89-67 & 50-446/89-57. 

WARNICk.R.F. Assistant Diroclor for Inspection Programs. 89/10/12. CAHILL.W J. 
TU Electric (formerly Texas Ulilitios Generating Co ). 4pp. 61 5CC: 123-51 666 120 

6910200193 Responds to NRC 890912 Hr which identifies hcens-ng issue re Insorvxo 
■nsp program Util wilt submit for NRC review & approval, Insorvice Tnsp program within 
6 nemhs cf dale of full power I censo Issuance. 

CAHILL.WJ , WALKER. n.D. TU Electric (formorly Texes Utllilios Generating Co ) 09/ 
10/12. Documeni Control Branch {Document Control Desk). 2pp. 51665:350- 
51565 351. 

8910200184 Forwards fnsp RepiS 50-445/89-72 & 60 446/89-72 On 090906-1003 & 
noice of violatiort.No notice of violai-on be ng issued for violation described In repi 
Pa/aqtaph J.por lQCFR2.App C.Sectlon V.G.l. 

WARN'Ck.RF. Assistant D.roctor for Inspection Programs. 89/10/13. CAHILL.W J. 
TU Electr-c (formerly Texas Utilitlos Gonorating Co ). 6pp. 61666:324-51566:351 

“8910200106 Notice of vlo’ation from Insp on 890906- 1003. Violation nol 0 d:ln 8 lrumenl 
Sir &ys found turned over to operallons but stilt had startup temporary mod installed & 
& approval required by Procedure STA-602 not performed. 

WAnNlCK.RF. NRC - No Delailed Affilation Given. 89/10/12. 2pp 51566:330- 


Resident Salety Insp RepIs 50-445/89-72 & 50-446/89-72 on 890906- 
■003 Ore violation & no s'gn ficani sirenglhs or weaknesses noled.Mejor areas 
' acl.ons taken ork previous findingSrViolailons & deviations 
uiMER.SO.. JOHNSON.W 0.. WIEBEJ.S. Office ol Nuclear Reactor Regulation. Ol 
feciof (POS1870411). 69/10/12. 20pp, 61566.332-51666:351. 


8010100066 Inloom Deficioncy Ropt CP 89 001 re defoctivo mall in NAMCO Irr.lted 
sw.lchos IniliQ'ly reporlod on 0901 1C Eva'uat on of Issue connnuinq Next ropt wi'l bo 
auUmiited no later than Uo:t 1 fuel load 

CAHILL.WJ TU Glocirlc (formerly Texas Uh'itios Gonorating Co) 89/10/02 Docu- 
ment Control Branch (Oocumont Control Dosk) ip. 61450 260-51450 260 

8910100079 inlonm Def.cioncy Ropi CP 89 024 ro broken bolt on omorgoncy diosol 
gonoraior lurbochargo'.ln.iially repofiod on 890001 Further engnnering evaluation 
roquirod Next repi wll bo prov.dod prior to Unit 1 fuel load 

CAHILL.W J TU Electric (lormo'ly Toxns Uk'ilios Gonnratng Co). 89/10/02 DOCu 
iiiont Control Branch (Document Control Dash) ip. 51469.26T-51458.261 

8910170080 Supp'emontal Ooficioncy Ropi CP 64-2/ re vont lation oxhaust 
dampors.lnltiony roportod on 850306.DBSign work to onsuro pfopor coclirg of ECCS 
oquiprnont co.'np!oio Adrfition ol saloty related vonlllaiion fer Room 100 wil: ba com- 
plotod. 

CAHILL.WJ TU BocUic Homwly Texas UHHcs GanoiaithQ Co) 80/10/09 Oocu 
meni Control Branch (Oocurnoni Control Desk) 4pp 51632.107-51532 1 10. 

8010170081 Supp'omonial Oelic-oncy Repi CP-87 -001 ro Weldmullor terminal block 
connocllons.lnii'aky reported on 870031 Wcldmulior terminal block connochon tight - 
nuss Will be verified prior to fuel loads for oach un l. 

CAHILL.W J. TU Eleciric (formorly Texas Uhlilios Qenoraling Co.) 89/10/09 Docu- 
meni Control Brancli (Docurrom Control Dosk) 2pp 51532:102 51532 103 

8910160150 Final Deficloncy Ropt CP 09 014 re cracKod turning vanos In HVAC 
ays.Oolicioncy does not moot Criloria lor roporlabTity per 1OCFR5O 55(0) or 10CFR21. 
CAHILL.W J. TU Eloctric (formorly Texas Uli'ilips Gonorahng Co.) 09/10/09. Docu- 
monl Control Branch (Document Control Dosk) 2pp 51543 245 51543:246 

8910200046 Final Oellcloncy Ropt CP 09-025 re s-.to labncared thormo- lag 
panols.lnlially reported on 890915 Design change Issued to rev.so design & insialla- 
lion apoc lo elmlnaio (abricailon of thormo I aq panels ons io. 

CAHILL.WJ TU Electric (formerly Texas Ulil:flos Genoraiiria Co) 89/10/12. Docu- 
meni Conifol Branch (Document Control Dosk). 3pp 51 577 069 51577.071. 

8910230170 Responds to NRC 890014 roquosl for odd! Info re auxiliary feedwater sys 
backifow evenls on 890423 & 0505.Chock valvos being 

dis05SBmblod.in5poclGd,fowoikod as nocossary, reassembled & post-work leslod 
CAHILL.WJ. TU Electric (formerly Texas Ulihlles Gonorat.ng Co). 80/10/14. Docu- 
ment Control Branch (Document Conlrof Dosk). l6pp. 51500:145-51500:160. 


U. Congresslonal/Execullve Correspondence 

8909110043 Forwards selllomenl agroemonis ideniiVied as coniamin^ language that 
may roalrici right ol individuals lo bring safoty concerns to NRC attention & settlement 
agreements contain ng queskonable provisions. W/o ends 

CARR.K.M. Commiss-oners. 80/08/20. BREAUX.J 0. Bonale, Environment & Public 
Works. 4 pp. 51678: 160-51576:1 52. 

8909280025 Responds to 890821 request lo be kepi tnformod ol status of 
planl.Augmenieo insp Team ropt and ulit rosponso to repi encl Ropt raised conceme 
on fdifure of chock valves & organizational weaknesses Corrective actions being fol- 
lowcd. _ 

TAYLQRpJ M- Ofc of the Executive Director for Oporalions. 89/09/19. 0ENTSEN.L 
Senate. Ip. 61555,360-51555.360. 
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DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 


A. Appiicatlori/coastrircUon stage docuinonts & correspondence 

8910200057 FCIA req^osi Icf D?c ct lnvcs:ga!cns repl re lesirg ol lasione'S nsiallod 
at faci'iW 

JONES.S Foo Wonh Star Telegram, Foi Worm. TX. 89/C9/00. NRC • No Deia« Od 
Affil ariGn Given ip 51542 103 51543 103 

8900270041 Forwards c'a'fcaiion cf previous rospenso to 690731 request lor aani nio 
ro rSAH SftCl'on 3 8 

CAH'Ll.WJ TU Elec^'-c Ocrfrerl^ Totas L'tItOS Genoraimg Co) 09/09/10 Docu 
rrepl Contro' Branch iDocuT.eni Conlrp’ DosH) 3pp 51344 044-51344 046 

8910030076 Provides addi ir*o necessarv lo resolve preposea License Cordilion O.m 
ciLd ny results at s.lo speciLc assessment ol slructura* adequacy ct man slcam lines 
order water hllod ccndiions 

CAHILL.WJ TU Eleciric |fo:mo-l/ Teitas UthliOS Genoraing Co) 89/00/18 OoCu 
menl Conrcl Branch (DocLment Contro' Dos’i) J?pp 51362 351 *51 362 352 

B909270288 Respor ds io NRC 890905 req^esi for addi into re SPPS avalabl.ly S dis 
p ay screen readabi ity 

CAHILL.WJ TU ciecinc ('ormorly Tonas UliHes Generating Co) 89/09/10 OoCu- 
menl Cor'icl Bianch (OPtun'oni Conitcl OesVi) '3pp 51305 074 513‘JS 076. 

89 10040116 Nolities ull ol CASE posLCn on concerns & problems lO sca'ing cdlCu*a1ion 
prog'am at p'ani Oocu'r.enla'y suppor1r.g ulil position cn aspect of d SpulO shdu'd 
be prov dad 

ELLIS.J Citizens Associaton tor Sound Erio'gy 69/09/21 COUNSIL.WG TU Electric 
(forrretly Texas Utiities Gone.'aling Co) 30pp 51423.139-5H23 167 

8DO9280O87 Forwards lOlo ro Cnnor lau-: wilhn Wich.la Provnce.pGr 690905 rr.ooii.ng 
w/N'RC Cricgr Fa jll rot capable 

CAHiLl.WJ TU Electric (fcrrrerly Texas Utniios General no Co) 89/00/22 Oocu- 
meni Control Branch (Documeni Conirol Desk), aflpp 51349 035'5i 349 060 

8910040106 Forwards preiTimary review Ol potenlia* seve/a acc-dont mt gallon design 
alie.'naiives based on PRA siudies.por 69090/ & 15 lelcons 

CAHILL.WJ TU Elaciric (tormerly Texas Ulllies Gor,Gratr.Q Co)- 89/09/22 OoCu 
rrenl Control Branch {Pocurront Control Desk) 26pp 51392 285 51392 310 

0910050124 Adv.sos lhai 680517 response to Gonenc Llr 83 03. "Steam Gir ding ol 
AujLii'arv Feedwater Pimps ’ satstactcry- 

GRlMES.Cl Comanche Peak Project Piviso."! 89/09/22. CAHILL.WJ TU Electric 
{formerly Texas Ut.hhos Gonerdlmg Co) 3pp. 51437:138 5143/ 140 

69Q9260Q68 Gerxe^c Hr 89-20 10 ell fuel Cycle icenseos possosstng us»rvg oi process- 
ing formula quantities ol S5NM ro protected a'oa lory-term housekeop.ng Svc I si 
end 

MCCORKLE.GW D.v.sen of Saieguarus & Transportatio-'i (Posi 670413) 89/09/20 
ConsDtidaied Edison Co ol How York. iro. i3pp 51531 lO? 51531 117 

8910110200 Dscusses svjhm.tial of preprrefary & copyrighted mail w/o proper 
jndicaLcn Guidel nes & p-'oeeduros to bo fol'owod re prepneiary & copyrighted mail 
prov ded 

GRIMES.CI Comanche Peak Projeci C.viSicn 89/10/03. CAHILL.WJ TU Elcclnc 
{tcrmorly Texas Uti’inos Gererating Co) 4pp 51475 1 14 51475 1 1? 

6910130033 Notification of 891011 meeing w/u1i' in RockvIla.MD 10 dscuss conia'o- 
menl ultimate capacity D'^aiysis & rema nng structural issues for Uni 1 
f lELDS.M Comanche Peak Projeci D-wsion 89/10/04 GRIWES.C I- Comarcho Peak 
Projcci Dfvision 2pp 51505 123 51505 124 

8910160156 Fo-nvards IE \'u''oy morro ouVnrg act-ons taken lo respond to assort ons 
li&lcd In diffe.'^-ng prof op.n on to p’artl fuel load read ress & SALP repl Act ens lakort 
by MurlOy apprcpr.aie 

TAYLOR.J.M Ofc ol the Executive Director for Operations 89/10/11. CARR Comm s- 
sioners ip 51526 151-51526 201. 

-8910160164 Inlorms ittst author received un$igrved arxonymo'js 801004 memo to 
Chairman assorimg that plant not ready for fuel loading $ that SALP repl not factual 
or complete Anonyrreus memo w II bo trealod as differing prof op-n:o.n Relaierl mfo 
end 

MURbEY.TE- Qltico o! Uutie&f Reactor Raguiai'on, Diietlo* tPosl 870411) 89/10/ 
10 TAYLOR.J.M ore of me Executive 0 recto/ for Operaions 2pp. 51526.152- 
51526 201. 

-8910180165 informs Commssion ol readiness ip load fuel at plant & recent SALP 
ovaluation p.'ocoss & proposed rept Expresses concern that info & r<ndng b.'oughi lo 
attention of Board deLoeratoly oxc-udeo S g von fafse impress on re plani. 

• NRC • No Dftiai'ed AfMiat.on Given 69/10/04 Commissioners. 44pp 5i526:t54- 
51526 197. 

-6910160189 Forwards 891004 ano.'iym.ous me.To to Chairman assortinn ihef plant not 
ready for fuel loadng & pondng SALP repl rot factual or compiole.for reviaw Draft 
init'ai SALP reel issued to a'l personnel involved in msp activities. 

GRiMES.Cl Comanche Peak Pro.eci Cw.s on 09/10/10 MALSCH.M 0ff.ee of in- 
spector General (Posi 890417). Ip 51526 201-51626.201 

8910160250 Gonenc Llr 69-21 to a'l ho'dprs of OLs & CPs for nuclear power reactors 
concern ng request fer 'nfo ro status of ‘mp'ementation of USI requirements Svc list 
enef. 

PARTLOW.JG Associate O-teclor for Piojects tPosl G70411). 69/10/19 Consoliilal' 
ed FdiSO.n Co cf New York, Inc 60pp 51622 C09-5 1622 068 

89 1 0180273 Genenc Llr 69-22 to alt i censees of operating readers & holders of CPs re 
polenLsl lor increased tool loads & plant area llood tunoH depth at hcensad n.^clear 
power p'a.nis doe lo recant change in PMP entena Svc list end 
PARTLOW,JG Associate Director lor Projects (Post 870411). 89/10/19. Consolidat- 
ed Ed:son Co. of New York, Inc 39pp 51622 069-51622.106 


F. Security, medical, emergency & Ore protection plans 

8910020119 Rev 3 lo "Comancha Peak Steam Electric Station Fire Protoctron Rapt" 
* TU Electric (formerly Texas Ulilil-es Genera! ng Co). 89/09/15. 58pp. 51369.070- 
51369:130 


8910030359 Corh-nis ur(fo»Slanrjing from 890915 lelCCn ro ulj 0909 
phyS'-cai secui-ly p'.an \mplcmeniKl'On u spUtt w»i: r'oim Begon 4 
'ockdow.n begins ai site 

GRiMFS.Cl Comanche Peak Pro.eci D.vi;i'On 89/09/21 CAHLl 
llo'me.'ly Texas Ul lilies Gone-alirg Co ) 5pp 51374 24 I 51374 245 

8910170078 Responds lo Generic Llr 09. 15 re NRC sol Ci la I On of i 
parinpafe m Fmergency Response Daia ByS Prog'a'nUti' p.'epa*ec 
to fivestigatu acners necessary to irnp'oment proqra.m at p'ant 
CAM.Ll.WJ TU fclec'nc (foime-ly Texas Ui'if'es Goneraing Co) 
menl Con*fO Branch (Uocumonl Control Desk) Ip 51532.100-51512 


Q, Adjudicatory correspondence 

6910030410 Req.rosis rerlasSiliCRt on ot vioint ons noted i.n insp Repi 
50 446/08 42 on QflO/07 0002 Infern’s CASE bei.eves furine' ir.si 
review app'Op.' alo 

GARDE, DP Robnson, Hobmson. Peterson. Berk. Rudo'ph, < 
GaROE.B P Citizens AssoC‘atot\ ter Sound Energy. 89/09/23 ta' 
No Doiailod A'fhalicn Given GRIMES Cl Comanche Peak 
LiERFRMaN.J Off of Enforcement (Posi 8704 13) Qpp 51397 202-5 

B91018D146 Request lor Slay *iea by C-lizens fer Far Ub Reo-iISl'Cn 
wards Slay for fnng 

griffin. R 1 Cit-zcf'S fer Fai' Ulil ly Rcgj'aiiOn GRlFFiN R.L G'hV 
89/10/15 Chiik.SJ CffCQ of the Socrorary of the Ccmmissicn 
51499 1 1 1 

-8910100151 Roqjost for slay Citizens fo' Fai' Util Reg-laticn ' Requ« 
sicn relan Aulhouty lo O'de* that luel loacLng & lO« pcwoi /cor.se rv 
oftective.per util mtoni to roquosi i cense Ccrtilic alo of Svc eicl. 
GRIFFIN, R L (uli/ens fo' Far UMIty Rogj alien GRlPFfN.R L Gnflk 
Comm ssiorof 9 I6pp 6 1 499 096 5 1 499 1 1 1 

-8910180129 Declaration of 3 Bnrk * D.sci.sses soilic.TOr t awarded 
witnesses for CASE 

QR'NK.Q Wo The Poopd of The Untod Siatos |Wo The Pccplo. Inc 
51499 109 51499 HO 

"8910100171 DoclOfflIinn of L Burnain * Discusses setliomoni awarder 
witnesses to' CASE 

BURNAM.L Wo Tho Peopio of The United States (Wo Tno People 
Ip 51499 1 1 1 51499.111 

8910250067 G.'der * Domes Citizens for Fai.' Ulil ReQu'atiO.n (CFURj r 
issuance of fow powor liconso to a.ow operako.n of Unit 1 NRC slaH 
d'oss CFUR conco.'ns W/<'o'lificate of Svc Served on 891019 
C;hiLK.SJ 0lf.ee of iho Secfofa/y of the Commss on /r489 9325. 
of the General Counsel (Post 860701) 9pp 51561:146 51561 J56 

8910250191 Request 10 co'ifinuo p'oroed rgs 8 polilon to inU)rv 0 no b 
Ult Begulabon & Gioaiof Fort Woilh Group ol Lone Star Chapter 
tilionors havo requ.site intorest to ostablisfi standing 
GRirFlN.HL Citizens lor Fav Unity Rogulaiion GRfF N.R 
GRIFFIN.R.L Griffin. RL //4 89 9332 89/10/20 Alomic Safely a nc 
Panel I3pp 51561 0r.f)-0 1561 0'27. 

-891 0250 197 Affidavl Of P Roznkolf * Exp'osses co.oco-'n /o dargor i 
posed by normal oporalions of p'ant & tiy possible accidonis 
RETNIKOFF.P Citizens for Fair Utility Hogulat'o.n BB/07/12. 
51561 020 

-8910250201 All tlav.i ol B 0: nk • Expiessos concern that opcWion r 
loss of fieallf) to author & fa'niiy & safety p'oh'ems at p'ant wl I joop 
erty 

BRINK.B. Clizens lor Fair Utlity Rogu'laiion. 08/07/12. 2pp 5156 1:0 

-6910250204 Aff davit of L Burnam * Expressns concern ttiai opotr 
cause loss of health lo author A fami.y & saloiy problems at plant w 
preporty W/ Certilicale of SvC 

BURNAM.L. Sie.'faClul> 88/07/12 5pp 51561 023-51561 027 


H. Ganeiat corfasponderice 

8910060274 Advises that meeting summanos for last 6 rricnlhs & ^ 
summaries re plant vvili bo placed m mini-PDR m Arting1ot^,TX at Or 
Nelson of Citizens for Fai' Ulii Regulation request & roc P ent 69093i 
TAYLOn.JM. Ofc of iho Fxocutivo Cirecior for Operations. 89/C 
House of Rep 3pp. 61452 3l 7-51452 322. 

-89100G027S Requests that unci Itr from A Nelson of Citizens ror Fa 
requosiing posting of mooFng summarias between N'RC & ulil at 
Ari.ngion.TX be addressed 

FROVr.M HOjsg ol Rep , Rules 89/09/07 MART IN. R. Rogon 4. C 
3pp. 51452 320-51452 322 

8910170266 Responds to 890914 & 19 lira re constiiuenis A R ch i 
corns pedaning lo Dismissal of adjudicatory hearings In cenjure 
agroomont between ulil & CASE All concerns will bo addressed prior 
TAyLOR.J M Ofc of the Exerulivo Di/octoi for Operatorts 09/10 
Evenel© 9pp 51530 258 51530 276 

-89101702B9 Forwards constituent A Rich 890827 Mr exp.'essing Con 
plant operaticn.foz response. 

RENTSEN.L Senate 69/09/14 KAMMERER.CC NRC • No t 
Given 2pp 51530 272-51530 273 

-8910170292 Forwards constituents K 8i V McCook 800828 Itr OKpn 
safety ol p!anl operanon.for response. 

BENTSEN.L. Senate 80/09/19. KAMMFRER.CC NRC ■ No C 
Giverv 3pp 51530 274.51530 276 
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0 i.Mpection reports. IE Bulletirts & correspondence 

NRC mro K'O’ico 89 065. Poteniial tor Sifoss CoifOSOn Cracking m Steam 
Tubo P.LQS Suppl ed by BSW ’ Svc I si end 
c^cSfcF D.V.SIOO or Operatonai Events Assessment (Post fl70-iiu Q9/O9/C0 
of No« VofK, Inc I08pp 51349 100-51 349.20B 

09OSO6O?a4 NRC nfo Nctico 89 066. -Qua'.f col on Life ol Solenoid VaivOS ' Svc hsl 

ri-cirp nr/Sion Ol Operational Events Assessment (Post 8/0411) 09/09/11 
dated Ed son Co. of New York. Inc l06pp 51337 095-51337 199 

5905780079 For/rardS ir.sp Ropls 50 4 4 5/80 67 & 50 446/89 67 cn 890802- 0005 8 

wiRdCKR Director fo' Inspeciion 


TU 


g gcirc <fofrref!y Texas Utilities Ger'-OratinQ Co.) 5pp 51346 078 51346 109 


-JtM«800B2 fnsp RepIS 50-445/69-67 & 50-446/60 67 on 890802 0905 Vo'alions 
^■edMaiCf areas nspecied appicant acton on prev.OJS msp r nd r.gs.in olc 
4 oo* fc-ts ons le fo low jp Gver.! repts 8 TMl acnpn iioms 

n Ulicnc iC ml/■ay^f Kl.i/'lAar 


vole rev OW Of 

4 . 0 V r'cets ons ie fo lowjp o* over.! repts 8 TMl acnpn iioms . rx 

a ftFisO JOI-NSCN.W D.. WIEBE.JS Offee ol Nuclear Reacio.' nogj'at-cn. Di 
r«ii(PC5i0?O411) B9/D&/20 ?5pp- 51346 085 51346 109 

flai'WS0(134 Oescfibcs long-term rosolutcn actions token to proverd potential lor dead 
V\acng ol safer/ related p-.n-ps HQmainrg long term mods will bo compioiori prior to 
Ji h 4 load k'ods wil- not afleci cperebi ity of puTnps 

tVh lwJ TU Eifictrc (lormor.y Texas Uti'itGS Gonoraiiog Co) 80/09/20 Doeu 
rre'iCortrcl Btench (Docurroni Control Desk) ?pp 51380 261-51380 262. 


4510030359 Co-nliffTS undersland ng from 890915 lolcon ru uti' B009C8 \U concerning 
ph^iscai security fan imp’orr.ontat cn msp Uni wil jnfo.'m Reg on 4 ai imo socu.My 

^lyES^C^^^foanche Peak Proieci O.vision 89/09/21. CAHILL.WJ TU Electee 
,-ymeVTe»asU: .r.es Generairg Co i 5pp 51374 241-51374 245. 


8910030337 FonvardS hsp Repts 50 445/89 65 A 50 446/89-65 on 890802- 0905 8 
rexe cl vic'ai on 

WARNlCKRF Ass slam 0 feeler for inspection Programs 09/C9/22 CAHILL.WJ 
'UE ecinc (foriretly Texas UtiiUes Generaiing Co ). 5pp 61365.1 15 $1385 1 37 


-891Q030350 Safety If-sp Ropls 50-445/89 65 8 50-446/09 65 on 890002 0905 Vicia 
'^n no'edMajCf 8'oas nspeciod opp 'Cam actions on previous insp lir‘dir‘.gs.tolOwup 
wc'a'ions/ dev aliens 8 acl-on on lCCFn5D.65(0) deficiencies. 

Rj*,yANM F LiVERMCRE.H H Offico of Nuc’oar Hoacipr Hogul8t:on, Uroctor (Post 
a7C411) 69/09/22. I6pp 51305 122-51385 1 37. 


6909200010 NRC Inlo Nolico 89 06B, "Evalueton of Insirumont Soipoints During 
L'ods ■ Svc ist erd 

R-05S'.CE Divs-on cf Operaicnai Evonis Assessment (Posi 8/0411). 89/09/25 
Cc.*.so dated Ed son Co of Now York. Inc lOepp 51337 200 51337 304 


6910030010 Forwards Insp Ropls 50-446/09 63 8 50-446/89 63 on 800002 0905 No 
.TO at e.is O' deviations noted. 

aarnCk.rF Assisiani Director fo' inspedion Prcgronib 89/09/26 CAHILL.WJ 
TU Electric (formorly Texas Utilities Gor'Orating Co) 3pp. 5 1366 1 76-51366 18? 


-8910020012 lr.sp Ropls 50 445/80 63 8 50-446/89 63 on 890002-0005 No vjolalicns 
or de**at;ons noted Major areas inspected actions on previous insp fmdmgs.acticn cn 
lDCFR50 55|o) dslciencios & assossoaiunl of fti:ogatior\8 

HAlECJ LlVBRMCRE.H H. Offee of Nuefoa' Reactor Rogulotion. Dlructof (Post 
870A11) 89J09i28 9pp 51366179-51366187. 


891002023B Fofwa'ds Insp Ropls 50 446/89 66 A 50-446/89 06 on 000002- C905 A 
ncxe ol vie' at on. 

•iVARMiCK.RF. Assists'll D-rcctor for Inspection Programs. 09/09/26 CAHILL.WJ 
TU E'ecIn: (fcrrrorly Texas UlililiOS G©norai-rg Co ). 6pp 5 1309 309 51309.333 


-031OO2O24B Notice Of viclaiion from msp on 090002 -0005. Violallon r‘.oloii mig dolOClS 
reqj'ing repa ta e'tonoously idenfif.od as ncnoxionsive installation doficioncios wh.ch 
serC'e'y l.m.ted rev.ow for generic Imp'lcetions. 

WEBE,JS. nogiO.T 4, Ole of iho Dlrecior 89/09/25 2pp. 51369.314 51369 315. 

-8910020262 Safety Insp Repls 50 440/09 66 8 50-446/89'66 on 890002- 0905 Viola- 
tc‘.s noiad Major a'eas inspected followup cn violallons/dnv.ailans.Dpp'lcdni ociion 
on i0CrR50.55 |e) const deiicioncios & general plant oroa tours 
UvERMORc.HH Office of Njclonr Roaclof floQuIotfon. D.reclor (Posi 870411) 00/ 
09/26 I8pp 51369 316 513G9.333 


6910940168 Forwards Emergency Respenso GuidoKros (ERG&) Insp Repts 50 445/09 
69 8 50 446/89 59 on 890814 25 Woaknessos 8 unresolved ilom noted Fngmoor ng 
task, group developed lo reso'vo number ol eng reonng ilems ro ERQs 
WARWICK. RF Assistant Di'ectcr *or Inspection Programs 89/09/29 CAHILL.WJ, 
TU Flocir c (fo'fr.erly Toxas Uliliiies Genoraling Co ) 4pp 51423 263-51423 307. 

-0910040171 Insp Ropls 50 445/89 69 8 50 446/00 59 on 890014 35 

Wnaknesses.slrenglhs A o.'iro solved item noiod Major areas inspoctod emorgoncy ro- 
sponse guidelnes (ERG). including roviow ol ERG train ng program 8 oogneori.ng ac- 
t vit os 

CUMMINS.JE. GAGLIARDO.JF Region 4. Ofc of liie D.rerto.' 89/09/25 4lpp 
5U23 26? 51-123 307 

8910100087 Responds lo violations noted in Insp Repts 50-445/89-43 8 50-446/89-43 
ro ernergency proparedr’OSS program Procedu-'o EPP 902 revised to Include siaiomenl 
Itiat all members of emorgericy organ 2aiion panic pate in oxorcise every 2 yrs. 
CAHILL.WJ TU Eteciric (fo'rpctly Texas Uti'dios Gonorat.ng Co) 89/10/02 Docu- 
rwcni Control R'anch (Docume.ni C-ontrol Desk) 25pp 51465 107-51465:131 

8910040301 NHC mfo Notice 09 070. 'Possblo Ind-caiions of Misropresenled Vendor 
Ptoducis " Svr, bsv enG 

ROSSI.CE. D-visiOn of Operahonal Evonis Assessment (Posi 870411) 89/10/11. 
Conso'.dated Edison Co of Now York, irc I09pp 51531 1 18-61531 226 

6910100156 Fo'wardS IE Murley memo ouUmirg actions taken lo respond to asserllons 
lislud in differ rg p'ot cpinon ro plant fuel load readiness & SALP fopt Actions taken 
by Murley appropriate 

TAYLOR.J V Ofc of tnu Exoculivo Director fcf Oporolions 89/10/1 1 CARR Comms- 
sonofs ip 51526.151-51526201. 

-0910160164 Inforrrs that author received unsigr-.ed anonymous 891004 memo lo 
Chairman assorting ihai plant not ready 'or fuel leading 8 thai SALP rept r.oi faciuai 
or comploto Anonymous memo w.l« he treated as diffenrg prof opinion Relaled mfo 
onc- 

MURLEY.r E Office of Nuclocf Reactor Rogulaiiori, Dreclor (Post 870411) 89/10/ 
10 TAYl.CR.J.M. Ofc of iho Executive D.focior fer Operations Ppp 61528:152- 
51526 201. 

-6910160165 Intotms Commissen of readmoss to load fual at p'ant 8 rer^eni SALP 
Ovaliialion process A proposed foot Expresses concern that info 8 finding brought lo 
aiteniion o* Hoard del bo-'otoiy excludoa & gwen falso iirprossion re plant 
■ NHC • No OolailorJ Affi’iaticn Gven. 89/10/04 Commissioners 44pp 51526.154- 
51526 197. 

-8910160171 Roquosls dffenng prof opi'^ilon cn enci .niial SALP repl wilhn 15 days 
Ifom memo dato.W/o SALP repl 

GRiMES.Ci Associate Dvoclor for Spec-al frojocis (Posi 890101) 89/10/10. NRC ♦ 
No Oniailod AMnaiion Given. 2pp. 51526.109 51526 200 

-8910180189 Forwards 091004 ur'onymous rnerro lo Chairman assofling that plant not 
roadv for fuel 'oading 8 pondng SALP ropl nol factual or comp'olo.rcr roview Draft 
in-iini SALP repl (ssuorJ 10 a‘l personnel involved in i.nsp aciiv.tios 
GRIMES.C I. Comanche Peak Pro.OCt D.vis:0-n 09/10/10 MALSCH.M Oflice Of In- 
spoclof General (Post 090417) Ip 61526 201-51526 201 

8910200048 Responds to NRC 0ui:etn 80 002, ‘ Siross Corroson Cracking of High 
Hotdness Type 410 Siolnioss Steel iniomol Proloadod Bolimg in Anchor Darling 
Model S35tlW Swing Chock Valves of Similar Design ■■ No subj swmg chock valves 
used at plants 

CAHILL.VvJ. TU E’oclfii: {lo.'motly Texas Un'ites Gencroiing Co) 89/10/12. Docu- 
ment Control Branch (Docum,ont dcnlrol Desk) ipp 51565 270 51565 202. 

8910200179 Ack foCOpl of 09002? (tr informing NHC of stops taken to Corrocl volaiions 
noiod in Insp Ropia 50 445/09-57 8 50-446/80-57 

WAHNICK.H F Assistant Di'oetor lor Inspeclipn Programs 89/10/12 CAHILL, W.J 
TU F.foctnc (formerly Texas Ulil.lios Gonoratmg Co.) 4pp. 5 1506: 123-51 566; 126. 

89102001G4 Ferwords Insp Ropls 50-445/8D-72 8 50 446/89-72 on 890906-1003 8 
nolico Of violation.No notice of violation being issuod for vioiaiion described in ropi 
Paragrap.h 2,pof l0CFR2.App C.Seclion V G 1 

WARNICK.H r Assisianl Ouecior for inspoction Programs 09/10/13. CAHILL.WJ. 
TU Elocinc (formerly Toxos Uliilles Gnnoralmg Co). 6pp 51568 324-51566 351 


&9ll)020275 ForwS'ds Insp Ropls 5G-445/e9-64 8 50-446/89 64 on 8D0802- 0005 8 
ec*Jccs ol viOlai on 8 dovralion. 

WAPMCK.RF Assistant Director for inspoction Programs. 80/09/26 CAHILL.W J. 
TUEiactr.c (formeily Texas UlHilios Gonoratmg Co). 6pp 51364 321-51364:350. 

-"$9100202 79 Nolce of violation from Insp on 090802*0905 Violullon notud OC hold 
po nt bypassed pr or to welding of roplncemenl tray fitt.ngs as epncifiod In Work Pack- 
a-8ll40EDA42-0l. 

WE8EJ.S. Region 4, Ofc of the Director. 89/09/26 2pp 51364.327-61364 326 

^910020281 Noico of deviation from insp on 890802-0905 Doviaiion noted appl'cani 
dKf nol replace nontmlillad Osss it d.osol goneraior watimetors w/qualifiod 
corrponenis per util 690325 commTmeni. 

WIEBF JS Reg on 4. Ofc of the Director 89/09/26. ip. 51364:329 51364:329 

•’$310020284 Safety (nsp Repls 50-445/89 64 8 50 446/89-04 on 800802- 0905 V:o!a- 
kon & deviation noiod. Ma.er areas inspoclod actions on previous msp 
kndincs.lollowua o.t volat ong/ deviations & action on 10CFR50 55(o) dolicionclos. 
LATTA.H.M. LIVERMORE. H H. Olfico of Nuclear Reactor Regulation, Dirocior (Post 
670411). 89/03/26 21pp. 513R4 330 61364 350, 

09 10038889 Responds vo NRC 890626 lb to violations noted in Insp Ropts 50-44S/69- 
57 & 50 446/89 -57, Ccrroctivo aclicn: storage faci'it'OS tor work packages have been 
!!^P'bved lo provide acceptable protection (or subj documonis 
cAHLl.WJ. TU Eieclnc (formerly Toxas Uti'ibes Genoraling Co) 89/09/27 Oocu 
rr-eni Control Branch (Oocumeni ConUol Desk) 6pp 51390 207-51390.212 

$909250252 NRC No Nol ce 69 069. "Loss of Thermal Margin Caused by Channel Box 
DOW Svc lisi encL 

ROSSI.CE. Oivisicn of Operational Events Assessmoni (Post 870411). 89/09/29. 
UnsolKJated Edison Co, of New York. Inc lOBpp 51531.001-51531 106 


-8910200108 Resident Safely Insp Ropls 50 445/69-72 8 50-446/69 72 on 090906- 
1003 Ono violation 8 no significant strengths or woakrossos noted M0;or areas 
inspected ulii actions taken on previous liridings.violal ons 8 deviat ons. 

EJiiTER.S.D.. JOHNSON.WD.. WIEBE.J.S. Offco of Nuclear Reaclor Regulation. DI 
rector (Posi 870411) 89/10/12. 20pp 51566 332-51560 351. 

8910230143 Responds 10 NRC 890906 Itr re violailons p.oted in Insp Repls 60 445/89- 
38 8 50-440/89 3n.Corroclivo action FSAR change request will bo init-alod lo indcale 
that Unit 1 geometric roflociors wi'l be recorded cTur.ng insorvlco msp program 
CAHILL.WJ TU Elociric (formorly Toxas Uti'l'os Ger^oraimg Co) 89/10/16. Dccu- 
mnnt Control Branch (Documoni (jonirol Desk). 8pp 51577 326-51 57 7:333. 

89 101300 14 NRC Info Notice 69 071, "DivofSion ol RHR Pump Seal Coolmg Water 
Flow Durmg Roc>rcUalion Operation Following LOCA." Svc I si enci 
ROSSI.CE O.vis'on ol Onerotionol Evonis Assessment (Post 870411). 89/10/19. 
Consolidated Edison Co of New York, ino. 107pp 51531:227-51531:333. 


R periodic operaling reports & related correspondence 


8909280135 Provides annual repl of changes or errors discovered in ECCS calcuN ons 
ol peak cladd ng temp Basoci on list of changes in Unit i peak cladd ng temp.now 
value is 2,050 5 F whch romans well be'ow 2.200 F limiting value esiablishod, 
CAHILL.WJ TU Electric (formerly Texas Utiiniea Genoraling Co) 89/09/21 Docu- 
ment Control Branch (Document (Jootrol Desk), 2pp. 51350 200-51350 201 


S. Reportable occurrences, LERs 8 related correspondence 
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091OO5SO37 S~pr'eTcr*al (M.’i 2' Kf' fe pC‘C'>ii-i p-'or v:n .v 
o'* Ui.C & CrjrVca'*? 

poojj'i ('a IC'I <3 C'.f'f-'O > Cc rt .1 •'COC‘“Jfi /.I »c i 

GV*rn^',' D c Cccpt?* 1 “'. 69 <-■)'•:• nrc • 

Civc** *DP 4:*t i7' 51 ■ ?A 


5 * '■sj.t'c'i* rnr 

N.'i Pclaitfd All-(4l<V' 


P. Ope^oting l(con!io stage documents & cofrospondence 


6910040122 ro;w;jf<Js Rgv 56 lo CA P'og',vt^ Tocici Popr CC i A 
Hk.hTFHM l'orrrnof:wo'ilth Lc.'isO() c;o 60/00/21 Dn :^ritni C( 
mp'ii CoTlfO l-otil') Ip 51 397 04'j SI JO/ 1.3? 


6909289193 S*.pp Jci'' o"Cv fit*;,: CP U7 C6h co‘i'f*‘‘lc o»pHns.Tr .inrt rrs 

If H. Mn:pa‘ / 'cpon^rQ m fva'-jv.d nc:con(<3- 

HTircc 'e?is I <*- ol FVAt 90 

CAHii: av j Tu L’ocin^ (f-p'r-cO, ’'tuas Up Gtoc.Viiinj Co J 95/P/0/21 fJCCo 
Contfcl B'sni’ lC'>:.,ircp.* Ccniicl u: 5i 2v>7-^>‘ 207 

89100401 15 f ra Del : cn:, Pept CP 59 021 ’t> pw’C"i(a i:m»s r' HHfl In haiy 't'po/K*c 
cn 69C917 lu c:ifc'aicn r‘ »vft^ v.« bo to, to <cs'.n:i row 

wO* n" rpc:a? n-c^os who*) PC/S n ‘cci-ved ipweniov rr,.“C<i "f 
CA-'p?'. VV.i lC‘ tIl'CU.c ((onnr*i.v rt:ra> U*l‘c5 Cior Tfsinj Co l 00/C9'25 Ccco 
tro-'. Cor.'-Oi 9'ar:h u‘)tcu'7»eny Jc'A ; 3co Cy436 ji5 t\ 436 3t 7 

8910039209 SiOP'coiental O'.ip.e'cy Rep.’ CP tJ6 'J7 ic sv: cvaluf s>s 

a ^ o-'p 6604 '. l fsU'V'V..: i crtrp'.o* c:' r.a*e to' ro'tosi* aci",n 

iie'Ti', 1 A 3 reseneeVed *o* co-Tpiei on ;^..C' in Jn • 1 Inc-i ‘oad 
CAHkI w j tu E'a:in- pij'meny To.<j^ Uri*c:» Ga-oMimg Co) 69/f:0 29 Di'Cn 
I! t m Lonuc'. f.' atci^ tCo: ..nr or t f ovt ^ DciV ', y r C H ' 4 t iA S ■. 3 / A ‘ 5 a 

&91Q10Q066 'nlOf'T Oclicon.y Prp* CP 69 C0 1 /c tleterivc ft a*! <n NAMlC Uriloi! 
siMiches 'A'ai’i *o;*C'i«3 co 630116 - via'. c"« t' *.oil topl *U t o 

sthn tip.1 .'■.0 ialfe' iiiin Un * 1 fuel 'oaJ 

CAHiU.‘»VJ "u Eecl'c {‘O'n-fifijf re«a9 U*l‘c6 Go'oraung Col 69 /iCp/0? Ooc. 
Co’^iicl lOo'-.fTor ■. co'iwcl ip D i l^P- /ufl 5 ' 7<j/j 

8910100079 ’o'cni Oolicie'cy Peol 0^ 89 02*: »e t'cie-i t:o 1 cn o.'nofge.'i.y cJ-05f' 
gfjr.aia'ct it)‘t3v'‘a's<?- ? 'v i'':pc*’.eo D't Pvtfttot a v^i* vi>o' “<5 ovA“' a*cn 

'eq., /cJ ‘ic<t fcpi wi I be p:o,.iicJ pno* lo U.'*it 1 fue. icaJ 

CAH.3LWJ TU L<eci'c ro'n’tffiy Te<as U*l:es Cio'icraiifig Co I 89/10^0? Doc; 
rtem bl Bi a'* cr. yOoc wO'ce* Co'Mid ?e sV j l p. 5 1 41 8 26 '. S ' a ^ 3 2*^ 1 

89I017008Q S^Pple-TC-'i CofCfOncy Repi (^P 94 ^7 fo ver-Kahon ojit ausi 
daTpe:'i topc'lcd o'\ 810336 Q*^*. ViCtl-. to b'c-tct ccovxg tCCb 

e'.u.D'i ont ccn p'e'e Adi * cn of safety /eiaiOJ ,^cn:laiion fc' Rccin *00 i^ il Ot. co'n 
De:e0 

CAH 11 W J TU F.lec''T, HoonetU Tv^ab UliMeb Gcrciairq Co) 69/1(1/09 C;^.. 
ment Cent/o: S'a' Ch iDocomcnt Cor'rr.i Ot?bk) 4p;) 51032 10? 51632 '• '0 


•8910040141 Mo/ 5t lo CJA Pfcyraai ' 

BiTFL.j S C!cn‘fnon.ivoallli LfJso'i C'o Cf:- 1 A Fl5t> OO'CD/iG 
51397 132 

8009200098 C>rrnn.' LI/ H'J 20 lo all foci Cyc'o Ironsoo^ po^ses^ir 
<n;j fofo'c.d guHfililius of SRNAI fo prtjloidod n'Un lO' ij lo.'rn h* 
lit c 

’/f:COnKl.t,Ci w D.^is oi^ ol Sa'cgiinf/J:. 74 l/nrspcflancn l^^csl 
ConSv/lp J;ilO i Fj i,*)'! Co. <)f Now Yo'K <nc Kl|>p 51531 107-5153 

0910100276 F orw.ifffs tospro5<> (c? Gotie-'i;' l.if 60 04 fo (ji.-ioVnco c 
nl.lf .ise/vi.:o losinq rcc(;r<i'’'l aS.illn slal o'l 'n/ lo nsorvico icv 
lort O '* 691632 CiU»s IC'-/ OitpX’.ptJ Iry ‘)C0226 
M CHTLH mu C<;n tn-jriwua In FiJson Co MU/ 10/02 Oncumc.il ( 
i(n.O‘>i Cenko DrsK) 8po 51402 045 5 lAtii), 052 

8910170100 Appl'caiion *u' d'nnn/Jf. 10 Loonsos Nf’f 1/.NfF 
7/cl »<ror„j Toch .Sper ,1/4 8.:! 1. ‘0115,110 |■*ovM.f U<sii.h.i(lon 
i H^7ANOWH^I M ( o<i''’ tjnwonlln Faison C:i bij; 10703 MJRU 
dc.i' rloaripf Ro<j..(at on. D/ocirf (Pos* 670 1 1 1) l0p;i 51520 ST 

••0910170109 Piopofi-HJ Tc'cn HpoJb 'O Of'SK' power iJ sit P.'i 
' C o.'nnir^nwunirn Dt^so'i C-Q 89/1(1/03 1 lpi> ''1520 320 51529.1 

0910160008 Forwanls Ainonls 34 lo L'Consos NP<'-1I7 NFF Gf> & A' 
NPf ?2 A n:’F // & safety uvauiar on Airorvls rovjso Tech 5 
‘l<ip.'.l n',.-imal*fdf. :vTai ll.ix ^^ol coanniil Uu'.loj <\rv,licjf, of coitj 
O.SflAN.l N Pi Die.;* Di'CLloialo l‘ 2 n<}/ 10/04 kOYACh 

Ldison Co .3rp 5l52'J 2 J7-5I520 2t.(i 

-0910160000 AinonJs 14.34 22 A 22 lo l.icorsos NIV -.l/APF 
?7.iospcct voly.io/is c*q Inch Sp'JC Figuft) U P 2 IP iio;>(cl ncfT 
f 'l.HnntO Iticlo' 4s fiincton o) ccio I'uuht 

S'lFVlANSKi.PC no,d(;f PifocUraio III 2 fll)/ 10/04 12 fp 5152( 


8910170061 S“.>pple<T€'^*al Do'ceftcy Rept 8 7-05* te VVc,iJ‘’uilct tctitxna. tkjek 
cO'^ncci ors Inilia'.y leponcd on 870831 Weairul'e/ lernr -al ctnnnc-Ofi itjf’t 
noss wi I ue vcniiou 10 luo' oaJs ic* eacn ei*if 

CAHLL W J TU Eiccitc ^'^'tretl/ TA»ab Uil'.cs Gc^t ^iaii-xv) Co 1 89710/09 Ooc i 
fTe;‘'Ccnko ara'^ch (DDCP/rent Conlfcl !3esk) PdP 5l5‘J2 102 5' 512 lOJ 


►0910160010 bdfr.ty uvali.almn s^ppcfluui Anii?ii(f$ 'J4.:i4 22 & I 
3?.NPr 66NPf -ZP & Nf’F 7/,a-spnchvcly 

’ Cfl'TO ol 'Ni.cc'.-Jf fTudt lor nu(;nlaron. Oirnrio.' iPcsi /I704 
51520 25? 51520 255 


8910180160 f.nal Det.-e'cy Hopl CPaOO'A to ctacko:! tu-n.-g varos “n HvAC 
y/s DcfKiency does roi •neel critoiiB *0: tepodao.! ty ptji lCCFn59 55(ei c-r lOCr M?' 
CAHILL VVJ TU E'cc:*'C (foineily To^as UhMes Gercrat "g Co) fl9/1C/C3 Dcli. 
trctil Co'dtct Biancti pccximcnt Cy0‘‘»cl ?pp 5154J 245 61643 240 

891020C04S P‘.“al Dehcm.-cy Rept CP-d9 C25 re silo tabneatod inn'mp ir,g 
panels :r*»i»a'.y topcrtcd 0<\ 690’315 OoS'tj'x chango ‘SSoed 10 tovso 'josign & 'r sial a 
ion spec to Bl-mirato <ahf.rat cn of iherTio lag parols crS'lo 

CAHiLL.W J TU tlecinc (Ic'rrof y To«a5 U'lihos Gene'OI-ng Cr ) 09/tO/l2 Doju 
ditmCcnko Bt&rct\(C4-'.uT,orl CcixUo CoS".) 3pp 51577 0G3 51577 'J?l. 

8910230170 flesp0''ds *0 NRC 09O9M ieq„osi fer auui info re auxia/y roedwaiCf sys 
tecM'cw ovems cn 880423 & C6C6Cf‘ocl' valves linng 

dsassemb!od. ^speclcd.fQwof^od as necessary, reasswmpind & posi work Ipsteu 
CAMILI WJ tu Elocirc (fo-merly Texas Uti'ihcs Gerctaing Co) 69/10/14 Cccl 
nerxi Co'^ltcl Branch tCocctrcni C'jnUcl D'^sk) iCpp 51563.146 5 (Gfl'J t6Q 


U Cofigresfilonal/Execullvo Correspondonco 

890928002S Responds to 89D92i reqi.osl fo be kcpl ‘.nlormod of sUilus of 
plan) Augnr.ented “'•,£p Toa-n lepl a-'O uk. tftsponsn 10 ropl enrlRepi i&sed tonrcr'iS 
cn faiU'O of check valves & organij/ai,o''8i woakresscs Cortcclivo aci'Ons beng fol 
ipwcfl 

TAVLCR.J.M (j/t oi \Ut ExffC'-ltvo OtDClct lo* Opua* oris BENTSEKL 

Sona’o Ip 51555 360 61555 260 


DOCKET 50-452 GREENWOOD ENERGY CENTER. UNIT 2 


8910I7Q181 f /:rv,ui<ls irqico Of issimn.'o of AtwoO if 4 to Liccr- 
60 'nsp'iClivolv A A'finnd 22 fo hconsch MM .72 & NIY /7, 
publ CdliO'i W/o onr;l 

iANOS.'aP. CiSHAN.l N fVo.i.cl D.fCClof ?ilo Id 2 09/10/04 
(nD.".vi.(ialtft diliscki ( 0 Ip 51 530 005 51630 CUM 

8910170191 ApplH.iikai'. 1 d« fiimiixtl lo Ltconso Nrr -37 txn ill'll r-g c 
interval fo' pnrlO‘rn<irca nf visuni nsp of i'lncCf'MS t)in S'.u'. lxrso 
interval i-nl 1 Un t I if I'fl rol<JOling o.iUitio 

CvttlZAUOwSiM.n ( Dnimoiiwoaih E.rfsnM:o OO/lO/iJ WUMl' 
cloai Moa^lor FM'fj.j .‘it on. D.roctcr (Rost 8/04 1 1 j. Jpu 51f.32 237 

-0910170193 Proposed Icc.fi .Spo<;<x oxtornlnu iflorviV lo' porlo.'mi 
raocosH b'o snubbu's 

* Con'manwnaltli Ed'Sun Cp. 09/l0/t3 Spr> ft! ?i32 240*6ir'32.2' 

8910160250 Gennric Llr fil>-2l to nil f 0‘dois ol OLa 74 (3>s for no 
concurring rogcosi fO' info 10 ftfnfus of rnpUj'Voninl (>r> of liSl 
end 

PAH now JO Assoc alo (3ifactof for fMojfclf? (f^osl 87041 1) ti 
ed Fdison Co of .N«w York fnc. GOpp 51622:039 51622 06<) 

0910180273 Gonofic Ur 89 22 lo nil Iconscos oi opOffltTij ropCtcM 
poiotikfxi fci trctcatcd tool loads A plani iit<xft uood tunoil tlupd 
power plnnls duo lo roconr f.hnngo in l>MP cnUkia Sve 1 3f one; 
RARTLOWJ G Assdciaio D roctor for Projocis (Post 07041 1). 8 
od Edson Co of Now Vo'k, Itv: 39pp 51G22 0«'J 5l6?2- 100 


Q. rnepecllon reports, l£ Gulfellns & corresporttfence 

B909200010 NRG Info Notice 89-068, “Evabafon of lostiun-ori Sntporis During 
Mods ■■ Sve list cncl. 

nOSSl.CE 0.v,S“0n of OpC'fltional Eve'-fs Assessment (Rost 8704 llj 89/09/25 
Ccnsci-jated Ed son Co oi New Ycrh. !r.c lOSpp 51337 200-61337 304 


DOCKET STN-50-454 BYRON STATION, UNIT 1 


f . Security, medical, emergency & fire protection plana 

6910200238 Revised EPlPs,r.cluding Rev ? lo 02P 500 T1, ChcckI.st Emefconcy F®. 
ciltios Com.-nun cation;' Rev 17 to GZP 6C0-A1. ' Pr. on tl^ed Call Using for Siaff Aug 
mentat-on Purposes" & Rev 16 to B2P 600- A4. ' Toiephgno Oi'cclory. ' 

• Commor.weoiih b'd.9an Co. 09/09/25 GOpp 51568 151-51566 189 

8910040292 Accepts scope & object vos for annual e.-ncrgcncy preparedness exercise 
schedu'Gd fer 891206 & OZ.sjbm.lted by 890016 itr 

GREGER.LR. Regon 3, Ofc of the Dreclor 69/09/28 REED.C Comrro.nwoaim 
Ed.son Co 5pp 51438 142-51436 143 

6910190114 Revised EPlPa.including Rev 8 IP EG 03.Rev 7 lo EG-1 1 A Rev 0 to EG 
13 

JOHNSON. J M Commonwealih Edison Co 89/09/26. 23pp 51559 124.51559 146 


O. inapecllon reports, )E GuHoUns 8> correepondonce 


8909010338 NRC ln(o Notice GO 065. "PownUnl far Skoss Ccitrns't 
Gonofotcr Tube P’ligs Suppimd by nSW,“ Sve hst onci 
ROSSI.C E Oivison of Oppraiipr'al Events Assossmor^i iPosI 
Consolidated Edison Co of New York, Inc iQQpp 5l34i);iCfJ 5K 

B9O9O0O284 NRC Info Not ed 89 006. "OuQl.ficnlion Lifo cf Soifir 
©flCl. 

ROSSl.C E Civ'Sion of Operational EvO'its Aasossmont jPosl 
Consol (faiod Fd son Co 01 Now York Jnc lOSpp. 51337 095 SK 

8900200010 NRC Info Notice GU-066. ‘ Eval.iHliCr^ of Inskumr 
Mods ■■ Sve ‘ist end. 

ROSSl.C E D.vislon ot CpofQt'Onal Fvenla Assossmoni (Posf 
ConscLdaied Edison Co of New York. Inc. ICGpp 5133/ 200 6i: 

8909250262 NRC Info NOI1C0 09-069. ''loss Of Tfiormal Margin Ca 
Bow. ’ Sve I St oncI 

ROSSl.C E D. vision of Opnraiionaf Evonis Assessmoni (Post 
Consolidated Edison Cn. or Now York, inc l0Gpp 51531 001 5i; 

891004Q301 NRG Into Nobco 69-070, "Posislblo IndleokOdS of M' 
PrCducis ” Sve list onci 

ROSSl.C E D.vislon of Oco/aiionaf Events Asftcssmonl (Posi 
CoAscl dated Edison Co. 01 Now York, inc iQ9pp. 51531 116 5li 


DOCKETED tTEMS 


165 


,r I L‘nii 1 *'‘«a c>ii-3QP 

-j-VamOwSki n ComTianvkcaliri FasonCo B'l/ 
^^v Peactc'fleg/a*OD Drcc-oMPost 070^1 n 3| 


ADDUaliOn l&t am&rvl V cotxi^t Sf’F.’:47.to'ii.<^si.f\y Cf « i-friy OKi.jfbCfi oF 
lo-' e6r^^o/ran:o o* visua' nsp ot inaccess>J)0 bri.-‘Jt>efs.e.ic'i<1n:j st.rvfi (a^tco 

1/10/13 MJHLk/.fE OlfceotNu 
py 5iM?P17 ri1^i3P;^.i4 

8910170193 Pfsposed Tech Spots oMendc.g inlL'rval lor pcrfomiarco ol visual msp o' 

'com“oil-alh'/<j^cn<:o er>/IO/'3 6r.p 51532 MO 5>53? 2-1.. 

6*1*240197 Sv.p;lGa\Cfxia' tcsponsQ to 660235 A 0-108 fosponsos to NHC: Rt • 

002 coal "Ti ul.l dol nu on of (icniing 

cViK’rn NM Cc'Tjn cnvv.oa'h Gdiso'iCo H9'1C/17 Documom L'oni'Oi Bfar.rh (Coc 

t .CO.-. ctcufi 


^TiOt 


•CcrtrclDesk) 2pp. 615R3 006 51589 037 


aui 02 dW 47 Clirzarca^S-* & JM Hmcs R9101Q d bcussicr, t 

^-”(131023 w/jll nGion F .yo'L 10 dsctss uM fosprnso to OSART h 


fo plao'i 10 ;n,;ot 

"--'V3ir23 w/jll nGion E .yoa to dsctss uM rosprnso to usamT iusp 
‘■'n-rrVANEG Rcgcn 3. Ofc Ol too O/eciO' 09/10/ IB HCFDC Gommnnwcail-i 
EcVc'i’co 1P 51623 126 51623 126 

ft*r,i5tvQU A‘3 '^oii:6 80-071, D-vofson ol nun Pl.Tp Son! Cco'ft; Waiff 
f Dj'inq RcCi Cu ai on Cptvat on F o'loAny LOCA ‘ Svc isi onci 
co<;<tir Divis :;n of Cpo.'alicna’ tvools Assossrnoni iPost 87 *.mii) U9/ i 
^a'ea bJ.son Cc o' Ncv yof-^. loc 107pp 51531 227 51531 333 


/10/19 


B Periodic operaKf'B reports & related correspondonco 

891017C0S3 Mori*'iy c^crai'M^ rcpis *Of Sopr 1900 for RyfOn Nuc.ear Powt-r SloK' i 
CZ CcD'moovtvJ&im Ettitiin C’o R9/0‘»/33 (4pp 5' 537 272 

e’ 53/205 


s Repoflable occurrencea. LERs i related corroapoadcnc© 

891C030558 LbP 69 003 90 on 600830.(loiorm.ncfl inai auinary tuecJw.ilo' ptnip sue 
i:o r'essj'5 sv. ich solponis noi wiinn a'lOiArahlo values Rcoi cause ‘-J“u(«r 
6 /a'- d'Ci' Sv. icn seiponls sot to cpnsorvanvoly h gh values VV/690y29 lit 
GEfliC'IJ. PLENIEWICZ.H Ccrnionwoallh LOison Co B9/09/29. 6, -ip 51368 M'- 
51 '68 M6 


0010170181 Fcfw.artis noiico Ol iss-..anco ol Amend 34 lo I iCersas DPH-37 & NPF 
66 rftseeciively 8 Amer d 22 io Litonses NPF ?2 & NPF 77. rospociivoly.lof FR 
put‘ii.;aiiOf W/o end 

SANDS.S P . 0-SHAN L N P'cioct ni'ecio'Bte i:i-2 89/'0/04 KOVACHJJ Com 
(rouvwejirti Ed sen Co ip 51530 005 51530 005 

8910160250 Ucn-if.c Lif 69 21 10 a I holdo's o( CLs & CPs lo* nuciear power reaGlors 
i.-jf)Cu.*n ng foq -Obt lo' lu'c fo siaius ol mn'eriGniaticn ol USI roqj:romonis Svc I'Sl 
nnci 

PARTLOVVJ.G Assonaio O-'OCtcf ic' Projects (Post 870411) 09/10/19 Consoi'dai- 
cd F.'J»soi\Crv ol tto-w York. In'- C.Cpp 51622 CCO 51622 

6910160273 Genorc l.lr 89 22 lo a I licensuos of cpo'at ig ruacic's & holcfors Cf CPs ru 
fiptential Icr inC'Oasud ronf loads & plant aroa 'lood ruroU depth at ‘.consel neclnar 
power plants dee to roccrl cnargo o PMP entona Svc lisl en:l 
PAHILOVJ..! Cl Associate Ctocior let Rro.or.ls tPosi &704U). aonOMO Consot'd&i 
od FifiSCn Co of Now vcr-. Ire 3^*)^ 51622 069 51622 106 


0. inspection reports. IE Buiiclins & correspondence 

6909010336 MRC Info Nohm 69 065. "Poiftnlia fo' Stress Ccrrosion Crac-r ng m Stoam 
Go'ieralcr Tuijo P^:g$ Suppled Ijy R&W ' Svc i^l one 

ROSSl.r, F Divsirjn of Cpcra:cnal Events Assessrroni iPcsl B70411) flQ/09/C8 
Ccnso'ulaUKi F.dsonCo cUtviw v^.v , m- toSrP 100 51349 208 

8909060264 NRC Info Nolice 89 CF6. Oual' canon l <fO of Soenoid Valvos ‘ Svo ’131 
umil 

ROSSI.C E Civis on of Cpe'alinna' EvOnls Assossmonl (Pos' fl/0411) B3/C9'll 
Cofisclidaiod Edison Co ol t^ow Y(j.*n. Inc I0bp;i 5133? 035 5' 337 190 

6909200010 NRC (nfo NoUco 89 066. Evalual'Ori Of Insirumonl Selpomls a.r.ng 
WciJs '* Svc '.St onci 

ROSSl.CE. D.vsion ol Operanonoi Events Assossironi iPosi 8/0411) 09/09/25 
Conso idated Ffl son Co ol New York Ire iCCpp 51337 2C0 51337 304 

6909250252 NRC Info Noi CO 09 063, ' I OSS of Thomia Margin Caused l>y Channel flox 
Oow ■ SvC I si ere 

nOSSl.C E Divison of Cpura'cnai Evouls Assossmonl (Post 870411) 89/03/29 
Corsolitlaicd Edison Co or Now YO‘k. Inc lOBpp 51531 031*515:11. 106 


DOCKET STN-50 455 BYRON STATION, UNIT 2 


F. Security, medical, emarooncy & fire proiectfon plans 

8910200230 Revised EP Ps.r cludry Hov 7 lo 02P 500 Ti, 'nhcchnsi Eniergency Fn 
c e a Corn'll jn ration." Hov 17 to RZP 600 A1, "Priorpti7ed Coll Listrg lor SiaH Autj 
fr.t'ntation Purposes” d Rov 16 10 G2P 600 A4. ‘ Icicphcno Oroclory " 

' Coc-nonwea'lh Ertison Co 89/A0/25 38pp 51566 151*51506188 

8310040292 Accepts SCOpd 8 cbjOClivOS lo' orru.al oir,o'gi)r‘.f.y luoparodness exo'Cisr' 
sdied-led fer 8912C6 & 07,su5rri|tod t>y 890018 Ir 

OFEGSflLR Rogon 3, Ole ol iPo Ui/eclor 09/09/20 ntCDC Ccnirncr.'.woaliii 
EciCiCo. 2pP 51436 142*51436 143. 

8913190114 flov.serl EPlPa.incl-Jd ng Bov 8 lo EG 03,ltov / lo FG l l & Hov 0 lo FG- 
JOHNSON.JM Cerrmonwc.a ni Eefis-on Co 8D/0O/20 23pp 51550.124*51550 146 


P. Operating license stage documents & corroepondonce 

6910040122 Forwards Rov 56 to QA Program Top cal Hopt (^E l A 
RC'lTEfl.V Ccmmcnwuallh Edso.n Co 89/09/21. Docurnord Control Rtanch (Occu* 
rr:v Cont'cl Desn) Ip 51397 040 5130/132 

-891C040141 Rov 56 to "OA Program " 

BiTEL.JS (bo'rnioowoe'th Edso'i Co CF-l A R56 80/09/13 4bp{) 5139? 852- 
5'397 132 


6910040381 NHC Info Norco 89 070 "Possblo (r.d cnlinns ol Visrop.'OSOnled Vendor 
Pfuducls ■ Svc isi onui 

nuSS'.CE ot ClporaiKviHl uvuois Assnssmotvl (Posi 6/0411) 89/10/11 

Con‘>ol daioil F;il son Co of Mew YofK, *nc l0U;),i 51531 118 51531226 

69 10240 1D7 SLbrrils supplutnontp fosponso lo 880205 & 0408 jospansuS to NRC Riil- 
Iniin Rfl lJ32,ct;r' rni f tj uM rlolin t orv ol don' nq 

HtC'i7tn,N>t. Corrrn;;nwc'Hltti Ld.scr' Co 89/10/17 Documnni Control -itimeh (Doc 
irnont Coniro' Uosk) 2p;j 51580 006 51 5Q9 00/ 

8010260247 Conlifma H ( t r/ar’OwsVi A .IM Hinds H91018 ijiSdiSSOn ro plans 10 mc-Qt 
on 891023 w/ut I n Clrvi Ellyn IL to d scuss ulil rosponso to OSART insp. 

CnCCNMA?) L G R(;(jion 3, Ole ol mo Cfoc’nr flO/jo/ie HEEO.C Co'n'nor.woalih 
Edison Co Ip. 51623 1 2b 51623 I2(i 

0910130014 NRC ‘nfo Noiico 89 071. "D verson ol RHR Purrp Seal CooErg W.Hor 
Flow Hur n;i RuC rcii>HliO'i Opritat.cn Following lCCA ” Svc l-Sl oncI 
ROSSl.C E Div-iSon of Cpofatcnal Evonis Assossmonl (Posi 870411) 09/10/19 
CoiibClidalod Erl son Co o’ Now York, Inc I07j:p 51511 22 / 51531 333 


R. Peilodlc opccatlng reports & rotated corcespondenco 

0910170053 Monifily opuratr-q repls for Scpl 1980 for Dyfon Nucloer Power Sialion 
UniLs 1 & 2.W/091010 lir. 

AKEN.R . PLFN'FVVICZ.H Cnn'rr.o.nwOoHli Ed.son Co 09/09/30 14pp 51537.2/2- 
51537 285 


8W9280098 Generic tir 89-20 to all lu-ol CyCiO (iCer»seos possossog. using or p'oeoss 
ir.g formula qjantii os ol SSNM re p/olucled area long-tonn hous(ikcDp.ng.Svc list 
end 

k'CCORKLE.G.W. C vislcn of Sfitoguerds 8 Tiansportaiion (Posl 070413) 80/09/26 
Consolidated €o son Co ol New York, Inc l3pp 51531 107 51531 1 1? 


docket STN -50 458 BRAIDWOOD STATION. UNIT 1 


F, Security, medical, emergency & firo prolocHon plans 


8910100276 Forwards rosponso 10 Generic Lir 89 04 fO guidanno on tiovolcping accupt* 
dtienscAiCB tesirp pfog'am LaSallo siat on rov lo insor\‘:co losiing prog'am subrnt 
*ed on 891002 fijadDiios rov oxpectod by 900228. 

R CHTER.M H Co rrrr.on wealth Ed son Co 09/ 10/02 Documont Conirol UrarKh (Dec* 
unr.eni Con’rcl Desk). Bpp 51462 045*51462 052. 

8910170103 App‘ cation for amenOa to LiConSOS NPF 3/.NPF*bO,NPF'?2 & NPr* 
//.Changing Tech Spec 3/4 8 3 1. "OnSilo Power Distribulion." 

CHflZANO'AiSKi.R. Commonwoallh Ediscn Co- 09/10/03. MURLEY.T E Olllco Of Nj 
e'ear Reactor Regu'ation, Director (Post 870411). lOpp 51520 310*51529 330 

**8910170109 Proposed Toch Specs to ons'io power tTislributior^ 

' Commonwealth Ed sen Co 80/ 10/03 1 1pp. 51529 320*61629 330 

8910160008 Forwards Amohds 34 lo l.lce.nsos NPF.3?,NPF 66 & Amond 22 lo Liconaoa 
NFr.72 & NPF-77 & safely evafuaiion Amends reviSo Tocti Spec F.-g-jro 3 2-2 lo 
iapci normalized heal flux hot ctiannol lacior aa lunebon ol co/o limohi 
C-SHAN.LN Projeci Direclcraio 111*2 89/10/04 KOVACHJJ. Commor.woallh 
fcdson Co 3pp. 51520.237-51520 250. 

'8910160009 Amends 34.34,22 & 22 to Licensos NPF*37.NPF 66.NPF.72 & NPF- 
<T.r&5?eciive*v.fevi8'ng Toch Spec F inure 3 2*2 to dep:cl normalized boat Mj* hot 
charnel facto.' as function of core hpinfit 

SFEVANSKl.PC.Prolocl Directorate 111-2- QG/lO/04. 12pp. 51520 240-51520 251 

Salaty ovaljation suppo/tmg Amends 34,34.22 & 22 to Licenses NPF* 
3/^;PF b6.NPF.72 & NPr -7 /.respectively 

Ot'ice of Njc’ear Reactor Regulation, Drecior (Post 670411) 09/10/04 5pp 

51520 252 * 51520256 . 


8910160000 Forwards Insp Ropls 50’466/fl9 23 & 50 457/09-23 on 893906 0ft No vio- 
laiions notod 

GREGCn.L R Region 3, Ole ol iho Dirocior. 09/C9/20 REED.C LerrmonwoaMh 
Ed.sonCo 2pp 51527:015*51527 033 

••6010160007 Insp Ropls 50 45G/80*23 & 50*467/09-23 on 090006 08. No 

V o*at ons.Uelicioccies or dov.ai ens noied Ma|of arrjns Inspociod off*hpurs omorgoncy 
properodnoss exercise, involv ng cbsorvalions by feur NRC rcprosonlativns. 

PLOSKIJ PATTERSONJ.P . SNELl .W Roglon 3, Ole t>l ir.o Diroclo:, 89/09/20 
I7pp 51527.017-51527:033 

8910190114 Revised FPIP9.i”C’udnu Rov 8 to EG 03, Rov 7 lo EG-11 & Rov 0 to EG* 
13 

JOHNSON.J.M. Commonwealth Edison Co, B0/C9/26 23pp Si 559 124-51550 146 

8910050015 Revised EPlP&.lncLdiro Rov U lo Ptocedjros BwZP 600-1, BwZP 600* 
1A1 OwZP eOO 1A2 & DwZP 600-1A4,nev 15 to ProcoUuro 0w2P 600*1 A3 & Rov Ifi 
to RwZP 600-3.Bw2P 600-3A1. DwZP G03*3A2.EiwZP 600.3A3.BwZP COO 3A4 & 
UwZP e03-3A6 

’ CommonweaTh Edison Co. 89/09/27 35pp. 51424 030 51424 064 


P. Operating license stage documents & correspondence 

8910040122 Forwards Rov 56 lo QA Progtani Topical Repl CE-I-A 
RICHTEH.M. Commonwoallh Ftlison Co 89/09/21 Document Control Branch (Docu* 
menl Control DOSk). ip. 51397 049*51397 132 
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-8910040141 P6/ 56 fO OA Prografr 

BireijS Com.T0C^eall1i Ed son Co CE-I A R56 89/C9/13 51307 052 

51397 >32 

0910030290 .‘nlo-vrs o' plans re Cyclo 2 re'oad cO'e & fo'^ards CyC e 2 cons ODOfai»rg 
I m rs rapt 

HUNSAQER SC Corrmo'vv.ea'fi tdiscr^ Co 69/09/22 MUPLEY.l £ ol Nj 

clear Roacio.' Regdat-O''. Direrlo' (Post 870411) app 51372 27a-5l372 285 

0909280098 Generic Ltr 89 20 Id all Itol cyc'e icersoes possossi'ig using or process 
i-g tormu’a qjantities of SSNV ro p'Olecicr) area Ipnp lerm hOwSOheoping Svc lisi 
end 

VCCORKLE.GV/ C.vSOn ot Safeguards & T/ansponarijn (Post 870413) 89/03/26 
Conso' dated Ed son Co o? vorh Jnc I3pg 5i53i 107.51531 ii7 

8910100276 Forwards response <0 Gof*e' C Llr 6? 04 re gu dance on deve'opmg accept- 
af:le nsorv.ce 1 e s’ ng program LdSalo Station rev to .nservico testing program suorrii. 
led cn 891002 Ouad Gives rov e* paced by 900229 

fliCHTER M H Ccmmcnwealth Edison Co 89/10/02 Oocjment Control Branch (Doc 
cmen! Control Desk) 8pp 51462 045 5146? 052 

8910170108 Applcahon Id' arrends to Licenses NPP-37.Npr 69.NPF-72 & NFF- 
77,changir.g fcch Spec 3/483 1. ‘O.nsiie Power Dislribuiion ’ 

CHn7ANOwSKl,R Ccmmorwca'th Ed.&cn Co 89/10/03 fv'UnLtYJ.fc Office of NV 
clo&' Reacor Regela*. on. Owecici (Post 6/04 U) lOpp 51529 310 51523 330 

-8910170109 Proposed Tech Specs re 0’‘S te pcvver a sinD^von 
• Corrmonwoo ih Ed:SOn Co. 69/10/03 1 1pp 51529 320 51529 330. 

8910160008 Ko'wards Ame' ds 34 to l conses NPF 37,NPr 66 & Amend 22 fo Licenses 
NPF*72 & NPF*77 & safety ovaleaiion Arronds revtse Tech Spec F«gu/© 32 2 10 
dop cl rormaiqed heal Uun Vcl chamvcl lacior as fund cn ol ccro hoighl 
OLSHAN L N P/o,GCl Dirociorate 1.12 09/10/04 kOVAC.H.T J Commonwealth 
Ed.sonCo 3pp 51520 237 51520 256 

-8910160009 Arrentfs 34.34.22 & 22 to LiCe.-sos NPF 37.NPF 66.NPF 72 A NPF 
?7.respeciive’y /ovisng Tech Spoc Foure 32 2 to depict no'naizod heat IIuk not 
channel factor as funci on of cere hoignt 

SHGMANSKI.PC Prelect OvQclOrele Ml 2 80/10/04 I2pp 51520 240 51520 251 

-0910160010 Sji'ety evdiuaion support ng Amends 34.34.22 & 22 lo Licenses K'PF- 
37.NPF 66.NPF-72 A NPF.77.rospeclively 

^ OUiCO ol Nuclear Reactor Rogulalion, Dreexr (Post 870411) 89/10/04. 5pp 
51520 252-51520 256 

8910170181 Forwards noFce cf issuar^ce O’ Amend 34 to L-consos OPR -3 7 A NPF- 
bd.resFectively A Arno.-'d 22 to Licenses NFF- 72 A NPF ??, rospoclively.fo' FR 
pubhcai on w/o end 

SANDS.S P . OISHAN.L N Project D.rdCloroie III 2 89/10/04 XOVACM.T.j Com 
rnonwoaUli Eo.SDn Cd. Ip 51530 005 51530 005 

6910160250 Genor.x Lu 89-21 10 di' hcldors cf OLs A CPs for nuc'oar powo' roaciors 
concern ng request Icr ‘nfo re status o’ mp'ementaiion of USI req^eemonts Bve 'ist 
or.cl 

PARTLOW.J.G Assoc-ale Oirocior for Projects iPosi 87041 1) 69/10/19 Conschdai 
ed Edison Co of New Vorh. fr.c 60pp 51622 000-6 1622 068 

6910160273 Generic Llr 89-22 to a I Icensnos ol operatng reactors A f'cldors of (',P3 to 
poteni al icr mcroesed roof foads A plant ama Food runoff doptn at l censed nuclear 
power p'ants duo lo recent change In PMP criteria Svc ‘ist enci 
PARTLOW.JG Assooaio U rector ter Prcjccis (Post 870411). 89/10/10. Co.nsoi.dat- 
ed Edison Co of New YO'k, Inc 39pp. 51622 069 51622 106 


0. Inspection reporle, lE Buiieifna A correapondenca 

0909010338 NRC Into Not ce 69 065. ‘Poton* at for St'ess Co.'rosion Crack r'g m Steam 
Generator Tube Plugs Supp iod by BAW ' Svc list enev 

HOSSl.CE. Oivisio-n ol Operational Events As^easmonl (Post 870411) 89/09/08 
Conso'idaiod Edisen Co or Now York. Inc lOBpp 51340 lOO 51349.208 

6909060284 NflC Info Noixe 89 066, "O.ial ficafiO-n Life of Solenoid Valves " Svc list 
end 

ROSSl.CE D.viS'on of Operational Events Assossmoni (Post 870411) 09/09/11 
Consol-daiod Ed. son Co of New York. Inc 105pp 51337 095-51337.199 

691016Q006 Forwards .'rsp Repls 50-466/69 23 A 50-45//fl9-23 on 690906 O6.N0 v,o- 
latioris Tvolod 

GREGER.LR Region 3, Ofc of Iho Rreclor 89/09/20 REEO.C Commonwaa'ih 
RdsooCo 2pp. 51527 015 5152?;033. 

-8910160007 Insp ftepis 60 456/89 23 A 50 457/89-23 on 890906 08 No 
V o'atlons.deficicnc-es or deviai:ons noted Major aroas n^ectcd.off-hotrs omergoncy 
preparedness exerciso, involving obsGrvatio.n8 by feur NRC /epresenfatives 
PLOSWJ , PATT ERSON.jp.. WELG.W Reoicn 3. Cfc ol iho OYcclOf 89/00/20 
17pp 6 1527.01 7.51527:033. 

6909200010 NRC Info Notice 89 068. "Evaluaion of Instrumonl 5ctpo-r;ls During 
Mods.” Svc hst onci 

ROSSl.CE D.v.sion of Operational Events Assessment (Post 870411) 89/09/25 
Consolidated Edisen Co of Now York, inc. iCGpp 51337 200-51337 304 

8010020086 Forwards Safety Insp Repts 50.456/89-22 A 50.457/89.22 on 890730- 
0916 A notice of v oialion Requesis that util provide descnpiio.n of mgt acfio.ns 10 
assure proper A timely notifications in futu'O. 

GREENMAN.E G Region 3, 01c 0) Iho D.recior. 89/09/26 REEO.C Commonwealth 
Edison Co. 2pp 51369 169 51369 188. 

-89 10020088 Notice of v.o*aiion from Insp on 800730-0916 V olat on noted safoty valve 
stuck open during testing. 

QREENMAN.E G. RGgio.n3. Ofc ol the Director 89/09/26 Ip 51369.1 7 1-5 1369.171 

-8910020089 insp ReplB 50-456/ 89-22 A 50 457/69-22 on 890730 0916. Violations 
noted Major areas Inspecied LER review.followup on lempofaiy insiruct(on8.sG'f 
aBsessmont.OSHA issues, inspector inquiries A degraded ma n steam safety valve 
HINOS.J M Region 3. OfC of Ihe O-rectcr. 89/09/25. >7pp. 51369.172.51369.188. 


8909250252 NRC 'nto Notice 83 069. ' Lo<iS ol Thermal Ma:gn Cfius 
Bow '■ Svc list erri 

ROSSi.C E Divis-or c’ Operatsonal Evenis Assussrent (P 06 ! c 
Corso'idaied Ed son Co of Now Yo-'k Inc I06pp 51531001-5153 

8910040381 NRC info No'xe 80 070, ' Possib e Inlcoi-cf'.s cf Mis'i 
?<odv,cts “ SvC liSt encl 

ROSSl.CE. Ovibon of Opo.'aiorai Events Assessment fPosI 0 
Consol dated Foison Co of Now York, fnc I09pp. 51531 1 :0 5i53 

6910240197 Sub-'iils supplomenial responso to 08O2C5 A 0403 /OSp 
.‘otf. 88 C02.ccnfirrring uli' dofirilion of doming. 

HiCFiTER.N H Commonweallh Edison Co 80/10/17 Document Cc 
umem Control Desk) 2pp 51569 006 51589 007 

8910130014 NHC Info Noico 8U 071. ' O-vcrsipn of RHR Pump S 
Flow Du'ing Rocrculaiion Cp 0 /atiOf> Fol Owing LOCA " Svc hst onci 
ROSS'.C E U.viS'On o’ Opurat-onal F von is Assessmeni (Post 6 
Conso idaiod Ftlsun Co 0 .’ Now Yo.'k. Ir e 107pp 51531 227 5153 


R. Periodic operating reports & related correspondence 


8010030450 Wonin*y ny jopis Icr Aug 1969 lot Btadwood 
Units 1 A 2 W/89090B It'. 

PETERSON.MW. OUER.'O.H F Comrronweallh Edison Co 
51384 187-51384 200 

0010130058 Mp.ntny opcralmg repts <or Sept 1989 fO' 8'af1wocKl h 
t on Units 1 A 2 VV/flQlCC6 It/ 

PEIERSONWW. Q'JERlQ.n.F Gu I Stales UW lies Co 89/C3/30 
51501 263 

8010240284 ' Draidwocd Nuclear Power Siat.on l0CrR50 59 An.m.al 
Ur 

.HUNSADER SC Corntronwcalth Ed son Co 89/10/12. MURLEy 
C- oa/ Reacirr neyulauon. D rector (Posi 870411) 7pp 515B5O90 5 


S. Reportable occurrences, LERa A relalod correspondence 


6910850258 lER 80 009 CO.on OC0902 failure ol man sioaml.ro saf 
occu/fcd Caused by pmservice error <n aes:gn ol valve. Von lcr coco 
w II bo insta’.od on valve 1 MS01 7C Roma ring valves checked lV/6 
STROmD. OUERiO.R F Com.monwGallh FrJson Co 69/10/0? 
51391 062 

6910120102 l.ER 89-000 00 on 6aQ0O5,Sa'genl A Lunjy Ergineeri 
rrmoef ihni w/uncor/ociQd soicoi.nts.al'owab’o Tech Spec va uo 
exceeded ('aused by unc oar desgn dccumenis Analys s cf se’pc 
891005 Hr 

DUNDtK.K , QUERIO.RH Cammcnwoauh Edison Co B9/10/C^ 
51480 200 

8910240248 LER 89 010 03 on 0909 1 5. measured icftk^aie ol 
tanmoni isofahon va'vo was larger w/va've ircJicating closed Cau? 
bei nn of coil loads Valve replaced w/difforeni model valve w/flQlO 
BAL.G . QUERIQ.RE Corrnionwealth Edisen Co 8D/ 10/13 
51588 359 

8910240308 LER 89 011 CO on 890020, hgh head safety n.octon V 
capab'G of berg poworod by opetab'o omotgency pcvner scu'cc 
generator 1A be<rg OA of Svc PoliCy statomoni issuoa A program 
ltr 

WAGNER.J D . GUERIO.R F Co-mmon wealth Edisen Co 89/10/?' 
51607 33?. 


DOCKET STN‘50-457 QRAIDWQOD STATION. UNIT 2 


F. Security, medical, omargency & fire protection plane 


89101600D6 Forwards Insp Repls 50 456/89-23 A 50 457/69 23 on 
/aliens noted 

GREGER.LR. Hogion 3, Ole ol tne Di/octor 89/00/20 REED. 
Edison Co. 2pp 61527015 51527033 

.•8910180007 lr\sp Repls 50 456/89 23 A 50.457/89 23 ' 

vro'alions.dofxioncios 0.' deviations r.oied Major areas m^octod O' 
/eparednoss exercise, involving obso.'vailo.ns by four NRC represn 
LOSKI.T. Region 3, Ofc of the Director 89/09/20. I7pp 51527.01 

8910190114 Revised EPIPs.mclud.ng Rev 0 to EG'03.nov 7 to EG- 
13 

JOHNSON. J M Commanwoaiih Edison Co 89/09/26 ?3pp 51559 

8910050015 Revised EPiPs, ncluding Rev H 10 Procedu.'os BwZP 
lAl.BwZP 600- 1A2 A BwZP 8OO-1A4.R0V 15 to Procedure GwZR 
to BwZP 600-3.Bw2P 600 3A1. BwZP e00.3A2,Bw2P 600*3A3 
UwZP 600 3 A5 

• CorrmonwoaMh Edison Co 09/09/27. 35pp. 51424 030 51424 00 


P. Operating license stage documenla & correspondence 

0910040132 Forwards Rev 56 to OA Program Topical Repi CE-1-A. 
RfCHTFR.M Commonwealth Edison Co, 89/09/21 Document Cci 
mcni Control Desk) ip 51397.049.5130/ 132. 

"8910040141 Rev 56 to "QA Program.'* 

BiTEL.JS Commonwealth Edison Co. CF-i-A R56 09/09/13, 
51397.132. 
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Oo'Oi: III 89 SO lo ai l.iO cycle i coaaoes poasoserig ni.ng ci piocc%%- 
rg f^iwa qjani.ifis ol SSNM te p'Oieci0t< a^oa long rerm housekeeping Svc (isi 

D.vSicn of Safegjd'ds A Tran&pohahon (Posf O/O-llJ) DU/OO^Hd. 
of Nfiyv Yo;«. Inc I3pp 51531. -.07.51531 117 

fo'vwards ^e^porso to Gercnc LU 09 O-i fO gtidancp on dovolopng a:ct*pi 
h-i lesing program LaSale sla? on /ev to fiserv.co tostng p'ogram suhrr.it. 

flqi002 Ouad u1 OS rci/ eipOCiea by 900?2d 
c^u’CRM H CcfTfroHAeallh Ediso-o Co 09/10/02 Document Ccrqrol Branch (Dec- 
!ir‘ Con-fOlDask| app 6 1462 045 6 H6? 052 

iiin70l08 App'<cal.0-n for amends 10 Liconsos Nf>F 3/,NPF fift.NPr./? & NPr 
* nfl Tech Spec 3/-1 8 3 1. ‘Oi'S te Power C.Slr.bjl.ori ■' 

r^a?A‘n?VSKlR S-TiTio.- wealth F/lison Cn 89/10/03 MURLF.Y.T E OlhCO Of Nu 
“i-ar Reactor Regu'aicn O.foctor (PoSi 67041 1> lOpp 51523 310 51529 330 

Proposed Tech Specs ro ens lo power disir.buiion 
'®?Jjl^S:J.^weaTEasonCo 89/10/03. llpp 51529 320-51520 330 

rionieOMB Forwards Arr.onds 34 to L-censos NPF‘ 37.NP1 -66 & Amend 22 to l. ronsos 
/'"■ 72 & N-F‘77 A safety ovaUanon Amends rovso Tech Spoc Figmo 322 to 
M norms izad heat f o>' hot Channa factor as funcilon of core hulghr 

o III-5 flo/irtin/i irnvAri-i T I rnfnmonwnAlih 


^iSHAI^lh * Ct«c-Ofa'e IH*2 89/10/04 

Edscr-CO 3pp 51520 237-51520 256 

JI9I0160009 Ame.ndS 34,34.22 & 22 to L'Cer^seS NPF-37.NPf' 66.NPF 72 A NPF- 
/Vrijpoclivey.rev.sng Tech Spec Fip'e 3 2-2 lo dopier rofnial.7Cd heal flux hot 
rhjr'ti radio/ as lun.clion of core ho gni. 

ShEVAbSXl.P.C Project D cGCtcrBlo UU2 69/ 1Q/Q4 1 2pp 51520 240 b 1 520 25 1 

-8910160010 Safery ova ualion supporting Amends 34.34,22 A 22 to I :C0 .tS 0S NPF 
37',PF 66NPF 72& NPF 77,f0SP0Cti/O y 

' Cl^^e cf Njcleat ReQClor Re^u'aton. Diroclcf (f’ost 87041 IJ 89/10/04 bpp 
51EJ0 252 51520 256 

8910170161 Fcfwa-di notice of issunrco of Am.ond 34 to Licenses UPH.37 A NPF 
W.respecively A Arr.end 22 10 UcO.tses NPF -72 A NPF 77. rospociivnty.fo; Ffl 
Du!)' caiio.1 w/o end ^ ^ . j- , 

^•iDSSP PfOjact Crodoraie til 2 89/10/04. KOVACh.T J. (Jomrr.onwoalth Edison 
Co -p 51530 005-51530 005. 


S9101 50250 Generc Ltr 89 21 to all fcldOfS of OLs & C:Ps for nucloor power roaclorfi 
ctyxerang roquesi lor info re siaius ol imp’o/roniaiiori of USI rnqoifomonts Svc 'ist 
er^cl 

partlCW.JG Associaie Orector fo' Ptolocts (Post 0704 ii) 89/10/19. Consoiidni- 
edEd.sonCo cf Now York. Ire 6Cpp 51822 C09 61622 060 


8110180273 Generic Ll' 89-22 to a'l iconeces of opofoting roaciors A boMors of GPe fo 
po'?r.t3i for increased roof loads A plan a'oa flcod run-off rfopih at licensed r'uclear 
w7Aer plans duo to recent change i-i }*MP cfiiona Sve I St end 
PARUCiV.JG. Associaie Dirocior lor Pro.ocis (Post 87041 1) 80/10/19. ConsolUai. 
ed Ed.soT Co of New York. Inc 3flpp 51622 069 61622 100. 


0910130014 NRC Inlo Uovco 09 071. D, verson cl RHtt Pump Seal Coo'mg Water 
Fijwv Di.r ng RoJ reda' on Operation Followif'g LOCA Sve I si onci 
ROSSI, C E Dvision c? Opo'ai cnal Events Assessment (Post 070411) 89/10/19 
Consolidated Ed'SO'iCo of New York. Inc l07pp. 51531 227-51531 333. 


R. Periodic operating reports & related correspondence 

0910030460 b'oniniy operating fopis fo' Aug 1980 fcf Brodwood N.;ciaar Power Siation 
Units 1 A 2 VV/oyCOOG Hr. 

PETERSON.WW. OJLRlO.R E CommonweaMh Ed.son Co 09/00/31 Hpp 
5 1364. 107 -6 1304 200 

6010130050 K'onihly opo.'aimg ropts fcr Sopi 1089 for Oraldwood Nuclear Power Sla- 
tion Units 1 A 2 W/691006 ltr 

PETFRSO.N.M W . QUEHlO.R F Gull Slates UliMies Co 89/09/30. I6pp 51501248- 
51501 2C1 

6910240264 ' B/aiJwood Nuclear Power Stal'On 1DCFR50 59 Annual Repl." W/ 891012 
ltr 

HUNSADER.SC Ccmmonweallh Edison Co. 09/10/12 MURLEYJ.C Offee of Nu- 
clear Roocio.' Regu'alion, Director (Post 87041 1) 7pp 51585.096 Si 505 104 


S. Reportable occurrences, LERs A related correspondence 

8910160010 LER 09 CO4OOon B90907.roactor inp occurred as rosu'1 Ol hghlnng In 
djcod vollago transient affecling rod conirol sys Caused by i.ghlning sinking 
ConiaiPTonl nod conlrcl sys dOviCOS resel W/091000 Ur 

1 AWSON.O R . OJERIO.H E CommonweaUh Ed.son Co 89/10/03 4pp 51613070- 
51513 0/3 


DOCKET 50-450 RIVER QEND STATION. UNIT 1 


F. Security, medical, emergency A fire protection plans 

8909290080 Forwards FEMA oxorciso evaluation ropi of plant omorgency proparcdrioss 
QKorciso on 890301. No dofiocncios obso'vod d'-.rino oxcrciso W/o end. 

MilHOANJL Region 4, Ofc of Iho Drecter B9/09/22 DEDDENSJ-C. Gull Slates 
Uti'itesCo 2pp 51352 062 51352 063 

8910060296 Roviserl EPiPs.Includ ng Rev 6 to ElP.2 002.Rov 6 to ElP-2-003.Rev 6 £IP- 
2 004 Rqv 5 la eiP.2-01(i.RQv 0 lo ElP.2-Ol7.Rov 6 to EIP 2 019 .Hgv 7 to ElP-2 020 
A ftov 0 to FIP 2 021.W/Q909P9 ltr. 

OEDHENSJC, GOOKERJE Gu'i Stetes Unlit os Co. 89/09/29. Illpp. 51435:110- 
51435 246. 


3. insuronce & indemnUy Inloimailon 


0 Inspecllon reports, IE Pullotins & correspondence 

8909010330 NRC Info Noiice 89 005, ‘ Polennal lor Stress Corrosion Cracking in Stoarn 
Gir^rilor Tube P.uqs Supp>GcJ by B&VV ’ Svc Usi end 

BC^l.CE Div.sion cl Op©ralio."al Evonis Assossmord (Post 070411) 09/09/06. 
Co'soi'daied Ed son Co of Nnw York, Inc iCQpp 51349 100 51340.200. 

0909060284 NRC hb Notico 89-060, ‘'Qualification Lifo ol Soimcld Valvos.” Svc Isl 
erKi 

R0SS1.CE Owsicm ert Opc-fal.onnl Evonis iPobt 870411) 80/00/11 

CoT'SOlidaifld Ed son Co of New York, Inc I05pp 51337.095-51337 109. 

6910160008 Forwards Insp RopiB 50 456/89 23 A 50 457/60-23 on B009C6 08.No vio 
Id Dons no lad 

GBEGER.lR. Region 3. Ofc of the D.roctor. 69/09/20 HEED.C CommonweaMh 
to son Co 2pp 5152? 015-51537.033. 

‘6910160007 Insp Ropts 50-456/00 23 A 50 457/00 23 on 89090608 No 
v.oiai cDs.del.c enc es or dovations noted Ma;o/ areas in^joclod off l‘. 0 'jra emergency 
jprccarcd.'iess oxorcise. hvo'v ng observations by four NRC; repraserdatives 
Pl6ski.T.. PAnBRSCN.j p. SNELL.W Rogon 3. Ofc of tho Drcciot. 00/09/20 
I7pp 51527 017-51527 033 

8909200010 NRC Into Notico 89 008. "Eva'ualion of Insirumord Solpoints (during 
Wods ■’ Svc I St or.cl. 

ROSS' .CE Oivsion ol Oporaiionnl Evonis Asaossment (Post 870411) flO/09/25 
ConsC daied Ed.son Co ol New York, inc. 106pp 51337 200-51337.304 

8910020086 Foulards Safety Insp Ropts 50 456/89 22 A 50 457/89-22 on 890730 
C9ie s noico of viQ’aticn. Roques IS that ulil provide description ol rr.gi acuons to 
aswe p'oper A timely noM-cations in future 

GP.EENMANEG. Hogion 3. Ole of the Director. 89/09/26 REED,C Commonwealth 
FcsotCo 2pp. 51369 169-51360:100. 

‘8310020089 Insp Repls 50 450/69-22 A 60 457/89-22 on 690730-0916 Vlolatons 
noiedMa.or areas inspected LER tOV.Gw.loHowup on torrporary instrucilons.self 
assessT.eni.OSHA issues. Inspector inquiries A degraded main sloam safety volvn 
F.KDS,J M. Region 3. Ofc ol tho D.roclo.' 09/00/25 17pp 51369.172-51369.108 

89092502 5 2 NRC in'o Notice 09-009. “Loss of Thermal Marg.n Caused by Channel Box 
00 w " Svc ’ St er.cl. 

R0SSl.CE. D.vision ol Operational Events Assessment (Post 070-'ill) 09/09/29 
CO"«)iidated Ed son Co of Now York. Inc. I06pp 51531.001-51531 108 

8910040381 NRC Info Nolioo 89-Q7Q. "Posv.blo Indicakons Qt MisrepfosQaiad Vendor 
P^Mucis ” Svc list Orel 

FOSSl.CE. D.visicn cl Oporat:onai Events Assossmoni (Post 870411) 80/10/11. 
UnwiiJaied Edi30.i Co of New York, inc 109pp. 51531 1 10-51631.220. 

Subm.is Supplemental response to Q80205 A 0400 responses to NRC Bul- 
p'^j.®’QQ2,caAfirmirg\y,il riofinbon ol donung 

n ^HTER.NH Ccmrronwaalth Ed son Co 89/10/17. Document Control Branch (Doc- 
CcnL'ol Desk) 2pp 51589 000 51509 007. 


0010050298 Forwards Amor‘.d 3 to fndomnily Agreorr.oni D- 10-1 .reflecting Increase in pri- 
mary layer of nuCbar energy liabi ily bsuranco 

PALJlSON.WA. Pro)oci D.recloroto IV 89/09/21. OEODENS.J C Gulf Siatos Uii'iHes 
Co 5gi) 51430 201 51430 205 


P. Operating license stage documents A correspondence 


0909200090 Gonf).'ic Lir 09 20 10 a'l fuel cycle licensous possosslng. using or procoss- 
r.g lorrrufo quaniitca of SSNM ro protected area long torm housekeeping Svc list 
unci 

MCCOnKLE.G.W Division of Safeguards A Transpodat-on (Post 070413) 09/09/20. 
Consolidated Ed son Co ol Now York. Inc 1 3pp 5 1 53 1 : 1 07-5 1 53 1 . 1 1 7 


0910160075 Retyjtisls. schedule tOf closing temairang nno opon teal exceptions re plant 
stariiip lost program. 

PAULSON.WA Project Oirecioraio IV. 09/10/02 OEDDENS.J.C. Gu'f Siatos Uii'iiles 
Co 3pp 51520.165-51620:16?. 

8910130162 Responds to violations noted m Adrrin stralivo Ordur VI 09-317 re NPDES 
Pormil IAO042731 Individual mvoWod counseloO to mote catoluV.y monrior Invoniofy of 
flow cJiart recorder paper. „ ^ 

OOOKER.J E Gi-if Stales UiliHos Co. 09/10/03. KNUDSON.M. Environrrental Protec- 
non Agency. 3pp 51601.313-51501 3l 5. 

0910160064 Forwards Amend 39 lo License NPF -4 7 A sololy ovaiuallon Amend modi- 
fies implomoniaiion of neutron flux mon tormg sys mods until before rostail Irom next 
rnfijoi ng oirlane as stated but no laler than startup from Refuel ng Outage N 4 
PAULSON W A Proioci D:reclorafo IV 89/10/04 DEDDENS.J.C. Gulf Stales Util 1 09 
Co. 3pp. 51520 216-51520 224. 


-6910160066 Amend 39 lo Liconao NPF -4 7, modify ng implemoniat-on Of neutron flux 
mon loring sys mods until baforo restart from noxl rofuo'ing outage as stated but no 
later than startup from Refueling Outage N.4 

HEODON.F J Pro,0cl DirectoratB IV. 09/10/04. 3pp 51520 219 51520:221 


-0910160070 Saloty evaluation supporting Amend 39 lo License NPF-47. 

• Oltico ol Nuclear Reactor Regu'auon, Oviociot (Post 670411). 69/10/04. 3pp 
51520 222-51520 224. 


6910260144 Submlis lesponso to Ganoric Ltr 08-14, •■Insi/umenl Air Problems m LWR " 
Due to low conceniroiion of particles In excess ol acceptable hmits.no operabi'ity or 
safety concerns roied. 

BOOKER JE Gulf Stales Utilities Co 00/10/17. Document Control Branch (Docu- 
monl Control Desk), ip. 51023-198-51023.198 


6910160250 Generic Lti 89-21 to oil holders of OLs A CPs for nuclear power reactors 
concornirg request lor Info rO Status of implemontaiion of USI requirements Svc lisl 

PA^TLOW.JG. Associate 0 rector for Pro, eels (Post 870411) 89/il)/i9 Consol dat- 
Od Edison Co. of Now York, inc. 60pp. 51622.009-51622:060 



pCApf p'anis diio ID roconi cra'‘ga n FWP cniona SvC I si nnci 

PARTLf/Af JCi As50c.ai0 D-'PClor lor Pro.octs iPosi 870411) bO/lO/ig Ccrso'ipai- 

ed Ed'SOn Co of A'ow Vcrk. Inc 3ypp 51622 CG9 51622 1C6 


O. Inapectfon roporis, IE Oulletlns & correfipondence 

890^010338 HRC tnlo r^clico &9-05S, Pdenha) for Sl-ess Corrosion Cracli-ng in Sloam 
Gonoraior TuPe Piu^s Sjppi ed by 08VV " Svc (isi encf. 

HOSSl.CE. D.vision ol Cporafonai Evenis Assossmom (Pos* 870411) Q9/C0/08 
Ccrs3«dato<l Ed so-x Co ol flow Yo«k, lr« lO^pp Sl349.100 Gl349 206 

8909060204 NRC 'r*o No!.co B9 066. GuaMicalon Lifo Ol So^onoid Valves" Svc hSl 
one I 

HOSS'.CF. Division of Opo.'a1‘Or0l Events Assossmont (Posi 870411) fiO/C9/»l 
Conso: 0afc<J Ed son Co of Now York, me lOSpp 51337 095 51337.1 99 

6009270167 AcK rPco pi of 890825 Hr i.'iform rig NRC ol slops lakon to co'ioci v.olai ons 
HDied In insp Hopt 50 458/80 28 

MILHOAN.JL nogoT 4, Ole of me Dfocicr 89/C9/19 OEOCENSJC Gull S'ait’s 
Ul'rtiosCo. 2pp 51343.269 51343 274 

8909200010 NnC Info Noheo 89 06B. Evarualon of Insirurnoni Soipo.nls Ouriny 
Mods '• Ssrc list end 

ROSSf.CE Dv.sdn of Opefanonal Evenis Assessmori (Post 870411). 69/09/25 
Consol dated EdiScn Co of Now York. Inc lOepp. 51337 200 51337 304 

8910020180 Forwards .'nsp Repl 50 456/89 33 on 890801-31 No vio'atiors O' devi- 
ations noted 

MILHOA’^I J L ne^icn 4, Ofc of «he D.rocior. 69/09/28 ObDOENS.J.C Gulf Staws 
UhlliusCo 2pp 51305 141-51365 150 

•6910020162 Insp Ropt 50 456/09 33 on 89080 1-31 No violations or dev.ai-ons 
r’Olnd /Va,or aroas infipecied operai ona< safely vcnficaf on jnaAl 
cijservaiion.surveiiiarice tosi obse.'vaiior»,LER fo-lowup A forowup on 10CFR21 repts 
CONSTA0LE.G l. Rogon 4. Ofc of iho Oiioctcr 89/09/21 8pp 51365 143- 
51365: ISO 

0009250252 NRC lido NctiCO 89 069, "Loss Of Thermal Wargn Cotisod Dy CJmnr ci Gojt 
Q ovi '* Svc LSI end. 

ROSSi.C G Division of Operaiio-'ai Events Assessment iPosi 070411) 80/09/29 
ConsolidotQd Ed son Co of New York, me lOOpp 51531 001-51631 106. 

8910110050 Responds to v.olatons noted m Insp Ropi 50 458/09 31. Corrociivo 
actionsiloAds lifted fo iso'aio inp drcuit unlil loads propnriy lorn'inaicd on replacement 
transforrror Suppfomantal response wll be prov.ilod by 900531 
DRODENS.J.C. G:.lf Slalos UMi.os Co. 69/09/23 Dcctrrenl Control Qrancb (Oocu- 
nio.nl Control Cosh) Spp 51474 147-51474 151 

691D0403B1 NRC Into NoiiCO 09 0?D, "Possib’o Ind catons of Mis'oprosonted Vendor 
Proc'fcis " Svc list er.cl 

nOSSi.CE Divison ol Oporatona' Events Assessment (Pcsi 870411). 80/10/n 
Conso’idaiBd Fd^onCo cl Now YdPi. Ipc. I09pp 51531.1 >8-51 53 1 226. 

8910260041 Responds to NRC OuHein 86 0lO.Supp! l Traceabi’ily of Circuit breakers 
o&lab3sl\od Hvouch mlg ceil ' CQW ol cofMoimanco 

ROOKER.JC Gim Siaios Ulilities Co. 69/10/18 Documoni Control Branch (Oocu* 
moni Control Desk) app. 5f6l7.3l4-5i0l7 32l 

8910130014 NRC Into Nonce 89-071, ”D.vorsdn ol RHR P^mp Seal Coo'mg Wafer 
Flaw During nocircu'aiicn Oporaiion Forowing LOCA " Svc list ere' 

ROSSI. C.F Division of Oporoiional Events Assessmoril (Posl 870411) 89/10/19 
Con so! Waled Edison Co oi Now York, Inc l07pp. 51531 227-51531:333 

8910240690 Forwards supplemental response to notice ot vio>diion ro Insp Rept 50 
450/60*30 End wiihV.oW Iret 1DCFR73.21) 

DEODENS.J-C- Oil If States Uti'ities Co 69/10/20 Oocumoni Ccnirol Branch (Oocu- 
rronl Control Dosk) ip. 51589.325-51509 325 


R. Perfodfe operallng reports & related correspondence 

8910190039 Monthly oporati':g ropt lor Sept 1909 for River Per^d Sidt<on Unt 1.W/ 
601013 Hr. 

COtE.RE. BOOlCER.je Gull Stales UiMles Co. 69/03/30 5pp 51557 194- 
51557:108 


S. Reportable occurrences, LERs A related correspondence 

89 WQSOOar Supplemealal Pail 2i icpi le polcnVel prob‘e<n yr/s»< speokc ongiive con- 
trol cfevicos in air sianjuDo oil. racket wslor & crankcase sys fn.t'ai;y reported on 
890420. California CcnYols Co wi l redesign valve seating 

GUNTRl/M.G.C. Cooper industries, fnc. 83/09/13. NR(/ - No Oolalled Affiliation 
Given 4pp. 51430:171-51430:174 

69I013Q048 Pert 21 rept re slow closure of cne main turbine control valve Caused by 
turbino controf valve assumed to close due to unspocilied failure in turbine control 
circuit Standing o/der issued to change max cfii cal powor ratio limit 
BOOKER, J.6. GuH States UMitiea Co 09/10/02 Oocurrcnl Control Branch (Oocu- 
mont Control Dosk). 3pp 51499.194 Si 499: 195. 

8910120218 LER 99 032-00 on 890 90 7, unplanned ESF actuation occurred during Sur- 
voillarico Test Pioceduie STP-207 4536 Caused by lechniclari la»lv«© io pioparVy liU 
fead.Trip signal rosut, sys rr^stored & procedtro completed W/B9 1004 Hr. 
FNGIAN'O.LA. BOOKER,JE, Gulf States Ulil,iiOS Co. 89/10/04. 4pp 61460:221- 
51480 224. 

8910240256 LER 89 033-00.en 890d16,DloclriCdl power lost lo 0-v II 120 volt 8C distri- 
bution penel.resulling in aufo start of Div it standby gas ireaiment & annufus mixing 
sys Caused by failure of Elgar power Ime condition ng transformer W/B9 1016 Hr 
ENQLAND.t A, BOOKER.J.E. GuH Slates Uhiiies Co 80/10/16. 6pp 51560 309- 
51500 314. 


Gd ins da bldg.Kiqh outside amb o.'it temp & ins-jlfic.cnt ven! lai cn 
BOOKER.JE Gulf Stares umiios Co. 09/10/16 Cccurnoni Ccnrrcl 
ment Control Desk) 3pp 51599 230-51599 232 


DOCKET 50*400 WPPSS NUCLEAR PROJECT. UNIT l 


A. AppHcntlon/conatrucHon stage documents & corresponderice 

6Q092&0096 Genei>C Lli 60 20 lo all lud cycle l.ceriseos possuss ng. U'l 
ing formula q.ianiifos of SSNM re p/otGcied area iong*io'm house ■ 
end 

MCCOHKLF.GW Division of Safogjards & TranspoflaUcn (Post 
Consolidated Edison Co of New York, Inc l3pp 5l53t 107-5153I tC 

6910160250 Generic l.t/ 89 21 to all holders of OLs & CPs for rjc ear 
concerning request for into ro Status of implomenietion o? US! foqui 
onci 

PARTLOW.J G Assoc ale D rncior fo' Projects JPosi 870411) 89/10r 
od Ed son Co. ol Now York, ire 6Cpp 5 1022.009-51 622 C68. 

8910180273 Genorre Lir 89-22 to all icensees of operating reaciors & hr 
potent al tor I'vcteasBd root loads & plant area Hood funoll dep'h a: ii 
power plants d je lo recent change i.n FMP criteria SvC I st oncI 
PAHTlOW.J.G Assoc-aie D.rectcr lor Projocis (Posl 8?04U) 89/10^ 
ed Ed son Co Of New York , Ire 39pp 51622 069-51622 106. 


Q. Adjudicatory correspondence 

6910130126 Submits 24lJi quortony slalus rept re const actiwiies al p ; 
Ouartor 1909 no Significant safety- related const aci./itios pe'formcd ■ 
onQ’npGrinQ ottorl COnlmuing 

RE YNOlOS.N S Washington Public Powor Supply Syslom REYNOU 
Cook. Pucoll & Reynolds //409 9275 89/10/02 BLCCH.P.0. 
HaROOuR.J Atomic Safely and Lico-ns-rg Board Panel Ip. 5l 448 25^ 


DOCKET 50-481 CUNT OH POWER STATION. UNIT 1 


F. Security, medical, emergency & (ire protection piar\s 

8910110147 Fo.'wufda Safety fnsp Ropt 50-461/89-28 on 890911 15 & 
lion. 

COOPER.R W. Rog o-‘i 3, Ofc of the D.rocior 89/10/05. I-MLL.DP I 
2pp. 51466 153 51466.165 

-8910110162 Notice of violation from insp on 89091 MS. ViOlai rns r 
ma ntain test records wtiich documented results & accoplap!! ty ol cc 
of firo (totecter voHagos & sonsitivity chocks 

COOPER.R.W Region 3, Otc of Iho Dirocior 89/10/05 Ip 51466 15S 

*•8910110167 Insp Ropl 50.461 /89-2n on 80091 1- 1 5 V:ola tiers no' 
mspetlcd.liro ptoieu-on pTograii. including lov-ew ol 
organ .?at on.adm nistraf.vo controls & fire protectio.'i sys sunrcirarce le 
ULIE.J M . GARDNER, R N Reg'on 3, Cfc of the Director 69/10/04 K 
5U66.165 

8910190214 Forwards Hnv 90 lo physical securdy p'an Aliachmonl A pi 
t'On of each of nine Hems notoo m NRC 890817 Hr Rev & Aitachmeni 
10CFR/3 2t) 

HOLT2SCHER.DU Ninos Power Co. 09/10/13 Documoni Ccnlml 
mont Conircl DosK). 2pp 51565 260.5 1 565 269. 


J. Insurance & Indemnity information 

8910120211 Forwards Amond 4 to fndomn iy Agreement 0-91 rel'ecing 
nanpial Proiect.on Roqu rements & Indemnity Agroomenls." 
SHEMANSK1.PC Pro;ecl Difocloralo 111-2 89/00/20 1-10LT2SC1- 
PowOfCo 6pp 51480 19?-6I4B9:202 


K. UtiJity Final Safety Analysis Report (FSAR) & amends 

8910160U9 Fotwauls Rev i to updaiotJ FSAR lot Cinion Powei Sia50' 
ropla of changes for Jan-Mar 1989. updated FSAR rofiectd changi 
1989. 

HALL.D P tlLAGis Power Co 89/09/27 Oocumont Control Branch (D( 
Desk) 3pp 51516:229-51519:240. 

-0910190000 "C’infon Powor Station 10CFR50.59 Rept for Mods, Ter 
PfOcoduros.Tesls.Exportmonts & other Oocuments from Jan Wa' 1080 

• riiinois Power Co 09/03/31. 24pp 51516:232-61516 255. 

-B910160150 Rev 1 lo updated FSAR lor Dmton Powor Station. 

• Illinois Power Co 89A03/30 900pp 51516 256-51519 240 


P. Operating license stage documents & correspondence 

8910030468 Rosponds Vo 890721 Ut le iwo conccins Invo'ving py.enl? 
tions of 12 wk roL'ing main! Schedule 

HOLTZSCHtR.D L II inois Powor Co 89/09/18 DA VIS. A 0 Region ^ 
rector. 3pp. 51387.303-51387.305. 

8909280020 Fonvards response to NRC 890612 request for addi >n^o ro 
GL 68-01. "NRC PosJion on IGSCC In BWR Arrslonitic Stainless Sie 
defined position ro proposed changes lo Tech Specs provided 
HALL. D P Illinois Power Co. 89/09/21. Document ConifOl Brsncrt (Ot 
Desk). 77pp. 51345.043-51345:1 10. 


DOCKETED ITEMS 169 


. r* t>3 20 10 fil ‘uel cycle iZon<iQc.^ P0fi<ie9‘. n j. using cf process 

^ GL-anines ol SSNM re prolcciod an-a Icrg term roijS(ikoep.rq Svc lisi 

-ckiF fj W C./isa" ol Salog-afos 8 Transporialioo (Post Q70-: i:i| 09/09/26 
rv -sc^a:^0 F d.scn Co o' New Vo- k. l r.c 1 3pp 5 1 53 i 1 0 7 . 5 1 53 1 1 1 7 

Fonftatjs SLR ccmploi-rg Goner c l ir 03.20Jte‘n 4 5 3 r« roaclof tnp rol 
► nr no 'j'*'*loriQ losing ol roacter Uip syS & lGG NTA b341 
h iMAN JB Pro.cci Cre:to.*ato Ml 3 69/C9/2/ HOLTeSCMtR.D L III nois Power 

Co 3fP 51S ^ 

oaiftiAftio? <;aletY ova oaiion on Gonenc Ltr 03 28.llefn ^ 5 3 ro roaclor inp sys 
h N ue'r^l'ceptar'ope' staled repls i NUnb'G 0160 
*’ Cl'-ce ol Nucear Roa:icr Rogu'af.on. Director (Posi 6?04iii 09/09/27 2pp 
S' £52^337 51552 352 


5510180121 irlC'/Tis ihal FlOir 5 to p‘ant OCCM acceptable w/o furihor mods & iSS;-*o 

Frc,ecl D.fCclo'aiQ III 2 09/09/27 HOLTZSCMEn.D.L llincis Ppwo* 
Cc :•?? 51563 132 51563 136 


•4909010008 Forwards evaluat on of oHsue doso calculation mar;-jal. updated thrciug'i 
Fr . No sicn:l canl do'-cienc-OS .derylihed 

t up5CN F B Idaho NatiD'’fll Eng nofi'.rg Leboratcry B9/04/29 MEINKL.W Pad - 
a! cn Ffciec‘ cn Branch ?pp 51563 135 51503 136 


63*3180140 Forwards saloly Oi/aDflliCn on nM response lo Generic Lir 03 ^O.lio-n 
2 'Fj'i H r® oquontenl classilicalion program lor all SftlOty reialod 
cc " re neris Raspo'iso acceptable ^ 

i-CKMA.NJB Prc.ccl DireclO'Hle III 2 09/C9/P7 HCLT^CMtR.DI ( if:Ob Power 
Cc 3fp 51545 199 51545 219 


-8913180176 S£R re ul I response to Gononc Lir 63 20.liern 2 2 1. ‘ Fq-ipineru Claasifi 
caion Pfoqran (cr a I Safely Ro^aied Corrponenis ‘ 

• NFC No Deia-leo aim at on Given 89/09/27 ?pp 51545 202-51 54 5.203 


-8509140269 Conlormanco lo Gene.* c Lir 83 2R,linfn 221. Equipniont Classif cahon 
'y a'l 0^-cr Safely Compor.oms CMMon. ” tecnn-ca' evalwaion tepi 
15 ».aC EG 8G Idaho. Inc (subs ol EG8G. Inc) FIN D*6002 EGG NTA-7216 69/ 
3^/30 NFIC • No Dolaled A'liiaf-cn G.vcn 16pp 51545 204 51545 219 


8310160250 Generic Lir 69 21 lo all hcldpra of Ol s & CPs for niic'car power roaclcra 
rjncf'ning reduO^- fcr nfo ro sfaiuS of Irrplemoniat on Of USi rcquiromonls Sve lisi 

PART CA JG Associa'o Oi/ocicr lor Pro.ecls (Post 870411). 69/i0/l!> Conscidal- 
e'jEcwnCo of New VorK. Inc 60pp 51622 000 51622 068 


6913180273 Geneuc Ur 69 22 to 8 1 Iccrisoos of onoratng ronciors & f.o'durs of CPs ro 
p->’et^*a V increased roof 'oarJs & p’ant area f'oorf ronofl doplli ol liconsod ruc'oar 
f ‘av.s duo to receoi change in PMP cf»tof»a Bvc lisf end 
PABTLOWJG Assccialo D.'CCtor for Pro;0ClS (f^osf 8/04 1 f) 89/10/19 Consol:dai- 
wEdicnCo ol Now Yck. \rc 39pp 51022 069-51622 106 


0 inspeclion reporls, IE BulloIfns & correspondenco 


•*0910110167 Insp Repi 50 461/09-28 on Q9D01 1 • 15 Violahons nolod Majo.* areas 
inspoulOd firo protechO.n program, rc'u'd ng rev.ow of f>ro proiOClicr^ 
crgan.iaiiOn.adminisirai vo coniro s & fi'O prelect on syS survei lonco lost program 
UUE J M . GARCNbR.R N Region 3, OfC of If o Diroclor 89/10/04 lOpp 61466 156 
61466 165 

691004G381 NRC Info NoUco 09 070. ' Poss.b'o fnd.Cdti0.ns ol 'jfisreprosentod Vender 
ProduclS ■' Sve l.st end 

ffOSSI.C E Dvision of Oporaiiona* Events Assessmoril |Po5l 0/0411) 09/10/11. 
Consol daiod Foison Co cf Now York, (nc I09pp 51531 1 18 51531226 

0910130014 NRC Info <.'0tcfl 89 071. 'D.vorRon Of HHR Pump Seal Coolcg Water 
Flow During Roc rcutaf on Oporalion Fo lowng LOCA ' Sve I si end 
nOSSI.C F D.viS'On oi Opcraiiona! Events Assessment (Post 870411) 89/10/19 
Consol dafod F.cfison Co of New York, Inc lO/pp 51531 22/-51531 333 


R Periodic opereilng reports & reiaied correspondence 


0910160149 Forwards Rov 1 to updaied FSAR for Clnlon Powo.' Slalion & 10CFR50 59 
roptb of changes lot Jan Ma* 1009 Updaiod FSAR roftecis charges thro-.-gh Mar 
1909 

MALL.O P IHir^os Powor Co 89/09/27 Gocornont Coniro! 0/anch (Oocurront Conirol 
Desk) 3pp 61516 229 51510 240 

•'8010100006 “C'inron Power Station lOt'fRSO.SO Ropi for Mcds.Tompcrary Mods 8 
Pr ccedures.TosiS.Enpe.'i'noms 8 olhor Occumonts f/O.m Jan War 1909 ' 

■ ll!.rio 3 Power Co 09/03/31 24pp 51516 232 51516 255 


S. Reportable occurrences, LERs & related correspondence 

8910160201 Part 21 ropl re poioni.al common fai'urp Of SWD OCO 8 SWQ 00 ram type 
lorqijo switches supplied p.'iO' lo 1901 & 1976 Vendor rocemmonds Ihai swilch w/ 
i.bo,' spacer bo replaced 

V/iLKlNSON.l t*. Limilorquo Corp 09/00/29 Oll co Ol Nuclear Reacio' Rogulal on Di 
rccior (Poiil 8704 1 1) iipp 51557.112*5155/ 122 


V. Operator Examinations 


8009260192 Forwartfs rtwisod Sociion 13 22 ol plant updalert SAR re requa'ificaiion 
train pq program Proposed charges p'ovido general program iniprovomonis 8 fuly 
sigiport roqiil'omonis of I0CFR56 

hOl.T2'SCUER.DI. Ill no a f’owor Co 89/00/20 Documoni Cof^bol Branch (Docu- 
morn Control Desk) I4pp 51350 252-51350 265 

8910030322 Noiifcs that WK Woron.liC(>nsod opo/atcr.torrrinnicd omp'oyinoni cn 
890915 

MOUZGCHEn.O L ll'iriois Powor Co 89/09/22 Docurnont Conirol Branch (Oocu 
mont Control Dosk| ip. 513/0 310 51370 310 


890W10338 NRC Info Nctico DO-C05, *'Poiont'al fO' Siross Corros on Cracking in Steam 
Ger.e'a'Of Tube Plugs Supp iOd by B&W ’ Sve 1 91 onef 

AOSSiCE Oivsicn ol CpefftflDnal Evor>tb Ansossmont (Post 0/0411) 89/09/00 
Cor.sclidared Ed son Co. of Now YurK. inc. lOOpp 51349 1 00 51349 200 

MRC 'nlo t4o*.CD 89 066. "OuaU caton Ufa of So'onold VoUtvs " Bvc I si 
tnci 

P3SSI.CE D.vison cf Oporaircnal Events Assossmont (Post 870411) 89/09/11 
Cc'So'daicd ECiscn Co of Now York, Inc. 105pp 5133/ 095*5 1337 100 

8909780074 Responds fo NRC RUIotiO 89 C02, ‘’Riross Corrosion Cracking of Hgh 
Typu 410 Slan'oss Sloo'. Inleinal PreL^mtpd Bollu^g In Anchoi Owl'*:ig 
Model S350'/v Sivxg Chock Valves or Valves of ” Fnc llty does not uso st.bj hcitir’g 
hALL.O P I inpis Power Co 89/09/20 Document Control OrancJi (Documoni Contro’ 
2pp 51349 098 51349 099. 

B90W00010 NRC !nlo Notice 80 08a. ' Eva’imlion of Insirurnoni Solpomla During 
VMS ■ Sic ksi etKi 

ROSSi.CE Divison of Operat-onal Fvonis Assossmont (Posi 870411) 89/00/25 
Consoiidated Edison Co of Now York. Inc lOGpp. 51337 200-51337 304 

6909250252 NRC Info Nolce 09 009. "Loss cf Thermal Msrgn Caused by Channel Box 
§cw SifC isi end. 

rOSSiCE Ovis.ct\ of Opf.iet'ooal Evems Aeoceumeni (Pool 870411) 08/00/20 
Co'isoWaied Ed son Co of Now York, Inc. lOBpp 6l53i .ODl-5l53i:iOO 

^^^^^3320 Ack recoipi of 800008 lir & payment of civil penally .n amouni ol 
5/6.000 In V ew of co.'rectivo actions taken ro olecincai junction box,part<al paymont of 
ci.'i pena'ty acceplablo 

l!:eEFMANJ O'c o' Enforcfwront (Post 070413) 89/10/02 HALL.O P Ulnois 
^’WefCo Ip 51452063 61452:083 

Responds lo NRC Q90905 Ur re vio’alions nolod in Insp Ropl GO 461/89 
/D (xrieciive actions ProcDduro 3001 01 fovised lo include stop in proreqmsito soc- 
cl F^Wiodure 10 place RMR m slandby mode, 
hw TZSCHERPL lUrols Pewot Co 00/ lQ/03 QAVlS.A B. Rogon 3, Qfc ol the Qi* 
fe:.or 6pp 51534. 1B7-51634 192. 

8910170310 Fo/wards nsorvico inyj prcg^Bni Relief Request 2031 lo provide atiornaio 
FO "Acr valves fro.*n ASME Soctlon XI.IWV-351 1 8 Tabro JWV-3510-1. 
JciZSCHER.O I ihnois Power Co. 89/10/03 Document Control Branch {Docu- 
h^^n.Coni'ol Desk). 3cp 51632 297.61532.209. 

'"OA/vards Safely (nsp Ropl 50 461/80-P8 on 890911-15 & noMco of viola- 

Reg on 3, OJe ol ihe Director 89/10/05 HALL.D.P Illinois Power Co 
7pp 51466 153*51466 165. 

v:oiaiPn from Insp on 00001 1 -IS.Vrolailons nolod failure lo 
ft* records wh ch documenlod results & accoplab:liiy of comploiod tesling 

de.octcf voliagas & sensltivily checks. 

^ tH.RW Region 3, OfC ollho Dirocior, 89/10/05 Ip 51466 165 51466 155 


DOCKET STN SO-470 CESSAR SYSTEM 80, COMBUSTION ENGINEERING 


A. Appllcation/conslrucllon stage documents & correspondence 

8600270044 Forwards edUl info ro CESSAR DC.ChafUor 5 ccncornng steam gonoralo' 
rrails.pur GS Vissing 001020 roquosl.Sloam ganorator onhancomonts listod.inc ud ng 
'owor T(HOT) & lm|).*ovod dryors. 

SC.HERER.AE Combusiion Cngnoorng, Inc. 09/C9/10. SlNGU.R Off co of Nuclear 
nuacicr nogu'aiion, D.roclor (Post 870411) 39pp 51330 106 51339 234 

0910030174 Forwards oddi info ro CESSAR DC Chapior 7. 

SCUERER.AE Combjsno.n Engmoering. Inc 89/00/20. Docuaiont Control Branch 
(Documoni Conirol Desk) 2?pp. 51372.251 51372 277 


DOCKET 9TN-5O.402 WOLF CREEK GENERATING STATION 


f. Security, medical, emergency & fire protection plans 

8910040100 Revised EPlPs,mc'.udrfvo Rev 0 lo EPP 03 S 7.Rov 0 lo EPP 03*5 B.Rov 1 le 
EPP 03*2.7 Sk Rgv 3 to GPl* 03*7 I. W/890926 Hr. 

RHCDES.FT. Wo!l Crock Nuclear Oporatng Corp. 09/09/26. 50pp. 51302 100* 
61392 157. 


J. Insurance & IndemnUy Information 

8910058421 Forwards Amend 4 lo inderrnity Agroomeni B-99 Amend mcroasos primary 
nucioar onctrgy fiability insuranco Util requested lo submit S'gnod amend to s ynily ac 
CQptonco 

PlCKErr.O.V. Pro,Qcl D eoeforato IV 09/09/21 WJThERS.B D WoH Crook Njclear 
Oporaiing Corp 5pp. 51452 128*51452 132 


P. OperalJng license stage documents & correspondence 

8909270159 Adv«sos of util 890607 0 08 lUs :nadvonently submitted w/ mcorreci 
datos Llf dates conociod lo 890907 & 06. rospeclivoly. 

WITHERS.B.O Vi/olf Crook Nuclear Oporal.ng Corp. 89/09/18 Document Control 
Branch (Documoni Conirol Desk). Ip 51343 216*51343.216 

0909200024 Responds lo roquosi (or addi info ro seism c dosgrt considoraiions for 
sofoiy-roJfttud vorlical stool lanks iransmliied by 090525 Mr from FJ Hebdon to BD 
Wilhers 

RHODES.KT. Wolf Creek Nuclear Operating Cofp 89/09/22. Documoni CorUrof 
Branch (Docurnont Conirol Desk) 5pp 51350 078-51350 082 


39Q9S80098 Conerx irr 63-20 to dH JulH cyclo Icensccs possessing. us<ng or procoss- 
\ng fcfm:,la quantiles o< S5NW le protected area longterm housekeeping Svc 'ist 
enci 

MCCCRKLE.GW D.vision ol Safequards & Tianspcftation (Post 870413) 89/09726 
Consol da*od Ed son Co of Now Ycth, Inc I3pp 51531 107-51631 117 

6910020192 Notification of 8910-34 mgt rreoi ng w/u1l m Adngton.TX to diSCuSS facility 
Visitor access. 

HOI LEn.E J Reg on 4 . Ofc of the Oi'octO' 09/09/26 Region 4 . Cfc ol Ih© Director 
2pp S13&6 127-51386 129 

09 10050374 0|&cussDs Const OC Oopt (COCO) that oinstod during const phase & dan 
lies that COCO d d ret exist da'ing ponod covered in lr>sp Ropi 50 402/01*15 
WURLEY.TE OffiCO ol Ntcfear HoaClOr Regulation. Director (Post 870411) 89/09/ 
29. GARDE.G P Garde, 0 P 3pp 51437. 1?6 51437 137 

-8910050378 Forwards correcied copy Ol 69C821 Ur lo JM Tayipr ro plant 
BAfJWAN.L L Hob nson, Rob nson. Peterson. Berk. Rudc'ph. Cross 8 Gardo 89/00/ 
25. TAYLOR. J.M. Ofc Cf the Fxoculive Director for Operations Ip 51437 131- 
51437 137. 

0910170313 Forwards safety evaljsiion ro ull 881213 requests lor ro'iof from certan 
feqj rements of Sod on XI of A5ME Codo on suppliers hold-ng qua'ity sys 
cortificato Request accepiabfe 

I1EBDON.FJ. Project D.rectoraie IV 89/10/02. WITHERS GD Wolf Creek Nucloar 
Ope/al ng Cerp. 4pp 51 565 256 5 1 555 263 

-6910160021 Safety evaluation re requosf fo: rel:ol from certain requ roments delnoai* 
ed i.n A5ME Codo Section Xi Roqjesi acceptable. 

• Office of Nuclear Reactor Regulation, Oirocio? {Post 870411) 89/10/02. 4pp 
51555 260-51555 263. 

091016031 1 Forwards summary of 891004 meeting in Region IV ofc re aclivit os autho'- 
ized by License NPF-42 

WILHOAN.JL Divisen of Reaclof Projects - f/n (Post 870411) 69/10/12 
Withers, a D wolt Croek Nuclear Operaing Corp 22pp 51543 281-51543:302 

6910190225 DiSCusses 890914 meotirg in Region IV ofc re acliv.ties dulhonzod by Li 
cense NPF-42. Sub] dscr.ssod ai meoti.''g described in oncl meaimg summary.List of 
aUondoos enci 

MILHOAN.JL Region 4. Ofc of the Oroctor 89/10/13 WtTHERS.B D WcU Creek 
Nuclear Oporaiing Corp 7pp 51584:181-51564 187. 

6910160260 Generic Llr 80 21 lo o’i Polders of OLs & CPs for n-uclear power roaclors 
concerning request lor Info re status of implenr.cnlai on of USI requiremenls.Svc fist 
onci. 

PARUOW.J.G Associate D rector for Projects (Posi 870411). 89/10/19. Consoiidai* 
G<l Ed son Co of New Yo*k, Inc 60pp. 51622 009-51622.068. 

6910180273 Genor c Ltr 69 22 to b'I I ce.nseos ol oporotmg reactors & holders of CPs to 
potoniial for mcreasod roof loads & plant aroa flood runoff depib at licensed nuc-ear 
power plants due lo recent change in PMP crileria.Svc list end 
PARTLOW.J.G Associate Dueclcr for Projects (Post 870411) 89/10/19 Consolidat- 
ed EOson Co ot New YorH. Inc 39pp. 61622 069-51622.106 


Q. Inapeclfon reports, lE Bulletins & correspondence 

6909010338 NRC Info fiobca 89 065. ’’Polonlial lor Sliess Conos on Cracking in Sloam 
Generator Tube P.'ugs Supplied by BAW." Sve llsl enci 

ROSSl.CE Division ol Operaionaf F.vonis Assessirent (Post 8704 H) 09/09/08. 
Consolidated Edison Co. of New York. Inc lODpp 51349:100 51349.200 

6909060284 NRC Info Notice 80-066, ”0031.? canon Lrfo of Solenoid Valves.'* Sve list 
enci. 

BOSSl.CE. Division of Operahorai Events Asso&sment (Post 670411) 89/09/11. 
Consohdalod Edison Co of Now York, Inc 105pp. 51337 095-51337:199. 

8909200010 NRC Into Nonce 80-060, "Eva'uatlon ol instrunnont Setpoints During 
Mods." Sve Vis'! enci. 

ROSSl,CE. Division of Oporal'onal Events Assessment (Post 070411) 89/09/25 
Consolidated £d son Co of New York, fnc lO0pp 51337 200-51337:304 

6910030S30 Forwards Insp Ropf 50-462/89-25 on 09891 l-25.No violations noted or de- 
viations identifiod 

MJLHOAN.J.L. Reg on 4, OfC Of Ibo D recior. 09/09/27. WITHERS.O 0 Wo?l Creek 
Nuclear Operating Corp. 2pp. 51304:339 51384 345. 

-0910030532 Insp Rept 50-402/89-25 on 89091 M5 No violalions noted Major areas 
inspected. licensee submitted rolfef roquosis & current siatus.admm siraiive controls & 
procedures.maini records & poslmami losbna & eurvollance losling of pumpa 
STEW ART, R.C . ELLERShAW.L E . BARNES.I. Region 4. Ofc of tho (5ireclOf. 89/09/ 
26. 5pp. 6 1384-34 1-5 1384:34 5. 

6909250252 NRC Info Notice 69-060. *loss of Thermal Marg-n Caused by Channel Box 
Bow." Sve I st enci 

ROSSf.C.E Division of Operational Events Assessment (Post 070411) 89/09/29. 
Conso'idalod Edison Co of Now York, Inc. I06pp. 51531 001-5l53l;l06 

6910040361 NRC Info Notice 89-070, “Possible fndicat ons of Misrepresented Vendor 
Products *’ Svc list end 

ROSSl.CE. O-vision ol Oporabonal Evonls Assessment (Post 870411). 89/10/11. 
Consolidated Edison Co of New York, inc. I09pp. 51531:1 18-51531.226. 

8910180331 Forwards Insp Rept 50 482/89-24 on 890901 -30.NO violations or dovi- 
8 Dons noted.One open ilonn & one unresolved Item Idenlified. 

MILHOAN.J L Region 1. Ofc of the Oirecior 89/10/12. WtTHERS.B 0 Wotf Croek 
Nuclear Operating Corp. 3pp 51545.257-51545:271. 

-8910160336 Insp Rept 50 482/89-24 on 890901 •30.No violations or deviations 
noted. Major areas Inspected plant staius.monihly surveillance ob3ervatior>.operaiional 
safely verification, monthly malm observation & onsite followup of events. 

HOdER.E J Region 4, Ole ot the Director. 89/10/11. I2pp 51545.260-51545:271. 

6910130014 NRC Info Notice 89-071, "Diversion ot RHR Pump Seal Cooling Water 
Flow During Recircu'atlon Operation Fo'lowlng LOCA '* Svc list enci. 

ROSSl.CE. D.vis*.on ot Operaiional Events Assessment (Posl 070411). 89/10/10. 
Consolidated Edison Co of New York, me. I07pp. 6153 1:227-51531 -.333, 


R. PerJodic operating roporla & related correspondence 

6910190136 Monthly operating rept for Sept 1980 for Wolf Creek Gen^ 
6910U flT 

WU l fAMS.M G . WITHERS.BO Wolf Creek Nuclear Oporafino Corf 
51558 049-51558 055 


S. Reportable occurrencee, LERs & related correspondence 

69I00200B9 LER 89-01 7-00. on a90Q30.conlrol room venilaiion isc'at- 
wf'on ch'onne moritor indicated high level. Caused by spjious spi 
necled lo chlonno monitor GK-AITS-3 lo monitor channel behavio' W 
WfLLlAMS.M G . BAILEY.J A. VVolf Creek Nuclear Operating Corp 
51351.063-51351 066 

6910040166 LER 89-016 00 On 890826. inopnrabi'ity of boih cnhausl s\ 
failure to place dampers in safeguard position Lesson plan issjou cr 
ration dam.pofs to personnel W/09092/ Ur 

WILLIAMS.M a . BAIlEy.J A Wolt Creok Nuctoar Ope.'atmg Corp 
51436 001-51436 006 

0910240314 LER 89 019 OD on 6909l9.doiorm:ned lhai no procenu a 
& enuip.-nonl problem caused 600915 test deficiency Caused by r 
conclusion Tram restoiod to svc aUei replacamenl ol ielay.V«769101l 
BAILEY.J A, WILLIAMS.M G Wolf Creek Nuclear Ope.'almg Corp 
51607:337-51607 342 

0910260167 Special Rept 89-002 on 890919.diosel goncraior B iloc a 
order 10 perform planned maini & on 690920, coriUilion discovP.'Od tt 
failure of diesel genera tor Caused by plugged surge 'ino 
BAILEY.J. A. Wolt Creek Nuclear Operating Corp 89/10/19 Docure 
(Document Conircl Desk) 3pp 5161 7.330-5 161 7.332 


V. Operator Examinations 

6910120110 Notifies that MH Megehee & WB Norto-n no longer rnnri 
operator liconsos Status of individuals enci. 

WITHERS. GO Wolf Creek Nucloar Opera Imp Corp. 09/10/05, C 
Branch (Oocumeril Control Desk) 2pp 51 401 .056-51491.057 


DOCKET STN-50-4B3 CALLAWAY PLANT, UNIT I 


F. Security, medical, emergency & ffre protecllon plana 

09 100202 19 Terrporary Char^go 89 631 lo Rev 8 10 EIP-ZZ 00240, 

Cur 

HARVEY.SP Un on ElecirlC Co 89/09/20. 3pp 51305 072 51 3G5 01 

6910120161 Revised EPlPs.consist'ng of Rev 6 to EIP-ZZ PflOiO, "Ca 
cy Public Info Organi^ahon" A Rov 8 to ErP-ZZ 00250, Emorgoncy 
A Recordkoeping." 

HAULKNER.MR. BLOSSER.J Union Electric Co 89/10/02 2 
514B1 045. 


H. General correspondence 

8910260165 Forwards CPs CPPn-130 A CPPR-140 A 811221 A 8312: 
log const completion dale for Unit 1. 

AlCXION.T.W. Office of Nuclear Reactor Regulation, Dirocior (Pcsi 
16. DOLGIN.JJ. Doign. Qeilonson, Klo‘n, Denlow A Nodiff. 
51603:335 

-8910250160 CPs CPPR-130 A MO for fad'iflos aulhormng app! carl 
struct proposed faciiity. 

BOYD.R.5. Division of Project Managomanl. 76/04/16. lOpp. 6i63 


J. Insurance A Indemnity information 

6910030524 Forwards Amend 3 lo Indemnity Aoreoment B-93,ro-’le 
l0CFRi40,offeclive 800701 U til requested lo submit signed arr.orid 
anco. 

ALEXION.T.W. Project Direciorale NI-3 89/09/25. SCHNELL.OF. t 
4pp 51384.348-51384;349. 


P. Operating Ncenae stage documents A correspondence 

6910040076 Forwards notice of cons deration of Issuance of amerd U 
A opportunity for hearing lo 890802 application. 

ALEXIORT.W. Project Dirocforalo 111-3. 89/09/11. SCHNELL.D.F. I 
2pp 51393:063-51393 069. 

••8910040079 Notice ol consideration of issuance ol amend to Licon 
posed NShC deiermination A oppodunily for hearing Amend revise 
4. 1.3. moveable control assemblies A associated bases io al'ow coi 
HANNON, J.N. Project Directorato I II -3. 89/09/11. Spp- 51393:065-51 

6910030392 Forwards summary of refuerng wator storage tank seisrn 
which Includes effects of tank wa’i flexibility. Issue not app'ioable lo 
3no Idnk facility 

SCHNELL.O F. &lon Electric Co. 89/09/21. Document Control 0 
Control Desk), lipp. 51384:352*51384 362. 

6909280098 Generic Ltr 69-20 to ell fuel eyefo licensees posse ssirg 
Ing formula quantities of SSNM re protected area long-term l'-oi<! 
end. 

MCCORKLE.G.W. Division of Safeguards A Transportation (Post 6^ 
Consolidated Edisotx Go. ol New York. tnc. t3pp. 5153 1107-5 163 1 l 



DOCKETED ITEMS 


171 


»qiOOS0250 Forwards BOdl inlo 10 Support lOCrnSOApp J 6x«mprion lo alow leaving 
pijqgod dufi'-.g Type A mtogratod leak raio test 
^^r-NELLDF Union Electee Co 89/09/29 Documoni Cooircl Branch iDocumoni 
U—OlD^Sk) 9pp 5M10 044 51^18 211 


-6910050251 Rer 12 10. Tech Spec for Furn sl ing.Fab'icarmQ & Oalivoring Roaefor 
* e JO L ref Fiaie for SN jPPS 

ThDMASEW Bechiel Group. Inc 1046QC151 Rl2 79/02/05 100pp. 51418053 
S1J18211 


R. Periodic operating reports & related correspondence 


0910190080 Monthly oporairg rept for SspI 1980 for Callaway Unit 1 W/891006 Itr. 
MCCANN.nj.. BLOSSER.JD Union Electric Co 89/09/30 6pp 5l54fi.363- 
51546 350. 


S. Reportable occurrences, LERs & related correspondence 


8910160123 Sj^fr IS corrected word ng to onci lo 090920 Itr supporting lOCFRSO.App J 
fiiemo'iOT 10 al 0« leak chase pltggmg dur.rg intograled leak raio fOSt 
^C'^hELLDF Union Eledrc Co 89/10/04. Document Conirol Brancfi (Docu'mon* 
a-l'OiDesk) 3pp 51556 307-51556 309 

8910200194 Discusses ccnial-^rnent J-.igh-range radalion monilo: deleclof calibr 
(tn‘:afionin response lo ulil 870129 Hr Schodu'o accopiDblo fer cniibr of doiociofs 
tnor To SiartcD from nem refuel ng outagexurrenfly schedu'od for Fall 1990 
HAN*iO^^JN Pro ect Oi.'flcforalfl Ifl 3. 89/10/16 SCHNEI.L.D F Unon Clccrnr Co 
■p 51565 343 51565 343 

M132S0185 Fofwa-dS CPs CPPR-IGD & CPPR-HO & 811221 & 031221 orders extend, 
infl ccnsi ccrrpififion date for Un t l 

AlEXION.T W. odee of Nue'ear Reaclor Rogulaton. D.reclOf (Posl 870411) 89/10/ 
i6 DOLGIN.JJ. Doign, Uolenson, Kto-n. Doniow & Nodifl 2pp 51603 315 
51603 335 


-8910250186 CPs CPPfl l39 8 140 for faci'il es aulhonzng appFcanl lo design & con 
s"jci proposed lacii ty 

BO’tO.Rs Division of Project Meoagemeot 76/04/16 lOpp 51603 317*51603 335 


6910160250 Generc Iff 89*21 to all heirtors of OLs A CPs lor nuclear power readers 
:cncernrg requesi for i.'ifo re stafuS of Imp lemon fa Iron of US< rugu romenls SvC lisf 
f '>cl 

PARTlOWjG Assocaio D'ector for P/OjOCis (Post 87041 ij 80/10/19 Coneo'idal- 
ed Ed.son Co cf New York. Ir.c COpp 5 1 622 000*5 1622 060 


6910130273 Generic Ltr 89 22 to all hconsoos Of OPoratinQ roaciors 8 bcldors ol CPs to 
Xiier'ia' lor nrreasud tool loads & plant aroa llood runolf doplh al I censed nuclear 
powc' c'ar.’s due lo recent change n PMP criteria Sve Jist oncl. 

PARTlOW.JG Associate Director for Proiocls (Posl 870411). 89/10/10 Conso'idat 
edtdsonCo cf Now York. Ire 39pp 51C22 060 61622 lOG 


0. Inspection reports, IE Bulletins & correspondence 


8909290170 Special Ropt 89- 10 on 890Bl0Jilih.yr mservico containment vessel london 
survollanco fa'iu'o idoniifiod Caused by void Gxisti.-'Q within tendon duct 
boundary Kumo tosts w (1 monlor conialnmeni to doted any polonlial dograrta' on 
BLOSSER.JD Unon Etectr;c Co 69/09/14 Document (Control Branch (Document 
Control Desk) Gpp 51360.139 51360 146 

0910030146 IER 89 Ol l OO.on Q90906,steain genoralor to lo level inp nmo delays re:n- 
siaiod w/o being verified oporob’e by performance of Tech Spec survei'lance 
requirement Caused by porsonnol error Procedure revised W/800927 Itr 
YOUNG.OF. OLOSSEH.JD. Unpn Eloclr:c Co 89/09/27. 6pp. 51363 050* 
51363 063 

6010030173 LFR 00 011 00 on e90905,ESF conlainment purge.conlrol room vo-nti’aion 
A fuel bldg ventilation isolations received Caused by ta-led i S volt dc power supply m 
Tram B ESF cftbinot.Powor Supply replaced 8 tosteo W/B90927 Hr 
HEiNLEtN.Ot. DLOSSER.JD Union Electric Co 89/09/27. Opp 51360.064* 


8910160272 LER 09*010 01 on fl90905.ESF conianmeni purge.conirof room vontlaiion 
& luel bldg voniraiion isolation actoaiions received Caused by failure of l5*vo:i dc 
power aupply.Faled power supply replaced 8 event discussed W/ 89 1003 lir 
H6 INLEIN.de, BLOSSER.J.O Union Electric Co 89/10/03 Opp 51513 134- 
5l5(3.f4( 


DOCKET STN.50-486 CALLAWAY PLANT, UNtT 2 


A. Appllcatlon/conalructton stage documents & correspondance 


09 10260 165 Fcrwofds CPs CPPR 130 & CPPR*140 & 81 1221 & 031221 ordo's oxiond 
ng const completion dale for Unit l 

ALEXiON.r W OHico of Nuclear Reacior Regulation. Director (Posl 070411) 09/10/ 
16 DOLGIN.JJ. Dolgln. Uei'onson, Klnn, Onniow & Nodill. 2pp 51603 315* 
51603 335 


6903010330 NRC Inla Notice 09 005, ' Potential for Stress Corrosion Crocking In Steam 
Ger-eraior Tube P'ugs Suppi ed by QSW.” Sve list ei'Cl. 

R05Sl.CE C vision ol Opefalio''al Evcnls Assossmonl (Posl 070411) 00/09/00 
Cc'-ioi daiod Ed son Co of New York. ?nc lOOpp 51349 100-51349.200 


-6910250166 CPs CPPR- 139 & 140 for fac iiHos eulhonzing applicant to design & con- 
struct proposed fdcil.ly. 

ROYD.nS O.vis'on ol PfO.ocl Management 76/04/16 lOpp 51603 317-51603 335 


8909061)204 NRC info No’ce 89 066, Quel.f caiiOn Life of Solo.no:d Valves “ Svu isi 
end 

flCSSi.CE 0 vision ol Operational Gvenis Assessment (Post 070411) 09/09/11 
Co“M' da led Ed son Co of Now York, Inc I05pp 5l337.005-5l337.i9;i. 

6310170309 Forwards Salety Insp Ropt 50 483/09*15 on 80U716 0031 Viclatinns 
no'.ed 

KNCP.flC. Region 3. OfC of iho D.fOCtor 89/09/15 SCHNELL.DF, Unort Einciric 
Co 2pp 51532 301*51532 317 

-8910170312 hsp Repl £0 403/00-15 on 090716 0031. Viotat ons noiod.Major areas 
I'.spocied norrout.r.e events plant operations. maint & survorianco A regional requosis 
DEFAYETTE.RW Region 3, Ofo ol tho Director 09/00/15. 15pi). 51532.303- 
51532 317 

89i(X)20247 Forwards Salety Insp Ropt 50*483/09*17 on 090821 -PD.No violal'Cns 
rcted 

GPEGER.L R Regon 3. Ofc of Iho D rector 09/09/22 SCHNEt.l.DF Union F.lociric 
Co 2pp 51365 006-51365 020. 


H. Qonerni correspondence 


0910260185 Fcrwarifs CPs CPPR* 139 A CPPR* 140 A 81 1221 A 031221 crdo.'s extend- 
ing const roirplct-on daio tor Unit I 

ALEXIOiN.T.W Ollice of Nuclear Ronclor Regulalon, D.reclcr (Post 070411) 00/10/ 
16 D(3LGIN,JJ DolQln, Ooilonson. Klein. Donlow A Nodifl. 2pp 51603:315* 
51G03.335 

- 0910250108 CPs CPPR 139 A HO for faci'ities authorising applicanl to des gn A con- 
eiruct propcsod facility. 

BOYD.H.S Uivison of Project Manago.moni 76/04/16. lOpp 61603 317 51603.335. 


DOCKET STN.50-498 SOUTH TEXAS PROJECT, UNIT 1 


F. Socurlly, modlcaf, emergency A fJre prolecllon plane 


-B3 10020261 Insp Repl 50 483/89*17 on 090821*25 No violations or dovat o.ns 
'KMedMa.of areas nspecled ctiomlsirv prog-'orn. ncljding 

^^Cijfes.Ofgari^aiicn. Ire n ng primary A secondary sys water QC programs A OA/ 
OC pro^am m lab 

FClTZManRO. SCHUMACHER.M.C. Regon 3, Ofc Of tho Dirocior 09/00/22. 
f-PP 51365:008*51365 020 


09^200010 NRC hlo Notes 09 068, "Evaluaton ol Inslrumunl Sotpoirhs During 
M^s ■■ Sve I St end. 

ROSS' .CE C,vi9io.n of Oporaiional Cvonis Assossirenl (Post 070411). 09/09/25 
Consc' dated Ed.son Co. of Now York. loc. lO0pp 51337.200-51337 304. 

Responds lo NRC Dulobn 00-011 re prossunzor surge Ino thermal 
sirai. icai.on Act on Ho-tis 1 a A b completed A l.d actions to stress A fatigiro ongo nq 
''''0^''nghcjSB Owners Group. 

^ Electric Co. 09/09/28 Documont Control Branch (Documoni 

U.-L*olDe8H) 5pp 51458 082*51450 006 


0M9258252 NRC Info Notice 89 0G9, “LOSS Of Thermal Margin Causod by Chanrol Box 
Sve I.S1 end 

Div-son of Operat.onal Events Assessment (Post 070411) 00/00/20. 
cense dsiodEdSonCo of New York, Inc 106pp. 51531.001*51531 106 


Nolicfl 09 070. “Possible indications of Misrepfosonlcd vendor 

Operational Events Assessment (Post 870411) 00/10/ ll. 
vonsoiioated Ed son Co of Now York. tnc. 1Q9pp 51631:1 18-51531 226. 

NRC Info Notice 09-071. “Diversion of RHR Pump Seal Cooirtg Water 
Recirculation Operation Following LOCA “ Sve kst enci 

Operational Events Assessment (Post 0704 ii) 89/10/19 
wrnso aai0d Sdiso'} Co of New York, Inc. 107pp 51531 227-51531 333 


8010050101 Forwards “Soulh Texas Projocl Electric Generating Station S te*Spocific 
Otfsito Rddiological Emergency Proparodnoss Prompt Alori A Nolltication Sys Indo- 
pondont Technical Reviow." Sys soHsfios staled roqui/omonis 
PLTERSON.GC Foderaf Emergency Managenwf Aoerycy. 89/00/22. TAYLOR.J M. 
Ofc of itio Execulivo O.foclor for Operations ip. 5141 1:156-5141 l;34l 

-8910050102 ‘ South Texas Projoct Elecinc Generating Station S:lo*Spocific Oflslte Ra- 
dolOG'cal bmorgoncy Preparodness Prompt Alert A Notifxalion Sys Indopondanl 
Techrlcel Review.” 

* Federal Emorgoncy Management Agency 09/08/21 105pp. 51411:157*51411:341. 


J. Insurance A Indemnity Information 


0910110104 Forwards unexecu'od Amend 6 lo Indemnify Agreement B*10Q. roflocting 
Increase In primary layer of nuclear energy liability Insurance provided by ANI A 
MAELU 

DICK.G F. PfolocI DTocloraio IV. 09/09/21. VAUGHN. G.E. Houston Lighting A Power 
Co 6pp 51460 047*51469.052. 


P. Operating license stage documents A correspondence 


8909280061 AppI cation for amends lo Licenses NPF.76 A NPF*00. deleting refs lo 
rad:al poakmg facioi repl in Toch Specs A referencing core oporat.ng limits repl. 
VAUGHN.G.E Houston lighting A Power Co. 09/09/15 (Document Control Branch 
(Documoni Control Desk) 9pp. 51340 330-51348.341. 

-8909280063 Proposed Toch Specs .do la ting ref to radial peaking facior repl A refer- 
encing core operating limits rept. 

■ Houston Lighting A Power Co 09/09/15. 3pp. 51348 339*51348 341 
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8910050340 Forv.a*(is &aio*y fr^auavcn lo dei©vt« ci d/natric cod rticp ieM.s«ai.c cod 
closrer ccnircl assemtiy (flCCAj Iasi & RCCA Delc^v Darh posihon moasu'Qmoni icsis 
based oo rev.ew ol oM 890750 si»bmiMal De'ahon accc?p’dbl6 
DiC^GF Ptcjcci Cteaofa’.e iv VAUGhm.G t Hou«»ofx Liqturg & Powq' 

Co 4pp 5145? Ml 5145? 147 

-8910050343 Safoty evabdVon te d6'6l>0"v o1 dynam c rod drop tp&l. s\&l*c lod 
con'fol ossombiy (RCCA) nrop & RCCA telo^ bark pos i on measu'emenl 
le&'s OgIoiiOo accepiabfe 

• Ol^ce L* Mucloa' Reacict RegJalon. C.ccc*Oi (Posi 6704 ttl 09/09/2 1 3pp 
51452 145 51452 147 

8909380098 Gftner.c Lb 89 20 \o a I (\iel eye'e licetiiiees poa&easiag. asag o< pcocQSS 
ng foerru'a quart! !-es of SSNM re pfOieciod area 'Ofig icrm hoosokeep ng SvC fi3l 
encl. 

mCCORKLE.Gv/ Oviisvonof Saf«g^*a<d^ S Tiansponatorx (Post 870-1 (3) 89/09/26 
Ccrtsol dalcd Edison Co o^ NOiv Vo-'k. 'nc 13pp 5l53l 107 51531 117 

8910100058 Respcrtds to Generc Lb 69 08 te etoSAOn/cofioStan induced pipe wall 
rhirn ng Planned program will meal NUWARC gu del nns 

nOSEN.SL Houston L-gntmg S Pownf Co. 89/10/02 DOCunioiil Conirol Branch 
(OocuTveni Control DesV.) 3pp. 51499 077-51499 0?Q 

0910160091 Terwards safoly ovaluaton accept r.p 681122 rosponsos to Genone Hr 89* 
It. "Rad Btvofx Embtrtfement oi Roactot vessel Metis & trrpaci on Piani Opotat ons ’’ 
Presani stated pressure/temp imis for RCS acccptabio fer 32 EFPY 
DICK.GF. Picjeci Dreclcrafo fV 89/10/02 VAUGhN.G E Houslon Lighting & Powo' 
Co 5pp 51523 233 51523 241 

-8910160093 Safety e/a’uabon co-clcdrig that present pressure/lemp 'imiis for RCS 
(or heatup.coo'dOAn.lcak test & cntce'iW va’id ilvougb 32 EFPY because (irniis con- 
form fo roQu remenis of lOCFRSO.Apps G & H 

' Office of Njclea.' Reaclor negu'anort. Oiroctor (Post 670411) 89/10/02 4pp. 
51523 230-51523 241 

8910160106 Adv.ses that ulii 680531 8 890309 responses to Generic Llr 88-05 fulfil 
requirements In lesporctng lo subi UtFindirg mat uW provided assutarce that pro- 
gram In place dea! ng w/bonc acid ‘oavace potentiaiy affecf'rg boundary noted 
DiCK.G F. Project Oi.'eciorate IV 89/10^4 VAUGHN.G E tfousion Lightirtg & Po»vg.' 
Co 3PP 51523 248-51523 251. 

8910170028 Advises lhai 800311 amerd request to License NPF -71. do! 0 t!rig Sanrol 
lance Roquiemoni 4 5 l id.wri no longer be retained as pend rg request NHC should 
be r.olif'Sd wiih n lO days of Hr receipt l uhl wish to proposed alfemai ve lo requosi 
DICK.GF. P/ojecI Oirectorato IV 89/10/04 VAUGHN.G E Ho'JSlon Lig’ilmg & PoiAier 
Co 4pp 51534 109-51534 112 

6910110271 Forwards Sjmmay ot 691003 meet-ng m Rogon IV Qfc re aciivilies aulhor- 
iZQd by Licenses NPF-76 8 NPF-80. 

WilhOAN.J L. Region 4, Ofc o) ihe Director 89/10/05. VAUGHN.G E Houslon Light- 
ing 8 Power Co 44pp 51473 331-51474 013. 

8910180136 Discusses pressure idSlmg of omorgoncy d:esef ge-neraior expansion 
seals Lit I tiemonsiraied seal integrity 59 oui of 80 omerger-cy d osel gorerators & 
concludes fracture mechan cs ana'ysis rema ns app'icable 

MCEURNETT.M A. Houston lighting & Power Co 89/10/11 Document Control 
Branch {Document Ccntrol Desk) 2pp 51545 355'51 545 356 

9910160146 Responds to G Dick request fo.' info re sovcral lirst refueling culdge CO-'n 
m.tment iiems 

MC0UBNBTT.M A. Houston Light-ng & Power Co 09/10/11 Document Corittol 
Branch (Document Conirol Desk). 5pp 5)545 243 51545 247. 

9910190069 Forwards Rev 0 lo "South Texas Ptoieci Eiecirtc Ooneraiing Station Unit 
1. Cycle 2 Coro Operating Limits Repi." per Tech Spec 6 0.1.6 
MCBURNPTT.M A Houston Lighting & Power Co 89/1()/1l Oocurroni Conirol 
Branch (Oocumeni Centro? Desk] 2pp. 51561.355 51561 361. 

-8910190076 Rev 0 lo “South Texas Projeci Electric Goneralng Stado.'i Uni i.Cyc’o 2 
Core Operating Lim.ts Rept." 

* Houslori UghTing 9 Power Co 89/09/15. 5pp, 51561:357-61561 361. 

6910190024 Forwards nonpropriaidry WCAP- 12370 9 proprieiary VVCAP* 12369. 
'10FTTR2 Analysis for Steam Generator Tube Rupluio for South Texas Project Units 
1 & 2." Analysis shows that cafeu'eted offsiie doses wiiMn NUREG-0800>SnP & 
lOCFniOO limi's. 

MCBURNETT.M.A. Houston LIght-ng A Power (-0. 89/10/12. Document Conirol 
Branch (Oocument Conirol Desk). 19pp 5l 558; 130-51658 241. 

-8910190025 Requests that proprietary WCAP- 12369. “LOnrTn2 Analysis lor Sloem 
Generator Tube Rupture for South Texas Projeci Units 1 & 2“ bo withheld from pub’ic 
d-sefosure (ref iOCFR2.7go|. Alfidavil end. 

WiESEMANN.fl A. Westinghouse Electric Corp. 89/09/22 MUflLEY.T. Office of Nu- 
clear Reaclor Regulation. Direclor (Post 870411). lOpp 51658 149-51558 158 

-8910190026 Nonproprietary ■■LOFTTR2 Analysis for Steam Generator Tube Rupture 
for South Texas Pro.oci Units i S 2 ” 

HOLOERBAUM.D.F. Westinghouse Efocinc Corp. WCAP- 12370 89/09/30 8?op 
61558.159-51658 241. 

6910190230 Discusses 890921 meeting In nagion IV ofc re aciivil‘es auihon^ed under 
Licenses NPF-76 & NPF-80.Vjewgrapns end. 

MILHOAN.J.L. Region 4. Ofc of the DTector 89/10/12. VAUGHN Q B Houslon Llohl- 
ing & Power Co. 16pp. 5)658 290 51558.305. 

8910250161 Requests d-screlionary entorcomer»i of Tech Spec 3 0 3.1 lo a'low contin- 
ued operation o1 fac-hty in Mode 3 for 72 h beyond expiration of In-lial action stale- 
meni. 

QfEWNfNG.R.W. Houston Lighting 8 Power Co. 09/10/12 Document Control Branch 
(Document Conirol Desk) 3pp. 516)4 038-61614.040 

8910250233 Acks granting of enforcement discretion on B9lOl2.providing temporary 
rel.af from provisions of Tech Spec 3.8 3.1 to allow operation in Mode 3 Tot no more 
lhan 72 h from 3.33 pm on 89)012 w/25 LVA Inverter /rectifier out of sve 
MAIJTl^N.R D. Reg'on 4. Ofc of Ihe Direclor 89/10/13. VAUGHN.G.E. Houslon Light- 
ing 8 Power Co. 4pp. 5 )603: 1 37-5 1 603; 140. 


8910200081 Advises that TAC 67802 shou'd bo changed to 6?872 i.t tr 
memo . . . . _ _ 

DICK G F Projeci Di'eclo.'aio V' 09/lO/l6. VAUGHN.G E Hous'Dn 
Co 4pp 51576 315 51576 318. 

8910230112 Discusses engincor profu'isionQ'ism n ccrnplotT.jj ss'er,,'- 
valve survei'-ar'.co Uisls prior lo inking Ur.it 1 rrtica ( 
cuiago Suspic ons ro oqu-pmnnl malfunction confirrnoU & repairs na:e 
MAHTiN.ro Region 4. Cfc of Iho D.rcclor 89/10/) 6 VAUG^-NGe ^ 
mg S Power Co 4pp 51577 334 51577.337 

0910160250 Genone Llr 8U 2I to oN holders of Oi.s & CPs fornue sa-cjf 
COricibtMrvg request lot mfo to yUiUis of irpplQmonlaiiOh of USl 
enci 

PARTl.OW.JG Asaociato Oiroclo.' for Projocis (Post 870411) 89/!Vi: 
6dEU“tioi\Co of Now York. Inc GOpp 51622*000 51622 01)8 

0910180273 Oonofic Lfr 89 22 lo iiM licensees of opo'ai ng rod dors 6 hr.;; 
poionf'fti for mcfoased rooi tootls & p'ani area 1 !ck)c 1 runolf 
power plants due to roconi change In f>MP cnlorio Svo list one' 
PARTLOW.JG. Associate Director for Projocis (PosI 870411) 39/l0;i: 
ed Ed son Co. of Now Yotk. \oc. 30pp 51622 069 51622 t06 

8910250349 Forwards Rol.of Requests 44 & 40 for plonl reaclor nea^ v? 
requests inai vowos bo oxotclsod toi or^rabLiiy only donng cedyj 
cljdo poss.b-i ly of ovofprossu.'i/alion of downs iroani pSp ng 
MCGllRNETf.M A Hoiislor> Lighl-ng & Power Co. 00/10/19 Coc.,' 
Branch (Oocumeni CchWOl Dosky 4pp Gl 60/. 302 -bl 607:305 


0 . Inspachon reports. )E BuUellna & correspondence 

8909010338 NRC Info NotiCO 89 065. "PotoniiHl for Slrnes Corrosici C-a: 
Generator Tubo Piugs SuPPLod by B&W " Sve fisl oncl, 

ROSSI.CE Division of Oporahonnl Events Assossmoni (Posi 67Cil 
ConsoJidaiod Edson Co of Now York, Inc I00()p 61340.100 5134320$ 

0909060284 NRC Info Noiico OD 086, ' Oiralificfltion l.ifo Of 5o!cnoi? Va' 
end 

ROSSI.CE Division of Oporot.onol Evonis Assosamonl (Post 07C«i 
Conso'icfatod Edison Co. of New York. Inc 105pp. 51337 095 5133/ 199 

8909290225 Forwards Insp Ropls 50-408/0D-37 & 50-409/00 37 on 69( 
liOns notod No citation issued per SocLon V.A of NRC on'orco'non: po.c 
MlLHQAN.J t Proioci Ouociotftto IV. 6Q/0Q/22. VAUailN.QE Pxv- 
Power Co 3pp 51360 033-51360 044 

-6909290230 Insp Rcpls 50-400/ 60-37 & 50 400/00-3? on COCii'. 
noted Major areas inspociad progrdnis for conirol of N'OE activ.i as & Cv. 
mods activities. 

OlLQERT.LD . WaiElLL.W M.. QARNES.l Roylon 4. Ole of •■K5 O'k: 
Opp 51360 036-51360 044. 

6909200010 NRC Info Nokco OO Cfift, “CvalUftliOh 0l InsVuiWA 55' 
Motfs.*' Sve lisl oncl. 

ROSSI.CE D-vis:on of Opurational Evonla Assosemoni (Posi 07 C41 
ConsoHdaiod Ed son Co oi Now York. fnt. lOCpp. 5 133 / *.200 51331 3C4 

0910030541 Forwards Insp Ropts 60 490/00 30 A 60-4l)0/8n-30 on 6901 
lai ons Of dev'ailoris noiod 

MILHOAN.J L Region 4. Ofc ot itio Diroctor. 00/09/20. VAL'GMNGE I 
mg & Power Co. 3pp 51300.221-51.100 240. 

-8910030544 liisp RopIs 50 408/69-30 & 50 409/00-30 on 030fl3l-3l 
noiod.Majof aroos inspoctod p’ant sialus.onsilo followup cf p'a.^l e 
acLoh on praytous insp tinriings & propnrahon lor rotuuling 
HOLLER.E.J. Region 4. Ofc of Iho t)lrocior. 60/09/20 P6pp 5I3W7 

8910030523 Forwards insp Ropts 50-400/00-33 A 6O-409/89-33 cn hit 
Hons noied.bul no Cilalloris w.ll be issued, per NRC policy. 
MILHOAN.J.L Region 4. Ofc of Iho Oiroctor. 89/00/27. VAUGHN.G E i 
mg & Power Co. 3pp. 51307:200 51387:221. 

-8910030527 Insp Ropis 5O'4O0/0O-33 & 50-409/80*33 on 693321- 
noiod. Major areas inspociod sioam generator primary manway boi^fl 
ferns & insorvico msp aclivihes. 

MCNEILL.W.M., BARNES.I. RoflOn 4. Ole of Iho D.iccIO'. 6^' 
61387 212-51397:221. 

8910030547 Forwards Insp Ropis 50-498/80-35 S 50.409/89-36 on 6 3 
of violafon 

MILHOAN.J L. Region 4. OJe oJ tho O rnclOf. 00/09/26. VAUGH.N.G E 
mg A Power Co. 3pp. 61309:209 51300:283. 

-6910030661 Not co of violat on from insp on OOOOM-lG.ViC'alon i 
Vafves 1-XWL-0392 8 l-XWL-OjnO nol closed por slops 4.3 0 i 8 ^1' 
duro 1PCP13.WL-0007, "Waslo Evaporator OporaUons ” 

• Region 4. Ofc of iho Director. 09/09/28. 2pp. 5 1 309:2 7 2 51339 273 

-89100303S4 Insp Ropts 6O-4go/09-35 S 50 400/00-35 pn 89031 
noted. Major areas inspected madvortenl radioacfive conlarrilnaiion o' O' 
iarv steam sya condensate return tJOw path & inoroanica l»asin 
HUNTER.O n . KELLEY.0.1. . GARRlSON,O.L. Rogloh 4. Ofc of no 0 
26. 1 0pp. 51389:274-61309:283 

8909250252 NRC Info Nollce 60 069, "Loss of Thermal Marg'n Caused « 
Bow." Sve list encl. 

ROSSl.C E. Division of OperaiionBl Evente Assossmonl (Post 070^ 
Consolidated Edison Co. of Now York, Inc. I06pp. 51531:001 *5 1531: i0 

8910100115 ff^lotms «vaL Insp Repia 50 498/09-21 & 60-409/00 21 can: 
insp rept will be Issued. 

MILHOAN.J.L, Rog on 4. Ofc Of Ihe Director 89/09/29. VAUGHN.G E 
Ing & Power Co 2pp. 5U0v325-5l461.326. 
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Reai0f»4 OfC of Ihe Oirecior 89/09/20 VAUGHN.G G Houston Lujhi- 
JPP 51453.JM.5.459 ?59 

,9,0110218 fc-varts Insp flPPIs 50 400/89.31 & 50.499/69 31 on 890BI4 ?5 No v.o. 

iV^H/-S'N"jt'fiPo’on°4'oic ot iho Oifoci^ 89/10/05 VAUGHN.G e Houston Llshi. 
J^ji Pp-Vi Co 4PP 51475 097 51475 112 

•anun??! ’nsD Repts 60-498/09.31 & 60 490/09 31 on 690814.25 No v:olat.on8 or 
inspected radiation proioction acrnutes associafed w/ 

fi“-KEVso5;’L^'^^0^ER.R£ nog:On 4. Otc of iho DifOClOf 09/09/28 22pp 
51476091-514/5^2 

89100*0381 NRC Ir.'o Nctice 69 070. "PossiDlo indicalions of ViSff>p,'osonipd Vof'do/ 

E ^C^^'son^of Operational Events Assessment (Post 8/0411) flg/t0/ii. 
a^i)-.catGdWnCo ofNewYotk.lrc 109pp 5l63M 10-5i63l 226 

*910180354 Responds 10 v:Ola1ions noted in Insp Repls 50 408/09 36 A 50 499/09- 
'IsCoaec’ve a^bonsT.eat input paramoSors for weldmg porformod by const & mani 
dTpts to be rr.o-n.iored on su-vo l'anco baS'S & olocirodos removed from irccrrecl 

?r5rpjSL Houston Lichimg & Power Co 09/ 10/12 Document Control Branch 
lOXurent Control Desk) 0pp 51536.285.51636 272 


8310230172 fonvards Sys Entry & Rolost Team Insp Hopts 50 498/89 29 A 50-499/G9. 
29 on 89091 M 5 No viciations or deviations noted 

w ' HOAN J L Region 1. Ofc of ihe Oirociof. 09/10/16 VAUGHN.tl E Housion Ligtii- 
4PP 51570 009 51570 021. 


-8910230 1 74 Insp Repls 50-490/69 20 & 60-499/09.29 on 090911.15 No vlnletons 
nc*«J Major areas mspected sys entry relesis in areas of rr.ocls.lomporary mods & 

rrj r.l act/v ties _ . . ^ 

VIRPHYME. BUNDY.HF. AZUA.RV Hogion 4. Ofc o1 Iho Dirocior. 89/10/12 
9pp 51570013 51578 021- 


.•8910050102 "Soulh Texas Pro.cct Electric Goneratmy Station Silo Specif c OMSiie Ra- 
Tochn^al Preparedness Prorr.pj Alert & Not-tication Sys Indopendenl 

• Federal Emergency ti/anagomeni Agency 09/00/21 I85pp 51411157 51411341 


J Insurance & indemnity Information 

0910110104 Ferwards uroxecuted Amend 6 to Indornnty Ag-eemenl B-108 rofiuctmg 
MAEL ^‘^Ciear energy i-adil ly insurance prov.dod by ANI A 

DICK.G.F^ Project Directorate IV. 69/09/21 VAUGHN.G E Houston L ghung A Power 
Co. 600 5 468n47.«iiiiAftn<;Q ^ « 


P. Operating license stage documents & correspondence 


'«■ uT-enus lo Lice.nses rrMi- zo & nhi- ■ bo.ao'oii.'-.a refs to 
Specs A referencing core cperaimg l mils repi 
VAUGHN.G E. Houston Liqhimg A Power Co 89/09/15 Documenl Controf B'sneh 
(Documoni Control Do8l<) 9pp 51340 330 61340 341 


~8909260063 Proposed Tech Specs.deietmg ref to rad-al poaking factor repi & refer- 
one r>g co/o operairng f m.ts rept 

• Housion Light ng A Power Co 89/69/15 3pp 51348 339 51340 341 

0010050340 Forwards satoN Ova'uaiion re dolelio.n cf dynarric rod drop lest. static rod 
Cluster conifol assembly (RCCA) test A RCCA below bank pos.iicn m-eas-remBni losis 
based on rov.O‘,w of ulii 890720 suhmitai Deletion acceptable 

DICK.GI Prcmcl Direciorate IV. 09/09/21 VAUGHN.G E Houston Lighlno A Power 
Co -fpp 5 f-f6P 14 1 -5 1452 f 4 7. ^ ^ 


-8910050343 Saioty evaluators ra deleiion of dycamc rod drop losi. static rod cluster 
control assembly (RCCA) drop A RCCA bolow bank pos-iion measurement 
tests Oeieilon eccoptab'o 

Office of Nuclear Header Hoguialion. Director (Post 870411 ) 89/09/21 3dd 
51452:145 51452 147 k pm 


S910260147 Fonsards Insp Repls 50 408/09-34 A 50 499/09 34 on 5909 1D 22 A not:co 
cl vic!aMoo _ . 

V lhOAN JL Regon 4. Ofc ol ihe O rocior. 69/10/18. VAUGHN.G t‘ Houston Light 
eg A Power Co 5pp 51617 084-51617.111 

-8910260150 Noi-ce of vio'at'On from insp on 09U916 22 Violations noiod.wiros con- 
fi-TCiBd 10 lerm'ia} b'ock insMe mDto>’- oporotod valvo AfSl-AfOV-OWDA found benf 
a'ea'er mao mir» bend radius a’lowab’e. 

^ Reason 4. Ofc of die Diredor 69/10/18. 2pp. 51017:089-51617.009 

-8910260151 Ir.sp Repts 50 458/69 34 A 50 499/6g.34 on 806918.22. Viclat.ons 
ncied Major areas .nspecied prog'ams implomontotj lo ensure comp:i8nco w/otjup 
nr.enl Qua'i^calon requroments COhia nod in lOCrn60.40, including p.'ocuromont A 

STETKATF. Region 4. Ofc ol fho Diroctor. 89/10/17. 21 pp 51617 091-51617. H l. 

8910130014 NRC Info No'ce 89.071, •O.vorfilon of RHR Pump Soal Cooling Water 
Fic# Djnng Recirculaiion Operation Following LOCA ” Sve liSI one! 
fiCSSl.CE Division ol Operaiional Events Assossmoni (Posi 070411) 89/10/10 
Consolidated Ed.son Co. of New York. Inc. I07pp. 51531.227-51531 333. 

8910260049 Forwards fnsp Repts 50 498/89 3B A 50 409/09-30 on DOOOOl-30 A ngiico 
volaLon 

W >0AN.J L Region 4. Ofc of the Director. 09/10/19. VAUGHN.G.E. Houston Light, 
ing & Power Co. 4pp 51627.041-51627 067. 

-8310260057 Notice of violaiion from insp on 090901-30 Violallon nolod oporalor foiiod 
13 forow safety-refated Proceefure OPOPOa FN-C003. •puo: Transfor Sye.” Rov 
0 Steps 7.1 a A 7 2 9 during operaiian ol Unit 1 fuel handling. 

• Region 4. Ole of the Director. 89/10/19. Ip. 51 627:046.5 162?;045. 

-8910260067 Insp Repts 50 490/09.38 A 50 499/89-30 on 803001-30. Violation 
nc Gd Major areas inspectod.plant siatus.onsito followup of plant ovonie.onaiio follow- 
up of written repts ol nonrouime events A monthly moint obsorvailons 
Wi-LEfl.E J Regon 4. Ofc of Ihe Dircclor. 09/10/16 22pp. 51627.040 51627.067 


8909260098 Gonoric Ltr 89 20 to a'l fuol cycle hcenseos possessing, using or process- 
ing formulo quantities of SSNM ro protected area lorxg-lerm housekoop no Sve list 
end 

MCCORKLE.G W. Division of Safeguards A Transporlat on (Post 870413) 89/09/26 
Consolidated Ed son Co of New York, tnc 13pp 51531 10? 51531 117 

8010100056 Responds lo Genone Ltr 89 00 re cros on/corrosicn induced pipo wall 
thinning Planned program w.ll mool NUMARC gjidel-nes 

ROSEN.S.l. Houston Llghhng A Power Co. 09/10/02. Oocum.ont Ccntrol Branch 
(Oocumoni Control Desk). 3pp 51499 077-51499 079. 

0910180091 Forwards safoty OvaUat.on accepting 681122 responses to Gor.cnc Ltr 88- 
1 ». “Radailon BrrtbftWemoni of Roaclo: Vessef Mails A Impact on Ram Oporaiions " 
Prosonl slftiod pressure/ temp i mils for RCS accoplab'o (or 32 EFPy 
OICK.G F. Pfoicci Oifoclorale 1V 09/10/02 VAUGHN, G.E Houston Lighinq a Power 
Co 5pp. 51523:233-51523.241. 

•♦6910160093 S&foly evaluation concluding that present prossu'e/lomp limits for RCS 
for hoaiop,coo*down.loak test A cntica'ily valid through 32 EFPY because hmis con- 
form to requiremenls of lOCFRSO.Apps (j A H 

* Off-co of Nuclear Reactor HegjUlion, Director (Post 070411) 89/10/02. 4pp 
51523 230 51523:241. 

8010110271 Forwards summary of 091003 moelng m Region IV ole re aciwitics s-jlhor- 
izod by Licenses NPF-76 A NPF 80 

MILHOAN.J.L. Regon 4, Ofc ol ihe D rector 09/10/05. VAUGHN.G E. Hcuslon Lighl- 
Ing A Power Co 44pp. 51473 331-51474 0l3. 

6910190024 Forwards nonproprlotary WCAP- 12370 A propnaiary WCAP-12369, 
“LOFTTn2 Analysis for Steam Generator Tube Rupture icr South Texas Project Units 
1 A 2.” Analysis shows that ca'culaied offsiio doses with.n NUREG-Oeoo.SRP A 
1OCFRI00 limits 

MCBURNETT.M.A. Housion L.-gblmg A Power Ca 09/J0/J2 Oocumoni Control 
Branch (Document Control Desk) 19pp. 51550 130 51558 241 


R Periodic operating reporta & related corresporidence 

opefaf'ng repts for Sept 1989 for South Texas Project Elodnc 
Genefaino Station Units 1 A 2 W/8DJ0 13 ltr. 

w l°pp'5i*g24^130’5i624^H4^^^^^ ^ Houston LiglUing A Power Co 80/09/ 

S. Reportable occurrences, LERb & related corroapondence 


-8910190026 Requests that proprietary WCAP-12369, ■‘LOFT7fl2 Analysis for Steam 
Generator Tube Rupture tor South Texas Projed Units 1 A 2" be withhold from public 
d-sclosuro (ref 10CFR2.790} Aft dav.1 end. 

WIESEMANN.HA. Woslinqhouso Elecinc Corp 89/09/22 MURLEY.T. Office of Nu- 
clear Heacfof Regu/atfon, Oreefor (Post 8704 1 f). rOpp 5 1558. 149 5 f 558 158 

8910190026 Nonproprielafy ■‘LOFTTR2 Analysis for Sieam Generafor Tube Rupture 
for South Texas Proioci Units 1 A 2." 

HOLOERBAUM.D F. Wostinghouso Eleciric Corp. WCAP.12370. 09/09/30. 82pp 
61558:169-51558 241. 


^^re^operSmg^^^^s^^ 69fG03 mgt meeilug w/ulil m Rog.on IV ofc to discuss 
5^1364 3n®5^13e4'’3P2‘^ 0;redor. 80/09/26. Region 4, Ofc ol llio Diredof. 


*^ocaa6(iranSSh' failure of standby d,03el gonoraior 

chSwafort oporalor to read correct instrument prior to syn- 

p w u Synchronisation procedure revised, 

(0«umeot Oocumoni Conlrd Conch 


8910190230 D.scusses 690921 meeting in Region IV ofc ro activities Buthori2od under 
Licenses NPF-76 A NPF-eO.Vicwgrapns end 

MILHOAN.J.L. Reg on 4. Ofc of the D.rector 89/10/12. VAUGHN.G E. Houston Light- 
ing A Power Co. IGpp. 51558 290-51558 305 

8910230112 Discusses engineer profosslonaLsm in completing safety inieclion check 
valve surveillanco tests prior lo taking unit l critical alter first refuei-ng 
oulage.SuspIclons lo equipment malfunction confirmed A repairs made. 

MARTIN.R.D. neoion 4, Ofc of the Director. 09/10/16. VAUGHN.G.E. Houston Light- 
ing A Power Co. 4pp. 51577 334-61577:337 


OOCKET STN-50.499 SOUTH TEXAS PROJECT. UNIT 2 

f- Security, medical, emergency A fire protection plans 

0^49^Radiofoaff Projocl Electric Gonerai-ng Siallon Site-Spec 
Wfkteni TechnCai Preparedness Prompi Alert A Notification Sys In 

PEtTr^N G C staled requVomonis. 

OfccftheExecuiivarSlAMA?^???'^ Management Aaency. 89/09/22. TAYLOR.J 

« executive Direcior for Operations, ip. 51411 : 156 . 5141 1 . 341 . 


8910160260 Generic Ltr 69-21 to all holders of OLs A CPs for nuclear power reactors 
concerning requoal for Info re status of impiemenlat:on of USI requiremenls Sve list 
ortef 

PARTLOW.J Q. Assoclato Director for Projects (Post 07041 1). 89/10/19. Consolidat- 
ed Edison Co of Now York. Inc 60pp. 51622 009-51622 060 

0910160273 Generic Lir 89-22 to all licensees of operating reactors A holders of CPs re 
polontial for increased roof loads A pfani area flood runofi depth al l-censed nuclear 
power plants due to recent change In PMP cnlo/ia.Svc list end, 

PARTLOW.J Q. Associate Director for Projects (Post 8704 ti) flg/TO/i9. Consofidai- 
od Edison Co of Now York. Inc. 39pp 61622:069-51622:106 


174 DOCKETED ITEMS 


B9f0260349 Forwards Re'iol Reqoosis 44 $ 49 for pidnt reactor head ver^t valvos U(l 
requests that valvos be oxercised for operabijty only during cold shutdown to pro 
c.’iide possibi ity of ovorp/essun^af on of cownsheam pip rg 

MCBUnNEn.MA Houslon Lichti.':g & Power Co 09/10/19 Oocun*.0ni Control 
Branch {OoCumoni CcnUcI Desk} 4pp 51607 302-51607 305 


0. inspection reports, IE Puffetins & correspondence 

B90-90 10338 NRC Info Notice 69 065, Potential for Stress Ccrfoslon Crack ng lO Sleam 
Genofalcr Tube Piirgs Suppl ed by Q&W " Svc 'iSl onci 

ROSSt.CE O-v.SiDn. o* Opers' Cnal Events Assosstnom tf’osi 870411) 09/09108. 
Conso'idaied EdisoD Co O' New York, .'nc 108pp 51349:100 51349 208. 

8909060284 NRC Ir.^o Notice 89 066. 'QaaMicaVon L-‘e at SolonoW VslvOS *’ Svc Usi 
encl. 

ROSSi.C.E. Division of Operational Evonis Assessment (Post 870411) Q9/C9/ti. 
ConeO- tlalodGdisoaCo o( New York. tiK. I05pg 51537 095-51337 19Q. 

3909290225 Forwards Insp Reprs 50-490/89 37 & 50 409/69-37 on 89001 1 -15 Vioia 
bone roted.No crtabon issued per Socicri V A pf NRG ealorcemeai poV;y. 
WilHOAN.JL. Pro.ect Directorate IV 89/09/22 VAUGHN.GE. Houston Lighting & 
Power Co 3pp 5l360 033-51360 044. 

-3909290230 fnsp Repis 50 498/89 37 & 50 499/89 37 on Q9091M5 Vio'aliona 
r.olod Major areas nspeclod programs lor ccnirol of NOE activities 3 design changes/ 
mads activities 

GlLBERT.L D. MCNEILL.WM. BARNFS.t Rogon 4, Ofc of the 0 rector 89/C9/20 
Gpp. 51360 036 51360 044 

8906200010 NRC Info Net eo 69 069, ' Evalual'On of Inslrurreni Sotpo'Ols During 
.Mods *■ Svc i.st enci 

nOSSI.CE Oivison of Oceraiionai Events Assessment (Post 8704 n). 89/Q9/26 
Conso'idated EdiSen Co. of New York, me l08pp 51337:200-51337 304 

8910030541 FoAvards Insp Repfs 50 499/09-30 & 50 499/09 30 on 890001 3l No v.o- 
talions or deviations noted. 

MILHOAN.J L Region 4. Ole of Iho Dredor 80/09/26. VAUGHN.G E Houslon Llghl- 
ing & Power Co 3pp. 51390 221-51390 248 

*•8910030544 insp Repfe 50 498/89 30 8 50-499/89 30 on 89060 1-31. No violations 
notod Major areas inspociod p'ant siatus.onsite followup of p'ani evonis.-'icenseo 
aci'on on previous msp hnU ngs & pr^aralion for refuoi ng 

HOLLER.EJ Region 4. OfC of tho £)ifGCtef 89/09/26 25pp 51390 224 61300.248 

6910030523 Forwards Insp Ropls 50 490/69 33 8 50 409/09-33 on 69082 1-25. Viola- 
tions noied.buf ro c tai'ons w.ll be issjed, per NRC poLcy. 

MItHOAN.j.L nofl.on 4. Ofc of me O rocior 89/09/27 VAUGHN.G E Houston ughi- 
mg & Power Co 3pp 51387 209-51307 221 

-B9 10030527 insp RepIS 50-498/89 33 A 50 409/89 33 on 800021-25. Violations 
noted Major areas hspoctod sieam generator primary manway bolting removal prob 
lems A Inserviio insp aciiv.iios. 

MCNEILL.WM. BARNES.l Region 4, Ofc of the Oroctof. 09/09/22. lOpp 
5I387!212-51387:221 

6910030547 Forwards Insp Rcpls 50 498/6D 35 A 50-409/89 35 on 890014-18 A notice 
of vomiion. 

MILHOAN.J L Hog on 4. Ofc of the D.»ector. 09/09/20. VAUGtIN.G E Houston Liflhl- 
ing A Power Co. 3pp 5 1309 269 513B9.283. 

-8910030-5S1 Not CO of violation fiom insp on 8908l4-16.V!OMlion noted: Marvjdl 
Valves 1-XWL 0392 A 1-XWL 0340 noi closed per steps 4 3 6. l A 4 3.6 4.b ol Proce- 
dure 1PCP13 WL 0007. "Wasie Evaporator Operations.” 

' Flag on 4, Ofc of the Director. 89/09/28 ?pp. 51309 272-51389.273. 

-8910030554 Insp Repls 50 490/89-35 & 50-409/80 35 on 890814-10 Violation 
noted. Major areas inspected madvorteni radioactive contamination of portions or auKil 
lary steam sys condonsato return rtpw path A lnorgan‘cs basin. 

HUNten.O.R . KELLEY.D.L . GARRiSON.D.L. Region 4. Ofc of the Director. 89/09/ 
26- lOpp 51389 274.51360 203 

BOO 9260252 NRC Info Nonce 89-C69, “Loss of Thermal Marg n Caused by Channel Bon 
Bow." Svc fist encl 

ROSSl.CE O.viSion of Operafional Events Assossmeni (Post 670411) 89/09/20 
Consoiidaied Edison Co of Now York. Inc I06pp 51531 001-51 531 106. 

8910100115 Informs that Insp Ropts 50-498/69-21 A 50-409/80-21 canceled A that no 
Insp repl will be issued. 

MILHOAN.J L. Region 4, Ole of the D reclor. 89/00/29. VAUGHN.G E. Houston Light- 
ing A Power Co 2pp. 61461:325 51461.326 

89 10100129 Ack receipt of 090914 Itr informing NRC of stops taken to correct viofations 
noted in Insp Repis 50-498/89- 1 7 A 50-490/89-17. 

MILHOAN.J.L. Region 4, Ofc of the Oirocior 89/09/29 VAUGHN.G E Houston Lrotit- 
ing & Power Co. 2pp 51458 254-51458 259 

6910110216 Forwards Insp Repis 50 498/89-31 A 50 499/89-31 on 890814-25.No viO- 
I aim ns or doviaiions noted 

MILHOAN.J L. Region 4. Ofc of the Director. 89/10/05. VAUGHN.G. E. Houston Light- 
ing 8 Power Co 4pp. 51475 087-51475.1 12. 

-8910110221 Insp Repis 50 498/89-31 A 60 499/89-31 on 890814 25.No violations or 
daviabons noted Major areas inspected: rad-aiion protection activities associaiod w/ 
current rofuGlmg outage 

FliCKETSON.L 1., BAER.RE Reg‘on 4, Ole of tho Director 69/00/28 22pp 
61475 091 -51475:1 12. 

6910040361 NRC Info Notice 89 070. "Possible Indications of Misrepresented Vendor 
Products ^ Svc l-sl end. 

ROSSI.C.E. Division of Operational Events Assessmeni (Post 870411). 89/10/11. 
Consolldaled Edison Co. of New York. fnc. I09pp. 51531:1 10-51 531 226. 

6910180354 Responds to vtolaiions noted in insp Repis 50*498/69*36 A 50*499/89- 
3 6. Corrective actions heat input parameiora for welding performed by consl A maim 
depis to be monitored on survei'lenco basis A olecirodes removed from incorrect 
oven 

ROSEN.SL. Houston Lighting A Power Co 89/10/12 Oocumenl Control Branch 
CDocumonI Comrol Desk). Bpp. 51536 265-5l536;272. 


6910230172 Forwards Sys Entry A Reiest Team Insp Repis 50 493/59 
29 on 66091 1-15 No vrolat.ons or deviations noted 
MlUlQANJ L Region 1, Ofc Ol the Oirocior. 89/10/16 VAUGHN.Q 
ing A Power Co 4pp 51578 000-5 1578.021 

-8910230 174 tnsp ReplS 60-498/ 69- 20 A 50 499/09 -29 on 
nofed.MaJor areas Inspected sys entry rotasis in areas of mod^ ic 
ma nt aciiv.iies 

MURPHY ,ME., QUNOY.H.F , AZUA.RV. Roqon 4. Qlc cl ihe 0: 
9pp 51578 013*51570:021. 

6910260‘147 ForwateJs Inap Repis 50-498/89 34 A 50-499/89 34 im 89 
of v.-o’ation 

MILHOAN.J.L Region 4. Ofc of lha Dirocior 09/10/10. VAUGHN.G 1 
Ing A Power Co. 5pp &1617 084-51617 1 U. 

-8910260150 Noiico ol violation from insp on 890918-22 V‘0'a!io*j 
neciBd 10 terminal block inside motor- operated valve AlSl-MC/J-C- 
□roaier man min bond radius allowable 

^ Reg on 4, Ofc of iho Oi/eclor. 89/10/18 2pp. 5t6l7 069-51B17 09< 

-0910200151 Insp Ropls 50.498/89 34 A 50-499/89-34 on 8993 
noLod.Major aroas inspectod.programs implamenled to cr.scro cem 
morn qualification roquiremonis coniainod rn lOCFRSO.AD.i'idufnj 
manl. 

STETKA.T-f. Region 4, Ofc of iho Director 89/10/17 21 pp 5i6i 

0910130014 NRC Info Nolice 09-071, "D. version ol RHR Po.tp Se 
Flow Dur.ng Reci/culalion Operation Following LOCA" Svc I131 enc 
ROSSl.CE . DiviS'On of Operalional Events Assessment (Post 67/ 
Consoiidaiod Edison Co of Now York, fnc f07pp. 5i53i 227 5153i : 

8910260049 Forwards Insp Repts 50-498/89-30 A 50-499/89 38 on 64 
of vioieiion. 

MU HOAN.J L. Reg'on 4. Ofc of ihe D rector 09/10/19. VAL'GHNGl 
inp A Power Co 4pp. 51627041-51627:067 

-6910260067 Insp Repts 50-498/60 38 A 50-499/69-36 on 690< 
noted Major areas Inspoctod.plant status. onslie lo'lowup of p'ant eve 
up of wntlen ropls of nonroutine Ovenis A monthly mai.nl obsenvaticni 
HOLLER.E J Region 4. Ofc of the Oirecior 89/10/16 22pp 5162 


B. Periodic operating reports A ratated cor reap andence 

8010260201 Monthly operating ropts for Sept 1980 for Soutn Tonai 
Generating Station Un.ts 1 A 2.w/&9i0l3 Itr. 

JORDAN.? J , KENT.AP-. MCBURNETT.M.A. Houston ligh'ing A P 
30. I5pp 51624:130-51624:144. 


S Reportable occurrences, LERs A related correspondence 

8910030061 LER 69 019-00 on 800623, reactor trip occurred duo to tu 
water iso'ation valve during partial stroke lesling Caused tv la j*o * 
Hon valvo control cTcuiLTroubleshoolIng performed W/B90d22 Hr. 
AYALA.C. CHEWNING.R-W. Houston Lighting A Power Co 
51363 053-51363.057. 

8910020169 Notiticallon of 891003 mgt meeting w/util In Region r 
recent oporatlng events 

HOLLER.E J. Reg'on 4. Ofc of fhe Direcior. 89/09/26. Region 4. C 
2pp 51364:311-51364:312. 

6910040297 LER 80 020 00. on 89O029.aH three operating ttrbiro 
pumps mppad. Caused by momentary interruption of control power ic 
ovorspeed proiecbon circuits due to talluro oi inverter W/ 890 92 9 l.r 
AYALA.C, ChEWNING.R.W. Houslon Lighting A Power Co. 

51391 014-61391:018. 

8910160050 LER 89 02l-00;On 8 9 090 5. reactor inp A auxiliary foedwr 
occurred Caused by defective pump 22 spoed centre 1 
conneclor.Defective card edge conneclor repared A card 
checked W/891005 Itr. 

AYALA.C. CHEWNING.R.W. Houston Lighting A Power Co. 

51513074-51513.078. 

8910270113 LER 09-O22'OO.on 09091 9.0 vertomp delta temp 
occu/red.resulting In reactor iripCaused by lurblna setpoinl desk 
small temp deviations Runback leaiure disabled A ana'ysis pa.io'm 

AYALA.C. CHEWNiNG.fl W. Houston Lighting A Power Co 

61636:029-51636 033. 


DOCKET STN-50 S0e WPPSS NUCLEAR PROJECT, UNIT 3 


A. Appllcallon/constructlon stage documents & correspondence 

6909280098 Generic LU 89 20 to ah fuel cycle l.censaes posssssirg, 
Ing formula quantities ol S5NM re protected area fong-ierm hou; 
end 

MCCORKLE.G.’W. Division of Sateguards A Transportation (Post 87 
Consofidaiad Edison Co of New York, me. I3pp 51531:107-51531 1 

6910190131 Conlirms that seismic design data submitted under sap 
Pichumanl.per 891003 request. 

SORENSEN.GC. Washington Public Power Supply System 60/' 
Control Branch (Oocumenl Control Desk), ip. 51558 074 51558 074 

6910160250 Generic Ltr 69-21 to all holders of OLs A CPs for ntde. 
concerning request lor Info re status of implementation ol USi req 
encl. 

PARTLOW.J.G. Associate Director for Projects (Post 070411) 89/ 1 
ed Ed'SOn Co- of New York. Inc 60pp. 51622.009 51 622.060. 


Edison Co 0 / New YCfk. Ire lOQpp. <11340 100 bt340 208 

eJO9060284 N=1C 'nfo No*-C0 89 056. ' QuBif foMon Life of Sofonc).(f VoNoh ' Sve f.M 

TnccirF Di/ 1510'1 Ol Opcraf 0/101 Evonlfi AsSoftsmofU (Posl 870411) 80/00/11 
Edison Co orNowYork.lr.c lObpp 51337 095.51:13/190 

i90^!000}(> NftC InlO Nolico 09 060, 'Rvaljal on Ol (nsifumonl Sorpomls Di.r-no 

r r” ol\'icn ol Operalional EvOnla Assossmonl (Poftl 0/0411) H9/i><)/25 
Siw' daledEdSO'iCo of Now York, me iCflpp 513:17 2()0.5l3'J/ 304 

5909250252 nRC Info NoUo 09 060, "Loss of Ttiormal Margin Cnuso;! hy Channol Uox 

^^SlC^E Division cf Oporalicnfl' Rvonts Assossmoni (Posl 8/0411) 89/09/29 
SS^da^edEdsenCo of New Yo'h. Inc lOGpp 5153 rODl-5l5:jl 106 


5910040381 NRC In'O Nonce 89 070, "Po&siOlO ImJCntoiih of MiMnpfusnnmiJ Voirfor 
^rodjC-3 ” Sire list onci 

PCSSCE O/vison of Cpp'Bficnal EvotUs Assnss'nonl (f^osl 870411) 89/10/11 
Cerw da'ed ECiScn Co cf Now Yo/k Inu tOOpp 5153 1: 1 Ifl-5l5:n 226 


5910130014 info Nonce 00 071. "D.vorBlofi of lUin Piinif) Seal Cnoiinti WaU-r 
-low Dtrng Reci'CLlaiicn Operat-on T oliowinp I OC^A ' Sve l si oncl 
RCSS.CE D.vision of Oporetoral Events Assessmonl (Post 870411) 8fi/l0/ll) 
Cc.-so daffi'd Edison Co olNow York. Ir^c 107pp 51531 227-5 l5:n 3:i3 


-0910060162 "Fmctgtrnry ProparoflnnSM Ri«t:rr(H(> f’oln VeriJo N..‘c‘oar Gntiuralnn Slo 
f/w> 898503 OUS’tu Uxiuci^o LvaLaltcti " 

’ rnilnrnl (•fr.orflohcy Mur mgofroiU Agency 80/09/26 7lpp 5l45/.0f)2 5145? 07 1 . 

0010060222 pQi wards Socunly hu.p nmils 50 528/00 32,50 528/ 8U 32 fL 50 530/00 32 
(j» 8U080/>I 1 A rioiic<iH (jl v()'ai;(irk A duvinllon Proyrnm w<iakno&saB rn socufily nifi 
uCf ov(>p|irii(i A liofiovioial otisoivancn prooroni noHjaRm.ls wilf-hdiJ 
PAIE.H J Flofloii 5. Die of Ifie (Jror.tor. 09/00/20 CONWAY.W I' Arizona Pub'ic 
Si/fvku Co (formotly Anzntia Nui four Power Prolncl) ;i()p 514G5 OUJ 5 1485 085 

0010160160 rUiv-sad rPiPft.i-icUl ng PCN 02 to Rnv / lo Lf»lP n2,PCN 1 1 io Rev U to 
M’lP.0;i.f>(:N 10 in Miiv 12 lo liPiP 04.PCN 03 to (lev 9 to RPIP ll.f’CN 01 to Pov 8 
f<i f.P/P J2 A PCN 88 to Hnv 1 f fo EP.f^ JA IrV/AfltOf f ffr 

C(3NWAY,W.r Anzonn Pnlilc tinrvicn Clo (fonrerly Arizi)na Nucloa' Power ProjeeO 
89/ 1 0/ 1 1 uhOpp 5 1 5:14 280 5 1 5:i5 32 1 


6010200204 I iKWrtfih flov 8 Ip hOCunly tfnrvriip A fiiioliliceilo.i plan fitjv wiUrio!il Irel 
UK :i 112 /IIU|U)) 

( :DNWAY,W I . Arizona PulHc Si’rvicu Co (lorincr;y An/ono Nuclna' Power Pxcjoct) 
89/10/1/ Docnn onl Conirol PrancA (DocLrncril Control Dusk) 2nj) 51585 35l). 
5 1 5tir> 360 


ff. Genoraf currespenc/enca 


docket STN SO Sia HARTSVILLE NUCLEAR PLANT, UNIT 1 


S flepOffaW® orcvrreAces, LERs A related correspondence 

891005(X)37 Supp'emortal Pari 21 repl rn polonllal protiinrn w/siK tipocilu^ nO||li'«i cor 
I'Di dsvices in Qt sisrl.^ubo Oil. jQCkot walor A crnnkcasn hyn tmliul.y repniirO rrn 
690429 Calilorn a Controls Co w.ll rodosign vplvo boalir'.n. 

GLNTRJM.0C Coopor Irdusifios, Inc 60/09/13. NRC • Nu nalmlmJ Alfi'mion 
Gv&r 4pp 51430 171-31430.174 


DOCKET STN-SO-SIO HARTSVILLE NUCLEAR PLANT, UNIT 2 


3. Aspcitabfe occurrences, LERs & refdfecf correepondenco 

e9l(X}60037 S'jpp'emertdl Part 21 ropi ro polnntial protilotn w/six specilic nnglim con 
•:o\ devices in ar slart.'ube oil, jackal wnior A cronHrasn nyn ImlhL'y ropo'K'd «)r» 
69C429 Caiiforn a Conirols Co Wil> rodosign valve seaiinn 

GLNTRJM.BC Coopor Industnos. Inc 60/00/13 NRC • Nn nulailnd AlMinl u i 
Gver 4pp 51430 171-51430 174 


6010260004 Cornriinnt nn tfriiM riiy y,,(:lo. "Assunnu AvriiiaLilily of I'unds for Ducumii'ls 
siornny Nudnnr HunrlcfH " riocoinn'Unde ihni NRC afiniild nnl nllonif)! to ikcnyrr 
slandanliztul lonii of drcuiiiirls^ cn ny trust atireornonl 

CONWAY.VV r Af</<ina /*(/frr,; So'Vcn Ccj (furrriurfy An/oria N'ticfdnr Power Prc|Oci). 
89/09/0/ NftC No Dntnred Affiinilyn (»ivnn 3llf:p 5 1 5Q| .0/0 51591 108. 


J. Insnranco & Indemnity Information 


6010040108 I o'wanls Anuind 11) lo Indommiy Ad'omnunl U UG.n'llociinn chonyas lo 
lOCI Rl40. 1 lnaii:ruil Pruterliori Itciiu rrjrnunit) A Infoinniiy AynmiKini-r A Price An 
rferBUii Ari.fo? siyiinU'fu 

CIIANJ I D.vHlaii ol Unaclnr Pro|urlH III.IV.V A lijiuCial f»ro,ocK (Pont 8/0411). 89/ 
0!J/28 CDNWAY.Vy f. Ar»/ona fb.lrlu: Service Co (lurrtioily An/ona Nijcleaf Power 
P<i)|iu l). Opp 51302 181 51302 18(1 


0010260202 f’crwards (;niforbt?m*'ril 6 m MAM U Cnrlifcalo MW 80 A riidnffidtnonl 0 
10 NM lA Policy NW-180 

C CJNWAY.Wr Anzorm I’uliln: Sii<vicii t^cj (foriiiiirly An/oru) Nodanr Powo.‘ l'rc)eci). 
8!)/U)/f/ /Ipfr/rarmt CanUol UftutCh (f Ajcarruiaf Confrof Dohk) f>iip 51017. f Tlf 
5181/140 


DOCKET STN 50.620 HARTSVILLE NUCLEAR PLANT. UNIT 3 


P. Opornling license alago docunicnts & corrospondonco 


S. Repoflabls occurrences, uERs & related correspontfonce 

6910050D37 Sipple.Tienial Pad 31 rupl ro polofxllnl proljlpnt w/six (ip<’t;if » unymn t:<:r» 
ani ^ Siari.ljbo ol. jackoi walor A CinnkcAKu ayu Ir'inally reporit'd on 
j^90429 Ca' forr.ia Controis Co w II rodusign valvo Bordirtg 

GIWTRL(M.0C Coepe/ Ja<f(/sfr«?s. Irc. UQ/09/t:i NRC No Dniaf.-*( on 

GrvCT 4pp 51430 171-51430 174 


DOCKET STN-50<521 HARTSVILLE NUCLEAR PLANT, UNIT 4 


S Rfiporiable occurrences, LERe A related correspondence 


pomnlial pfOUIorn w/b«x epncllic nnyinn ron 
kSiioQ f"' ® ' Oil. iackot wofor A cronkcnsi/ syn Irr t aHy fOfi-jftml 01 

a Controls Co wi I rodosign vaivo anailno M i ii « 


OOCKtT STN-60-6Se PALO VERDE NUCLEAR STATION. UNIT I 


6910040260 rrjrwurrlH rnodcai nlo.paf DM (3 «ms 880518 rcaaiost Lncl wiltihfliil (rnl 
Klt'f f12 /90(u)(6) A 9 I 7(nll(i)) 

IIAYN(;SJ(i Anroria l^uhhc Sorvicn Co (loMiUi'ly Arizona Nva.lnnr ('own.' l'fo|i)':l). 
89/08/U) Docijiiiijnl Conifol llr<if;(:h (Do(;iiir.nr‘,1 Conuol DoHk) ip 51457 008 
51452 088 

0010040038 (-tirwcifds Aniun.l 44 to hronsri NPK-41 A enfoty ovalaalon Anmml mvlion 
r<?ch Specs rn rth.iidawn maryin.coritrpl alumnnt nssnrniily isscrlijri I rnltEi.eziinulhnl 
puwnr till nllowaiiCd A ifniiariiinj from nuclnatu bo.l.r.d rat:o nmrnin 
CMAN.T I Proincl Dlmctornto V. 80/00/19 CONWAY.W T An/onu f'utilin Sorvinn 
Ct> f/or/m/rly Adzortfl Nr/ctoa/ f’orttr/ fVc/r^cf) Ifjp 5 f4:f 7 03/ 51432 8(13. 

--0010040041 Aftiund 44 10 I Icn.nso NPr-41,fiiv.Hlfiy Tocti Spocs r<r ehuldowfi 
iiuugin.cunirul ulumunt nseemtav .rtscrliori haiilu.arlmuriial pawn/ HU atlowimcu A ()n 
(Kirluru form nurinnio bo/iny ratio margln.ln bt'p,')0;l of Cyclu 3 <i(Uirr)ll.'>n for liiclily 
KNiniirON.O.W Projorl D roricruto V (JO/OO/lO ISpp 5143/ 841 5143/ 0D5 

-6910040046 Safuly oveliiQtion eunpoitruj Arntmd 44 lo Liconsn Nl'T 41 

* Ollicn of Nucldar Honclor ftfig.4al.on, OifOClor ((’ost fl/04ll) 89/09/19 (Ion 
5143/0013 51437 003 


F-Securiiy. medical, emergency & fire protection plans 

50 5:io/eo.3T oosuo, 

^enl .n plant AVssessrnom nf Idspoctod various viinl nrnas A nr,uij 

BUPOOINJF (?efflS?TnrS * stornyo 

egion 5. Ofc of IfTo Droctor. 60/09 / 20 7pp G 1474 328-514/4 33- 

"aMlMOSII^oXtncSrno^oT’ 50-528/B0-12.5OM0/09-12 « 50-590/ll<J.|P i> 

° A 89/00/20 CONWAY .W F AliJOF 

5U67.112. (o.mox.y Arizona Nuclear Power Projoci) 3(jp 51407 001 


6010020133 Ariviaos lhai rutjuf^si for foch Spec char'go ro Gor\orlc Ltr 08 1 l.rnfl'df on 
lUtiljriliUimoril Of ruuctor vossnl matls.will bo sr.Irmitind tiy 900120 
CONWAY.W r. Anzona Public Sonzico Co (forriinriy Arizona Nuclonr Pownr f’rojoci). 
60/00/25 DoCiirrionl Donbol Ornneh (Documonl Conirol Dosk). ip 013QD2G1- 
51388251. 


0000260090 finruiri;: Lb 8l) 20 to all fuel cycfn Iconscos possoss P-g, ualr\g or proerzas- 
.ng formula nunnlil os of SSNM ro pfoteclod area long-torm houfioknnping Svc I si 

OP-Cl. 

MCDORKLE/j W Division of Safugunrds A Tronsportallon (Pout 870413) 69/00/20. 
CdfisoliilnlmJ Ellison Co. of Now York. Inc. 13p(J 51531. to 7-5 15:) 1.1 17 

0910030330 Uu8po'‘.d3 lo fotjuosi (Of OfidI mfo 10 10CFR50(i2 (ATWS rulo). Wost.ng 
housf) rrriays (iso'alion dov-COS) 10 bo uti'izod will comply w/unvron A Bn.sniic q.mlm- 
cnliori dusmn basis for Lccosing 

CONWAY.W f Arizona Public Sorvico Co (fonnerSy Arizona Nuclear flower Pfa|ocl) 
09/09/20 Oocuniurd Conbol Dranch (Oocumonl Control Desk) 6i>n 5)062 135- 
51362 142 


176 DOCKETED ITEMS 


69 10 Ido 146 Appicaiion ICf amends to licenses NPF 41.NPF 51 5 NPF-74. rQviSiri^ 
Tocft Spec Scctvon 3 3 2.te SSfAS CtiB»\ye v»ou'd cxempi Ivttwfte- 

d/.ven aiiif‘l.afy icedwater puTp IfOm ESFAS rosponse l‘^e testing untl Mode 3 
reached 

CC'^IWAV.WF A»i 2 on 8 Sc'/\ice Co t'Ofrro.-ly Arizona Nuc'ear Poiwo' Pro)oc\) 
69/10/10 Docornoni Conircl Branch (Dccument Control Desk) 6pp 51558 260- 
51558 274 

-6910190149 Proposed Tech Specs rO ESFAS respenso limo testing 
• A'.zona Pubic Service Co (lormerly A'-zona Nuclear Pc-ver Proiecll 69/10/10 9pp 
51558 266 51558 274 

6910240237 Forvrards Rov 2 to "A'ltiospher c Oomp Va'vo Erg rearing Analysis ’ No 
future rcvs anticipated 

BAILEYJN Aezena Pubic Scrv.ee Co (<o.'mo.*ly Arizona N,.;c'ear Powar Project). 89/ 
10/18 MARTiM.J 0 Reg on S, Ole o< Vfe Cioclot ip 81 585 121-51585 243 

-8910240239 Rov 2 to "AtrriOspheric Djmp Valvo Eng neonng Ana'ys S ' 

KHAINIK.A,. WlNSOR.M.. PERHa.u Arizona PuWic Service Co (tormorly Arizona Nu- 
clear Power Proieef) 89/04/30 12ipp 51565.122 51585 243 

6910160250 Generic Lir 69-21 to all hollers of CL s & CPs for nuclear pov^er roactOfs 
concorrirg request fo» 'Ofo ro Status ol inrple.'nentat on Cl USI requi'Ompnis Sve 'ist 
enct 

PARTIOW.JG. Associalo D>recior for Projects (Post 87041 1 ). 89/10/19 Conso'idal 
ed Edison Co of New York, inc- 60pp 5I622 0C9 51622 068 

89 10160273 Gere'iC Ltr 89 22 io aL' i consoos of operating reactors A ho'dors of CPs re 
poienhai for increased lont toads A plant area Hood runoff depth at licensed nuclear 
power p'anls Ojd lo rc-ceni cl ang© m PMP erdena Sve liM end 
PARTLOW.JG Associate O.recto^ lor Projecls (Post 87041 1 ) 69/10/19. Ccnsolidai- 
Qd Ed son Co of New York, fnc OOpp 51622.069 51622 1C6 


O. Inspection reports, IE BulleiJns A correspondence 

8909010336 NRC Info Notice 09 065, ’Poleniiai lor Stress Corrosion Cracking in Stoarn 
GenetatOT lute Plugs SuppLed try BA'N. ‘ Sjc l.sl ©ncl 

ROSSLCE. Division of Cperai'onal Events Assossrront (Post 870411) 69/09/08 
ConsoLdatocI Edison Co or New York, fre 108pp 5 1349. 100-51349.208 

6909060284 NRC Into Notice 69 066, ‘ Cual,rication lit© of Soienod Valves" Sve list 
end 

ROSSi.CE O.v.sion of Operaiionai Events Assessment (Post 670411) 60/09/11. 
Consol dated Edison Co. of New York. Inc. 1C5pp 5133? 095-51337; 109 

8909280162 Forwards Moa'ng Ropts £0 520/09 42.50-520/89 42 A 50 530/09 42 on 
090901 Concern expressed re fai'ure of plant manago'S lo doi/olo any signlicani 
f.mount oi time to tbsorvaVon of aciwiles m tmpoitani aroos ol p'ani 
MARTIN. JB Region 5, OfC of Ihe D recto,' 09/00/11 CONWAY.W F. Arizona Pubi c 
Sen/ico Co. (formerly Arizona Nuo'ear Power Project). 3pp 5 1 346.270-51348.327. 

-8909200164 Moet.ne Ropis 50-520/69 42.50 529/00 42 A 50 530/09 42 on 
09090 l .Maja.' areas df scussod long siandLig concerns, aimosphoric dump valve/com- 
pressed gas ays case study.mgl prosonco in plari.backiog slotus A holi na in'provo 
menis 

p:CHAROS,SA Reg on 5. Ole ol the 0 rector Q0/09/tl. 55pp 51348.273- 
51348 327. 

8910030455 Forwards Insp Ropls 50 526/60 33.50-529/89-33 A 50 530/69-33 on 
890717-0030 No violations o* dovlaiiors rciedAddi mgi allenton roQu rod to ensure 
ihai NRC Identified concerns oro addressed in more timely manner 
KIRSCH.O-F Region 5. Ole ol iho Director. 09/09/ 1 8 CONWAY.W F Arizona Public 
Service Co (lormerfy Arizona Nuclear Power Project). 2pp. 5130? 3 13 51367 331 

-8910030467 Insp Repis 50 52a/09-33,5O-529/QO 33 A 50-530/09-33 on 090/17. 
0R30.No violations roiod Major areas mdpocied Iconsee performance on closing oul 
NRC open Hems 

OIJVRK.C A, HUEY.F.R. Region 5, OIC cf iho Diroclor 09/09/19. l7pp, 61307 315- 
61367.331. 

6910040193 Advises tnai corrective acion pran ro atmospheric dump valvo failuros A 
corrpressed gas sys.po; insp Ropt 50-520/89 29. w.ll be completed by 890929 "fndo- 
ponde.'ii Case Study of Compressed Gas .." or>cl W/or,o oversize figure 
CONwAY.w.F. Arizona Public Service Co (formerly Anzpna Nuclear Power Projoci) 
89/09/20. MARTIN.JO. Region 5. Cfc of the Director. 26pp. 51437 020-51437 036. 

8910110062 Forwards Insp Ropts 50-520/89 3 7.50- 529/89 37 A 50 530/80-37 on 
090807-25 No vioiaLons or dev dtlons noted 

KfflSCff.D.K Reg on 5. Ofe of ihe 0.rocior. 89/09/20 CONWAY.W F. Arizona Pub‘iC 
Service Co (formarly Arizona Nuclear Power Project) 3pp 51474 325-51474:334. 

-6910110063 msp Ropts 60-528/89 37.50.529/09-37 A 50 530/89-37 on 89030?- 
25.No violahons or deviations noted.Major areas ‘nspecteef. various vital areas A oqulp- 
rronl In plant & assessment ot Lcenseo program lor receipt & storage. 

BURDOIN.J F , flUEY.F R. Rog'on 5. Ofc o7 the O recior. 89/09/20 7pp. 51474.320- 
51474 334 

B9 10 110071 Forwards Insp Ropls 50 528/89 12,50.529/89-12 A 50 530/09-12 on 
B00130 0811 Dofidoncies no!od 

ZiMMERMAN.R P. Rea on 6. Ofc of the Ouoctor 69/09/20. CONWAY.W.F. Arizona 
P4ib:ic Service Co (rormerly Arizona Nuclear Power Projoci) 3pp. 51467:090 
51467.112. 

-8910110072 Insp Reprs 60-528/69.1 2.50-529/89- 12 A 50-530/89.12 on 890130 
f>9tt .No violations noted Major aieas inspected vital aroas.cornmerclat grade pio- 
curemenl A followup on 2 a'logai'ons. 

HUEY.F.R Region 5. Ofc oUhe DireciO' 89/09/08 20pp. 61467 093-51467:1 12 

8910030469 Forwards supplemental response fo NRC Bulletin 86-004. consisting of 
pump vendor evaluation results. 

CONWAY.W F Arizona Pubic Service Co. (formerly Arizona Nuclear Power Project) 
89/09/21. Documeni Control Branch (Document Control Desk). 2pp. 51387:311- 
51067.312. 

69 092000 10 NRC Info Notice 69-068. "Eva’uaiion ol Instrument Setpoints Ounng 
Mods.” Sve list encl. 

ROSSI.CE. Division of Operational Events Assessment (Post 670411) 89/09/25. 
Consohdaied Edison Co. or New York, inc. 106pp. 51337:200 51337.304. 


6910030341 Responds lo NRC 690829 ltr re viofaLor^s noied n frsp 
30 & 50-529/89-30 Correctwo sct-on.iftsuoctvon Change ragjoat r-3 
rev.sinp 30DP-9MP0l,lo Clarify how vendor rocommendatiOns rray b 
CONwAY.w.F Anzona Public Service Co (formerly Anzer'a Njc'e. 
69/09/27 Document Control Branch (Document Conirot Desk) 
51305.114 

8909250252 NRC Info Notice 89-069, "Loss Of Thermal Margin 
flow * Sve list enef 

ROSSI.CE Orviston ol OperaVior>al Events Assessment (Post 
Consol'dalod Edison Co of Now York, Inc. I06pp 51531.001-51531 

8910060222 Forwards Secuniy Jnsp Rnois 5O-520/80-32.5O-529/09-3 
on 890607-11 A notices of violation A deviat-on Program weakness 
car overtime & bohavlDtai obsorvatlon program noted Encis w.ihbt’J 
PATE.nj. Region 5. Ofc ol iho Director. 09/09/29 CONWAY.W 
Service Co (formerly Arizona Nuclear Power Projeci) 3pp 51465.08 

6910160052 Forwards Roplacomont Enam Repf 50- 528 /OL 09-01 
690B22-29 Observed thal some opeiatoia did noi ralet \o ptani 
during performanco of roulino A off normal plant Ovolutions on & mul 
2IMWERMAN.R. Region 5. Ofc of the Director. 89/09/29 OOSk 
PubV'C Service Co (tormorly Arizona Nuclear Power Projoci) 
51538312 

-6910160063 Exam Rept 50 52e/OL-8g-01 pn 800822-24 A 29 Exat 
nine candidatos passed wniton A oporahrig oxams. One fa led wr 
la iod both wnHen & operating exams. 

ROYACK,M J . PEREIRA.D., SUNDSMO.T. Reg on 5. Ofc of the C 
lOSpp. 51538 207-61538:311. 

-8910180089 Confirms conversdfion between utii A NRC Oial ro\ 
senlOT operator license exam questions conducted & corr.mortia pt 
hme of oxam 

CONWAY.W F Arizona Publ.c Service Co (formerly Arizona Nue'e. 
69/09/15. MARTIN.J 0. Reg on 5, Ofc of the Director, ip 5l630:3'i 

B910100133 Advises that inclusion ol new tOCFR28toquTem©r.l3lr>t 
action will bo com.plelod hy 09 1204, per 890519 roapo.'ise lo ddv>a 
Repi 50-528/09-10 

BAkEY.J.N Arizona Public Service Co (lormorly Arizona NuCoar P 
10/02 Documeni Control Branch (Document Conircl Desk) 
51461:261. 

8910110057 Responds 10 NRC 890901 Hr ro violation A forwards pay. 
$250,000 ior proposed imposiilon of civil penally re insp Ropts 50-£ 
89-13 A 50-530/89 13 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Njcm, 
89/10/02. Document Coniroi Branch (Document Control Desk) 
51626:129 


0910040381 NRC Info Not CO 89'0?0, '‘Possible fndicalions of Misro 
Products." Sve iisi enef 

ROSSI, C E. Division of Oporaiional Events Assossmo.'ii (Post 85 
Conso'idatod Edison Co. oi Now York, [nc l09pp. 6l53i:i 16 616.1 1 

6910250222 Advises ihai response lo NRC Oullolin 86-004. "Poieri 
Pump Loss" fuMMled requirement A action cons dorod complolo con 
miimonf. 

CHAN.T.L Office of Nuefoar Reactor Regulahon, O recior (Posi 8 
CONWAY.W.F Arizona Public Service Co (formerly Anzona Nucia 
4pp. 51031.304-51031-307. 

6910190004 AcK rocdipl ol 60 1002 ltr A payment Of Civil penal: 
$ 25 O,OOO.p 0 r NRC 09090 1 Hr. Corrective actions will be oxa.r ned c 
LIEBERMAN.J. Ole ol Enforcement (Post 670413). 09/10/13 CO.M 
Public Service Co. (formerly Arizona Nuclear Power Projeci) 
51550:120. 


0910130014 NRC Jnfo Notice 89 07i, “Divera'on of RffR Pump Si 
Flow During Recirculation Operation Following LOCA." Sve I st end. 
ROSSI, C.E. Division ol Operational Events Assessment (Po9< Oi 
Consol.datod Edison Co. ol New York, inc. I07pp. 61531.227-51531 


R. Pertodfe operaung reports A related correspondence 


8910250225 Forwards request lor addi Inlo In order lo complete auD i 
1980- 

CHAN.T.L Ollice ol Nuefoar Reactor Rogulaflon, Director (Post 8 
CONWAY.W F. Arizona Public Service Co. (formerly Anzona Nucle 
4pp 51613.265-51613:268. 

0910240203 Forwards monihly aerating ropls tor Sepi 1909 fo.» P 
Goneraiinn Station Units 1.2 A 3 A rev lo operating ropf for Aug 19E 
LEVINE.J.M Arizona Public Service Co (formerly Arizona Nuclea' F 
10/16. Documeni Control Branch (Documeni Conircl Desk) 
51589:093. 


-8910240205 Monthly operating repis for Sepi 1989 for Palo Verde ^ 
Slatlon.Unlts 1,2 A 3. 

PORTER.K.F. Anzona Public Service Co. (formerly Arizona Nude 
80/09/30 16pp. 51689 070-51589:092. 

'8910240206 Revised monihly operating ropt for Aug 1989 for Pi 
Generating Station Unit 2 

PORTER.K.F. Arizona Public Service Co. (formerly Arizo.'>a Nue'e 
89/08/31. Ip. 5 1589.093-5 1589:093. 


S. Reportable occurrences, LERs A related correspondence 


DOCKETED ITEMS 177 


a3l0030l43 69 01? 01 On 8905l0.<lotGrm ncd thal smorgGncy '■QlH'nq dri not rnoei 

i'l de* ■f' bases or lCCFR50,App H rec;u remonis Caused by madoquaio vnni-ca 
T-n Ta' "e^e'?er.cy :9hli.'’Q foqjCfeirenis were moi W/090922 llr 
CMnivfR'O HAV.\ES./G Atizana Pufi^r Ser^ce Co. {formeriy Af>zona Wuc'edr 
Proiectj 69/03/?? 1 1pp 51 363: 1 32 51363 1/.2 

6910030505 LEK 63 OCBOl on 8B03?l.aolerm red lhai allowable surveillance lesi inier 
. eKcedod for n'cre deiocior sys Caused by cogn live por&cr'.nel error Inoivid.jal lo 
j ^ppfopi alo COi.nse!iry Ur. 

<.hJ 1 ivEFI 0 . lEVISE.JW, Arizona Pub-ic Service Co (fcrmcrly Anzona Nuc'oat 
PfO:ecr| 99/03/28 epp 5 13GQ. 1 5/ 51368 162 

6919100116 LER 39 016-00 on 89G902.ba‘ar.c© of piani ESFAS load sogjencor 
/r.a ‘v,^‘''0r'6<J,cai;snp o-liat on ol conlrol room e&sunlial hlirahon sys & siart of Uiosol 
c^rsiaior A CatsOd cy fa fjna of n^cz'atQd circuU chip W/BOtOO? «r. 

^iRiVERTD lEViNt.JM Arizona Pub'ic Sorvico Co (formerly Arizona Nudear 
P'Ol^'Cl) 09/10/02. /pp 51436 127-51436 133 

69'DiB 0344 LBfR 69 07/ 01 on 800412. two Ol four prossunzor codo SO'Oly volvos diS 
ol Tech Spec tolerance of 2.500 ib squnro mrb abso'ufe pUs or nijnus 
isCa-se u''der evaUalio'i Velvos ad.u s led W/ 091006 Ur 

^hRiVER.TO, lEVINE.JM Arizona Pub’ic Service Co (foimerly Ar.zona NuC'oar 
?; AC' Project) 09/10/06 Rpp 51537.014 51537 010 

6519200014 Specs' Ropf l-SR-on-OOO on 890910.p!ani vnnl Ngti range offluorU nr-oniior 
ifvopc'able 'or greafor 72 b tfte fO r.onfuncf onaf sfud mounied insburnent rg con 
trcKMfO' range monilO'.SuppI clescnbng causo will be Issued 
EviSE.JM Arizona Pub'io Service Co (lormorly Arizona Nuclear Power Projocl) 89/ 
‘C/U Oocurrer.l Ccnirci Rrancb (DoCt-moni Conircl Oosk) 3pp 51576 215 
‘1?76 217 


V. Operator Evamlnellons 

8910040399 Forwards rol mail for for use in fidminisie'ing operating A written exams fo: 

O' Piani recual-fcaiion prop.am lo begin on CDlOORpOf DF Kirscb 89070D 
eCvOSl W/o oncis 

havneS.JG Arizona Ptbhe Setv CO Co (fcirroriy Anzeno Nuc'oar Powo' Pro;oct) 
E9Oa/09 MARTIN,. IB Reg on 5, Ofc of ihe D rector 3pp 51436 277-51436 279 

8305289017 Provdos .nfo re t;or.efic fundamontols exam aeclion of opo/aior ficonsrg 
era'nio ba ad'll ns'ered cn 851004. (nefuding ffr w/lnsiruciions for pnrficipnnls W/o 
e'.:l 

K'flSCHDF Reg'Cn 5. O'c Of Iho D.reclOf 80/09/10 FERNOW.W Arizona PuUU 
Sen' CO Co (fO'mC'ly Arizona Nucloar Power Prcjoci) ip. 51345 025-51345 025 

85J9JB9052 Fa-wards nop^ace-nepl Earam NepJ 50-528/OL flO 0) attfniniHtanKl on 
630822'?9.0Dso'VOd that sorr.e oporaiofS did nol refer to plant oporoliftt) p'oeodufos 
&y 'll perfcmarce o' routine & off no.'iTiol p'ani evo)uiicns on simu'aior. 

ZI‘/1.'ERWAN R Reg on 5. OfC Of iho D-rccicr 00/09/29 CONWAY.W F Arizona 
FuD c Senr.ce Co (fO'morly A'.zona Nuclear Power ProjocU 3np 51530 204. 
E153S312 

“B910160053 Exam Hepl 50 528/OL 89 01 on 090822-24 & 29 Exam fosu'.ls; sovon of 
're car.L'.da!Qs passed wniien & opo/ating oxama One foUed wnllon oxnm & onu 
la ed both m.'iiicn 3 oporafir.g oxams 

POYACK.MJ, PEREIRA. 0, SUND5MO.T Reg Oh 5, Ofc of lt>o O.roclor 89/00/26 
f}5pp Sf538 297 51539 Off. 

-8910180069 Cor.'irms con ve real on botwoen uli! & NRC that rnviuw of Ai,g 1980 
se'cr operator 'corso oxom quosiions ccnductod & communis prov'dod to NRC at 
( na ol exam 

CCSWAY.W.F. Arizona Pub'ic Sofvjco Co fform.erly Arizona Nuclear Power PfCioci} 
69/09/15 MARTIN.JB Region 5. Ole of iho Diroctof. Ip 51538:312 51638 312 


docket STN-50-529 PALO VERDE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fir© protecflori plans 

60 628/80-37.50-529/G0-n7 & 50 530/00 3? on 
6 >j 807-<5 No “Olai ons or tloviaUons noted. 

KFSCH DF. Regicn 5. Ofc at ttio DrrocfO/. 89/00/20 CONWAV.WF Anzorxi Pubfe 
Service Co (formally Arizona NuCloor Power Projeci). 3pp 51474 325 51474:334. 

-69101100 6 3 Irsp Repts 50-52Q/89-37.50-52U/89-37 & 50 530/89-37 on 890807- 
oNo vio al ons or deviations nolod Major areas 'nspociod various v.iol aroae 8 equip. 

^^sessmant of liconsoo progrnnfi lor rocoipt & siornno 
b-RJO.N.JF Regicn 5, Ofc of tlio Director 80/09/20 7pp 51474 328*51474 334, 

50 528/89*12.50*529/80*12 A 50*530/09*12 On 

690 IjO osn.oelxierc es noted. 

ZiyMSRMAN.flP Reylon 5, Ofc of IMo D.rGClOf. 00/09/20, CONWAY.W F. Arizonii 
51457 112*^^^ Co (formerly Arizona Nucloa.' Power Projoci) 3pp 51467:090. 


50 -528/80 1 2.50-520/09. 12 & 50-530/00-12 on 800130 
» r^^^ nolod Ma:or oioas jnspeclod vital aroas.commorclai nredo pro- 
w cl'c n ft ^ flllegatio-ns ^ 

HLEY.F R Rogjoi (, Qfc Of Iho Diroctof 89/09/08. 20pp 51407.093-51467 1 12 


Preparedness Exercise Palo Verde Nuclonr Genet- 
9 aae £*orcl%o Evaluabon." No deficiencies rioted Sovora 


9 flat cvaiuuuon. rvo oeticiencies aote 
^ recommended for Improvomoni (doniiliert 
nwiKUWisKf.D Fedora! Emergoncy Manayemom Agency, 80/09/26 CONGEL F.. 

nrmri B. r> ( yn . 


D-tln Ai' u'';r • «uyio; cineiyuncy ivianayemQni Agency, 80 / 09/26 CONGEL, 
5M57 00i. 51457^07[' & Emergency Preparedness (Post 870411) ip 


Go^-a'-X) Sla. 

Fedora; Emergoncy Managemonl Agency. B9/00/2G 7ipp 51457 002*51457.071 


Security Insp Repls 50 528/00-32.60 529/89*32 & 50-630/89-: 
C€' t^vpri ma Of viola! Cn & dov.ation Program weaknesses re secu'ity ol 

PA7FR r n cbservation p/ogram nojod Ends wdbbcJd 

Service D.iS'°" ?' Orpcior 89/00/20. CONWAY.W F. Arizona Pub’ 
W) Uormerly Arizona Nuclear Power ProJOct), 3pp. 51465.083*51465 005 


6910180169 Rev.sod FPiPs, nc‘ud no PCN 02 10 Rev 7 to EPIP 02 FCN 11 lo Rev 1 1 lo 
f 10 to Rev 12 to FPiP 04.PCN 03 lo Hov 9 lo tPIP-l l.PCN 01 to Rev 8 

to EPIP 12 & PCN 00 to Rev 11 lo EPIP.38 W/Q9101 1 Hr 

CONWAY.W F Arizona Pi.blic Service Co (forrr.orly Arizona Nue'ear Power Proloci) 
89/10/11 350PP 51534 280 51535321 


89102501 19 Appicaiion for eme.“.d lo License NPF-5l.poslpor’ing performonce el C'ass 
1E desel generator A intograied safeguards so r,/o. I lance, station battery surveillance Hi 
moued case circu i broakor sun/oil ance losis 

CONWAY.VV F Arizona Pub'ic Service Co (formerly Arizona Nudoar Power Prciech 
89/10/13 Oocumoni Control Branch (Cocurr.eni Control Dusk) lipp 5i5l2.08l- 


-os fvxrgu f 4C f f-Toposoa recn ipecs.pasipon ng perfo'mnr,co of C'ass IE diesel germr* 
Btcr & infegraied safogoards surve Uarce, station baiiofy sun/o.ilanco & molded case 
circu 1 breaker surve/fance tosts 

• Arizona Pubic Service Co (formerly Arizona Nucloar Power Projoci) 89/10/13 
21pp 5161? 072-51612 092 

security iramrg & qua'ificaiion plan Rov wilhho'd (ref 

IDCFn? 700(d)) 

Anznra Pubic Sorvico Co (‘crmorly Ar.zona NVc’oar Powor Proioct) 
09/10/17 Docu'noni Conlrol Branch (Occtnrient Conlro! Desk) 2pD 51565 359 
51565 360 


H. General corfespondorice 


SQW26Q064 Corrmonf on d'aff reg gvidd, ' Assur ng Availabil ly of Funds for Doccrr.ms- 
Sioo'ng Nuclear ttoaciOrs * Rocommonds thal NRC should not altompt lo diclato 
siandardrzctj form of docerrm ss on.ng uusi agroomeni 

Arizona Pubic Serve© Co {fo/mofiy Arizona N.jc'oar Power Projeci) 
89/09/07 NRC • No Oeiai’ed Ath'iaiion Given. 39pp 51591.070 51591 109 


J. Insurance & indemnity informaflon 


0910040105 Forwards Amend 10 to Indomn.ly Agreomenl E)-95 relieclirig charges lo 
fOCFnf40, Finarcaf Protect on Requiromoms a ledomnity Ag'oomonis’’ & Prico An- 
durson Aci.for signaturo. 

CHAN.T L fiivison of Reactor Projects - lll.lV.V 8 Special Projccis (Post 070411) 00/ 
09/26. CONWAY.W.r Arizona Pubic Sorv:co Co (formerlv Arizona Nue'ear Power 


Prcloct) 6pn 51392 101 51302 106 


6910260292 f-orwa'ds Endorsomont 8 io MAELU Cerlifcalo MW 86 A Grdorsomoril 6 
to NELIA Policy NW-160. 

CONWAY.W F. Arizona Pubic So.'vice Co (formerly Arizona Nuclear Power Pro.oct) 
80/10/17. Oocumont Conlrol Rra^'ch (Documont Conuol Desk) r>pp 6161/136- 
5161 7 140 


P. Operating ilcensa stage documents & correspondence 


B9 10040269 Forwards medical infopor RM Cross 890518 request Fnci withheld (rnf 
iCfiFR? /D()(o)(0) & 0 1 7(a)(6)) 

FfAYNES.JG Arizona Pubic Sorveo Co. (to'morly Anzof>a Nuclear Powor Proloci) 
60/08/lG Documnnl Conl/cl Branch (Documoni Conircl Desk), ip 51452 068- 


8910020133 Adv.sos ibat loquost fO' Toch Spoc chanoo rc Generic Llr 00- 1 1. radial on 
on’lH.lllninnni of reactor vessel n'atlg.wil be Seb.-n itcd by 900120 
CONWAY.W F Arizona Pub'ic Sorv.co Co (formerly Arizona Nue'ear Powor Proloci), 
00/09/25. Document Conlrol Drar'cti (Oocumont Control Desk), ip 51366 251- 
.5 1360 '251 


8009280098 Gonofic I tr 09 20 to all fuel cycle Ice.nsees possessing, using or p'oeoss* 
ing formula quanlilms of SSNM re protectod ofoa long Iqrm housokoepinq Sve l.st 
end 

MGCORKLE G W Division of Sofoguards & T/anspo/fafron (Post 8704 9Q/Q9/26 

C^onsolldolod Edison Co ol Now York, Inc 13pp. 51531 107*51531 1 17. 

8910030339 Responds 10 request for addi info re 10CFR50 62 (ATWS rulo) Wostmg* 
heuso relays (iso'at on dowcos) lo bo utilized w,ll comply w/onv,ron & seismic qjo'm- 
calien design bas-s for ficensmj 

CONWAY.W F Arizona Pub'ic Service Co (formerly Arizona Nuclear Power Prolecn, 
80/09/29 Document Coniro! Branch (Document Conlrol Desk) 6pp 6 1382 135- 
51382 142. 


8910190146 App'ical'On for arronds lo Licenses NPF.4l,NPF.5i NPF-74. rcv.s.ng 
Toch Spoc Seclion 3 3.2.fe ESFAS inairu mania lion Change would exempt lurbno* 
driven aux-liary foodwaior pump from ESFAS response lime lestlng uni I Mode 3 
foachod 

CONWAY.W F. Arizona Public Sorv ee Co, (formerly Arizona Nuclear Power Proloci) 
89/10/10. Oocurrent Conhol Branch (Document Conlrol Desk) Gpp 51556 260* 


-8910190149 Proposed Tech Specs re ESFAS responso time testing 
• Arizona Pubic Service Co (formerly Arizona Nuclear Power Proioct), 89/10/10 Opn 
51558 200 51558 274. 

69102601 19 Applicaion for arrend to License NPr*5l.posipGning performance ol Class 
IE d-eso! genoralor & iniegraled saloguatds 6urvB.llance.st0i.cn battery surve ilanco & 
molded case c.rcuil breaker surveil'anco tests 

CON WAY .WF Arizona Pub'ic Service Co (formerly Arizona Nuclear Power PfO|ect) 
69/ 10/ f 3 Documenf Confrof Branch (Document Control Desk) flpp 51612 061* 
51612092. 


-8910260121 Proposed Tech Spocs.posipon ng porlormanco of Class IE Uiosol goner* 
aior & imograted safeguards surveil’anco. slat on ballory survoii'anco A mo'dod case 
cr/cu;l iveake: swve Uancc rests 

• Anzona Puh'ic Service Co (formerly Arizona Nuclear Power Proloci) 89/10/ n 
2lpp 51612,0/2*51612.092. 
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8dl0240237 Forwards Rev 2 (0 * AlTtoseT^S'iC 0j;.*7ip Va^vo Engreennp Analysis' No 
fotu.'fl revs anhcpatad 

aAlLEV.J N Aozo^a Public Service Co {ro*me‘ly Arijoia NuC'oar PoAer PrcjOCl) 897 
10716 VaRTIN.JB ftegonS Ofc OUha Dree lor Ip 51586 121 51685 243 

*^89 10240239 Rov 2 to Atrrosphoric Ourrp VaVe En^inoo'ing Ar^alySis ' 

KflAlN'K.A. WiNSCR.M. PgnCA.L A'l/Ona Pi.blc Serv eo Co (formorly Arf 2 ona Nu 
Clear PoAOf Pro, QCl) 89/04730 I2lpp 5'595 122.51 585 243 

8910160250 Generic Lir 89 21 to all holders of OLs & CPs fer nuclear power reacio's 
cor'.cern ng rec^esl tor inlo re s'atus of in' plorren ration of USI reou-remeoia Sve liSt 
©ncl 

PARTlOW.J.G. Associate Dredor lor Pro.cciS (Post 870411) 89/10/19 Consolidai 
Gd Edisen Co of Now York, Inc. 60pp 51622 0G9-51622 086 

6910180273 Generic LIr 89 22 lo all Icarseas of oporalmg leaciors & ho'ders of CPs ro 
poienvial lor increased tool ’.oads & plani area ^lood runoii depth at 1 censed nuclear 
power plants dud lo recent cha''ge in PMP enter a SvC list enci 
PaRTLOW.JG Associate Di-'ecior for Projects (Post 870411) 80/10/19 ConsoLdat- 
ed Edison Co. of New YcrK Ire 39pp 51622.069 51622 1C6 


O Inspection reports, IE Bulletins & correspondence 

B909Qf093S NRC Info No‘ce B9 065. 'Potential fer Stress Corrosion Cracking in Steam 
Generator Tube Plugs Supp’iud by B&W." Sve l.sl onci 

ROSSl.CE. Division of gpetai-onai Events Assessment (Post 870411) 89/097C8 
Consol.datod Hd son Ck>. or New York, Inc 108pp 51349 100 51349 20B. 

0909060284 NRC Info Noiice 89066, 'Qualification Lifo Of Soionod Valves" Sve hst 
enci 

ROSSl.CE Division of Operational Evonis Assossmont (Post 870411) 89/09/11. 
Cikjnsol da*ed Ed.son Co. of Now York, fre I05pp 51337 096 51337:199. 

8909260182 Forwards Meefng Repis 50 528/89 42.50 529/89-42 & 50 530/69-42 on 
800901 Concorn OxP'essed te failgro Of plant marragors lo devote any s'gn licant 
amount of lime to observatio/i of activities n mriportant areas of pfani 
MARTIN. J.B Reg on 5. 0«c of Iho 0.reciof 89/09/11 CONWAY.W.F. Arizona Pub'i: 
Ser^r-taCo (icimoily Amona Nuclear Power Project) 3pp 51348 270-51348327 

-8909260164 Meelmn Repta 50-528/89 42.50-529/89-42 & 50 530/69 42 on 
890901. Major areas dscussed long stand ng concerns, atmospheric dump vaivp/ccm- 
pressed gas sys case stody.mgt presence n p'ant.backlog status & hoirne improvo- 
mcnls 

RIGHARDS.SA. Region 5. Ofc 0 l Iho Dreciot. 89/09/11 55pp. 51348 273- 

61348 327. 

6910030465 Forwards Insp Repis 50 528/89 33,S0>529/89 33 & 50-530/89 33 cn 
690717.0830 No v'olations or deviations roted Addi mgt aitenton requ rod lo ensu'd 
lhal NRC irlenw od concerns aro addressed m mote timely marnot 
kIRSCH.DF. Region 5. OJc of Ihe DireclO' 89/C9/18 CCNWAV.WF. Anzof>a Pubic 
Service Co (formerly Arizona NuC'oar Power Project) 2pp 51387 313-51387.331 

-8910030467 Insp Repis 50 528/89.33.50-529/89.33 & 50-530/89 33 on 690717- 
oeoO.No vio'aiions noted Major areas inspected liconsoo pe-'formance on closing cul 
NRC open items 

CLARK.CA. HUEY.FR ReoiO-t 5. Ole of ihe Drecto-' 89/09/19. I7pp. 51307 315- 
51307:331. 

6910040193 Advises that coriocl.ve action plan ro aimospboric dump valve fai ures 8 
comprossod gas sys pc/ Insp Repl 50-520/89 29. wll bo corrpleted by 890929 Indo. 
pandom Case Study of Compressed Gas " enci,W/one over 8 i 70 figure.. 
CONWAY.W.F. Arizona Public Service Co I formorly Arizona Nuclerir Power Proieci) 
89/09/20 MARTJN.J0. Reg on 5. Ofc of the Drecior 26pp. 5l 437.020-51437.036 

6910110062 Forwards Insp Repis 50 528/89.37.50 529/89 3? & 50 530/89 3? cn 
690807 -25.No vvolatvons or dovtone noted 

KIRSCM.DF, Reg on 5, Ofc of the D rector. 89/09/20 CONWAY.W.F. Arizona Pub ic 
Service Co (formerly Anzona Nuclear Power Projoci) 3pp 51474 325-51474 334 

-8910110063 Insp Repis 50 5?0/89-37,5l]-520/89-3? & 50-530/89‘37 on 890807. 
25 No violations Or doviai ons noted Ma or areas inspected. various vital areas S equ p 
men! in plant & assessment of I consee program ror reco pi & storage 
BUROOlN.J F , HUbY.F.R fleg»cn 5. Ofc o7 the 0.reclor. 89/00/20 7pp 61474 328- 
514 74 334 

6910110071 Forwa.'d8 Insp Repis 50-528/89 12.50-529/89. 12 & 50 530/89-12 cn 
890 1 30-08 1 f .Oel.ciertctQS nowd 

7fMMERMAN.HP Rogon 5, Otc of the Oi'cclof. 89/09/20 CONWAY.W.F. Arizona 
Pubic Service Co. (formerly Arizona Njc'ea-' Power Pro.ecl) 3pp 51467 090- 
S1467 112 

-6910110072 Insp Repis 50-528/89 12.60-629/89. 12 & 50 530/89-12 on 090130- 
0811 No violations noted.Major areas nspociod vital a'oas.commerclai grade p.' 0 - 
curerront & forowup cn 2 a'legai ons 

HUEY.F.n Region 5, Ofc of the Director. 69/09/08 20pp. 51467 093 51467.1 12 

6910030486 Forwards supplemenia* response to NRC Bul'etin 88 004. cons simg ol 
pump vendor ovaluaiion results 

CONWAY.W.F. Arizona Pubic ServiCo Co. (formerly Anzona Nuclear Power Projeci) 
89/09/21. Documem Control Branch (Documenl Control Desk) 2pp 51307:311- 
51307 312 

6909200010 NRC Info No1>co 89-068. Evaluation of fnstrumeni Setpoints Cu'ing 
Mods " Sve I si oncl 

ROSSl.CE Division of Oporaiionaf Evonis Assossironi (Post 870411). 89/09/25 
Consol dated Edison Co. of New York. Inc 106pp 5l337 200-51337 304 

8910030341 Responds lo NRC 090629 Itr ro viofations noted m Insp Repis 50.520/89- 
30 & 50-529/89-30.CorrecLve a cl ion. Ins true non change request has been subniilled 
ravls ng 30DP-gMP01.lo c'atify how vendor recommendations may be ukirzod 
CONWAY.W.F. Arizona Public Service Co (lo'motly Arizona Nuclear Power Pro;cct). 
89/09/27 Documon! Control Branch (Document Control Desk) I4pp 51385 101- 
51385:114 

69QQ2S0252 NRC tftio NoVee 60-060. "Loss ot Thormol Margin Caused b-y Channel Bon 
Bow." Sve list enci 

ROSSl.CE. Division of Operational Events Assessment (Post 870411). 09/09/29. 
Conso’idated EdisonCo. of New York. inc. I06pp, 51531 001.51531:100. 


0910060222 Forwards Socunty Insp Ropts 50-620/89 32.50-523/09 3S 
on 890807-1 1 & notices of viJiat on & deviation Program wodknesse 
cer overfimo S behavioral observaion ptogram noled Ends wilhheld 
PATC.RJ Region 5, Ofc of tho C.reclof 89/09/29 CONWAY.W.f 
Service Co (formerly Arizona f/., 'Clear Power Projeci) 3pp 5l485C6j 

8910160052 Forwards Replacement Exam Repl 50-528/01-09 01 
800822-29 0bse.'ved that some operators did not refer lo p'ani opet 
during performance of rot line 8 Off ro'mal plant ovolul'ons on si.mu'a 
ZtMME^RMAN.R Rog-on 6, Ofc of the Di'ector. 09/09/20 CO.NW 
Public Service Co (lormerly Arizona Nuclear Power Pro bell : 
51538 312 

-8910180089 Confims convernaton bolwoen util & NflC Ihsi rev; 
senior opa'ator ficense exam quuslions conduclod & commenis pro 
itmo of mram 

CONWAY.WF. Arizona Pubi c Service Cn (formerly Arizo.'’a NtcNa 
89/09/15 MARTJN.J.D Region 5. OfC of the Director, ip. 51538 312 

8910100133 Aciv.ses ihal nclusion of now lOCFRPS requiremonis in re 
action wll be completed by 09i2O4,pGr 890519 response lo deviaii' 
Repl 50 528/89 10 

6AII.EY.J N Arizona Pubic Sorvicn Co (formerly Arizona Nuclear Po 
10/02 Documont Control Branch (Documom Conirol Desk) ; 
51461.281. 

69 101 10067 Respor.ds lo NRC 890991 lit to vlolaiiOn & lorwards psyfr 
$250,000 for proposed imposition of civi' penalty ro insp Reels 50-52 
89-13 A 50-530/00-13 

CONWAY. W F Anzona Pub'ic Service Co (formerfy Arizona NuCleai 
89/10/02 Documont Conircl Branch (Documoni Conirol Dusk) 4 
51526 129 

6910160119 Submits suppi lo 090327 rosponso lo violation noted in In 
69-03.Schoduies for implemontation of revised radiological alflucnl 
assocalod tranmg oncl Procedures governing RE aciivilies rovisod 
BAILEY.J.N Arizona Public Sorvee Co (fo-'morly Arizona Nuclear Poi 
10/08 Document Conlrol Branch (Docu.ment Control Desk) ^ 
51523.100 

8910040361 NRC fnfo Notice 89-070. "Poss'blo Inrt.caiiors ol Misrepi 
Products.” Sve list oncf 

ROSSl.C E Division of Qtiotaijo-nol Eve ms Assessmenl (Post 870 
Consol dated Edison Co or Now York, fne I09pp 51531 1 18-51531 2 

6910250222 Advises lhat response lo NRC Bulletin 88-004. “Poteris 
Pump LOSS ’ fulifried roqjiremeni & action consdorod complete ccniii 
milmenl 

CHAN.T 1. OlJice of Nucloar Reactor Rogulaiion, Direct or (Post 87C 
CONWAY.WF Arizona Pub'ic Service Co (fo-^merly Arizona Nuclaa' 
4pp 51031.304-51031 307. 

8910190004 Ack receipt ol 801002 Itr & pflym.ont of civ I por'air) 
$250.000 .pot NRC 090001 lit ConociivQ athons w.ii be oxammed tJ-z 
LIEBFRMAN.J Olc of Enforcement (Posi 070413) 89/10/13. CONvM 
Publ-C Service Co (formerly Anzor^a NuC-'oar Power ProjoclJ. 
51550 120 

6910130014 NRC Info Notice 89-071, 'D. version ol RMR Pliirip Sea 
Flow Du-'bg Rocirculaiion Oporation Fo'lowing LCCA ’ Sve lisl cn:l 
ROSSl.CE D. VIS on of Oporaiional Evonis Assossmonl (Post 870 
Consolidated Edison Co. of Now York, Inc I07pp 51531:2?7'S1531 3 


R. Periodic operaiing reports & related correapondenco 

8910250225 Forwards request for addi info in order to corrplota aud i c 
1988. 

CHAN.T L Offico of Nuclear Reacior Rogu’aiion. D.rector (Post 87C 
CONWAY.W.F. Arizona Pubic SorviCO Co (formerly Arizona Nudesr 
4pp. 51013:265-51613 260 

8910240203 Forwards monthly operating repis for Sept t0B9 for Pak 
Generating Slalion Units 1.2 & 3 & rov lo operaii.nq rept for Aug 1989. 
LEVINE.J M. Arizona Publ'c Service Co (tomnerly wizona Nucloar Pc' 
10/15. Document Conlrol Branch (Documem Confrol Desk). 2 
51689.093 

-6910240205 Monthly oporaiing repts for Sopt 1909 for Palo Verde N-J 
Stafon.Units 1.2 & 3. 

PCRTER.KF. Arizona Pubic Serv:co Co (form.orly Arizona Nuclear 
89/09/30 15pp. 51589 078-51500.092. 

-8910240206 Revised monthly operating ropt for Aug 1909 for Pafe 
General ng Station Unit 2. 

PORTER. KF. Arizona Pubic Serv.ee Co (tormerly Anzona Nuclea' 
89/08/31. Ip 51509.003-51509.093 


8. Reportable occurrences, LERe & related correspondence 

6910200091 Forwards "Condensate Piping Overpressu.'e Evaiviai'en, 
090014 commitment & 890713 overpmssurizatlon ovem. 

BAILEY.J.N. Arizona Public Service Co. (formerly Arizona Nuclear Poi 
10/02 MARTIN, J.B. Region 6. Ofc of iho Director. 2pp 51585 293-51 

-8910200097 "Condonsalo Pip ng Overpressure fvafuetion '* 
KRAINIK.Ak., MIYAHARA,H.n , RADOCCfA.M E Arizona Publ'o Serv 
Arizona Nuclear Power Project). 89/08/16 32pp. 51565.295 5 1 5B5 35 

6910120140 LER 89-015 01 on 68l203.discovered new fuel area radia 
19 mopei able Caused by personnel ertoT. Radiation mon.lorlng sys su 
dure being revised lo clarify instruction9.W/89l003 Itr. 

ShRIVER.T D.. LEVJNE.J.M. Arizona Public Service Co (formerly 
Power Projeci). 09/10/03. 7pp 51513.044-51613.050. 
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LER 89 X6 01 on flXSOg.ca'culalional orrcr idtinfifKid n sufve(lof»co 1091 
' .-J have resulted .n boron diuied alarm Channel 2 being moporabio Caused by 
LrUnel ehor- Technicians counsotod S tesf favtsadW/edWQQ t(t 

?!.avrRTD lEViNEjM An7ona Public Service Co (formerly Arizona Nuclear 
f"Jp-o,«l) 89''0'06 ?PP S'6’3207 51513 314 


®*toNEUA Po“c7nw%«o'°'“™^ ® Certilicalo MW 06 & Endofsumoni 6 

Senrice Co (loimorly Anzona Nuclaar Power Ptolocl) 
5l6i%a^O Conifol Branch (Docirmont Conirol Desk) 5pp 51617:130' 


V Operaior Examinations 

lu 11X110309 forwards ref mat! for for use In admin-aiering oporoling A wriUen oicams for 
”^'2uaton of planl /oqual.ficalion program to bog.n on QOiooa.por DF Kirsch 090700 

MAvNE^^JG^Xlzona Public Service Co (formerly Arizona Nuclear Power Pfo;oci). 
nrC8/0i MARTiNJ.B Region 5. Ofc o( ibo Director 3pp. 61436 277-61 436 27D. 

JJM2SOOJ7 Provides :nfo re generic fundamonla's exam aociion of operator licons-ng 
T«ar too© ad-nns'erod on 09 1004. including Hr w/insfrurtions lor parlicpanls W/o 

kIr'sCH.DF ftagicr^ 5. Ofc of the Director. 09/00/10 FRHNOW.W Anzonn Pvablic 
Service Co (formerly Anzona Nuclear Power Projccl). Ip 51345 025-51345 025. 

i9l3l8XS2 Forwa-ds Replacement Exam Ropl 50-526/OL-B9 01 admlnlstorod on 
6 )0£22-29 Observed lhal some oporalors did nol rofor iq plant oporating piocoduros 
flurro performance of rouiin© & Oil normal n'ant evolutions on simulaler 
jiMWERMAN.R Reg On 5. Ofc of iho Olroctor. 09/09/29 CONWAY. W.F Arizona 
2-0 iC Service Co (formerfy Arizona Nuefonr Power Proloci). 3pp. 51530 204- 
51W3312 

-831016XB9 Con'^^rms convoraotion between ulil S NRC lhal rov.ow Of Aug 1060 
jciwr pperajor l-cense exam quosilons conducted & commonia provided fo NOC of 
i.-ne 0? exam 

CONWAY.W.F Anzora Public Sorvico Co (formerly Arizona Nuefoar Powor Pro,ocl) 
e9i09/l5 MARTiN,J B Region 5. Ofc ol Iho Diroclor ip 51530 312 51530 312. 


DOCKET STN-S0-S30 PALO VERGE NUCLEAR STATION, UNIT 3 


P. Oporating license stage documents & correspondence 


n.o.por MM Cross 090510 /0queSlEr>cJ withhold pof 


8910040200 Forwards mod Cal ■ 
lOCFn2 70O(aJ(O) & 9 17(e)(6)) 
n^ynnfiV Semico Co. ((ormorly Arizona Nucloar Power Projoci) 

51452^060 Control Branch (Documoni Conirol Desk) ip 51462 068- 


request for Tocti Spec chango ro Genor.c Lir OO-i i.fQdlot,or> 
reactor vo&sol matis.wll be sut).^ iiod by Q00120 

Sorverj Co. (formorly Arizona Nuc'ear Powor Pro|ec(). 
51366^2M Control Branch (Documo/)} Confrof Desk), ip 51366.-251- 


8909280096 Gonohe Lif 09 20 10 all luol cycle Hconsooa possossing. using or procoss- 
ItJO ^formula quanlltes of SSNM re protecled area long-term housnLepmg Sve St 

0.\nsion of Safeguards & Tfansporiation (Post 670413) 09/09/26 
Consohdalod Ed son Co of NowYo'k. fnc. lOpp. 51631 107.51631.1 17. 

8910030330 flosponds fo requosf for add. info ro lOCFn50.62 (ATWS rulo) Wosiino- 
{'8«t4l>on dovicos) to bo Utlizod wii: cotT.p;y w/onviroo * so.sniic qualih- 
cation design basis for licensing ^ iua * 

rto/niwon Service Co. (formerly Arizona Nucloor Power Projecl). 

5?302T4^2 Documoni Control Branch (OocgmDm ConhoJ Desk), epp 5I3S2 135- 


r Security, medical, emergency & fire protecllon plans 

8915110062 Forwards Insp Ropts 50-620/80-37,50-520/09-37 & 50 630/09-37 on 
$90e07-25 No v.olai ona or deviations noted. 

KnsCH,DF. Region 5. Ofc of the Diroclor. flO/09/20. CONWAY.W.F Arizona Public 
Service Co (!<ynt6:lY Aniooa Nuclear Powor Prolaci) 3pp. 5 M 7-1.326 -5 f -1 74.334. 


8910160146 App.icaiion (or amends to Licenses NPF.4i.NPF.5i & NPF-74 rovislna 
Tocli Spoc Section 3 3 2.ro ESFAS inslrumenlaiion Change would oxompt lu/Wno- 
0w»t'8ry foodwotor pump from GSFAS response tfrr.o lostinn uniM Mode 3 
ronCnod- 

Arizona Public Service Co (fomtorly Arizona Nudonr Powor Projecl). 
6?B50^274 Control Branch (Document Control Dosk). epp. 51550:200- 


-8310110063 Insp flepls 50'520/Q9.37.60-529/60-37 & 50-530/09 37 on 000607- 
;5 No v'c'ations or deviations noted Major areas Inspcciod.varlous v-lol aroas & ctiuip- 
‘^riln plant & assossmoot ol llconsee program (or rocolpi & atorago. 
euq-OOlN.JF. Reg on 5. Ofc o( Iho Diroclor. 09/00/20. 7pp. Gl474 320-51474.334. 

8910110071 Forwards Insp Ropts 50-520/60-12,50 520/HO-l 2 & 50-639/00 12 on 
S90l3O-OBll.Deric encles noted 

7MMERMAN.RP Rogon 5. Ofc d( Did Dl/ocfo/. 09/00/20 CONWAY.W.F. Anzonn 
Pubc Service Co (formerly Arizona Nucloor Power Pro|ect). 3pp 51407 000 


-8910110072 Insp Ropls 60 526/09.12,50-520/00-12 & 50-030/6a-l2 on 090130- 
MffNc v^afrons rrofedMa/or areas inspoefod vifaf arons.ronurmrciai gradu pro- 
curer^eni 6 fo'lowtp on 2 allegations. 

kuEY.fr Reg on 5, Ofc of Ihe Diractor. 00/00/06. 20pp. 51407.003 51467:1 12 

B910060160 Forwards • Emorgon^ Proparodrioas Bxordso Palo Vordo Nucloar Gonor- 
ai.ig Sia'jon 890603 Offsilo cxofciso Evaluation ’ No doficioncies noir^d.Sriveral 
areas ra^ npn correcl:vo action & rccommondtitJ for improvomorii idoniifioti 
K^'iATKOWSKl.O. Federal Emorgency Managomoni Agency. 00/00/26. CONGEL.F J. 

Protection & Emergency (hoporuannss (Post 070411). ip. 

5Md7 OUI 0I457 D7). 


preparodnosa Bxorciso Polo Vordo Nucloar Qtfnorol-rro Sia 
690503 OHsiie Exercise Evaluation.” 

• Federal Emergency Management Agency. 09/09/20. 7lpp 01467.002-51457:071 

Security Ingp Ropla 60-520/60.32.50-529/60-32 & 50-530/60 3: 
p' v-olaiion A deviation Pr ooram wooknossoa lo aecunly offi 
obsorvai on program notod Ends wittihold. 
of lha D.feclor 80/09/29 CONWAV.WF Amona PM 
servreeui (formerly Arizona Nuefear Power Projoci) 3pp. 51405:003 51405:065 

’^EPIP ^ [:)>IP-02.PCN 1 1 10 nov 1 1 t( 

loEPP I? '‘^.P'P-O'l.PCN 03 lo Rev 9 to EPIP-H.PCN Ot to Rov 

S/10/1T 350pp 51634^2X^ (formorly Arizona Nucloar Powor Projoci) 

^^lXFn 2 ^ 790 ^™^® ® security training & quaMIcaiion plan Rov wiihiiold fro 

89/^0/^? Co. ((ormorly Arizona Nuclear Power Projoci) 
sSgX. (Documoni Control Desk). 2pp 51605-350 


f Q«ner8l cofzespondence 


’‘Aasurlno Avalinbifilv ol Funds for Decpm/nl! 
(X)N'WAYWP° agreement. 

89/09/0?’ NRC - No Dot nVSf A 5-^' Arizona Nuclear f’owor Project 

« . ivwb - NO Detailed Affiiiat.on Giverr. 39pp 51591 070-51591: 100. 


• i«wraaca & indamalty inrofmaiion 

Apfoomonl O B5.;o/Joc»nfl changes I 
darson Act.for signature Requirements & Indemnity Agrooments’* & Price Ai 

09/26' CONWAY^F^Ari?rSl/p'^^^^^ * IH.IV.V & Special Projects (Post 67041 ij 6£ 
Pro,eci). 6pp. 513b2:l8l -5J39f Service Co. (formerly Anzono Nuclear Powi 


-Quiuiuui^e I'roposou lecn Specs ro ESFAS rosponao tmo testing 
£ • efr I’l'r (lormorly Arrzona Nuclear Power Pro oci) 09/10/10 Opp 

olobU 200-51 550 274 


8010240237 Forwariia Hov 2 to “Almosphoric Dump Valve Enginoarlng Analysis" No 
fuiuro rove onliclpniocJ j u mu 

Service Co (lormorly Arizona Nucloar Power Projocn 09/ 
10/16 MARTiN.J B. Region 6 . Ofeof tho Difoctor. ip 61685 121-51505 243. 

-8010240230 Rev 2 lo ‘‘Atmospheric Dump Volvo Enginoorinu Analysis.” 

KRAINIK.A . WINSOR.M . J^QREA.L. Arizona (^utjltc Sorvico Co (fornnorly Arizona Nu- 
efoar f\)wor Pro.ocfJ 69/04/30 I2lpp 61565 122-51505.243. ^ 


6010260242 Forwards Rov 2 lo “Comprossod Qo9 Sys Evalualion & Analys.a Hool " nd- 
dross r^ trip concorna.por lolcon bolwonn TD Shnvor & W Aug 

Servifco Co (fdrmer/y Affzona Nuefoar Power Pro.oci) 09/ 
10/10 MARTIN.J 0 Rogion 6. Ofc of iho Ofoctor. 2pp. 5161B.136 51616 21(5. 


-6010260244 Rev 2 lo ’ Compressed Gas Sya Evoluaiion & Analysis Ropl." 
niLEY.I-l Arizona PubI c SerVfCu Co fformorJy ArK'ons Nuclonf Power Pro/ecf). 60/09/ 
16 71pp. &1616 140-51010210 


0910160260 Gonofic Ltr 00-21 lo a‘l holdora of Ols & CPa for nucloor powor reactors 
concerning requeai for Info ro status of implomontallon of USI roqujromonls Sve I5I 


PARTLOWJG. Assoclato Orccior for Projocls (Post 070411). OO/IQ/IO Conso'ldat- 
od Edison Co 0( Now York, Inc 00pp. 51622 000-51622.000. 


6010(60273 Gonoric Lir 60-22 to a'l Iconsooa of oporat-ng rooclora & holders cf CPa re 
polonllal (Of Incroosod roof loads & plani area flood runoK dopih at llconsod nucloar 
power p?anl8 duo to roconl change (n PMP crilorla SvC list oncl. 

PARTLOW.J.Q Assoclato Olroctor for Projocifi (Post 07041 1) 00/10/10 Conaolidat- 
od Edison Co. of Now York, Inc 39pf>. 5W23 060 5W23:lO6 


Q. fnspocllon roporls, IE Bulletins & correspondence 


6909010338 NRC Info Notico 09-C65, “Potontial for Stress Corrosion Crocking in Steam 
QGnornior Tuba Plugs Supplied by R&W." Sve i;ai end. 

ROSSl.C.E. Division ol Oporalional Evonia Assessment (Post 670411). 00/09/08 
ConsolidoiotJ Edison Co. of New York, Inc lOOpp. 6) 349; 100-5 1349:508. 

8909060204 NRC Info Notico 00 006, “Qualification Life ol Solenoid Valves ” Sve Hat 
oncl 

ROSSl.C.E Division of Onornllonal Evonia Assossmonl (Posl 870411). 00/00/11 
Conaolldaied Edison Co. of New York, inc. I05pp 51 337.095 51337:109 

6909280182 Forwards Mooting Ropla 5O-528/O9.42.5O-529/O0.42 6 60-630/6(3.42 on 
600901. Concern oxproasod re falluro of plant managers lo devote any slgnificani 
amouni of time lo obsorvalion of acilvii oa in Important eroas of p'ani. 

MAHTIN.J.0. Region 5. Ofc ol tho Diroclof. 60/09/11. CONWAY.W.F Arizona Public 
Sorvico Co. (formerly Arizona Nucloor Powor Project). 3pp. 6134Q;27O.51340;327. 

-0900200184 MoGf-rTfl Ropfa 6O-52fi/69.4?.50-529/69-42 & 50-530/60 42 on 
800001. Major areas Oiscossod long siandlng concerns, atmospheric dump volve/com- 
pressed gas sys caso sludy.mgt prosonco in p'ant.backlog slalus & hotline Imorove- 
monia. 

niCHAROS.SA. Region 5, Ofc of Iho Diroclor. BO/00/ 11 65pp 51348273- 
51348:327. 
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B0I0030455 l ofwatos Insp Popis 50 52»i'H9 3J 5C W9/0O 33 « 50 530/69 33 on 
630717 0830 No vio ei cns c' tio/iainos < ctea Ajj, fr,<ji atic'-i’on req..i'pfJ io ensofe 
ihai NPC >rt(>ntiht?o co»’Co*n‘» a:o a:?(i»es‘ked .n mo'o rmely rna' re.' 

KiRSCHpr Ppg cn 5. Ole o‘ ’ho U fec*3 * 69^09/ IB CCnWAY.vV f- Ar.jrcra Pubi c 
S0fv,C0 Co (fo.*m0fly A/^i?cna Nu; ear PoaO* Pro.GClJ 2pp 5108? 313 5 1 38/ 33i 

-8910030457 ‘nsp Ropts 50 5?6'09 33 50 529/89 33 & 50 530/09 31 or> b307l7 
C830N‘o viciaiiO.’’s noipdMa o' a'eas mspecicd .itonsee poffor/ranwe on cloj»ing cur 
NRC epon ilorrs 

CLAHK.Ca. HUEy.FB Pegen 5. C?C cl mo DroclO' 69/09/ >9 I7pp 51367 315 
51387 331 

8910040193 Advises that co/rec:.ve a'ticn plan re at'nosp^Gr.c d^.np v3 ve faljros i 
coniptbssed gas Svs.ppt Insp Ropl 50 520/69 29.wil bo ctirpioind by 690929 ' Indo 
penJoni CflSP Sludy ol CoTipresscd Gas ” enci W/One oversi?© fig^ro 
CONWAY.W F A'•^o^a Pubic Serves Co (‘ormo'ly An/ona Nuclca* Powor PrciociJ 
89/09/20 MAHT'NJB Reg on 5 Ofc cf tne O.rodor 26pp 5143? 020 51437 036. 

6910110062 Forwards irsp Repts 50 526/09 37.50 529/80 3/ & 50 530/89 37 on 
89C607 25 No v.clat ani cr de»iaiiO''S nole-l 

KIRSCh.DF Reg:on 5. Cfc Cline D.rector 69/09/20 COKWAV.WF Arizona Pubic 
SeeveeCo tfo*ma.‘‘v Arizona Nudoar PoaC* Pro, scU 3pp 51474 325 51474 334 

-8910110063 Insp Rep'S 50 528/89 37.50 529/89 37 & 50 533/69 3? on 890807. 
PD NO v-ciaiiocs or dovaiiors noted Major areas nspeciud various viial areas A oqu p 
rrcnl n piaot A assesSTeni o* icpnsee procram fo' recepi A storage 
BURDOlN J.F . HUEY F H Rog.cn 5. Cfc oi the O.rocio' 89/09/20 /pp. 51474 J20- 
5H74 334 

8910110071 Forwards (nsp Repts 53-5?8'89 12,50 520/6912 A 50 530/69 12 on 
090 1 30 C0 1 1 Dufic enc as ncicd 

ZIMMERMAN, R P. Regcn 5. Ctc ol ihe CrectO' 89/09/20 CON»VAY,W F Arizona 
Pob'iC Sorveo Co (Tormerly Ar.zona Nuclear Power Pro.eciJ 3pp 51467 000' 
51467 112 

-8910110072 insp Repis 50 526/69 12.53 b29/e9'l 2 A 50 530/89 12 on 690’30 
0811 No violations nciodMao* areas inspected vita' areas corr.rrerc ai graao oro 
curement A loi'owup cn 2 al'eyat o'*? 

HUCY.F B Rpg on 5. Cic ol me Oitctor. 69/09/08 20pp 51467 083'5'.467 1 12 

B910030469 Fonwards supplOTienia' rospense lo NRC Gu oir, 80 034, Cons sing o' 
pu.Tip vendor evalua' cn rosulis 

CCtiWAY.WF- Anzena t*ublc Serves Co i'crmeily Anzona Nvicltidr Powe* Pro, act) 
09/09/21. Documenl Ccnirol B'ancn iDocumoni Coni'cl Ooss) 2pp 513B7 311' 
51307 312 

8909200010 NRC into Nolce 69 068. ' EvaWen ol Insnument Sotponls Gutmg 
Mods SvC list onci 

noSSl.C.E Div.scn ot Cporatonai Evo''*s Assessment jPosi 0704 lU 09/C9/25 
Conso'idatod bd.son Co cf Now Ycrk. irc I06pp 5l337 200 51337 304 

09O925O2S2 NRC Into Noico 09 060. "Loss of Thermal Ma'gn Caused by Cr^annel Bov 
Bow." Sve list onci 

ROSSI. C.E D vision of Operahonal Tvonis A&sessmcnl jPosi 870411} 89/09/29 
Conso: dalcd Edison Co of New York in: lC6pp 51531 COl 51531 1C6 

8910060222 Forwa'dS Security Insp Rcpts 50 528/09 39.60 529/69 3? A 50 530/69 32 
on B0O837 I1 A noticos P' v.o aticn A duviaten Procram weaknesses re security oMu 
cer ovort-mo A bef'avio'al obscvatiDn prograrn noied Enrls wittihold 
PATE.RJ Rog on 5, CIC Ol Ihe Direcicr 63/09/29 CONWAY ,W F Anzora PuD'.c 
Sorvic© Co Aipzcna N..Li©a^ Powor Pro.eci} 3pp 51465 003 51465 005 

8910180052 Fo'wards Rop'acoxeol txam Rept 50 528/01. 89 01 adm roistered on 
890822 29 Observed ihai some opctaiors dd r.oi re‘et lo plant operaung ptoccd..res 
during performance of roul-ne A off rerma- p'ari evo uhens on simulator 
ZIM^'^ERMAN.R Reg;cn 6, Ole ol ire C reefer 09/09/29 CONWAY.W F AnzO'ia 
Pubic Service Co (iO'merly Arizona Nue'ear Pewer Proecij 3pp 5I536.2C4. 
51536 312. 

-8910180089 Conhrms conversairO-i totwopn ulil A NHC that rev.ow Of Aua 1989 
sen Cf eperater i.cense exam qjes' ons corducted A comments provided to NRC at 
1 cr.Q ol byern 

CCNWAY.W F Anzona Pubic SoivcG Co (formerly Arizona N-c'ear Power ProjOCl) 
09/09/15 MARTIN.JB Region 5. Ofc of the Direcicr Ip 51538 312-51530 312. 

891 01 00 133 Advises lhal mcluslcn ci now 10CFR26 requ roments in remedial ccrreciive 
aclior» wil ho completed by 09l2O4.per 890519 respo-nse to deviaicn noted in insp 
Repi 50 528/09 10 

BAILEY.J N Arizona PubIC Service Co (fcrmorly Arizona Nue'ear Pewor Projoci} 89/ 
10/02 Document Conirol Branch (Dccumenf Control Desk). 2pp 51461. 260- 
51461.281 

69101 10057 Ro.<>ponds to NRC 890901 Ur re viola* on A forwards payment m amount of 
S250.000 for proposed <mpos.!o.n of Civil penalty re insp Repis 50-526/80' 13,50 529/ 
89-13 A 5D 530/89-13 

CONWAY.W F Arizona Pub'ic Service Co {formerly Arizona Nue'ear Power Project). 
89/10/02 Documrjnl Control Branch {Oocumcni Cof^uo! Oosk). 46pp 51526.084- 
51526 129 

8910040361 NRC Info Nchco 89 070, ' Possible frd;cat o.ns or Misrepresented Vender 
ProduCIs' Sve l9t enef 

HOSSLC E Division cf Operational Events Assessment (Post 870411) 89/10/11. 
Cemsokdated EC'Son Co ol New York. lt\c t09pp. 51531 116 51531 226 

89102G(]222 Advises that response lo NRC Bu'lo'n 88-004. ' Potonlial Safely Related 
Pump Loss" ful filled recuiremont A action considered complete coniingent upon com- 
milfnenl 

CHAN.TL. Offico of Nuclear Reactor Regj'anon. O.recior (Post 070411) 89/10/11 
CCNWAY.WF Arizona Pub'e Serv.Ce Co (fcrmo/ly Arizona Nuclear Power Pro'eci) 
4pp 51031 304-51031 307 

6910190004 Ack receipt Cf 891002 Ur A payment of civil ponaltes m amou.m of 
S250.0C0.pcr NRC 890901 Itr Corrective actions wll b© OKamincd during future insps 
LIE9EnMAN.J 0/c of EnlO'COment (Post 870413) 89/10/13 CCNWAY.WF Anzena 
Public Service Co. (icrme/ly Arizona NuCear Power Project) Ip 61558.120 
51558.120 


0910130014 NRC Info Noiico 09 071, 'P verson ol RHR Pu.mp So; 
Flew Dur.ng Rec rculal on Qporaiion f o'lowmg LO(^A ' SvC hst crcl 
HOSSl.C.fc. D.visicn ot Cperaiicr;al Fver-ls Assessment (Post 67( 
Cofscl dated Fd son Co. of Now York, ire I07pp 51511 227 5 1631 : 


R. Periodic operating reports A related correspondence 


8910250225 Forwards requost to/ addl ml a in o'dor lo cotbcfeio a-jdii i 
1966 

C.'IAN.T.L OUco of Nuc'oar Roaclor Pegulaiion, Di'octor fPcsl 67t 
CONWAY.W F Arjzona Puhic Service Co (fcrmerly Arizona Nucloa 
4pp 51613 265 51613 268 

8910240203 Fonvards monthly opuraurg ropts for Sepi 19B9 fo' Pal 
Genoratno Station Uriils 1.2 A 3 A rov lo ope.'atinri repl for Aug 19B9 
LEViNF J M Arizona Pubic Service Co. (fo'mo/ly Arizona Nuclea* Po 
10/16 OocumerM Contro' Bmnch (Occumonl Cenbo' Doskj ; 
51589 093 

-■8910240205 Monihy opo'Btmg repis fer Sept 1969 for Pa'o Vordo Nt 
Staton.Units 12 A 3 

PORitH.KF Arizona Public Service Co (formerly Arizona Nuc'eai 
89/09/30 15PP 51500 078 51580 092 


S Reportable occurrencea, LERs & related correspondence 

8910030101 tCH 80 030 01 on 800630.rnani person.ncl idonliliod s dh 
10 ton fuel hanol..ng C'oro rals msiopd of only fivo inp 'over 
nlerlocks.Cause unefer mvostiyahon Sixth level arm removed W/89C9 
ShRIVER.TD. HAYNES, JG Arizona Pubic So.MCe Co (formerly 
Power Project) 89/09/22 6pp 51368 040 5l'J68 046 

6910030345 LGR 88 0C8 02 on 09O22O,doierminnd lhat oitcess.ve mo 
lion occasionaLy d-scove/od in Unit 3.fo3J‘ling in Inval'd samcio resjl 
cossivG oio:siuro bvi'd.jp A p.'opor heat baco not -nstal od.W“/0&O923 
SHHIVER.T.O, LEVINE J M Af.zona Pul)ic Sofvico Co (fermerf/ 
Power Pro, ccl) 89/09/20 lOpp 51368 147-5 1368 156 

8910110146 I.FR 89 COb Ol on 89C628.sa(i plo f'ow rate for venl lew i 
efflijoni monitor bolow low flew a'arm sciponl. ro.ndenng incrccr m 
by loose SOI scrow on cojp'inpSot screw cn sarnplo pump ightor 
SHRIVER.TD. IEViNE.jM Arizona Pubic Service (io. (formniiy 
Power Proloci) 89/00/28 7pp. 51480 153-51 400.1 69 

8910240261 LEH 89 0l0 00.on 0909?3.discovmod that sunrolanco t< 
radioactive effluont monitcrmg sys oxceedod Caused by po'sonno ■ 
fo.'mancG ©vauation sys analysis of error iniliatod W/0910 1 7 Ih 
SHRlVEn.TO, ItVlNE.J.M Arizona PublC Serv:C0 Co. (forme;Yy 
Power Project) 89/10/17 6pp 51500.325-51500 330 


V. Operalor Examlnahone 

0910040309 Forwards rof mail lo-' for uso in admin slur i.ng ope'ating A ■ 
evaluat on of P^oni roqual ficat'on program lo begn on 09lOO9.pG' C 
request W/o arc’s 

HAVNES.JG. Arizona Pub'ic Surv.ee Co (formerly Arizona NjclOdi 
89/06/00. MARTIN,.! B RoiJ'on 5, Cfc ol Iho Drocior 3pp 0143627 

8909280017 Provrles nio re goneric Inndamenlals exam SGCbcri ol c 
exam to be adminsterod on 891004. irclJdmg itr w/lnstrucbons for 
oncf 

KinSCll.DF. Rogon 5, Ofc of ihe Di'ocfor 89/00/19 FERNO'W.i/ 
SoTv-c© Co (icrmeily Anzona NuCloni Power Pt oier-l). Ip ‘51345:025 

8910100052 Fc/wards Roplacomenl Exam Ropi 60-528/CL-89 0 1 
690822 29.0bservod lhat soma operators did rot refer to plant opei 
d.jr-f\Q pertottvanco ol rout re A otf rotmal plftni ovolubona o'v Simula 
ZIMMERMAN.R Region 5, Ofc of iha Drocicr 89/09/29. COMV\ 
Pub!ic Service Co. (fo'morly Arizona N-JClear Powor Proificl) 
51538.312. 

-6910180089 Confirms conversation beiwuen ulil A NRC lhal rovi 
soniot operator license exam questions conducted & com-xenis pre 
time of oxam 

CON WAY, WF. Arizona Public Service Co (.formerly Anzena NJClea 
89/09/15 MARTIN.J.O. Reg-on 5. Ofc of Iho Director Ip 51538312 


DOCKET 60-537 CLINCH RIVER BREEDER REACTOR 


A. Appllcallon/congtructlon stage documenis A correspondence 

8909280098 Goneric Lir 09-20 to all fuel cycle licensees possessing, 
-ng formula quan'ilies of SSNM ro proteclod area long term hoja 
end 

MCCORKLF.G w Division ol Sofoguards A rransporiauon (Posi 07 
Conso'idaied Edisen Co. of Now York. Inc I3pp. 51531:107-51531:1 

8910160250 Ger.onc Llr 80-21 to all holders of OLs A CPs fo' nuCiOJ 
concerning rsquesi for info re siatus Of implemenujtion of USI reqi 
end 

PARTLOW.JG Associate D.reciO' for Prolods (Post 070411). 89/1 
ed Edison Co ol New York, Inc. 60pp 51622.009-51 622:068. 

8910160273 Oenenc Llr B0-2P to all licensees Of operating readers A 
poteni’ai for increased roof loads & plant aroa ifood runoff depth &i 
power plants due lo recent change m PMP criteria Sve I si end 
PARTLOW.JG Associate D'reciO' for Projods (Post 070411). 80/1 
ed Edison Co. of New York, ir.c. 39pp 51622.069 51622.106 
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DOCKET 50-604 ALCHEMIE FACILITY 2 • OLIVER SPRINGS 


n stage documents & correspondence 


A. Applicallon/consiruction stage documents & correspondence 


>rietary & oonpropnotary Amend 3 10 RRSAR SP/00 PDA 
nlormanco ” 

ouso Electric Corp 80/t0/03 MllLER CL Oocu-ront Con 
ntrol De^k) 2pp- 51491 066-51492 0Q5 

it prop'ioiary Amend 3 to FtESAfl SP/OO PDA MorJj'o 2 
t>o withhcW liom public d^iosuio (tot 
I 

g^.ouse Eloctfic Cofp 89/10/03 MILLER.CL Storda'dira 
far Projecl Ditociorete (Pro 890730) lOpp 51491060 


y Arr-end 3 lo RESAR-SP/QO PDA Modulo 2. ' Rogulalo'y 

orp. 89/00/31. 40Qpp 51401.078-01492 005. 

Dnsoe losponso vo NHC Otali Open issues 83-107 to 
90 PDA wj'l bo withheld from public disdosu'O (rol 

ucleer Reactor Regulaiion. Director (Posi 870411) 89/10/ 
stinghous© Etc CUiC Corp 4pp 51614 034-51614.037. 


£ FACILITY 1 - CPOF 


r> stage documents & correspondence 

ost corrpleiion dale lor CP CPEP l currenily 891103 Apph- 
:ausu & loo should bo end. 

.foty Branch. BO/09/27. IRVING.S A AM Chemical Isolopo 
i 2A6-51366 248. 

' extension ol CP GCEP-l .©xiendmg cornplelion dam 6 
)lvo conlfovoisy beiv^een permlloo & DOR ro whoiher Ai* 
ismeni sehstied Foo paid 

Isotope EfifBChment. Inc. 89/10/02 BERNERO.n M. Ollicu 
& Saf09uards.Difeclor.4pp 5l53/.OQO-bl537 003 

Arowood C90907 Hr & oinor supplomoniol Info lo rop'acn 

.1 Isotope EnrichmenI, Inc. 09/10/05. THOMPSON.M L , 
. NRC • No Oetailod Affiliat-on Given ip. 51545 248- 

e AlChomiE & Andorson County QanX lif»ar.cing transacl'crt 
n County Rank. 89/09/07 Commls3‘or.o.'9 Qpp. 51545 240- 


dings. motions & orders lilod in AlChomiL- focrgan:?ahcn 
proparing recrganl^olion plan whch w.!l serve as frernowo'k 
is acliv.tios 

sotope Er^ricMmoni. Inc 89/10/11 ThOMPSON.H L. NRC • 
•n. t47pp. 51544 210 51545.007. 


dence 

earing by AlChomiE • Forwards response K roquesi lor 
;C 690818 order modifying Iconso & order lo show enuRo 
i revoked. for approprialo action. 

Socrolary of iho Commission. //4Q0 9225 B0/C9/20 
iy ar^d licensing Board Penol. ip. 51347 1 34 5134/ 330 

order llconsos 3i ordDr vo show cause v^hry ii- 

ivOHod • Requests hoaring on issues, :ncludin;i lur.ds fer 
oncl. 

Isotope Enrichment. Inc 09/09/ 1 3. Commissio-norn iCOpp 


8910180280 Forwards WH Arevrood 890907 Hr & otho/ supplorrental mfo to replsco 
info prsv'Ous'y filed 

IRVING.SA All ChGm.cal ISOlopO Ennchmeni. Inc 89/10/05 THOMPSON.H L . 
SWIFT.J. BCRDENICK.B NRC No Coiai'QU AtMaiion Given ip 51545248 
51545 256. 

-8910180336 Inlo to AT.hDmlt & Andofsor^ County Bank li'-ancmg transaciion 

AROWOOD.WH Anderson Coi.n1v Bank 89/09/07. Commlssiono/s 8pp 51545 240- 
51545 256 

S9 10180245 Forwards plea dings, mol 10 ns /I orders Nod in A'CnomiE roargnriization 
action AlChomiE currently preparing roorgan ^aticrj plan which wil servo as Iramework 
lor luturo conrpony bjs rmsR act-villos 

IRVING.SA. A'l Cno.mical Isoicpe Enrichmoni. Inc 09/ 10/ 1 1 THOMPSON.H L NRC ■ 
No Doialed Alf l-aion Given 147pp. 51544 2l9 51545 007 


Q. Adjudicatory correspondence 

8910040029 Request for imanng by AfChom'E.' Forwards rosponso & request for 
hoanng.in response 10 NRC 890818 order modifyi.ng hcenso & order to show cause 
why I corpses Shou'd not bo rovched.for appropriate aciion. 

CHI1.K.SJ. OMro of tho Secrelafy of iho Connmsslon /Sr480 9225 89/09/20 
COTrtH.B P Alom:c Safety and Licensing Board Panel Ip 51347: 134-51347 330 

- -0910040050 Response to order mod lying l-consos A o'dof fO Show cause why fi 
censos should POl bo revoked * Roquosis hearing on issues mclud.ng funds for 
eou pmeni Support ng info oncl. 

IRVING.SA A I Chemical Isotope Enrichmeni, Inc 89/09/13. Corrmissioners. f60pp. 
51347 135-51347 330 

0910040182 No'«ce of appoarance * AUvisos lhai author will onior appoaranco in pro- 
ceodiny on hchait ol NRC W/C'eriificaie of Svc 

ROnOtNiCK.OM Assistant Qc.neral Counsel for Hoarngs & Enforcement /?489 
9239 89/00/28. 3pp 51340 263 51348 265 

8910250187 Not Co of hoarirg * Hearing wll bo conducted In proceeding in response to 
AlChomlE.fnc requosi.por 890608 o'dof Time fl place of tmaring wll bo not.cod by fur- 
ihor order W/ Cert hcato of Svc Served on noiOlO 

MARGUIIES.MB Atomic Soioty and L'Consing Board Panel <¥409 0331. 89/10/06. 
epp 51561:028 51561 033 

8910250057 Forwards Ml Lewis 6909C6 Hr roquosiing that NRC al’ow AlChomlE to keep 
l.censos.foi possib‘0 cons doratio.n per lOCr n2 7i5<al W/Coxtificate of Svc Served on 
80)019. 

THOMPSON.H 1 OMico of Nuc'ear Moioriol Safety & Safoguards.D reclof //4B9 0324. 
80/10/13 MARGULIES.M B Atomc Safety and Liconsng Board Panel 3pp 
51501 195 51561:197. 


I. Financial information 

8910040029 Roquost for hearing by AiCnomlE.' fO-VrardS rospo-'tse & requd.sl for 
Imanng.in fOSpouHe lo NRC 89C818 otdot modifying I cense S ciilor to show cause 
why I censos shou'd not bo rovokod.fnr appmptiaiQ action 

CMILK.SJ. Olf:co of tho Socrolary of tho Commission /r489 9225 89/09/20. 
COT TEH.B P AlonMc Safely ami Licensing Board Panel, ip. 61347 134-51347:330 

-8910040060 Response to order modifying licenses B order to show cause why li- 
census should not bo revoked.* Requests beanng on issues, nefud ng funds for 

M meni Su|:porii''ig info unci 

G,SA All Chemical Isotope Enrichmoni. Inc. 00/09/13 Commlssicnors. l6Cpp. 
5134/ 135-51347,330. 


DOCKET 8TN-60 e05 GE ADVANCED BWR DESIGN 


arance.* Advises ihai author w.ll onto.' appoarnneo n pro 
W/Certificel0 of Svc. 

ni General Counsel lor Hearings & Enforcomoni rMOO 
18:263-51340 285. 

19.* Hearing wtll be conducted in procoodng in rosponso lu 
300808 order. Timo & place of hearing w.li be noticed by fur- 
f Svc Served on B91010 

Safety and Licensing Board Panel. /ir40O 0331. 00/10/06 


A. Appllcatlon/consiructlon stage documents & correspondence 


8910160217 Forwards “Summary of In-Flant Test Of Fino Motion CHD.“ in response to 
Ouosliori 440 8 of 800707 roquosi ro final ropt on lino motion CRD m plani lesi pro- 


gram 

ftOOARE.C 


i.DJ General F.locinc Co. 09/10/12 MILLER.C.L. Standardization A Non- 
Power Reactor Prcjoci Difoclo/alo (Pro 890730). ip 51545 3 16-51 5-15.332 


-8910100231 ' Sommory of fn Plant Test ol Fine Motion CRD." 

• General Efociric Co. 89/09/29. 16pp. 51545.31 7-51545.332. 


wls 690906 Hr roguesilng that NRC allow AlChumiE lo kcop 
do/fliion per lOCFR2,7l6(a).W/Corlificalo of Svc.Sorved on 

Nuclear Material Safety A Safeguards.Direcior. //480 9324 
/I.B. Atomic Safety and Licensing Board Ponol 3pp 


DOCKET 50*668 WESTJNGHOUSE ADVANCED PWR STANDARD DESIGN 
(WAPWR) 

S. Reportable occurrences, LERs & related correspondence 


enring by AlChemIE * Forwards response & roquosi for 
:C 090818 order modifying licenso & order to sfiow couso 
i lovokod.fof appropriaio action. 

Secretary 01 the Commission. (f^QQ 9225 09/09/20 
ty and Licens ng Board Panel ip. 51347.134-51347 330. 

order modifying licenses A order to show cause why h- 
ivokod * Requests hearing on Issuos.includmg lunds for 
©net. 

Isotope Enrichment. Inc. 89/09/ 13 Commss-onors I60pp 


8910040121 PNO- II -89'066A updates status of llurncano Hugo for nuclear facilities in 
souihoasi.Mannlng ol Incident Response Cir by Region II continuing 
VERRELLI.D.M. Ffogion 2. Ofc ol Iha D-rocior. 89/09/21. 2pp. 51423 314-51423:315 

DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70*0025 ROCKETOYNE DIV- (ROCKWELL INTERNATIONAL CORP ), 
CANOOA 

8910040064 Transcfipl of 890929 hearing in Van Nuys.CA Pp 115-268 
' Atomic Safely and Licens'r^g Board Panel 69/09/29. 154pp 51364 076-51364 230. 
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8910170214 Sub'T.irs mor.ih!/ ir./erncfy tflference '*pl <cf Way 1969. /eporting no rec 
ogn-jcd SNM lory d llerences NOLs o.* d sca'ds 

SCHAUBEftT VJ Rocktflrall Ir'erna* ona! Co'P 69/06/02 Cffce ol NuC'ear Ma'e/'B' 
Safety & Safeguards Oi'eclCf 2pp 51530 0l 7 51 WO 018 

6910160045 Forwards SNM p^yS'Ca* nve'i'C'y sy-TniafV ropts fo' Pu & enriched U for 
June JuM 989 W/0 ercls 

SChAUBERT.vJ Rockwei inie-nahonai Ccrp 89/Ca/O/ Office of Nudea' Maienal 
Safely & Safoguards.D recior ip 51522 196 51522 190 

8910170253 Subrr'ila mpnihly mven’cry difference topi lor Jul 1989. repon cg no recog 
n zed SNM in/enlory dilferences.NOLs Or discards 

SCHAUBERT.VJ RocKwe‘1 Ir’oroatcna; Co'p 89/06/07. Off.ce of N-c'oar Material 
Safety & Sa'e9ua.'ds,Oirocicr 2pp 5i 630019 51530 020 

0910040018 Suhpari L of procedural ru'cs * Forwards app' cable p'occdural fu'OS & 
siatemenls ol considerat on lor r.lorn'al hearing lo he’p under stand background ol 
Subpart L Re'ated correspondence 

BLOChPB Alorric Safety and Licensing 3ca'd Panel <^489 9224 89/00/23 
SCOT! J , LIT ,E . HASHES, J E All/, al-cn Nol Assigned l3pt> 5134712151347. 133. 

8910170020 AdviSes o* no recognized SNM mvenic^ d.fferences.normal operating 
losses or d-scards for n*ontn of Aug 1989 assigned fo Rcckeidyno Div 
SCHAUBERT.VJ RocKwei iniernai.orai Corp 89/09/ n Office of Nudea' Material 
Safety & Sa'egu-a'ds.Director 2pp 51630 359 51630.360 

6910040410 Requests conformal cn that Icensee can act as pa'ont company per 
10CFR70 25(f)(2) for Rockeidyne Div.ho'do' of License SNM 21. 
lANCET.RT. Rockwell ir^ieroai cnei (>)fp 89/09/13 ROUSE.L C Fuel Cycle Safety 
Branch 2pp 5 U36. 146-51 436 147. 

8909260Q68 ForwafdS attachments to Rockwell 'nil (3orp 690829 application fpr renewal 
& recent safeguards arrend incorporalmo p^.ys cal security p'an & fundamental nucle- 
ar rrall plan Enefs withhe'd (ref 10CFfl2 /90(d)) 

HORN.M Fuel Cycle Safety Branch 89/09/18 DlOCH.PB Alcmic Safety ar.d Li- 
censing Board Panel Ip 51338 127-51336 127. 

8909290169 Forwards licensee cu.'rent rediOlogcel ccntmgercy plan per roquesi VV/o 
cnci 

ROUSE L C Fuel Cycle Safety Branch 89/09/21 0LOCH.P.B , LINENBERGER.G 
Atomic Safety and Ucensng Board Panel, ip 51352 023 51952.023 

8910050057 Informs that safety review of 'icensee renewa* appJicat.on shou'd be com 
ploied 2 months after envron review 8 pLb'icaiiO.n in FR 

ROUSE.L C. Fuel Cycle Saloty Drench 89/C9/21 BLOCH.P 0.. LINENBERGER.G. 
AlcrriC Safety and Licensing Board Panel ip 51452 139 51452 139 

8910050060 Forwe'ds petiLon for suspension ol 'icense fi.ed pe.' 10CFR2 206 ro 'icens- 
ce for Sar\la Susana Field Lab metud no response W/o e^cls 
HORN.M. Fuel Cycle Safety Brarch 89/09/21 0LOCH.P.O Alomc Safoty and Li- 
censing Board Panel ip 51452 137 51452 137. 

8910310155 Expresses fears re 23 yrs cf Iv.ng m proximty to Rockeidyne Santa 
Susana Field lab & requests to be kepi intotrrod of NRC find rgs CeiW«:&io ot $vc 
encl Served on 891023 

BERNHARD.S Atflation N’Ol Ass good #489 9341 89/09/26 BLOCH NRC No Oe- 
la led AIM aiion Grven 3pp 51606 318 51606 32u 

8910050014 Transcnpi Of ASL0 090928 heetng in Van Njys.CAPp 1*114 SupportT.g 
docurpentat.on encl 

' Atomic Safoty and Licengng Board Pane? 69/09/28 325pp 514 13 200 51414 13B 

8910130021 Addition to svc 1st for Rockwell Inti (3orp ' Requests ihdt A Langvile be 
added to usi W/<^rtdicaie of Svc Served on 691003 

MCOOW.J Atomic Safoty and Licensing Board Panol #489 9252 89/10/02 
JULIAN.E. Docketing & Services Branch 2pp. 51448 149 51448 150 

8910130025 FR notice (imited time w.iriin whch to miervene) * Submis info roqured 10 
bo puUishod pet 690929 gtanung ol th*c& poiilions lo Intervone per 
10CFR2 12C5(i).W/CertificatB of Svc Served on 891003 

BLOCH.P 8. Ato.T,ic Safety and Licensing Board Pane’ #489 9253. 08/10/02 5pp 
51446 151-51448.155 

6910060262 Forwa’ds te'evant info w/mden lor inclusion m LPOR Me re correspond- 
ence lor Rockwell inu Corp.-n response to recipient coavcrsaion w/Adminstraiive 
Judge Bloch. 

ROUSE.L.C Fuel Cycle Safety Branch 89/10/03 GRiMSLEY.O.H D.viSlon of Free- 
dom of Informauon 8 Pub'icdhons Services (Posi 690205) 2pp. 51434 331 51434:332 

6910060292 Forwards addi background mfo included in 891003 info provided to Div ol 
Freedom of Info 8 Publ.cflUon Sves for inclusion nto LPOR file for Rockwell Inll 
Corp.W/o encl 

ROUSE.L C Fuel Cycle Safety Branch 69/10/03 BLOCH.P B.. LiNENBERGERG 
Atomic Safety and Licensicg Board Panel, ip 51462.225 51452 225 

8910130066 Request (Im.ted appearances Of 890928) ’ Suggests that NRC consider 
comrr'ents from hm led appearance statements made on 890928 & 29 l.n preparing 
SER & Citizen concerns re DOE bo referred to OOE.W/Cert-f.caio ol Svc Served on 
89 1 004 

BLOCH.P B Atomic Safety ar>d Licensing Board Panel. #409 9261 89/10/03 3dd 
51440 206 51440 208 


I9101802B2 Submits monthly invcnlofy d-lfererce repi for Sept 1989 No fecoarwiod 
special nuclear mall Inveniory d-fferences. normal opofatmg 'osaes or disc^a as- 
signed to Rockeidyne Div of Rockwell Infl 

SCHAUBERT.VJ Rockwe:! (niernationaf Corp. 89/10/03 Office ol Nuefoar Material 
Safety A Safeguards.Direcfor 2pp. 51545 129 51545.130 


8910130093 Memorandum & order (reqjesi for info) ’ Lists conclusions subj lo funhor 
consideration of contrary fi:irg9 or argumeni,p0.' review of RT Lancet afiidavit f lad on 
890927 W/Certificate ol SvC Served on 891005. 


BLOCH.P.B Atom-c Safely end Licensing Board Pa'^ol #489 9268 89/10/04 Office 
of the General Counsel (Poet Q6Q701) 4pp 51446229-51448 232 


8910130120 Ass gn.Tient of Appeal Board ' CN Kohl ass gnod 83 cf 
work & HA wrbex. members W/Coriihcalo of Svc Served on OGIOOQ 
TOMPKINS.BA Atorr.ic Safely and Liconsirg Appoal Panel #40 
3pp 51448.246-51448 240. 

8910130124 Ordor * Requests presiding olficor to oxpiofn authority f 
inn ro rcQuosling mfo frp.m ono or more partlcrs & pri'^cipol-'y appLCt 
all parties by OOlOie.W/Cortificoio of SveSorvod on G0 1006. 
TOMPKINS.B A Atomic Safoty and Liconsirig Appoal PanBl. #46' 
Atomic Saloty and Llccirislng Board PanoV 5pp. 61448 240*5)446' 2 f 

8910130132 Momoranrtum A order (schedu'mp).' Stales adopffl-cJ sell 
B90929 prohoanng conferonco in Van NuyS.CA. W/FR nol'CC 
Svc Served on 891008 

BLOCH.P B. Atomic Safely and Licens ny Doard Panof. #489 Q27i 
of the General Ccunsol (Post 060701) 38pp. 51448:255-51440:293 

0010180108 Memorandum & order (comploier^oss of hoanng file In - 
mgs) * Compels NRC to c'atiiy status ol hennrko No in case tH' 
c.'udo in fi*o malls or studios ro nollui on W/Corbficaie ol Svc Sorvoc 
BLOCH.P.B Afomic Safety and Licensing BoflrJ Panel. #409 9302 
of tho General Counsel (Post 060701) 2rpp 51490 331-51405:351. 


DOCKET 70*0027 BABCOCK A WILCOX CO., LYNCHBURG. VA 


8910170013 Forwards changes 10 safo-Quards & aoci 
lOCFfl70 32(B).Changos w.lhha“d (ref lOCFR^. 700(a)(1)). 
OLSEN.AF Babcock & W-lcox Co. 09/08/03 KASUN.DJ- Doiros 
Oversight Branch (Post 081210) 2pp. 51529 369 51529:360. 

66)0030202 Appl cation lor amend to LICGtttsi SNM-42.cov.«Ur 
FNMCPAmond COrrecIs typo.clarifios StoraQO lOCGlion A rovisos d 
ations pofformod in S-2 MBA. Foe paid. 

OLSEN.AF Babcock A Wi'cox Co. 89/08/31. KASUN.DJ Domes 
Ovorsighi Branch (Post 881218). 6pp 51302 205-51302 290 

0909260126 Forwards 8906C6 app'icaiion for amend (o liconso S' 
ancB w/requiremenis of iCCFn70.2l ( d)(2). 

OLSEN.A F. Babcock A Wilcox Co. 80/00/13. ROUSE.L.C Fuel Cy 
ip 51352 336-51352 337 

^0909290127 Appi caiion for amend to Liconso SNM 42, to permll pc 
up to 400 rr.Ci of In- 11 4m In form of sealed sources. 

OLSEN.AF Babcock A Wilcox Co 8D/09/06. ROUSE.L C. Fun* Cy 
)p. 51352.337-51352 337. 

8910050044 Forwards analytical data from moosuiemnnls niade of as 
NRC.pof Paragraph 9 of Insp Ropt 70 O027/n0 - 19 
LEE. TO Babcock A W-Jccix Co 80/00/13 COL LINS .DM. RoQon 2 
lor. 2pp 51452 184-51459.165 

8910170343 Forwards Rev 3 to proposed FNMCP Roviood pages lo i 
noxos 2,6.10 & 26 did 800013 encl Al' oilior nnnoxoH lo plan roma 
wittihold. 

OLSEN.AF Babcock A Wi'cox Co 89/09/14. KASUN.DJ Djvlafoi 
Transponalion (Post 070413) 3pp. 51530 022-51530.024. 

8610160275 informs Dial Liconso Conddon 2 1 ol Amnncl SQ-l la L 
FNMC plan revised as staled 

KASUN.DJ. Domestic SG & Regonal Ovors'ghl Branch (Post 6( 
OLSEN.A F Babcock A Wilcox Co. Ip. 51583 139-51603:169 

8909290)00 Forwards Insp Ftept 70 0027/09-25 on 890922 ?5.No 
aiions noted. 

CLINE.WE Region 2. Ofc of the Director. 69/00/in. TETflAUL 
Wilcox Co 2pp 51360 018 51360:032. 

-6909290102 fnsp Repi 70-0027/89-25 on a90822*25.No v.olnUr 
noted Major areas Inspected foHowc-p on corroctivo actions lo Insp 
identified in nuclear safely performance improvomeni plan 
KASNICKI.D. MCALPINE.EJ. Region 2, Ofc ol tho D.roctor. 
51360.020 51360.032. 

0910180337 Forwards revised fundamonial nucloar malls conhof plar 
42 to corroci spol'ing errors.ndd addi vertical l.nas lo edify chenge 
organizational chad 

OLSEN.AF. Babcock & Wifcox Co 89/09/25. KASUN.DJ D.visfor 
Transponalion (Post 870413). 2pp. 51540 210-S 1 640:21 1. 

6610170071 Requosls four sols of new site d'awings & schematics co 
by 900102 In order to support MRC Emergency OptMa)loriS Clr g l 
lion of B&W taciical iroln.ng exercises. per requirorionis of 10CFn73 
KASUN.DJ. Domestic SQ 8 Regionaf Oversight Branch (PosI 6( 
OLSEN.A F. Babcock & Wifcox Co 3pp. 5 1 532: 1 04-5 1632. 106. 

8910180064 Forwards Amend SG-2 to FNMCP 6 accotrnling porti 
Amend SG-1 of License SNM 0042, changing mall control A ncc 
base. 

MCCORKLE.G.W. Div.slon of Safeguards & Trans portal 'or> (Post 8i 
OLSEN.A F, Babcock & Wilcox Co ip 51537:320-51637:333 

-8910180066 Amend SG-2 10 License SNM -4 2 for B&W.rev.sing r 
coaming regu'atory base 

MCCORKLE.G.W. Division of Safeguards S Tronsportal on (Post 81 
6pp 5)537:329-51537:333. 


6910130063 Advises thal CN Kohf wiM serve as chairman A GP BoJwerk & HA 
Wilber.mombers of Appeal Board for special mail l cense proceeding Related cone* 
sDondence ^ 

KQhl.C N Alomtc Safety and Ucensmg Appeal Panel #459 9265 69/10/05 Atomic 
Safely and Licensing Appeal Panel Ip 61448 227-51448 227 


8910230114 Appl'calion for amend lo License SNM -42. authorizing 
power scrap In scrap recovery sys.Environ assQSsrnenl A rovlsod 
end 

OLSEN.A F. Babcock A WjIcox Co, 09/10/11. ROUSE.L C Fuel Cy 
37pp. 51579 308-51579 343. 
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docket 70-0036 COMBUSTION ENGINEERING, INC , WINDSOR. CT 


DOCKET 70 0135 BABCOCK & WILCOX CO.. APOLLO, PA 


8910030373 PNO-I * 83 05BB on B5032?.iiCOnsoQ look m.hal SlepS 10 resiart UF6 Con 
^e'Son process shuldown since 890Q29 Uti! i«pgracfed sslety ol convorson 
Dfxess'ncbding usego of vpiai equipmoni repor aiaiuaLoard Now slack sys dosignod 
cqEMAW'^Kl D , MALLETT.B S Heg on 3. OlC of Iho OifOClOf 60/09/23 2pp 
51392 342 51382 343 

8910060175 Forwards agenda modcralors mtroduciory remarks & viowgraphs fo' Hema- 
re Fi,€! ProduCiion faCiilV & NRC I censing proseniai-on from B9O02<4 pubIC mooting 
•n H ‘sbcro.MO 

T/iYLCR.JM. O'c of tne bxecuiivo Oiroctor for Cporations 89/09/22 nOBRnTS 
Ccc’-'^.ss oners fp 51430. 103'51 438: 139 

-53100€0176 Forwards agenda. C E iPlrod-Clory remarks & viowgraphs frort^ 600024 
pufi'iC rree! ng >n H 'JsPo/P.WO re planned onpanston of operat-ona at C E Nucloar 
Mfg faci' ty 

L0P&2 OTIN.ME Commlftsiono/s 69/09/05 TAYlOR.J M Ofc of the Exocolivo D - 
rfrClorfor Opcraticns. 36pp 51436: i04-5t 438. 139 

8310040090 Requests to r.ole quest ons aulhof posed to NRG on Pages 11- 12 of at 
i3crod rromcrandum & order W/o erct W/CorlihcalO of Svc Served on 690927 
B'C-HOEFER.C. Aiomc Safe^ and Liconsng Board Panel //489 9220. 09/09/27 
RClSE L C Fuel Cycle Safety Branch. 2pp 5 1348: 176-5 1340.1 77. 

6910120109 Forwards documents lo be inc'udod m hearing lile.por 890916 request W/o 
ooc^.-'e^ls & backcr0'j''d rran 

H3JSE.L C Fuel Cycle Saioty Branch 09/09/27 BECHHOEFEn.C Atomic Safety 
i-dLicensr^g Goa'd Pd'\el. 2pp 51469 020-61469 029. 

8910120089 Forwards iranscripl of 890624 m.oQt ng In Hillsboro.MO to provide inlo to 
gene'a! puti :c re oxpansioi at HomalilQ Transcript is droft.hnal.markod up copy 
ftORELlUS.CE Region 3, Ole of Iho 0 rector 69/10/02 HODt.J A Combustion En- 
gwiig.lnc. 1p 51469.203 51489 283 

-8910120094 Draft. marked up transcript of 600624 mooting in HillsbOro.Mo ro expan 
s»on n operation at Hemal te 

• Region 3. Ofc of the 0 reclor 89/08/24 79pp 51469 204-51480 202 

8910180044 Forwards CE Morel us 091002 m.omo.forward ng final marked up Iransciipl 
of 690024 put'ic fT.oetng in H llsbo.'O.MO.Sonntor J Nixon 690017 Hr & peiiiion sgr.ed 
by local fosidenis.to bo served on partios m proceed nn. Served on 001012. 
6;C-HOEFER.C Alornc Safety and Licensirm Board Panel #409 9294. 09/10/12 
J'JLIAN.E Oocketng 5 Services Srancfi 3pp 51496:100 51400 101 

“8910160051 Transcnplicn of puh'ic rnoelmg re C E * Fotw/ards Iranscripl of 890024 
'^.ecL'ig J Nixon 090617 Ilf & poiilion signed by local rosldonls in supporl of G-E ol- 
bis Id expand opera^ons ai Mernatiio fact ity W/Ce/lificalo of Svc 
NOFELiJ 6.CE. Rog.on 3, OJe OJ iho Dirocior 09/10/02 DEClItlOEFGR.C Atomic 
Slbty 8-nd L'cons ng Goard Panel. 81 pp 51490 101-51400 161. 

6910240017 Forwa’ds Safely Insp Ropie 70 0036/69-02 on 0D0025.No violaions noted 
MALLEn.BS Rcgicn 3. Ofc of the Director 89/l0'l3 MCQILL.P.L CombuslonEn- 
gneenng. he ip. 51590 084.51590 007 

-6910240018 Insp Ropt 70 0036/09 -02 on 690025 No vlolal’Ons or deviations 
noied Ma,or areas hspociod rad atiori protection & operations review 
FRANCt.GM. SRENIAWSKI.O J Region 3, Ofc of Iho Dlocior 00/10/02. 3pp. 
51590085 51590 087 


8910100004 Forwards ' Sunimary of Gaseous Eflluonl Oischarces, Jan Juno 1989.' Daia 
conlif/ns that Iqutf 8 gasecus ofliuent discharges from lacl.iies won below max per- 
m-ss blo concGPtrat ons 

CULBERSON.DG Babcock A WJeOx Co 89/07/20 MURLEY.T.E fleqoni Cfc ol 
tho n.rocior. Ip 61427 100 51427 162 

-6910030300 Summary cf Gaseous Etfluant Dschargos Jan-Juno 1909'' 

' Babcock A Wi'cox Co 80/06/30 3pp 51427 10 1-5 1427.102 

8909270214 Ropsonds to 690706 Ur re OAW facillios m Apollo A Parks 
Township.PA Region I has not fo-na allachm.oni to 870824 hr to inc:i.c'Q documonta 
tion of spccilic satety .toms ihai Support recipient contention that unsafe practee 
noted 

RUSSELL.WT Region 1, OlC of the Dvecior 89/09/06 VIROSTEK C Krskr VaJ.'ey 
CoaiiHon 10 Save Our Chi'dren 4pp G1339 10B 5l339.t?l 

-0909270222 Demands fespor.sn to author 870624 Hr re sonous hsuo m Alio KiskI 
Valley 

vmOSTEK.C Kiski Va'ey Coa'iliCn to Save 0..r Cnld/en 09/07/06 STELLO V. NRG 
- No Detai od Afl.'iaiion Given Ip 51339 1 12 51339 112 

*-0909270227 Responds lo Hems 5 A 6 of feCip;ont 670813 ro aHogaiions concern ng 
p!aht Al'egaiions based on r.nci dccum.onls 

VinOSTEk.C Kiski Va'Ioy Coal.i on 10 Save Ojr Children 07/00/24 f/ARTIN T T 
Region 1, Ofc ol ihe Director 9pp. $1339 1 13 51339 121 


DOCKET 70-0143 NUCLEAR FUEL SERVICES. INC , ERWIN. TN 

0910160313 fotwords Rev 17 to physcal sateguards plan End withheld (rot IQCFROS) 
JOHNSON.SC Nuclear Fuel Services, Inc. 86/02/05 BRACH.E W D.viSion of Solo- 
guards A Transpodahon (Post 0/0413) 2pp 5155/ 101-51557:102. 

0910160134 Konvards Rev 20 to physical safoguorcls plan Rov withheld 
JOHNSON.SC. Nue'ear Fuel Senr-cos. Ire. 69/05/30 KASUN.DJ Domestic SG & 
nog onal Oversight Branch (Post 001210) 2pp 51536 289-51536 290 

6910180139 Fcfwa'ds Rov 12 to Silo training A qua'if caiiori plan, ncorpofatmg roqu fo- 
ments specified by OCE/NRC comparability ru'e re selection A suitahi'ity of tactical 
response loam Rov Withhold 

JOHNSON.SC. Nuclear Fuo: Services, Inc 69/06/09 KASUN.DJ OomosiiC SG A 
Regional Ovefblght Drarch (Post 001210) 2 pp 51557 097-61557 098 

8910100240 Fo.'wrarda Rev 0 10 ptiyucal safoguanJa plan.incorpcrating prov.sions ol 
NRC/DCE ccmparablity ru'oFoe pa'd Rov wilt-heid 

JOHNSON.SC Nucloar Fuel Services. Inc 69/06/12. KASUN.DJ. Domestic SG A 
Regional Oversight Oroncti (Post 651216) 2pp 51556:222 51556 223 

69101G0274 Forwards rov to 070020 A 0911 applcahons I0' renewal of License SNW- 
124.R0V includes Part l w cend t ons A Pan 11 ro safety domonsirat on W/o ends 
KNIGHT.OE Nuclear Fuel So-n/cca. (nc 09/00/1 1 Fuel Cycle Safety Branch 2od 
51557.005 51557 006 

6909200105 Forwards Insp Rapt 70 0143/09 16 on 690731 ■O0O4.Na violations Of devi- 
ations noted Ropi documents commitaiunl by i censoo to ccmpleto compulonzed ox- 
posuru evaluators manual by mid 1909 

COLI.INS.D.M Region 2. Ofc of the Drocter 09/09/13. l.ONG.J.A Nuclear Fuel 
SofV.cos, Inc 2pp 51352 190 51352 209. 


8910310112 Responds to request 10 Irarr.e issues aullior Uol ovos should bo prosonlod 
ai hearing Issues prosentod by N-scon Hr filed on 891010 adopted A Ihroe issues idon- 
L 5d as Issues 6.7 A 0 added.Ceri llcaie of Svc end Served on 691023 
DCDSON.M Dodson. MT. #409 9336. 69/10/10. BECHMOEf ER.C Aiomc Saioty 
and Licens ng 0oa.'d Panel 4pp 51606 1 10-51 606: 1 13. 

83102S011S Proposed l.ndng ol facts* Exhbit A discussing site 

c''a.'acion/aiion, decommissioning plan.waste lagoons.onslio waslo slorago/ 

disposal. emmissicn contcl A citizen Involvomoni end 

NKON.JW Mssoufi. Siaie of. #409 0327. 69/10/19. 9pp. 51561: 102-51561. 1 10. 

M10310082 Informs that Coal tion for Er^viron withdrawing poiilion lo serve as parly to 
pocwd.ng re p.'oposed amend to C-E license Interesf will bo aitequatoly represontod 
byJNxcn. M DodsenA K Sisk. 

r Env.ror.monl. Si Louis Region. #489 9336. 60/10/19 

Atomic Safety and Liconslng Board Pane! tp 616C6 099- 


*-6909290106 Insp Ropt 70 0 143/60- 16 on 090731 0804 No violallons or dovat.ons 
noted Major areas inspected rad'at-on profeclion program. Pu dccommiss on ng projocl 
A followup on proviousV identified items 

COLLINS.TH, P011lH.jp Rogiqn 2, Ofc of tho Orocior 09/00/20. 9pp 
51362 201-51352 200 

6910020001 Forwards Insp Repl 70 0143/09-20 on 890014-18 No violations or devi- 
at.ona noted 

COLLINS.OM. Region 2. OlC of the D rector. 89/09/14. LONG.J A. Nuclear Fuel 
SofVices. Inc 2pp 51360 104 51366 l?l. 

-6910020064 Insp Repl 70 0143/60.20 on 090014.18 No volDtions A dovialions 
nolod Major areas nspeciod areas of radio’ogicel olf.uont 
processlng.radwasto.radiolog cal o.nviron m.on‘toring.burral ground Irealment A pond 
decommission ng 

MARSTON.RR.. OECKGR.T.R Region 2, Ofc of the Director. 09/09/07 6op 
51366 166-51306 171 


Requests to make oral siatemeni on bohaH ol CooLlion for Environ on 
651025 ^ K> License SNM-33-W/Coriificaio of Svc Served on 

'Of Env.fonment, Sl.Lou.s Region. #400 9353 09/10/19 
WCkeing s Services Branch. 3pp 61607.001*51607:003. 

respofTSdS to quost-ons posed (o C-E in 690925 momorandum A 
W/Certificaio of Svc 

Engineering. Inc. QAUSER.M A Newman A Holding 

Ann BECHhToEFER^C Atomic Safety and - - 

oPP S 1606.345 -5 1606 352. 


f and Licons'i^g Board Par 


fabrication facihiy ro hconso amend.* Requests lo be placed 
Slalomoni on 691024 In Hillsboro.MO.W/Corlificalo of 

^'^^erved on B91025 

*. Assigned #469 9354 69/10/20 NRC • No Dole led Af- 

■ 4 jor^ Given. 3pp 5 1 606 357-5 1 606 359. 


docket 70-0053 YALE UNIV,, NEW HAVEN. CT 

cause why licenses should noi bo rnodified.lor 

llEflFo ^ ^ ^ 

Ehforcomem (Post 870413) 80/09/28. LESAR.M T. ReguialO/y 

''<-3 cat ons Branch ip, 51301 271-51391:271. 


6910200165 Forwards physical safeguards plan incorpo/aiing comments m DJ Kasun 
8000 1 7 Ilf to JA Long End wthholo 

JOHNSON.SC Nuefear Fuel Sendees, fne 69/10/05. KASUN.DJ, Domoslic SG A 
Regional Oversight Branch (Post 631218). 2pp 51506 107-51506 109 

6910200156 Fenvards addi page changes lo Rev 12 to NFS bile iralring 
plan.lncorporoling changes as requrod n DJ Kasun BOOB 17 Ur lo JA Long End wilh- 
fioVI 

JOHNSON.SC Nucloof Fuel Services. Inc 89/10/05 KASUN.DJ Dom.estic SG A 
Regionat Ovorslghl Branch (Post 661216) 2pp 51566.104-51566 1O6 

8910120160 Raque&ls four seis ol now site drawings A srhomalics containing enci 
listed Info by 900102 in order 10 support NRC Emergency Operations Ctr A to assist in 
evalualion of tactical Ira-ning oxerc sos 

KASUN.DJ. Dcmostic SG A Regional Oversight Branch (Post 881218), 69/10/06 
LONGpJ.A Nuclear Fuel Sorveos, Inc 3pp 51400 344 51490 346 

8910180013 Forwards Safeguards Amend SG 3 to FNMCP A accounting pod-on of 
Safeguards Amend SG 2 lo L cense SNM-124 Approved FNMCP must be imp'omonl* 
ed with n 90 days 

MCCORKLE.GW Division of Safeguards A TrarAsportation (Post 070413). 69/10/06 
HENSLEY.KO Nuctoar Fuef Sorv.cos. fnc 2pp 5 1637 3fO-5 f537 327 

**8910180017 Amend SG O lo License SNM-124 fo; Nuclear Fuels Svcs.lr.c. arr.enrling 
mall control A accounting rogulaiory base. 

MCCORKLE.GW Division of SafOQua'ds A fransportahon (Post 670413) 69/10/06 
7pp 51537321*51537.327. 
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B910230107 cctvplcico BJ'jt cal:.»lB*.or.s & asicoa'ert ^co'^‘iO 0910^803^0 Fo''*a'ris Rov 5 vo bocuot^ Vt am og 6. QuaMicoi'Onr. pla- 

pagcsin rosponso to a906?l corrmorts X request fO' aCdi .-'io ta 890526 app'icarpn GiGl ‘OTTl.R J Un:*rt1 Nuclear Corp (suDs or UNG Resource 

ro s'O'O vendor rrans in aidg 3C6 vHut s'cragO racl-s KASUNDJ Donrosr.c SG 8 nogonni Oversighl Branch fPi 

LOVGJA Nuclear Fuel Sendees. Inc 09/1O/C6 PCUSF.L C Fur^l Cyc'o Saleiy 51545 140 51545 141 

Branch lOpp 51579 239 51579 307 

i r. . o . B .. . ^ 0910050105 Appl canon lor amend VO I icertse S^JU■036S,aCetnqT.0c 

8910240083 Adv.ses ol reoiga-iza* on of 0 v ol BaJ al on Safely A bafeguarcJs.offecr ve so' ro siatl Supervisor w.ll assc-me day to day rosponsibilifios lor 

on 89C806 Crgan'Zai ona* chart orcl ql Su'rait rosemo onci Feo paid 

CLINE.WE Cfc cf ino CroctCf 89/10/11 LONG.J A Nue'ea: Fuel Sorv- GREGG.B J IJNC ResOurcOb. Inc. 69/C9/00 ROUSE.l C, Olfice 

ces. Inc 3pp 51569 038 515 j 9 0-:0 Sa'Oly & Safegjards Cireclor I4pp 51433 202-51433 294 


S9102500B7 FerwafdS .‘rsp Ropl 70 0143/89 22 cn 890925 28 No vip'aiions O' devi 
QtiG^a noted 

Cline, WE. Reg on 2. Ofc of ihe Drodcr 89/10/17 LONG.J A Nuclear Fuel Serv- 
ices *nc 2pp 51699 270 51599 277 


8909290125 Forwards Insp Repi 70 037l/89'03 cn 89051 
noted Improwcmoiits noted in imp“omentat:on of radiat-on proietlo* 
BELLAMY, n R Region 1. Cfc Of Ihe Director 89/09721. ANDf 
sou'ces, Irrc ip 51350 350 51350.355 


-89T0250088 fnsp Ropl 70 0143/89 22 cn 090925 -28 No vidaliors or deviaiipns 
noted Mapr areas inspeciod laci iiy cpo'aiions. taci'ity mods.nuclea' ent cal 1y 
safoiyjadiar on p'Oieciion mail convo & accojruati'itv 

KAHlE.JB. MCALPiNE.E J Reg on 2 O'c ol the Duecior 69/10/16 6pp 
51599 272-51599 277 


-8909290141 Insp Repi 70 0371/09 03 on 090014-1 8 No vio a 
noiod Wa:o-' oreas mspecterl radiolion proteciion p.'cg'am mc'uJ-ng 
ly idoniified iiems & ■mplorrentat on of rad aiion proioclion p'oqram 
LCCSCmR. PASC'AK.W Rogon 1. Ofc ol iho Diroclor 89/C3/2 
513S0 355 


DOCKET 70 01 57 TEXAS. UNIV. OF. AUSTIN, TX 

8910040361 Forwaids Amend ? 10 LicensQ SNM-lflO A SER Arret'd changes Condton 
10 re chanuo n stated Bj»hon?ed local on 

RCUSE.L C Fuel Cyc’e Salety Branch 69/09/27 BAUEH.T L Texas. Univ. ol. Aushn. 
TX Ip 51437001 51437017 

-8910040364 Amend 2 lo L cer.so SNM l60.a’jihof.7irg use ot 470 g U-235 & 128 g 
Pu 

ROUSE. L C. Division of industrial & Mocical Nuclear Safety (Posi 870729) 89/09/27 
2pp 61497 002 51437.003 

“8910040369 SfcR rocernmend ng approval ol 090725 amend applcaiion re release oi 
eng.naer ng scitnco Wdg Roorn 321 i 1ci x.niosVrxVDd use 

RGB NSON.C , BIDINGER.G H Fuel Cycle Salely Branch 09/09/27 ip 51437 004 
51437 016 

—89 1004Q37S RecornmenJs thai eng nnorrg sciences bldg Rcom 32N ee re'easod fer 
unre^Utcied vise 

CAIN.Cl Region 4, Ofc of iho 0 rector 89/09/13 BIDINGER.G H Fi.el Cyc'e Safoty 
Branch Ip 51437 017 51437.017 


DOCKET 70*0364 0AGCOCK A WILCOX CO . PARKS TOWNSHIP. PA 

8910100004 Forwards ’St^mmary of Gaseous Eflluent O-scharges.Jan-Juno l969 " Data 
corv*rms that liquid & gasocus ollljent discharges from laciMies well bo ow max pnr- 
miss.tle ccncenitfii.cns 

CULaERSOM.Q G Baticock & Wi’cok Co 09/0// 20 MURLEvJ E Rogioe V. 0‘c 
the Oireclor. tp. 51427 I80-51427.182 

-6910030300 "Sumrnary of Gaseous EfFueni Discharges JanJuno 1969 " 

’ Babcock a WIcox Co 89/06/30 3pp 51427 1 01 5142? 182. 

6909270214 Rapsonds to 690706 Hr /e DAW faci’itcs In ApoMo A Parks 
Township.PA Region I has nol lound aiiachmont to 07C824 Itr to include dneumenta- 
lion of specific salety items that supped roc-pient coniontion that unsafe pmevee 
noted 

HUSSELL.W T Region 1. Ofc of the Oirecicr. 09/09/00 VIROSTLK.C Kiski Valley 
Coa'ii on 10 Save Our C''i:dren 4pp 51339 1C8-51330.121 

**8909270222 Demands response to author 870624 lir re serioJS issue ir> Allo-Kiski 
Va'Iey 

VIROSTEK.C. Kiski Valley Cofi’ition to Save Ojr Chi'd/en 89/07/06 STELLO.V NRC 
- No Detailed Atri lanon G ven ip 51339 ii2 51339 1 12 

-8909270227 Responds to Items 5 & 6 of recipient 070813 ro afegalicns concornirg 
plant ALcoaiions based on end documents 

VIROSTEK.C Kiski Valley Coainion lo Save Cur Ch.ldren 07/08/24 MARTIN.T.T 
Reg on 1, Ofc o) me O.recior 9pp 51339-1 13*51339 121 

8910020112 Forwards fnsp Repf 70 0364/69*01 on 600801 A closeout survey for faci*- 
ty roloasi''-g BAW Mount Vcrncn.lN facity for unresiricied use A remov.ng License 
Conditions 10 A 1 1 as authorized p'ace cf use 

SHENVAWSKV.OJ Region 3, Ole of line Owecior. 69/09/22 LOVSEN.P Fuel Cycle 
Safety Branch 2pp 51369 331613/0 028 

“6910020116 Insp Repl 70 0364/89 01 on 69C601 Radiological cond lions lour'd within 
NRC Hog Guide l 86 g u dD'mos Majcr areas inspected Mount vorron.lN fac lily A de- 
lai'e.d closoovjl surrey lor toVesse of lac l ty to unresinctetl oso 
GIBOCNS.DR.. SPENIAWSKI.D.J. Reg on 3. Ofc of fhe D.rocior. 89/03/21 5lpp 
51369 336*61370.026. 

0910110069 Summa'Y ol 690926 meeting w/6AW re groundwater mon.fonng program 
for PaiKs TowAsh-p s te waste buria' ground 

LOySEN.P Fuel Cycle Safely Branch 69/10/02 BOUSE. L C Fuel Cycle Safoty 
Branch 2pp 51469 146 51460 147 


DOCKET 70-0371 UNC. INC , UNCASVILLE, CT 

8910180268 Forwards FNMC page changes or additions W/o encl 
L'HEUfiEUX.j United Nuclear Corp. (subs Of UNC Resources, fnc.) 80/02/19 
JACKSON NRC • No Doiailcd Affil.ai on Given 2pp 51545.197*51545 198 

6910160116 Forwards JL Lawrence 89C531 memo io R Giglotli re Bldg I vauK A Rev 0 
(o BldgL fuel vau’i drawmg.dld 09C531 W/o encl. 

OlGLlOni.n J UNC Resources, Inc 89/05/31 KASUN.D J. Oomeslic SG A Regional 
Oversight Branch (Post 881216) 2pp 51526 266*51526 267 

6010180321 Forwards revised FNMCP.per iOCFR74 5lcl in response to questions A 
commenis conia-ned in 881 122 lir.Futurp changes resulting from data collection A 
plan Imp'emanlaiion will begin rev format Enel wiinhe'd. 

COLLOPYJ.J Unied Nuclear Corp (si-bs. of UNC Resources, Inc). 89/06/16 
KASUN.DJ Domoslic SG A Regonal Oversight Branch (Post 801218) 2pp 
51540 212*51540 213 


6910260008 Fo.'wa'rfs Safety Insp Ropt 70 0371/89 04 on 89C& 
violaf'on Unresolved item re poloniially rati oacfive.cnmo-'i ‘crod roll 
tiliod 

bell AMY .RR ReQOn 1. Ole ol ihe Oiocvoi 09/C9/2? A^DREl^ 
a.' Cerp. IsuhS. of lTnc Resotrees. Ir.c ) 2pp 51624 251-51624 251 

“8910260009 Notice of v olaf-on Irom msp on 890021*25 Viclal.cns r 
form complete nuclear cntica’ily safety ovaluaiion of raw fuo' coric 
OC area A safevy ctgan'zav.on chor'-co mp'-emenied w/t> NRC app' 
' RoQicr> 1. Cfc cf It 0 D.fOCtor 89/09/27 2pp 51824 253*51624 2 

-8910260012 Insp Ropl 70 0.371/09-04 on 890B21*25.Vo:8liors 
inspected mgf crganzai on A contro:s nuclear cnhcaity snfeiy.op 
r.ro'.ecivco 

AUSTIN M A. BORES, HJ Reqcn 1. Ofc of fhe Di'octor. 09/09/2 
51624 259 

8910100191 Responds to 690914 Hr Informing NRC Cf ipfonFor> lo 
secunty irainmg A qual.f -cahcn plan. VhVhdtawal accnpiatjlo 
BELLAMY.RR Region 1. Ofc of the Diroclor 89/09/29 ANDREV 
ar Cerp (Subs of lTnC Roscurces. Inc) 2pp 51457 209 51467 29 

• -09 10 100206 Confirms agroomeni to wlf draw 881223 changes to 
qual.lvavons p'anRov 5 submuiod on 003707 todo^igriavod as P 
plan onci vv/o ere' 

GIGLIOTTI.RJ uriied Nur'oa' Corp. (sub.s of UNC Roscurco 
RUSSELL.WT Rogon 1, Ofc of iho Director. Ip 51457 291 '51457 

0910230152 Forwards tewsod paaos lo FNMCP.t&h lowed dJr'.t 
204 Paaos withhold (rof 10CFR2 790). 

cot l OPY T J. Uniiod Nuc'oar Corp (subs- of UNC Resource: 
KASUN.DJ Oomosiic SG A Rogonal Oversight Branch (Pi 

51578 039 51578 040 

8910120 183 Forwards Safonuard Amord SG*2 lo License SNM 365, 
093616 submital of FNMcP 

MCCORKie.GW D.vis'on of Safeguards A T/arspodation (Post! 
ANDREWS. R B. Un.tcd Njcloar Corp (subs of UNC Reso 
5U01 050 51 491 06?.. 

-•8910120212 Amond SG*3 to L cenao SNM*360.rovjSTg FNMCP 
MCCORKLE.G.w D.visior^ of Safeguards A Trar.spodeliO.n (Post I 
3pp. 51491 080 51401 062. 

8910180278 Requests ndtll info in form of drawings A sche-'rai cs re 
program for ova'uaton of tactical framing exercises under peilorrr 
of 10CFR73 45 

KASUN.DJ. Domosne SG A Regonal Oversight Branch (Post fi 
GIGLIOTTI.RJ UNC Rosouicea, Inc 3pp. 51645 131-&1545 133 

8910230109 Forwards revised Security plan changos.pci 
commenis Changes withhold 

GIGLIOTTI.R J. United Nuclear Corp. (subs of UNC flesource' 
KASUN.DJ. Dorrpshc SG A Regional Oveislghi Branch (Pi 

51579 291*51579 292 


DOCKET 70*0398 COMMERCE. DEPT. OF. WASHINGTON, DC 

0910250076 Ack receipt of 690815 A 0908 fua informing NflC of 8'€ 
v.olalions noted in insp Ropl 70 O398/09'O1. 

BELLAMY.n R. Reg on 1. Ofc Of the Director. 89/10/10 PEVEY.L 
of Standards A Technology (formerly National Bureau Pf Siandi 
51607:200 

“8610250077 Ro^onds to NRC questions re response to violations 
70*0398/89 01 dorroctivd act’on. written procedures Icr nslrumom 
v0‘opod A in place by 801231. 

PEVEY.L.E. National instrtutG of Siendards A Technology {formerly 
Sianda 89/09/00. BELLAMY.RR. Region 1, Ofc of mo Direclc 
51607 200 


DOCKET 70*0687 CINTICHEM, INC., TUXEDO. NY 

89 101 10106 App.'icallon fpr renewal of License SNM G639.’ncroasi 
SNM program A request ny that license be given 10 yr oxpi 'alien d 
5 yr expireilon dale Annual environ info for 1984-00 encl. Fee paid 
VAUGHN.T.L- Cintichom. Inc 09/09/15 Office of Nuclear 
Safoguarda.D'roclor. 64pp 6 1 4 75:022*5 1 4 75:086. 

-8910110106 Advises SNM license expires on 891031 A applicaiioi 
should be filed if renewal desired 

’ Fuef Cycle Safety Branch 89/07/05 Cniichem. Inc. ip. 5I475;0 
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anion 01?^ Saleyi^a'Cls lasp Rnpi^i 50 054/HQ 0-1 « 70 06tt7/B9 04 on 

" cv^^3 DO No voiations notod 

cfn^VRR Region 1, Ofc of IPO 0,f©cicr fl9/09/27 WCGOVEnNj J. CnliChom. 
“fvc 51474 211-51474:214 

g -110143 insp HeplS 50 054/69 04 & 70 0607/89 04 on 890029-30 No v.olaiior.a 
K*ed'/ajg' fl^eas nspeclodohys cal p'olociion o'oasurcs lor SNM of modoraio Sira- 

i^* /* G 

n?i »AHAnA A CAMERCN.D , KElWlG.RH Rogon 2. Ole ol mo Ciroclof 89/00/ 
26% 5l474‘2l'3 51474.214 


pocket 70 0734 GENERAL ATOMfCS. SAN DIEGO. CA 

8910130113 Fo.Twdrdi SNM physical inventory Hummary repis fo' ponod ending 
630522 VV/O ere' ^ ^ 

viSHAMCL Ge.'iQfal Alcrnca (formerly GA Tuchnologios. inc /General Aiotric Co) 
a';' 06/20 KASUN.OJ- Oomesiic SG * Regional Ovotsighi Branch (Poal 881210) 
^fp 51505119 51506 119 

MIDI70098 Previdas backgroufd mfo re NFS exomplon Irom lirr,©:/ inoasoremonia ol 
SNM received from General Aio.*n cs & Pubi c Sve Co ol Colorado Gxcrrpi on grantod 
lalJFSsnou’dbQAihdfawn 

a^mUSSENKE General Arcmics (lormerly GA Tochnologios. Inc/Genorai Aiooiic 
Col 69/07726 KASUN.OJ Domestic SG & Regional Ovorsiglil Branch (Posi 
MI218) 5pp 51532.111 51532 114 

891017W39 Ailv.ie? ol A Galli,Manag&f ol Secomy .090720 raUioment R^isponwli l.tiOH 
lor ■T.p’efrertng Caiegory ll/ill physical proiochon plan assumod by W Stowe & R 

Pa^o.Tochor 

AS.M'JSSEN K C. oo."af8’ Atomics (lorrrorly GA Technologos, Inc /General Alomc 
Co} 69/08/08 KASUN.DJ DomosLC SG & Regional Ovofsyhl Branch (Post 
5812101 3pp 51536 146 51636 148 

8310160139 PfOv;d0S addi info roqi.ealcd m B9081P Ur including conifoci bolwoon 
Public Svc Co of Colorado 8 NFS & General Atomics agroomont w/F^ib:«c Sve Co of 
Cclorado Racenl corrospondenco on suUj issues enci W/o oncl. 
aSMUSSEN.KE Gono.'al AIO.ti cs (formerly GA Technologies, inc /General Alonriic 
Cel 89/08/25. KASUN.OJ Dcmoslic SG 8 Rogonal Ovofsighi Branch (Posl 
831218) 3pp 51520 143-61620 146 

89100304 6 4 Towards "Uocoritan'l.nai'on of "Hoi Sale ’ Area of TRIGA Fuel Fab.':cailcn 
Facility Forrrerly Located In Bldg 9 for Holoaso ol Unresiriciod Llso Siaye 2 ” Not a:i 
roo^s rel as pan ol hoi suit involved w/use of radioactive mall 
ASMUSSEN.KE General Atomics (formorly GA Technologies, Inc /General Aiomic 
Co) 69/08/31 FISH.R.F Rogon 5. Ofc of the Director 3rp. 61451-318 51451 340. 

-0910039 46 7 ' Deco n lam: nation of "Hoi Suite ' Area Ol TRIGA Fuol Fabrication Facility 
Forme'iy Located m Bldg 9 for Reloaso lo Unrosincted Uso Stage 2 ' 

‘ Ge.neral Atomics (forrrerly GA Tocfinoiocms. Inc./Gonoral Atomic Co). 89/08/31 
29fp 51451 3?1-51451;348. 

0919030545 Forwards "Oeconiam naion of Solociod GA Co Science Labs for Roloaso 
10 Unrestnciod Use (Group 4)” & foquosis expeditious review & conlirrnatory survey in 
Support tl subse<;v:ent lelooso ol faci'rtios lor umostilclert uso 
aSMUSSEN.KE General Atomics (formerly GA Toclinologios, Inc /General Aiomic 
Co) 69/09/13 fJSH.R.F. Region 5. Ofc of the 0 rector. 43pp 51391-160-51391 202- 

-8910060210 "Deco'iiaminoiion of Seleclcd GA Co Sc^onco Labs fo' Rolonso lo Uriro 
stncied Use (Group 4) *' 

' Geiers! Atomics (formerly GA Technologies, Inc/Gonorol Aiomic Co) 80/09/12 
Hpp 6i3gi:l62-6l391;202- 


OOCKET 70 0020 UNC RECOVERY SYSTEMS. WOOD RIVER JUNCTION, Rl 

6909290090 Corrmonis on NRC 890822 Itr re final survey repis for UNC Recovery Sys 
o(»raior^ -n Stale of Rl Add! av/iavatiQfi ol area conduclnd & addl samploa lekon.per 
NBC request Residual mail in aroa of Sampio 7 wi'l bo lomovod 
VEIASQUE2.J fl. United Njcloar Corp. (sebs. of UNC Rosources. Inc)- 89/00/13- 
ROUSEL-C- NRC - No DeiaFod Affiliation G.von 2pp- 51352:217.51352 223. 

8909270106 Forwards Safety Insp RepI 70 0820/89-01 on 000824 26 No violations 
noted 

BELUVMY.RR Regan 1, Ofc of iho Director 00/09/19 VELASQUEZ.J R- UNC Ro- 
ccvsry Systems- 2pp. 51344:030-51344 039 

“8909270198 Insp Kept 70 0820/09.01 on 990824-26 No violations noted Ma^or areas 
.“specied status of docom missioning site & bldgs A vorifical'on so.l samp'ing & sur. 
v^s of cJtside areas of facility. 

fiOlHJ.. BORES.flJ. Region I. Ofc of ihe Director. 89/09/19. 8pp 51344 032. 
51344 039 

8910230100 Advises of coriipleted cleanup at sijice doschbed in 090913 Ur Ana'.yt cal 
results ol soil sample laKen subsequenl lo cleaning oncl Provides Info lo eollio NRC 
rqr.Lnued concern re Grid Block 1 38. 

VtLASOUEZ.J R. Unled Nuc'oar Coip (subs ol UNC Rosourcos, Inc). 89/10/11 
H0RN.M Fuel Cycle Safety Branch. 6pp. 51500 004-51580013. 


docket 70-0024 BABCOCK & WILCOX CO., LYNCHBURO, VA 

0909270172 Forwards Insp Rept 70-0624/09 04 on 090717-21 & 0809.1 1.No vio'aliona 
or deviaiions noted. 

CQLLIMS.OM. Rogon 2, Olc ol tho DiTOCtot 89/09/15 TRENT.L.K. BabcoeX & 
Wilcox Co. 2pp. 51339.330-51339:342. 

“8909270 177 Insp Ropi 70.0824/09-04 on 890717-21 & 0809-11. No violations or rfevi- 
aiions noted Major areas i ris pec te d ro view ol rad.atlon protection program including 
w’v radiaiicn proreciion activilles.radwasio mgt & inlo notices. 

. POnER.J.P. Reg on 2. Ofc ol the Director 89/09/11 lipp. 51339 332- 


8910190100 Forwards Insp Rept 70 0024/09 08 on 890830-0901 .No violations or devi- 
3'JOns noted 

WLLINS.O.m. Region 2. Ofc of tho Director. 89/09/28. TRENT,!.. K Babcock & 
WicoxCo. ?pp 51556 320-51556.334. 


-8910190192 !i;sp Rept 70 0624/89 08 on 890830-090 1 .No v QlaUons or deviations 
noted Major s'cas nspecied rad o!og cal effluent ireaimoni A mcniloring, radiological 
environ monito' rg. raoiolog cal m.easu'Omenta & QC 

MARSTON.R.H . DECKFff,T R. Region 2. Ofc of the Duccicr 89/09/27 4pp. 
51558 331.51559 334 

0910170003 App'icaiO.n fo.' amend to License SNM-77B.rDViSi''ig demonstrahon section 
of licerxsB to refect recently approved changes to crgani^ation 
BOYD.CC Babcock 8 W-lco* Co 89/09/29. HOUSE. LC Fuel Cycle Safety Branch 
CDPP 51543 C63 51543 132 

8910260174 Forwards Insp Rapt 70 0824/89 06 on 890913 14 No violat ons o-' tfovi- 
alions nolod. 

CLINE.WE. Region 2. Ofc of the Di.'ecior 69/10/06 TRF.NT.L K Babcock A Wlcox 
CO 2pp. 5 1624 078-51624 085 

-0910260177 Insp Rept 70 0824/89 06 on 890913 14 No v.olahons or deviations 
noted Md;or areas inspected mgt conircis. ua n rg.nucioa.' cm ceMy 
spfoty.operations.malnt & ionowup on previous onforcomont items 
TROUP.G L . MCALPINC.E J Regicn 2, Ofc of Ihe Director. 89/10/06 6pp 
51624 000 51624 005 


DOCKET 70-0025 CIMMARON CORP , OKLAHOMA CITY. OK 

8910250210 Fo.'wards response lo NRC 890203 Ur ro l.censoo 880629 application (or 
ornond to Licensa SNM-928 ro onsite dsposiiion ol VJ conten ng soils meeting NRC 
branch tochn cal posuicn option 2 criteria. W/32 Overside drawings 
STAUTER.J.C Cimarron Corp 89/10/09 DAVIS.AB Region 3. Ofc of the Director 
15PP 51604 271-51604 332 

-8910300047 "Hydrologic Water Balance Opt-on Two Bunal Site & Vicin.ly Cimarrcn 
Corn Facil w Crescent.OK 

LOWER.SR Kcrr-McGooCcrp. 09/05/10 4lpp 51804 293 51604 332 

-691025021 1 '5:10 lnvesiigai:on Repl for Cimarron Corp Faci'ity. Logan Couniy.OK ” 

* James L Grant Assoc ales, Inc 80/09/12. 4CCpp 51804 333 51606 096 

0910080014 Forwards Itr rept from Oak Ridge Assocaled Univa ro cross checks of 
gamma spoclfomolry sys lor measuring U concentrations in soil samples 
nOUSE.LC Fuel Cycle Safety Branch 09/10/03 STAUTEH.JC Cimarron Corp. ip. 
51431:328-51431 332. 

-8910060039 Fo.'wardS teb'OS surnmarizng results of onalysos performed 10 eve'uato 
Korr-McGoe tochnicijo fo' measuring total U m so:l samples from Cresceni 
site Vondor analyiical procedure can provide accij'ate measure of enriched U in soil 
BEFIGER.JO Oak Rdgo Associalod Unvs 69/08/31. HUHT.D O.vision ol Induslrial 
& Medical Nuclear Safety (Post 070729). 4pp. 51431 329-5 1431 332 


DOCKET 70-1100 COMBUSTION ENGINEERING. INC., WINDSOR, CT 

8910170101 App'icalicn for amend to License SNM- 1067, revising F.NMCP fo incorporate 
admmistr alive changes impie-mcniod at facility & to refect use cf U-23S enriched up 
to 5 wo ghi% Foe paid. 

SCHEntn.A E Combustion Engineering, (nc. 09/07/31 SMITH.C N. D.visiO.n of Safe- 
guards 6 Trnnsporlat on (Posl 870413). 3pp 51537.229 51537 231. 

8910170005 Forwards corrected page to CD073t appi cation for amend lo FNVCP W/o 
oncl 

SCHERER.AE Combustion Enginoering. fnc 09/08/07. SMiTH.C.N. Division of Safo 
guards & Tfansportaibn (Post 0/0413). 3pp 51536 149.51536 I5t 

8910030500 Responds lo NRC 090816 Itr ro violalion noted in Insp Rept 70-1100/80. 
04 Cofroctivo aciions neKi fachty emergency evacuation dri:i w-U include padcipalion 
of offsito support agencies to test comm.unlcat on sys & procedores 
SCHERER.Ae Combustion Engneerl.ng, Inc. 89/09/14. BELLAMY, RR Regon l, 
Ofc of tho 0 teclof 2pp 51382 195-51382:106. 

B910130170 Forwards Insp Repl 70-1100/80.80 on 890828.29 & 0605 08 & notice of 
violation Licensee should be prepared to dscuss areas ol nuclear fuel integrated im* 
provomont program at 691005 meet ng. 

JOYNER.J.H. Region i. Ofc of me Dirocior. 09/10/02. M.CGILL.P L Combusion Engi- 
neering, Inc. 2pp 51501 15?. 51501:100 

-8910130172 Notice of volatioh from insp on 090828*29 & 0905*08 Vio'at.ons 
nolod.porsonnol allowed lo onlnr resiriclod areas 8 personnel workod w/rad.oaciive 
mail w/o having attended formal traimng session within required time period. 

• Region l, Ofc of the Ol/ecior. 80/10/02 ip. 51501 161-51501 162. 

-6910130174 Insp Rept 70-1 100/89 00 on 890828-20 & 0905- 05. Violations noted Major 
areas inspected progross made by llcensoo to correct doNcienclos in l.censed 
progfom.fadioloolcal controls & emergency preparedness. 

AUSTIN, M.A.. BIDINGER.G.M., COSTELLO.F.M. Region 1. Ofc ol the Director. 89/10/ 
02 26pp. 51501:163.51601:1GB. 

8910130177 Forwards Insp Repl 70*1 100/09-08 cn 890823.No violations nolod.Ne Ovl* 
denco found to subslantlate alleged improper disposal or storage of radwaste at olthor 
8 ilo 

BELLAMY.R R. Region 1, Olc of the Director. 00/ 10/03. MCGILL.P.L. Combustion En- 
gineering, Inc 2pp. 51501:197.51501.201. 

-8910130178 Insp Repl 70.1100/89 06 on 09O823.No violat ons noted Ma;er areas 
in8peclod:clrcumstances ro allegod improper d sposal or storage of radwasle at either 
C E or adjacent prototype site 

ROTM.J.. OOn^.R.J Region l. Ofc ol tho Director. 09/09/29. 3pp 51501:199* 
51501:201. 

6910120122 Forwards Amor^d 15 10 License SNM.1067,adding Conditions 30 & 31 lo 
production manager & emergency d rector having bachelor degroes.torminaiif’.g Condi- 
tions 1 1 & 12,deloling Conditions 26 & 29 & corroctiny typos in 9,20 & 22. 

HOUSE. L C Fuel Cycle Safety Branch 89/10/04 VVAitflMAN.C. Combustion Engi* 
nOGfing. Inc 2pp. 51490.347.51491:001. 
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-89 10 1 20 1 33 Afr,end 15 lo L censo SNM l067.adanQ Coi d l-ons 30 & 3l to roq- to 
P‘OdLCt<on manager & emergency Cifoclcr lo ha'/e bachelors degrco <n sconce or eo 

SoUS*E^.,C. Division 0l IndtSlna' A A^cdica' Nuclear Salety (Pcsi 87072&J 89/10/04 
4pp 61490 349-5H90 352 

-8910 420124 SER supponhg Amend 1S lo Ucense SNV-t067.por OE 890623 appi ca 
tion re crganizaiicnai changes 

MCCaUGIiEV.O A. BIDINGER.GH FuQl Cycle Safety Branch 69/10/04 8pp 
51490 353-51490.360. 

-8910120126 Adv.ses that reiiher environ assessment nor EIS wa'rar’ed for ( consee 
8S0623 appI cal on for amend lo License SNV-ioe/.fOllacitng changes to nuclear luel 
mfg organ iati-on 

ncfuSE.lC. Fuel Cycio Safely Branch. 89/10/04. Fee! Cycle Sa'ety Branch ip 
51491.001-51491 001 

6910180114 Piovides update to Rev 4 of physical security plan amend subm.tied on 
890420 EpcI w.lhhBicl {rol 10CFR2 79D{rt)). 

SCHERER.A.E Combue tion Eng nee.’ ing. Inc 89/10/04 KASUN.OJ Dorr^esiic SG 8 
Regional Ovorsifihl Branch (Post 881218) 3pp 5l 520 234 Si 520 236 

8910 190219 ForwarrJs Safeguards Ir.sp Re pi 70-1 100/89 05 on 090927-29 No viola 
t ons rated _ 

BELLAMY.R R Reg on 1. Ofc ol the D rector 89/10/06 WCGILL.P L Ccrrb’jstion En- 
gmoering, Inc. 2pp 51550:242 51558 245 

-8910190221 Insp Repl 70-1 100/89 06 cn B90927 29 No v,o!ai’Or.s or devielions 
noted Major a'eas inspected physica* proiec;on rreasuros for SNM ol low sfraicgc 
6Qn.*cance 

DELLA nATTA,A.. KEIM G.R.R. Region 1, Cfc Of the Director. 89/10/06. 2pp. 
51558 244.5155 8 245 

8910250069 Ack receipt of 850914 Hr inform ng NRC of Steps taken to correct violations 
noted l.n Insp Rqpt 70' l lOD/89 04 

BELLAMY, R.R- Region 1, Ofc of the D-rec'or 89/10/11 MCG'LL.PL Comtusiion En 
gnaftvng, Inc 2pp 5 1 603: 190 -SI 603. JM. 

8610200148 Forwards Mall Control & Accounting Safeguards insp Ropt 70.ii0D/89 02 
cn 890918-20 No vioiavonsor daviaticns fdenMIod flopt withheld (ref l0CFn2.799). 
KASUN.OJ. norr,cstic SG & Regronal Ovo-'schl Branch (Post 881218) 69/10/12. 
MCGiLL,P L. Corr.busi cn Eng ncer ng. Ire. ip 51566 206*51566 2C6 


docket 70*1113 GENERAL ELECTRIC CO . WILMINGTON. NC 

891020Q134 Roquesis charge in FNMCP.rellecihg alownneos to certan SNM l consing 
raqu.rn.'nents Fee paid Changes w thhe'd (rel 10C('R2 750(d)) 

WiNSLOW.T.P. Gonorol Electric Co 89/09/05. SMITH.CN Ofhco cl Nuclear Material 
Safety^ $&feguard9.D.rocior. 2pp. 51577 094 51577 095. 

6910190021 PNO JJ 69 069 cn 89 1004, amp pyeo in^ed whan fingp/s of loll hand 
caught ;n ram door mecharismRadation specia'ist sent (o hosp w/n.urod empiOYO'O 
lo assu'O proper co.ni rol 

MCAlpiNE.E Region 2. Ofc ol the Director. 09/10/04. ip 51561:340 51501:340. 

8910170140 Responds to NRC 8S0727 itr ro violations noted in insp Repl 70*m3/65. 
OS.Correclivo aciio.nsiljco.nsoe developed 8 Implcmonlod chockiisi lo' sotociod work 
areas.includng a r sampling & bioassay requirerr.onis 

WINSLOW.T P. General Electric Co. 69/lO/tO Document Cor.vo' Dtanch (Ooctmonl 
Control Desk) I6pp 5l532310<6t532335. 

8916240073 Informs Of reorgariietion ol Orv of Radiabcn Safety & Safeguards Mall 
Confiol & Accountability Section svith-n NMSS Branch combinod vir/Phye.cdl Security 
Section. Organizaiional chart dep ctirg now organljavon end. 

CLINE. W.E RoQ:on 2, Ofc of the D rector 69/10/11. LEWIS.W.P General Electric Co. 
3pp 51589:351.51589:353. 

89102Q0Q25 Fifth partal response lo FOIA roquosiApp 1 rocords enci ^ availablo In 
PDR. Portions ol App 1 reco'cfs withheld |rof FO’A Exemption Ai 
GRtMSLEY.D.U. D-v.sion of Freedorn ol Information & Pubicaions Services (Post 
890205). 89/10/16 BAUMAN.L. Govornme.nt Accountab i ly Profocl 3pp 51542,118. 
61542 146 

-8910200028 Forwards sarn zed vorsicn ol insp Ropi 70-11 10/04 06 on 840402 06 & 
notice of violation. 

STOHR.J P. Rogion 2, Ofc ol the Oirecicf. 84/05/09. LONG J.A General Electric Co 
2pp. 51542:123.51542 124. 

—8910200030 Partia'iy deleted notice ol violaiiofv from Insp cn 840402- 00. Violations 
noied:liC6n3oe failure la correctly calculate l mils of error (or sh pmenl of uranyl nltrato 
solution & failuro lo fo'low procoduro 

* Region 2, Ofc of the Director 84/05/09 2pp. 51542:125.51542:120 

-8910300033 Sanitized version of Insp Repl 70 1113/04 06 on 84O402-0G Viclalions 
noiod.Ma.or areas inspocied to' low up of items ol noncomphance & previous insp lird* 
ings 

RICHARDS.B.L . MCalPINE.E.J. Region 2, Ofc ol the D.fOclcf. 84/05/08 epp 
51542:127*61542:132 

-8910200038 San-tizod memo dscussing ro commendation resu'bnq from Insp Repls 
70* 1 1 1 3 /83-?8 A 70* 1 1 1 3/04 ■ OS 

MCALPINE.E.J. Region 2. Ofc ol the Direcior. 84/05/16, S.VITH.C.N Fuel Facl'ily 
Safeguards Licensing Branch (Pre 850707) 2pp. 51542. 133-51542. 135 

-8910200051 San bzed Insp Repl 70-1113/84 05 on 840326 09 No noncompi ance 
no tod. Major areas in spooled measurements & internal conirols. 

TODD.G.A., 8ATES.J.W., MCALPINE.E J. Region 2, Ole of the Droclor. 84/05/09. 
5pp, 51542:136*51542 14 f 

-8910200053 Forwards parhally doleted response lo noncomp'lances noted in insp 
Repl 70 1 1 13/04*06 on 840402 06 Corrective actions: responsible indivld-jels w ll be 
Inslructod & oporators instructed rn mtent ol procedure S appropriate method 
VAUGHAN.C.M. General Electric Co. 84/00/0? STOHR.J.P, Region 2 Ofc of the Dl 
roclor. 5pp, 51642 142*51542.146, 


8910250334 AcK rectripl of 691010 It/ Informing NRC of stops taken lo corrocl vio aiiois 
noted in Insp Repl 70*11 13/89 05 

COllinS.DM. Bogen 2. Ofc ol the Director 89/10/16 LEWiS.W.P General Eiecvic 
Co ip 51612 046-51612 046 

B9 102501 92 RBsponds io 69092& request for cJarJicabon & conUrmat on of 
NRC regulations fer oiiport of IAEA samples lo bo sh pped from GE laci ^ ir> 
WIm ngton,NC to IAEA, V enna. Austria 

PETERSON, MR. As si Dr for Inil. Secunly. Exports & Matls Safety (Post 89-3225) 
89/10/17 FLCWERS.F 0 Genera' Electric Co. ip 51613 176 51813:177 

-6910250195 Reqv’osis written confirmation of appiicahle NRC regulabcns ro expoii ol 
IAEA saroguarris samples lo ho sh pped from GE Nuclear Energv.Wilmingion NC lo 
1 AE A.Vi a nna. AuSi ri a 

FLOWER5.F.D, General Efocir.c Co 80/09/28 WOORE.N. NRC ■ No Ootalled A'l 
at on Given ip. 51613:1 77.51613 177. 


DOCKET 7Q.1tS1 WESTI NOHOUSE ELECTRIC CORP., COLUMBIA, SC 


B9 10 170077 Applicalion for amend lo License SNM.l lO/.chano'no nucloar mail cc-truJ 
8 occountirg rroasurornont praci ces.Foo paid. Enel withhold (ref 10CFR2 790'<lj) 
NARDI.Aj Weslinghouse Electric Corp 89/08/02. KASUN.OJ. Domosbe SG S Ho- 
g onal Oversight Branch (Post 8812 18). 2pp. 51543.054-51 543.055. 

8910180131 Forwards rOv lo physical socurily plan Rav withhold (ref 1CCFR2 7Q-3lt;;| 
NAROI.A J Weslinghouse Electric Corp. 89/10/01 STOHR.J.P. Rogion 2. C(c cl ‘ha 
Direcicf 2pp. 51537:298*51537 299. 

8910050166 Forwards An-pend 17 to License SNM-liO? & safely ovaluahon. Arnond i 
corporates revs to radio’qp’cal contingency plan. 

ROUSE, L.C. Fuel Cycle Safety Branch 09/10/02 NARDI.AJ Wosiirgliouso EIqcUic 
C orp. ip 51462 160 51452.163 

-6910050160 Amend 17 to License SNM-1 107 lor Wosilr.ghouso Elnclr.c Corp, bij:Iic>' 
ng possess on & us© of 75.000 kg U 235.6 g U-233 & 1 5 g Pu 23B/Pu 230 SGieJ 
sources 

ROUSE. LC D.viscn ol indjsirial & Medea' Nucloar Safety (Posl 670/2B) OU/IO/C?. 
ip 61452 161.51452:16I. 

-8910050163 sen f© rov.SBd radiological contingency plan did 890524, Concljijus I' M 
elfeciivenass of sub) plan not reduced by rovs. 

PENNlNGTON,WS Fuel Cycle Safety Branch 09/10/02. ip. 51452 162 5MW 162. 

-0910050166 Docurmonts that neilhor environ ossussmont nor environ impocl stalo.-noal 
needod (or p'oposed rev lo radiological contingoncy p'an Effccliveness of p'an nciru- 
duced by revs 

RCUSE.LC fuel Cycle Safety Branch 09/10/02 Fuol Cycle Safely Qronch Ip 
51452 163 51452.163 

8910180099 Advises that RH Koga appo-nlod plant manngor for comniorcnl nijc'r>3' 
'jof div frjg p^anlotiocUve B91001 

aoOOWIN,W.L Wostinghouso Electric Corp 00/10/03 ROUSE. L.C. Fuo? Cycle 
Sa'ety Branch 2pp 51536:262.51536 262. 

B910260139 Informs ol #oo''gan'zalion wiihin Division ol Rad-ation Sofuty & Saleg.icrds 
CliNE.W e. Region 2, Ole of the O-roctor. 09/10/11 LOCll.E P West ng'ioi.pQ Elec- 
tric Corp 2pp. 51024:101*51624 102 


DOCKET 70 1 193 CIMMARON CORP., OKLAHOMA CITY. OK 


8910160004 Forwards add' info re measure.'nonis takon In Pu pianl yard area cl CimA‘* 
ran fac'lily Areas where old tanks & pipelines reirioveU backfillod. 

MU.NSON.S C. Korr-McGeo Corp 89/10/03 WiCAL.S. Oak R-dgo Aasodalorl U'.Ks 
9pp 51567:146*51557:164. 

-89 101 BOM 1 Rev 5 to KM-NC-20-2. •'Cimarron Facility Hoallh Phys:C9 •' 

‘ Kerr- VcGoo Corp 88/01/22 Itpp S1557;154*51557:1G4. 

8910160095 Forwards proposed Survey p'an for m-xed oxide faci'ity on 891012-30 
WICALSa. Oak Ridge Associated Univs. 89/10/09. COMFORl.G Oflico o? Nudear 
Materia^ Safety & Safeguards, Director. Bpp 51537:200-51537 294 


DOCKET 70-1201 B8kW FUEL CO., LYNCHBURG, VA 

9910030270 Forwards Insp Repl 70*1201/80 07 on 0OD9lM3.No violations o' dev 
ations noted. 

CLlNE.W.E Region 2. Ofc ol the Director. 09/00/22. ALTO.R a. Babcock 4 Wileo* 
Co. 2pp. 513B3 109-51383 1 17. 

-89 10030274 Insp Rapt 70-1201/89-07 on 89091 l.i3.No violations or clov.jrions 
noted Mn;or areas inspcctDd mgt conlrols. training, nuclear crilical.ly safely .oporaiions 
r6v:ew. malm & followup on previous insp findings. 

TROUP.G l., MCALPINE.E j Region 2. Ofc ol the (T.reclor. 89/00/22. 7pp 
51303:111.51383,117. 

8910040013 Forwards Insp Ropl 70-1201/80 08 on 890020 30 No violations c' der- 
ations noted 

COLLINS.D M. Region 2. Ole ol the Oiracior. 89/09/27. ALTO.R.A. Babcock & Wiiccx 
Co. 2pp 51423.168.51 423:1 74. 

—8910-040020 Insp Repl 70-1201/89-06 ort 800028-30 No violahons or dovlalions 
noted Major areas Inspocied.rartiological effluent monitoring & controLradiolog cal cri- 
v ron monilorlng & OC 

MARSTON.RB, DECKER.T.R. Rogion 2. Ofc of the D.rector. 00/09/27. Epp 
51423:170.51423:174. 

8910260326 Informs of recent reorganization wilfiin D.v ol RatliaFon Safety & 
Satoguards Mail ConUol & Accouniabilily Section, NMSS has been cornbinoc w/Cfys- 
leal Socurily Section. 

CLlNe.W.e, Region 2, Ofc of ihe Director. 09/10/11. ALTO.R.A. B&W Fuol Co 3pp 
51607:306 51607:308 
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DOCKET 70.12S7 ADVANCED NUCLEAR FUELS CORP.. RICHLAND, WA 

5910040107 'Gaseous LHflueni Repi fcr Jan Juno l9D9 ' W/090718 U^ 

WALODV.CW Advanced Nuclear Fuels Cofp (lormorly Exxcn Nucloar Co, Inc). 69/ 
C6/30 WARTIN.J B Region 5. Ofc ol Ihe Di^ocior 4pp 6142;> 355 5^4?2 35B. 

8910040365 Fcrwarcla addl info lo support 090911 eppicaion Icr amend 10 License 
SN‘A'122? including response lo .ndividual questions & proposed roplacomont pages 
U 0 Cpl«caiion Corrosivo l-gu ds not stored or used In Room 162 
MALODV.CW Advanced Nuclear Fuols Corp. {formerly Exxon Nuc'ear Co . Inc ) 89/ 
09/21 BIOINGER.GH Fuel Cycle Safety Branch 7pp 51537 032-5 1 637.036 

8910160097 Forwards request tor addl q-jostions/commenis re 690427 app'icolion Icr 
arrend to License 5NM-1227 Response requested withlr^ 45 days of llr data 
BSCINGER.G H. Fuel Cycle Safety Branch. 69/10/06. MALODV.CW Ad^ranced Nu- 
clear Fuels Corp (tormerty Exxon Nuclear Co. Inc.) ?pp 51546 2GQ 51545:260 


OOCKET 70-2910 TENNESSEE VALLEY AUTHORITY. CHATTANOOGA. TM 


89 JO 1801 99 FoAverds executed Amends 15,D.3 A 3 to ivtlomnty A^yoomonis 0 52.0 
62.6 86 8 B G9.rospccUvely. 

RAY.M.J Tennessee Va'ley Authority. 80/10/10 DlNlTZ.I. Oocumenl ConUol Qranch 
(Oocurr.eni Control Desk) lipp 51556:110-51556.120 


OOCKET 70-2917 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA. TN 


8910160199 Forwards exocuiod Amends 15.0.3 & 3 lo indonrin ty Ag'eomenis fl-52.0- 
82.B-0a & B-89.respocUvely 

RAY.M J. Ter.nossoe Valfoy Auihoniy 09/10/10 DlNlTZ.I Oocumenl Co niioi li'anch 
(Oocumenl Co/ilroi Desk) lipp 51556 110-51556 120. 


OOCKET 70-2926 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

B910180199 Forwards exoculod Amends 18,0,3 & 3 lo Indemnity Agroumonia 0-52.D- 
62.6 B8 & 8'89.respoctivo'.y. 

RAY.MJ Tennessee Valley Authority. 69/10/10. DlNlTZ.I. Documont Conlrcl Branch 
(Oocumenl Conlrol Desk) lipp 51556. 1 10-51556.120 


OOCKET 70-2941 TENNESSEE VALLEY AUTHORITY. CHATTANOOGA. TN 

8910180199 Forwards exocutod Amends 15.0.3 S 3 to Indomiiity AQrootnonls 0 52,6- 
62.0 68 & 0 89,fespaclivoly. 

RAY.MJ. Tonnossoo Valloy AulhorUy BO/10/10. DlNlTZ.I Docunr.cnl ConVo' flranch 
(OocurnGnl Cenfrof Desk) npp. 51556. f fO-5f55fi f 20. 


OOCKET 70*3057 TU ELECTRIC. DALLAS, TX 


8910020166 Forwards revised FSAR (mgos as supplumonlal into to 800120 ftjipicaliori 
lor SNM license 

WOOOLAN.D.R TU Electric (formorly Toxas Ul.llli09 Genoroilno Co.) 09/09/13. 
MCCAUGHEY.D. Fuel Cycle Saloty Branch. ZOOpp 51367 214 51350:189. 

6910040394 Forwards llcunso SNM-IOOG.Amcnd 6 to Indomnily Agree rr.nnl R- 
6 6.SER. finding of NSHC & environ arisossmord AmnnJ auihonzos 
raceipijiossos&lon.insp & aiorogo of U-235 in fuel essDmb'los 
ROUSt.LC. Fuel Cycle Safely Branch. 09/00/27 CAMILI .VVJ TU Electre llormorly 
Texas Utilities Gonorallng Co ). 2pp 51436:332-51436 350. 

-6910040396 Liconso SNM- 1006 for Texas Uliis Eloclnc Co.Texos Munic-pei Power 
Agency, author! ?irxy roco>pl,pos8osslon.lnsp & storage of U-235 coniainoJ m fuel as- 
somb*ies 

ROUSE.L C Oivls'on ol Industrial & Medical Nuclear Saloty (Post 070720) 69/09/27. 
Ip. 51436:334-51430 334. 

-8910040396 SER supporting issuance of SNM licor\so providocl that listed cond lions 
neerporated Into l.conse. 

MCCAUGHEY.D, BlDlNGER.G.H. Fuel Cycle Safety Branch. 89/09/27. 0pp. 
51436:336-5 1436:350. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0003 ADVANCED NUCLEAR FUELS CORP. 


69101 10087 Forwards OA program approval for radioaclivo mall package C003,Rov 7. 
MACOONALO.CE Transportation Branch. 63/09/29. MALODY.C.W. Advanced Nu- 
clear Fuels Corp. (formerly Exxon Nuclear Co.. Inc). Ip. 51466; 145-61400. 146 

-891011009Q QA program approval for radioactive mail package.0003,nov 7. 
MACDONALD.C.E Tiansporlation Branch. 89/00/29. Ip. 51466:146 51460.145 


DOCKET 71-0011 ARROW TANK & ENGINEERING CO. 


8909270001 Appiicallon for renewal ol OA progrenfi approval for radloocijvo mau 
package 001 1. Foe paid. 

HANSON, L. Arrow Tank & Engineering Co. 80/00/30. MACOONALO.C E Transporla- 
lion Branch. 3pp. 51343:209 51343:211. 

6910060266 Forwards OA program approval lor rad.oactivo mail pachago; OOlt.Rev 3. 
MACDONALD.C.E. Transportation Branch. 89/10/03. HANSON,l Arrow Tank & Engi- 
neenng Co. ip 61452:193-51452 194, 

-6910060268 OA program approval for radioaclive mall packagarOOl l.Rov 3. 
MACDONALD.C.E. Tran sport at ion Branch, 09/10/03. Ip. 51452.194-51452:164. 


DOCKET 71.0013 NAVY, DEPT. OF 


9910130038 Adviso<i that QA program approval for radioaciive man packago0013 ox- 
pios on 691 130 Rone wal must be requoatod w.thn 30 days cf expiration 11 renewal 
not de&froa^NRC shou'd bo so noutied 

MACOONAID.C.E Transponalion Branch 69/10 /Cb Navy. Depl. of, Ip 51501,203- 
51501 203 


OOCKET 71-0015 CHICAGO BRIDGE & IRON CO. 


8909270226 FcAvard$ OA proQiam approval tor tadionclive maU packago COtSMev 4. 
MACOONAID.CE TranspOftaiion Branch. 09/09/10. SHERLOCK.CN COl NydoOr 
Co Ip. 51339.326 61333.327 

-9909270228 QA prpgram epprovaf /or ratfioacfivp mad package 00 f 5 Hpv 4. 
MACOONAID.CE Transpo'iaiion. B'anch 80/09/10. ip 51339.327'51339 327 


DOCKET 71-0016 NORTHWEST AIRLINES. INC. 


B910060338 Applicaiicn IQ* renewal ol OA program approval lo- radoaci.vo matl 
pacttago.OOiS Feo paid 

HEGlSiTnR.J A Northwest Altinos, Inc 89/09/27 GORDON. L. Transportation 
Branch, ip 51430 169 51430 170 

6910230073 Forwards roinslaiod QA prograrn approval for radiaacLvo mau 
packago 0016 Rev 3. 

MACDONALD.C.E Tfansporia:>on Brer'ch 89/10/17. REGiSTER.JA Norlhwost Air- 
Inoa. Inc ip 51579 295 51579 206 

-8010230074 QA p'oo'an^ approval for red oacl-ve mail packago;OOI6.Rev 3 
MACOONALO.CE. Trensporlahon Branch. B9/10/17 Ip 5l57g-.290 51 579:236. 


DOCKET 71 0023 TENNESSEE GAS PIPELINE CO. OlV. (TENNECO. INC.) 


Q9 10 110040 Adosos lhai QA program appjovol for radioactive man package 0023 ox- 
pros on 691130 Ronewdi m.jst bo rcquosied wilhn 30 days ol e>pralion.i1 renewal 
rol dertifod.NnC shou'd he so no: fiod 

MACDOnald.CE Transpo'lodcn Branch 60/10/06. CU L BERT EON. D L Temoco. 
Inc. ip 51474 004-51474 064. 


OOCKET 71-0026 BORO-WARNER CORP. 


6910100262 Adwsos that OA p'ogram approval for radioactive mail package 0028 ox- 
plros on 691100 Ronowol or-usl oo roquostod within 30 days ol oxp ration if renewal 
not desIred.NflC should ho so nctiLod. 

MACDONALD,CE Transpoflation Branch 89/10/06 BOOTtf.JH Do rg-War net Corp. 
Ip. 51460 343 51460 343 


OOCKET 71-0030 OA TECHNOLOGIES, INC. 


8909280222 Appffcafon for ronuwaf of OA program approva' for rndfdactivo mad 
package 0030. Amend 10 to ‘G A Co OA Program end. 

ASMUSSEN.KE. Genorat Atomics (lormorly QA Tochnciogos, Inc./Gonorol Atomic 
Co.) 00/09/10 MAC0QNALD,CE NHC - No OolB'lod A I hi alio n G'von. Ip. 
51346. 13 f -5 1346 T3f. 

8010160239 Forwards OA prog'o.'n approval for radioaclive mall packano; 0030.Rov 4. 
MACDONALD.C.E. Transportation Branch. 86/10/05 ASMIjSSBN,k.E. General 
Alomlcs (fcrrrorly GA Tochnologios, inc. /General Atomic Co) 1p 51523 170- 
51523.171 

-8910160240 OA proof &n) orptostai lot rod.oacl.vo meM package 0030, Rov 4 
MACDONALD.CE. Odico of Nuclear Malonol Safety & S nfo guar ds.D rector. 89/10/05. 
Ip 51523:171-51523 r/l. 


OOCKET 71-0033 INDUSTRIAL TESTING LABORATORY SERVICES CORP. 


6910160242 Forwards OA prog'am ^proval lor radoacUve matl package: 0033.Rov 3 
MACD0NAL0,C.E. Trensporlation Branch 80/10/05. OhLINQEh.R. Industrial Testing 
LoUoratory Services Corp. ip. 51520:264-51520:265. 

-89)0160244 OA prog/flfTi approval lot lad.cacive mat) package 0033,Rev 3. 
MACOONAID.C E. Office of Nuclear Material Safely & Safeguards.Diroclor. 69/ 10/05 
Ip. 51520 265-61520:205. 


DOCKET 71-0034 AMERICOM HOLDING CO , INC 


6909270242 ForvrardB QA p/epram approval tea radjoacrivo mall packaoa- 0034,nov 
3. Rov roflccls name change from B&w to Am.orican Holding Co.per 800624 requasL 
k4ACCX3NALD.CE Transportallort Branch. 69/09/10. VAUGHN, H P. Americon Hold- 
Iny Co., Inc. Ip. 51 343 166-61 343: 159. 

-8909270243 QA program approval for ladioactlvo mall pack one 000 4. Rev 3, 
MACDONALD.CE. Transportation Branch, 89/09/ 19. \p 51343:169-51343.159. 

8910230163 Forwards OA program approval for radioaclive malt package: 0034, Rov 4. 
MACDONALD.C.E. TranspOftailoA Branch. 69/10/17. VAUQH.HP. Arnericon Holding 
Co.. Inc. Ip. 61579.098-51570.009. 

*-8010330164 Qa program approval for radioaclivo mail pack ago. 0034 .Rev 4, 
MACDONALD.C.E. Transportaiion Branch. 00/10/ 17. ip. 51579.990-51570 039. 


DOCKET 71 0035 ORINNELL CORP. 

8910060243 Fcrwarrts OA program approvd' for radicacii'/o irail package OOGO.Hev 4 
WACDONALO.CE Ifa-sponal Oti n»anch 69^09/29 GCLIHI.W. Gnmc I Corp Tor- 
me.'fy iTT Gfirnell Co'p \ ip 51452 351-51452 352 

-8910060249 OA program approval fo.* rajioaci'/o mall packagG 0036 Rov* 4 
MACDONALD.CE franspona^on BrancJi 39/09^29 ip. 5 1452 352 51452 352 


DOCKET 71-0040 AMERSHAM CORP. 

B9101100B3 Advises lhai OA ptogram approva* lor radioacl-ve mall package 0040 ex 
pres on 091031 Renewal musi be raq.iosied w.lhia 30 days Ql oxpirai pn.ll lenewa' 
not desired NRC shou'd be so roll ed, 

MACDONAlD.C-E- T»ansportal on Branco 89/09/29 nO JGHAN.C Amersham Co'p 
ip 51406.144.51466:144. 

B9 10 170159 Apphcai'On for rerowal cf OA pfog'a'n approval Icr radoaclive mall 
package 0040 Fee pa J 

ROUGHANCM Arrior b ham Co'p. 89/ 10/03 VACDCNALD.C. Trorsparlaiicn Branch 
ip 51543 052-51543:002. 


DOCKET 71-0055 H R. INSPECTION SERVICE 

89092702B3 For^iva'ds OA program approval Icr ra:;t03Ci ve mall package OC55Rov 3 
MACDONAlDCE Transponai an Granch 69/03/19 ROGERSOG H.R. 'ospoct on 
Ser/.ce ip 51339 318-51339 319 

“8909270266 OA program approval 1o.' rac'tcaciive mail package COSS.Rev 3. 
MACDCNALD.CE fransponaion Grancb 89/09/19 ip 51339319 51339 319 


DOCKET 71-0058 MAW, DEPT. OF 

0910130197 Advises lhai QA proQ'am approva' lor farr. 08 cl.ve mail parkagnOOSB ox 
pi'Os on 691130 nenowal rr.usl uo req.iosled wilhn 30 days ol ©xpiraiion.ll lenowa' 
nci des red.NRC shojid bo so notified. 

MACDCNALD.CE Transportai P.i Qrancn 89/10/C6 LO.RENTZEN.GC. Navy, Copt 
Of ip 51499.192 51499:102 


DOCKET 71-0061 MAVY, DEPT. OF 

8910138059 Appi caiton (or re.nuwal Ol OA prog'am approval fp' radicact'Vo mail pack- 
aee 0C6 1 

lOV^MAN.RW Navy, Ccpi of. Naval Sea Sysioms Ccmmand. 89/10/02 Oivsicn of 
Safeguards & Tronsponaiion (Post 870413) dpp 51505 l 20 61505 122 


DOCKET 71-0064 QEO CONSTRUCTION TCSTINO 

B9 10 110030 Adv.ses Ihni QA p/cgrarr^ approval fo/ radicactivo mall package 0054 ex- 
pires on 691 130. Renewal musi bo roquosted w thin 30 days of oxp rm-on.H renewal 
not desred.NRC Should be so rolil.od. 

MACDCNALD.CE Transporiai Ph ar 0 n:h. 09/10/06. CUTH0ERTSON.T United 
Slates Test ng Co.. Inc ip 51471 136 614?1:136. 


DOCKET 71*0066 CERTIFIED TESTING LABORATORIES, INC. 

8910160221 Forwards QA program approval fo* rad oactivo mall packago 0C66.Rov 3 
MACDCNALD.CE Trerxsponai on flrar.ch 89/10/05 CU0220.J CJerlfiotl Tosimg 
Uberaferios. Inc. ip 51523 168-51523 169. 

“69101S0224 OA program approval lo.* radio aclivo rratf packago C066.Rov 3 
MACDONALO.C.E. Office cf Mucinar Waional Safoly 8 Safoguards.D rcclor. 89/10/05 
Ip. 51523:169-51523 160. 


DOCKET 71-0068 YANKEE ATOMIC ELECTRIC CO. 


6910Q30301 Forwards QA program approval for radioaciivo mail packago OOCB.Rev 3. 
MACDCNALD.CE. Transporlalicn Granch, 89/00/29 PAPAN.O.G P 'VankPo Alomic 
Etocir.c Co ip. 51303:106 51333:107. 

“6910030303 OA program approval Icr radioaciive mail packago 0008. Rov 3. 
MACDCNALD.CE. mnsporiai on Branch 89/09/29. Ip 51303 107-51383 107. 


DOCKET 71-0069 CONSOLIDATED EDISON CO. OF NY. INC, 

8909290256 Applicalion (or renewal of OA program approval for radioaciive mail 
package 0069 Feo paid. 

BFIAM.S.B. ConsoHdaieiJ Edison Co. of Now Yctk. Inc. 69/07/31. .WACDONALD.C E. 
Drvision ol Safeguards 8 TransportaHon (Post B70413) 3pp. 61352 001-51352.004. 

“8909290259 Roqoests remilianco of loo lor 890731 app'icaion for renowal Of OA pro- 

3 ram for rad oacl.vo man package 0369. 

ACKSON.G License Fee Managameni Branch (890205-690826) 89/06/21. 

BRAM.S.B Conso'idafQd Edison Co. of New York, Inc ip 51352004-51352 OD4 

“6909290260 Romils fee (or 89073 1 acp'icai on fer renov/ai of QA program approval for 
radoactivo packBgo:0069 per 693821 roquosl. 

BRaM.S.B Consol dalod Edison Co ol Now York, inc 89/09/21. JACKSOM.G 0.vi- 
Sion of Accounting & Finance (Post 890206) 2pp. 51352 005-61352 006. 

8910020062 Forwards feo for 890731 appl.cator\ (or renewal of OA program approval 
for radioaciivo mail package .0069 

BRam.SB Conso'idaiod Edison Co, of Now York, Ire 89/09/21. JACKSON G D.vl- 
sloriof Accouniing & Finarce (Post 890205). 2pp. 51305:168 51305 169. 

6910230070 Forwards OA program approval for radioaciivo mall packago: C069,Rov 3. 
MACDONAID.C E TranspOftal^an Branch 89/10/17. BRAM.S.B Consolidated Edison 
Co. of New York, Inc. Ip. 61679 293-51 579:294 


-8910230072 OA program approval for rad:OdClive rnatl packago OU60. Rev 3 
MACDOrJALD.ee Tfonsportaten Granch 09/10/1? Ip 51579 294 51 570 264, 


DOCKET 71-0070 GAMMA FIELD RADIOGRAPHIC FACILITY 


8909290273 App icaiion for amend to Cert.licalo of Comphanco 0070 Fee paid 
REDHAGE.L X R I Tosling of Mchigan 09/09/20 MACDONALD.C.E NRG f,a De- 
laiod Affi lahcn Given, ip 51300.099 51360 100 


DOCKET 71-0075 NORFOLK SHIPBUILDING & DRY DOCK CO. 


0006270219 Forwards QA prog'a-n approval for radioactive mail package 0075.Rf./ j 
MACOONALD.CE. Tronspo rial on Branch 00/00/19 CHERHY.C A Norfolk Snip pn d- 
ng & Drydock Cerp. Ip 51330 324-51339 325 

-8909270220 OA program approval for rad:oaciive mail package 0075 ,Rqv 3 
MACaONALD.CE Transpu rial cn Branch 89/00/19 Ip 51339 325 51339 325 


DOCKET 71-0085 NAVY. DEPT. OF 

0910160353 Advises that OA p'ogfam approval lor radoacfivo mall packago:00a5 r-i 
p.'OS Cf) 891 l.lO.HoqueSJ fo/ renowaJ sJiouJrJ he Suh/niJod 30 d.^ys f'ic* 
oxpration.lf rorowat not dos red.NRC should bo so noiifiod. 

MACDONALD.C.E Transporiaiion Branch 89/10/00 GOMPERS.S Navy. Dept 0 * 
Ip 51461. 169-51461. 169. 


DOCKET 71-0086 ALPHA-OMEGA SERVICES. INC. 


0910110089 Adv-ses lhai OA proQ'arn approval fer radioaciivo mail pai;ka0e;OC0r> oj 
pres on B9 1 1 30 Ronowai must do reriuo&lod w.ihin 30 days of oxpiraf'on *1 reroiv^i 
not dcsi'cd NRC should bo so not-' cd 

MACDONALD.C.E Trar^spadat-on Granch. 09/10/06 ORADLEY.B AiphftOmoga 
Sorv.COS. (nc. ip 51467:144-51467 144 


DOCKET 71-0092 EASTMAN KODAK CO. 


8910100258 Advises lhai OA program approval for rodioactivO mail packago. OJ92 Oi- 
pires on 091 130 Renewal musi DO roquostod wiih-n 30 days of oxp ration If roncival 
nol des. red.NRC should bo so nohliod. 

MACOONALD.C.E. rransporiation Branch. 89/10/06 SCllunBERGER.n Easiman 
Kodak Co. Ip 61460 346-51460 346 


DOCKET 71-0093 HUNTINGTON TESTING 


0909270223 Fo.'wards OA program approval for radioaciivo mail packago. 0003. Ikw 3 
MACOONALO.CE. Transponahon Branch 80/09/10 MAY.CW Huntrglon Tns' “.a 
ip. 51368 292 5 1 388:2 P3. 

“8909270224 OA program approval fcf rartoaclivo mall packago. 0093, flov 3 
MACDONALD.C.E. Trans porlalion Branch 89/00/10 Ip G13G8 203-51300 293 


DOCKET 71-0099 FOSTER WHEELER ENERGY CORP. 


8910050333 Applicalion for ronowal of OA proofarn approval for rarfioaci vu ma'.i 
packaQO.0099.Foe paid 

AKRIN.S J. Foster Wheolar Consfruciors. fnc 09/09/27 MACDONALD.C.E Trars^wr- 
lallon Branch, ip. 61452:152-51452 152. 

8910230210 Forwards OA program approval for radoaclivo mail package 0039, Rev 3 
MACOONALO.CE. Tfansporlation Branch 89/10/17. AKRIN.S J Foslor Whoolor 
Corp. Ip 5I578:107-515?8:108. 

“8910230211 OA pf 09 <^ani approval lor radioaciivo mall packago 0099. Rov 3. 
MACOONALO.CE TranspO'tat on Branch. 80/10/17. ip. 51578.100 51576:108. 


DOCKET 71-0100 VENEGAS INDUSTRIAL TESTING LABORATORIES. INC. 

8911)180026 Forwards OA program approval for radioaciivo mall packago 0 1 00. Rov 3 
MACDOMAID.C.E. Trahsporiatlon Branch. 09/10/13 VENEGAS. M Vonogae lr.rt^a‘il- 
al Testing laboralonos, Inc. ip. 51556 359 51556 380 

“8910180028 OA program approval for radioaciivo mail packago 01 00. Rev 3. 
MACOONALO.CE Trar^sporiai-on Branch B9/10/13. Tp. 61666 300-51556 3C0 


DOCKET 71-0103 TWIN CITY TESTING & ENGINEERING LABORATORY. INC. 

8919060245 Forwards OA program approval lor latfloaclivo mall package: OlOO.Rc^/ 
3 Rev 3 also roliocis change m company namo.per 890901 Ur. 

MACOONALO.C.E, Trans porta 11 on Branch. 89/09/19. SCHULZE.H.T Twin C.ty Tosi- 
fngCoiTi Ip 6 f 43 (:Of 6-5 1431 Of 7. 

“0910060246 QA program approval for radioactive moll pacKago:Ol03,flov 3 
MACOONALO.CE Transportation Branch 09/09/19. Ip 51431017-51431-017. 


DOCKET 71*0105 UNIVERSAL TECHNICAL TESTING LABORATORIES. INC. 

8910030308 Forwards OA program approval for radioaciivo mail package 0105. Rov 3 
MACOONALO.CE. Transporlalion Branch. 89/09/29. KHAN.Y Universal Testing lab- 
□•a lories, Inc. ip, 51 30 /:Ij95-5 1387.096 

“8910030311 OA program approval lor radioact.vo mall packago:Ol05,Rov 3, 
MACDONALD.C.E. transpoPaiion Branch. 89/09/29. ip. 51307.096-51387,090 



DOCKETED ITEMS 


189 


DOCKET 71-0110 BUCKEVe STEEL CASTINGS 

8913100122 FQn\,a‘<i5 QA pWQfam on hara: ng/sh pp ng (Soiopoa Fee pa.d 
SlITZ.OI Buckeye S'bgI Castings (subs o1 Buckoye lf»lornai;of>al) 80/0^/25 
UACOONALO.CE Transpofiat O^i Branch Ip 5l<;57-292-5l4fi7 295 

-W 10100 137 'lOCFR?! OA Pregram for IriUiislriOl Rad.og»aDhi/ ” 
iMTT H E Buckeye Steel Caslings (subs Ol Buckeye Tnior national) QA/CQf22 3pp 
51457293-51457 295 

6910240079 Forv/arps OA program approval for far|ioaci>vo irail package OllO Hov 3 
MA.CDONAlO.C E rransporiaiicn Branch B9/l0/l7 SEilT^f.O f. Biickoyo Steel CasI 
"■gs (subs of Buckeye Inrornaliana') lp- 51509.036 5 15B9 037 

-891C240082 OA program approval for radioacUve mall package 01 lO.flov 3 
A'ACOOWALO.CE. Uanspotiatton Utanch 89/f0/l7 Ip 61 509037 51509017 


OOCKtT 71*0111 MATERIAL TESTING LABORATORY OF VIRGINIA. INC. 

8910060-050 Advises lhal OA program approval 10' ratlipaclivo rrail paokagO-OUt ok- 
pir^s cn 69103i.nonQwal musi be roquosicd wiihm 30 days of exp rat cn If renewal 
r.oi desired.NRC should be so noiifiod 

MACDONALD.CE Transportation Branch 69/00/29 STEELC.WF Mafoaal TesLng 
Labcralory f'* Yirg n a, Inc. ip 51452. 337-51462 337. 

8910100042 Applicaton for renewal ol OA program approval for radoaciivo mall 
package 01 1 1 Foe paid 

CANNON.J R Materials Togling Laboratory. Inc 89/10/02 MACUONAI.O.C E Trans- 
(W.'l a tion Branch Ip 51461.066 51461.145. 

-8910100051 Rovised •'Mati Tost-ng Labs OA Manual. ’ 

'Matd'iafs Tesf-ng I abordfory, foe 87/06/30 77pp 5l46l;OC9 5146 f. f45 


DOCKET 7101 13 NOOTER CORP. 

6910160226 Foivrards QA program approval for radioaciive mall package Oin.Rov 3 
MACOONALO.CE Transporlaiion Branch 00/10/05. FRA2lEn.O L Nooler Corp. ip 
51523 007-51 523.006 

“6910160229 OA program approval lor radoaciivo mall pQckoQO Ol ID.Rev 3. 
MACQONALD.C E. Office of Nuclear Maioriai Safety & Safogoa^cJs.OJroctor 89/10-705 
Ip 51523 008 51523.008. 


DOCKET 71*0119 INOERSOLL RAND CO. 

8910190256 App'icai.on for ronowal of OA approval program undor Cortif cato cf Com- 
p arico 01 19 Fco paid. 

PAflSONS.EJ. IncorsoH-Rana Co 60/OD/Ol MACDONALD.CE Olhen of Ntcleor 
Material Saleiy A Safoguards.OireclOf Ip 51568 323 51 558 323 


DOCKET 71*0120 DANIEL INTERNATIONAL CORP. 

8910030315 Forwards OA program approval for rad-oaciivo mail package 0l20,nov 3. 
WACOONAlO.C e Transportat-on Branch 09/03/29. MAOfSOW.J.R. fW Oan^Gf, fnc 
Ip. 61382 283-5I3Q2 204 

“8910030319 QA program approval for rad.oaclivu mall package 0120, Rev 3 
MACOONALD.C.H f/anspo/lailon Branch DO/09/29 1p 5I3D2 284 51382 264 


DOCKET 71*0123 HERRON TESTING LABORATORIES. INC. 

0910060263 Forwards QA program approval for tadioaclivo matl packogo 0l23.Mev 3 
MACDONALD.C.E Transporlaiion Brot^ch. 00/09/19. DEMCHAK.M Hoffon Tosing 
LabDfaiorios, Inc. ip. 51452:197-51462 108. 

•“6910060265 OA program approval for fadoaclive mail nackago 0i23,nov 3. 
MACOONALO.CE Transportailon Branch. 89/09/19. Ip G H52.I90.51452 108. 


DOCKET 7T-0T24 HODS TON INSPECTION LABORATORIES, INC. 

8910110096 Advises that QA program approval for radioaclivo matl packogo0i24 ox* 
pres on 891031 Renewal musi do roquoslGil within 30 days of oxplrdtlonll renewal 
not dcs'red.NRC should bo so nofdied 

MACOONALO.CE. TransporleUon Branch. 80/09/29. OALLARO.Bn. Housion lospec* 
Lon, Inc. (formerly Houslon ingp Services & Housion insp. Labs). Ip 51471: 1 37- 
51471:137. 

0919130139 Advises lhal llcon&oo does not wish lo ronnw OA program approval (or ra* 
dioaclive mall package 0124. 

BALLARD, B Houston Insgoclion, Inc (formerly Housion Insp Services & Houston 
i-.sp Labs) 89/10/03. MACOONALO.CE. Transporlaiion Branch Ip. 51499.107. 
51499.197. 


DOCKET 71*0128 AMOCO OIL CO. 

8910030326 Forwards OA program approval lor rad.oacUve mall package. OiPB.Rov 3. 
MACDONALO.C.E. Transportation Branch. 99/09/20. CITEK.F J Amoco Oil Co. Ip. 
51390.206.61390:287. 

*-8910030327 QA program approval lor radioacUvo matl pacKago 0i26.Rov 3 
MACDONALD.C.E. Transporlaiion Branch. 89/09/29. lp 51390 287*51390:287. 


DOCKET 71-0131 TESTING INSTITUTE OF ALASKA 

0910110095 Advises that OA program approval for radioactive mall package 0131 ex* 
pres on 89 f 03 f. Renewal must O0 roquosfed withtri 30 days of expUeiionif renewal 
fiol dosirod.NRC should ha so noiifiOd 

MACDONALO.C.E. Transportation Branch. 89/09/29. lOCKMAN.DM. losing Insii- 
lule of A'aska. Inc. 1p. 51406.146-51466 140. 


6910200173 Appricaton tor rcnowal of OA preoram approval (O' tadoacuve mail 
package 0131 Fee pa ;l 

lOCKMAN.OM fesiinp Insi.luio Cf Alaska tnr 09/10/13 MACDONALD.CE Trars- 
po/taiion □ra-’Ch 7pp 51576.258-51576 264 


DOCKET 71*0134 LABARGE, INC 

0910040026 Forwards OA program approval fo' rad oaci.ve mail package 01 34. Rev 
3 CorlificalQS of Ccmp'ianco 9032 6 9333 also appro rod per 690810 rcquesi. 
MACDONALD.CE Transpcftatio-r) Branch 89/09/26 DEWEESEMA 1 nBarpe Pipe & 
S*®el Co (fo'mody LaOanje, Inc ). ip 51393:079-51303.000. 

•*8010040031 OA program approval for rad oaciivo mall package 0i 34. Rov 3 
WACDONALD.C f Transporlaiion Branch 89/09/26. ip 51393 080 5 1093 C80 


DOCKET 71*0136 PARKER INDUSTRIAL X-RAY LABORATORY CORP 

0910100264 Advises lhal OA procrem approval lo: radioaewe mail packago.0136 ex 
pi.*o5 on 00ll30ne"owai mjs.1 ue raq.iosled with n 30 days ol oxp ration If ronowal 
noi des'fod.NRC shot Id ho so noii'ied 

MACDONAID.CE Tfonspcrtalicn Prarrch 89/10/06 OANDANEAU.L.F Parkcrindus* 
Inal X-Ray Laboratory Ip 514Gl:201-5146V201 

0910200176 Appicaiicn lo* ror'.owai of OA pro-gram approval fcr rndioachvo mall 
packogo 01 36.Feo paid 

DANDANEAUIF Perkor irdjsine' X-Ray Laho/aiory. 00/10/12 NRC * No Ooiallsrt 
AINIiaicn G.vcn lp. 51 577. 148 51577 I5l. 

-6910200192 Revo to OA program for s‘*.ipp np radioacl.ve sealed sources. 

* Pa*^ke.' Indus*ria1 X'Flay I aboraiory 79/07/22 3pp 51577:149-51577:151. 


DOCKET 71*0146 GLOBE X-RAY SERVICES. INC. 


8910030054 Adv-sos lhal OA program app:oval fo' raoioaclivo mot' pacKann0i46 ox. 
lures on 601031 Po'iowdi shou a be requested 30 days prior lo oxpirai on date 
MACDCNALD.CE Transpo' ifli on Bfa*'Ch 00/09/27. OzMUN.R.V Globo X-Ray Serv* 
lues. Iric lp 51363.127-61383 127 

891O1802S1 Appicakon for renewal ol QA program under Cnrtilicato of Complar^co 
OMfj.appointing K Swnnson ns rad alien safoty officer. Fee paid 
SWANSON.K G'oho X Ray SoAf cos. Inc &9/10/C9 MAfDDONALD.C.E Transporici- 
:on Branch 11pp. 51540 214 51540 224 


DOCKET 71*014? AMOCO OIL CO. 

8910110017 Adv,so5 that QA p'oeram approve' for radloociivo mall package 0i47 ox- 
pres on 891 130 Ronowal must to recnuosiod within 30 days of oxpiralor^U renewal 
not dosrod.Nnc should bo so nciil od. 

MACDONALD.C.E Transpoftal on Brartch. 89/10/06. SMiTn.S B. Amoco O.l Co. ip 
5146? 132-51467:132. 


DOCKET 71*0163 AMCHOR-DAniINQ VALVE CO. 

8910100020 Forwards OA prog'om approval for rad pact. vo mail pacKago. 01 53. Rev 3 
MACOONALO.CE. Tra'^spcrtailon Branch 09/00/10. MILLER, EL. Anchor/Dad.ng 
Valve Co. (subs of Anchor /D a fmg industries. k'C.). ip. 51461 219 51461 220 

••6910100029 OA program approval for radoaciivo mail packege OlG3,Rov 3. 
MACDONAID.CE Ffai^sportaficn Branch. 89/09/10. 1p 5l461 220-51461 220 


DOCKET 71*0155 BATH IRON WORKS CORP. 

6910050033 Advisos that QA prooram approval for raU.oaclivo mail packago;0t55 ex- 
pros on G9103l.nonewal rnust do requestod wiihin 30 days of oxp'roiion II renewal 
I'ol doshod.NRC shou'd be so /“oifiod. 

MACOO.NAlD.C 6 Tianspcirtal on Branch 69/09/20 DUTTON.D.W. Da lb Iren Works 
Corp ip. 51452 136 61452 136 


DOCKET 71*0157 FROEHLINQ & ROBERTSON, INC 

S9O92702SO Forwards QA program approval for rad oaciivo mall paok^o 0157,'nov 3 
MACDONAID.CE. T re nspod alien Branch 69/03/10 DniODY.W W Froohlir.g A Rob- 
Grlson. Inc lp 51330:3gO-5rJ38:321. 

-8909270263 OA program approval for radioactive mail package Ol57.nov 3. 
MACDONALO.C.E. Transportation Branch 69/00/19 Ip 51339 321*51339 321. 


DOCKET 71*0156 X-R*l TESTING OF MICHIGAN 

8910060064 Adv-sos lhal OA prog.'am approval for radioachvo mail package 0156 ox- 
pi res on 89l03l.Honowal musi be requested w-thin 30 days ol expiration II renewal 
not desired.NRC should bo so noiil od. 

MACDONAID.CE. Transpoiation Branch 89/09/29. EVANS.JJ X R*l losing of 
Mchlgan lp 5 1433-264 *51 433 204 


DOCKET 71*0168 NEW YORK TESTING LABORATORIES, INC. 

0910040021 Forwards OA program approval fcr radioactive mail pacKago: OlQ6.Hov 3. 
MACDONALD.C.E Transponatjon Branch. 89/09/26. MEaOE.M.M. New York Testing 
laboralonas, !nc. lp 61393 077-51393 078. 

-8910040023 QA program approval for radioacl.ve mall package 01 86, Rev 3 
MACDONALO.C.E Transportation Branch. 69/09/26 Ip. 51093 078-51393 076 
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DOCKET 71-0172 EMPIRE STEEL CASTINGS. INC 

8910110078 ArIviseS l^ai OA program approval ^or radoaci.*® rrall pacl«ago:0 1 72 0*- 
pires on 891031 Ranewal m«l be reqwOSlGd wilhn jO (iayS ol oxp r alien If renewal 
noi <lQS're£l.NRC shoo'd be so no‘ih€cl ^ • 

MACDOnAlO,C,E Trar.sponal oi* B»ancli 69/09/29 GAUMER.G n Empire Sleol 
Castings, Inc Ip 5l468;0'i6-51<l6B.0Afl 

0910190098 App'icat on fer ronowe' cf OA p-ogiam aopfovai lor raci oaclivo mall 
pacl'8ceOl72.Fo0 pad 

GAUK^R.GH Empire Steel C a s' ngs, f is 69/10/09. MACDONALO.CE Transpc'ia- 
lon Branch ?Jpp 51557 272-5l557:2g4 


DOCKET 71*0176 QC SERVICES, INC, 

8910190265 AppUcai on for rorewai cl OA p-ogram approval ipf radioacitvo mail 
package.0176 Fee paid ^ „ c. 

GILLKS DC Serv.ces. Inc 89/00/29. VACDCNALD.CE Ttanspoda? on Branch. 
2pp '51550 :il 5-51558 320. 

-8910190269 RcquOSia lea fer 830829 epp'catiOt\ rpr renewal of OA program approve* 
icr rad caciive frail package. 01 75. „ 

JACKSON G NRC ■ No Deialed Aflisticn G.ven 39/09/22 GiLL.KS. QC Services, 
me 2pp. 51558 310 51550 320 


docket 71*0181 CONSOLIDATEO X»RAY SERVICE COflP. 

8910030336 Forwards OA p'ogrem approval for radoaciivo rrail packages OiBi.Rev 3 
MACOONALD.C E. Transportaticn Branch. 89/09/29 PETERS.J Ca.'iitiY mspecnen 
Inc I lo 'mer ly ConsolidaieJ X-Ray Service Corp Weal) ip. 51390 ?68' 5 1390 289. 

“8910030340 OA progrann approval lo* racioaciive mall package 0 16 1 .Rev 3. 
WACDONALD.CE Transpcrtekon Branch. 89/09/29. Ip 51390.289 51390 209 


DOCKET 71*0164 PULLMAN POWER PRODUCTS 

8909260213 F □.'wards QA program approval for radioactive mat* package. 0i84.Rov 3 
MaCOONALO.CE. Tra nyjoriaiicn Branch 89/0D/19. W-lLEr.j.E Pcriran Power 
PfOdJCls Corp. <forme.'ly PoMman, lrc.> Ip 61344. 143-51344 14<i 

“8909280214 QA prograrTi approval for raJoaci've mad package.Of04.Rev 3 
MACDONAID.CE Transpodal on B'ench 69/09/19 ip. 5 1344 144-5 1344 144. 


DOCKET 71*0165 FBF. INC. 

8909290346 ForwareJs Rov 0 to Nuc'oat Contanors Implementing Procedjre 10.4. 
■ Load Pour & Oons.ty Insp" 0 OA procedure maimt 

HALVE RSON.n.D. FBF. If'C. fiO/C9/?2. MACDONAID.CE NRC • No Detailed AlU. 
alon Given, tp 51351 333 51351 338. 

“8909290252 Rov 0 lo NueJear Conialnofs Precedu/e 10 4, lead Poj' S Donjity 
Insp " 

* FBF. Inc 99/09/22 bpp. 5 1351 334-51351 336 


DOCKET 71*0186 HIGH STEEL STRUCTURES, INC. 

8910110153 Advises lhal QA program approval lor rad oacivo mail package 01B6 ex* 
pires on B91031 Renewal must ee requested wiinn 30 days of expIrairon.H rerowal 
not de&irod.NRC shot Id be so noiitied. 

MACOONALD.C, E. T ran sporla lien Branch 69/09/29 KESS.C R H gh Slcol Struc- 
tures. Inc Ip 514C6 140*51466:140 

8910160139 AppMcadon icr ronewal of OA p/ogram for radioacivo mail 
package 01 66.Fe6 paid. 

LONG.JO. Hah Stoel Slruciures, Inc. 00/10/10. MACDONALD.C.E Trersporiailon 
Branch. Ip. 51526:210*51526 210. 


DOCKET 71*0200 INDUSTRIAL INSPECTION & TESTING SERVICE 


8910110027 Advises thai QA program approval for radioactive mail pacKa9e.0200 ex- 
pires on SDviGO.nonewal musi be requested vr.ihln 30 days of expra’lonll renewal 
no! dosfrod.NnC shouW be so notiii&d 

MACDONALO.C.E. Transporial on Branch 69/10/C6 WINGET.BJI, Industrial Inspec* 
l. 0 n 8 Testing Service (J.T. Cullen Co . he.) ip. 51457;139-51467.139. 


DOCKET 71*0201 OUR ALLOY 0 LAW* KNOX, INC. 

6910100250 Advises that OA program approval for radioaciive metl package. 0201 ex- 
pires on B9t l30.Ronewal should bo requested within 30 days of expiravon.K renewal 
nol desired.NRC shou'd bo so not fied. 

MAC00NALD,C.E. Transportation Branch 00/10/06. SNYDER. E M B’aw Knox Cerp. 
(formerly Ouraloy G 'aw Knox. Inc ). ip. 51456 297-51456:297. 


DOCKET 71*0209 JACKSONVILLE SHIPYARDS, INC. 

8910030102 Advisee that OA program approval for radoactivo matt peckagot0203 ex- 
pires on 891031 .Renewal must bo roq-jeeiad w.thn 30 days of exp ratioalf renewal 
nol desired.NRC should bo so notified 

MACOONALD.C e. Transportation Branch. 00/09/27. SUGRl/E.j J. JacKsonv.! e Sh p- 
yards. Inc. ip 61307:200-51307:208. 

8910130073 Application for renewal of OA program for radioactive mail package 0209. 
THORNTON.f^E, JacksonvtUe Sh p yards, fnc. 59/10/05 Trarisportafion Branch Tp. 
51609.050-51509.050 


DOCKET 71*0211 BOSTON EDISON CO. 

8910160304 Appl-cai 0 -n for renewal of Rev 2 to OA program approval for raJioactr.-e 
matl pdckago.021 1 Fen paid 

EIRDRG Boston Ed son Co 89/09/12 MACDONAID.CE Transpo.'taiion D'srKh 
4pp. 51523 003 51523 006 

8909270216 Forwards QA prog'am approval for radOQClivo matl package 0211,Rej 3. 
MACDONALD CE. Transportation Branch 89/09/10 BlRD.R G Boston Bdison Ck> 
ip. 51339 322 61330 323 

“6909270218 OA program approval for radioaciivo mall pHckaqo 021 1 .Hev 3 
MACOONALD.C E. Tran sportaiion Branch 89/09/19 ip 51339 320 51339 323 


DOCKET 71*0212 GENERAL ELECTRIC CO. 

8910030393 Adv.sos thai QA program approval for radioacUvo mail packai)o:02i2 ox 
pres cn 801031 Renewal must bo ruquostoU wiihn 30 days of expratonll rtnewa 
r.ol desrod.Nnc should bo not.'.od. 

MACCO.VAID.CE. Transporta? cn O/anch. 09/09/27. ENGEL.J.P. Oonpraf E'wtrtc 
Co Ip. 51390.174 61390 174 

6910130079 App'icalion lor carcellalion of OA program for radoact'vo rrial pacK- 
ag 0.02 12 ^ 

EN3EL.J 0. General Elecinc Co 09/10/05 MACOONALD.C E. Transpoda’icn 
Branch Ip 51609 062-51600 053 

•“8910130060 Amend fl.lermnating Liconso 34 00490-10 for GE 
FRAZlER.C. Reg on 3. Ofc ol the Director 09/09/07 tp 51509 053-51509.053 


DOCKET 71*0213 INTERMOUNTAIN TESTING CO. 


8910060225 Forwards OA program wJproval for radoaciive mail packoyo: 0211 Rov 3 
MACDONALO.CE Transporlat on Branch 89/10/03 FOX.C E Iniormqjrio 'l T(is'.ir..j 
Co Ip. 5U30O5O-5143B.O51 

“891D060236 OA procram approval icr radioeciivo matl packaQe3 0312.Rcv 3 
MACOONALD.C.E Trftf^s^ 0 'tation Branch 89/10/03. Ip. 61430.051*51436:051 


DOCKET 71*0216 NUCLEAR ENERGY SERVICES. INC. 


8909200009 Forwards OA pregram approval fof radioacUvo man packogo: 0210 Ruv 3 
MACDONAID.CE Transpo-lotion Branch 80/00/19 GAMBLE, O.C. Conem Inspoc* 
ion Ip 51340 349 51349 350 

“8909260011 OA program approval for radioact.vo moil packngo 0210,0 bv 3. 
MACDONALO.C.E. TranspOfiaiion Branch 89/09/19 ip 51349 350-5 134!> 350 

891803618B Ack p'ompi rospenso lo roquost tor chonyu of compariy name A requests 
correction ol typo 

GAMBLE. O.C Conam Inspection 89/09/25 MACOONALD.C F, Transpoiial-on 
emneh. fp 51304:201-51304201. 

8910230083 Forwards OA program approval for rodoaciivo mail package 02lC.Ruv 
4. Rev corrects i conseo name. 

MACOONALO.C.F.. Transpcrtai on Branch. 89/10/17. GAMBl.E.O C Conam Inspec- 
tion ip. 51579.207.G1579 298 

“8910230084 OA prograni approval for radioociivo mail package 02 1 G.Rqv 4 
MACDONALO.CE. Tfansportanon Branch. 09/10/ 1 7 ip 51579:200 51 570 205 


DOCKET 71*0220 GENERAL DYNAMICS CORP. 


8909270064 Forwards OA program approval lor radioactwo mall pflckayo 0270.nov 3 
MACDONALO.C.E. Transportation Branch. 80/09/10. tvERETT.M.C. General Dynain 
iesCorp. ip 513 4 3 207-61343 208 

-8909270074 OA program approval for rad oaciivo moll package .0220. Rev 3. 
MACDONALO.C.E. Transporlat-on Branch. 89/00/19 Ip 61343 20U*5l343:209 


DOCKET 71*0221 PRECISION COMPONENT CORP. 


8910180122 Forwarda OA program approval for radloactivu matl packnyo: 0221. Rev 3 
MACDONALO.C.E Transporiailon Branch 09/10/05. KAHCMNAI^F.Q. rroci^K>"i 
Compononls Corp 1 p. 6 1520.232-51 520 233. 

-8910160124 QA program approval for radioaciivo mall packago.022 1.Rov 3. 
MACDONALO.C.E. fra nsporlalion Branch 09/10/05. Tp. 51520:233 5 1520 233. 


DOCKET 71*0222 ST. LOUIS TESTING LABORATORIES, INC. 


8909280131 Forwarda OA program approval for rad oaciive matl pnekago O222.flov 3 
MACOONALD.C.E. Transportation Branch. 69/00/10. WIESE. kW. Si. Lome Tost-ng 
Laboratories, fnc Ip. 51345221-51345.222. 

-8909280133 QA program approval for radioactive mall packa9O.0222,Hov 3. 
MACOONALD.C.E. Transporlation Branch. 09/00/10. ip. 51345:22?-61345 272. 


DOCKET 71*0226 NAVY, DEPT. OF 


8910130051 App'ication for renewal ol OA program approval lor radioaciivo rr.a'.l pack* 
ege.0225. 

tOtrVMAN.R.W. Navy, Deaf. of. Naval Saa Systems Command. 09/10/07. D.^l:s■o^ cf 
Safeguards & Transport alien {Post 870413). lopp 5 1609.094-5 1509. 104. 
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DOCKET 71.02J7 TENNESSEE VALLEV AUTHORITY 

8^09280137 Forwards OA pfOQ'ann approval Icf rodioachve mall PocKegO 0?27.Flev 7. 
MACDONAID.C E Transporialion Branch B9/09/19 KINGSLF-T-OO Temessoe 
Va' Oy Aulhonly ip. 51350 205 51350 206 

“8909280138 OA proQ'Brri approval lor radoactive rnail pacKa5o0227 Hov ^ 
MACOONALD.ee fransporloticn Branch 80/09/T9 Ip. 51350 206-61350 206 


DOCKEl 71-0228 CAPITAL X-flAV SERVICE 

0910110042 Advises lhal OA program approval lor radioacl.vo n'ail pacl(ago0228 a*- 
ptfes on 80n30fle/>eweJ mys! Do /oqunsled wiibm 30 days of p»p.rai.cnil rofieyval 
r^oi tJosifod.NnC should be so nolifiod 

MACDONALD.CE TranspOflalion Branch 69/10/06. JOHNSON.G W Capiial X-Ray 
Service ip 51474.215-5147-1 2i5. 

6910230195 Appl.caiion for renewal of OA program approval lor radioacuo mail 
package O226.Fe0 paid 

JOHNSON.GW Capifaf X-Ray Serveo 09/10/18 MACOONALO.C.G TfanspOrfaf-O'i 
B'anch ip 51577 29<J 51577 299 


DOCKET 71-0234 X-RAY. INC. 

8910160255 Appiicaiion lor ronowal of OA program approval lor radoaciive mail 
package. 0234 Foe paid 

CONNbL.LG X-Ray. Inc 89/10/09. MACDONAl.D.C.E. Transportal ion 0 ranch ip. 
51563. 156-51563.168 


OOCKET 71 0237 COLUMBIA GAS TRANSMISSION COOP, 

89-09270080 Forwards OA program approval for radioacl'vo mall package. 0237,Hev 3. 
MACDONALO.CE. Transporiai-on Branch. 09/09/10 QECKETT.AS. Cclurrbio Gas 
Transnrss'on Corp. (subs, ol Columbia Gas Sys. Inc), ip 51343.270-51343 279 

“8909270084 QA profl'am approval for rad oacLve mail pacVaco 0237.nov 3 
MACDONALD.CE Transporlalion Qrancli 89/09/19. Ip 51343.279 51343:279 


DOCKET 71-0243 TRANS-EASTERN INSPECTION 

8910100228 Advisos lhal OA program approval for radioactive rroli package 0243 ox- 
pires on 891130 Renewal should bo requesiod wdbTi 30 days of onpi'ation if renewal 
ncl dosifOd.NRC shou'd bo so noiilicd. 

WACDONAlD.CE. Transporiallon Branch. 00/10/06. SHEPAHD.L D Trims Eoslorn 
InspecHon. Inc. 1p- 61459 025-51450 025 


OOCKET 71-0246 NAVY, DEPT. OF 

89 10020307 Advisos lhal OA program approval for raUionciivo mail packages 0245 ex- 
pires or> 69 1031. Renewal musi bo roquosiod within 30 days of expirailonll ronowal 
rot desired, NRC should bo so notlliod 

MACDONALD.C E Transporiaiion Branch 09/09/27. SPEAR.L Y. Navy, Oepl of lp. 
51364.313-51364 313. 


DOCKET 71-0246 INSPECTION SERVICES CORP, 

8910100226 Advises l/ial OA program opprovaf for radtoacfrvo mati 
package:0246,explros on 691 130 Ronowal should be roquestod wiih.n 30 days of 
expirailon.1l renewal not desirod.NRG should be so notlliod. 

Mj^CDONALD.CB Trenspo/lallon Branch 69/10/06 DEHORTY.W. inspsclion Serv- 
ices Corp. Ip. 51457.075-51457:076. 


DOCKET 71-0263 TWIN PORTS TESTING, INC. 

6910160233 Forwards OA program approval for radioactive rnail packege: 0253.Rev 3. 
MACDONALD.CE. Transporiaiion Branch. 89/10/05. RUSSELL. J. ft. Twin Ports Toal- 
!r>g. Inc. Ip 61523:1 76- 5 i 523 176. 

“8910160235 OA program approval for rad.oacirve mall ppekago 0253.nev 3. 
MACDONALD.C E Transportatiori Branch. 89/10/05. ip. 51623:170-51623:176 


DOCKET 71-0284 GENERAL ELECTRIC CO. 

89 IQ 160232 Forwards OA program approval lor rodioachvo mail packago: 0254.Rov 3. 
WACDONALD.C.E. Transporiaiion Branch. 09/10/05. WINSLOW, T.P, General Elodnc 
Co. Ip 51620.262-51520 263. 

“0910160234 OA program approval lor radioaclive mail packago. 0264, Rev 3. 
WACDONALD.C.E. Transporiaiion Branch. 09/10/05. Ip. 5l520;263-5l520 263. 


OOCKET 71-0256 OMAHA PUBLIC POWER DISTRICT 

9909280008 Forwards OA pfogfam approval for radtoacliva mail package 025e,Rev 3. 
MACDONALD.CE. Transportation Branch. 89/09/19. MORRIS.KJ. Omaha Pubic 
Power District ip. 51346 239-51345 240. 

-8909280010 OA program approval for radioactivo rnail package:0256.Rev 3 
MACDONALO.C.E. Transporiaiion Branch. 69/09/19. lp, 51345 240.51345 240. 


OOCKET 71-0257 INDUSTRIAL LABORATORIES, INC. 

8909280221 Appllceilon for renewal of OA program approval for radioactrvo mad 
p8Ckage.0257 Fee paid. 

PRUETT J.B. industrial laboralorles. Inc. 89/09/21. GOROON.L. NRC • No Detailed 
AffiilaiJOn Given, tp. 51344. 145 51344.146. 


8910030343 Forwa'ds OA program approval fer radoactiva marl packago 0257, Rev 3 
MACOONALO.C E Transporlal on Branch. 69/09/29. PRUE a.J.B Industrial Labora- 
icrres. tnc lp 51382 270 51392 280. 

“6910030346 0 A program approval for radioactive mail packayo:0257 Rov 3 
MACOONAID.C.E Transpoftal .011 Branch 89/C9/29 lp. 5 1 362 260 51382:260. 


DOCKET 71-0261 NAVY. DEPT. OF 

6910100225 Adv.sos lhat OA pracram approval for radoaclrve mail package 0201 ux 
pires on B91 130 Ronowal sho'j^d be roquestod wiihln 30 days of expi'-atlon.ii renewal 
not desirccl.NRC should bo so riotifiod 

MACOONALO.C E TransponaJo/) Branch. 6e/l£i/06 Navy. DepJ of lp. 5f459:,10G- 
51458.303 


DOCKET 71-0262 WISCONSIN INDUSTRIAL TESTING, INC. 

0910100270 AdviSes lhal QA program approval lo-r raUioaciivo mail 
package 0262. expires on 601130.nDnewa' n*ust be ronuesiod wilhm 30 days ol 
expiration.H renewal not dosirod.NRC shovid bo so notiflou. 

MAcdONAlD.C.E Transpofta 1(01 Branch 89/10/06. COMBS. R C Wisccnsnlndusiri- 
af Testing. Inc. ip 5l46i!lfl7-5146f.l07. 


DOCKET 71-0283 VDSA HEAT TRANSFER CORP. 

8910110047 Advisds that QA program approval for radioactive rr.ali package 0263 ox- 
plros on 89f rvwsi be roquc.iletJ wtlMn 30 days ol exptfslionlf renewal 

not dos red.NRC ahou'd bo so a o! lied 

MACDONALD.C.E Transporl alien Branch 89/10/08 FEOERLINE.J.G. Yuba Heat 
Transfer Corp. ip 51 474- 166 -5 14 74; 186 


OOCKET 71*0260 NAVY, DEPT. OF 

8910100223 Advises that QA program approval fer radioadlvo rreti package.0263 ex- 
pires on 89ll30.Ronewai rnust bo roquoatod wiihm 30 days ol expiration if renewal 
not dos-red.NRC shou’d be so notiilod 

MACDONALD.CE Transpoftaiior^ Branch 69/10/08. Navy, Dopi of lp. 5i46l.i9B 
51461 196 


OOCKET 71-0289 LEHIGH TESTING LABORATORIES, INC 


6910030167 Advises tt»a1 QA pregram approval for rndloact.vo matt packQ9o.0269 cx- 
p.res on 691031. Renewal must bo requostud within 30 days of exprotlon.ll renewal 
rtOl dasi'Oj.NFlC siTOvkf bu so npiiUcd 

MACDONALO.C.E Trarisportation Branch. 09/09/27. RECCHIA.R. l.chigh Testing 
Laborolorios. Inc lp 61371:143-51071 143 


DOCKET 71-0272 CRANE CO. 


6910160247 Forwarda OA ptogram approval lor lart oaciivo mail package: 0272.Rev 3. 
MACDONALD.CE. Transporiaiion Branch 00/10/06 ECkERT.G.W. Crane Co. lp 
51523.015-51623016 

“8910160249 OA program approval for radoaclive mall package 0272, n©v 3 
MACOONALD.C-E. TfanspoHation Dronch. 69/10/05. lp 51623.010-51633 016 


OOCKET 71-0274 NAVY. DEPT. OF 

8910100219 Advises that QA program approval for radlancuvo mail packago 0274 ex- 
pires on 891130 Ronowal must do roq-jostod w.ihin 30 days of oxpirQtlonlf renewal 
nol dosired.NRC shouki be so notified. 

MACDONALD.C E. T^ansporiaile'^ Branch. 69/10/C6. Na‘/y. Dept ol. lp. 5146 1:199- 
51461:109 


OOCKET 71-0262 WKM WELLHEAD SYSTEMS, INC. 

6910030301 Arivisos that OA proprem approval for radioaciivo mall package 0282 ox- 
p’res on 69 1031. Renewal must be requestod v/ilhin 30 days of expiration II renewal 
not des red.NRC should bo so r.olil.ad. 

MACOOnALO.C E. Transportation Branch 69/09/27. CANNON.G. WKM We'-fhead 
Systems, lac lp. 6l3e0.l80-5l3B0.180. 


DOCKET 71-0204 ULTRASONIC SPECIALISTS. INC 

8910066264 Forwards OA program opprovef for /adloackva mall neck eg a. 0264. Rev 4. 
MACDONALD.CE. Transportation Branch. 89/10/03. SOUuiEnS.Fl.L Ultrasonic 
Specialists. Inc tp. 61452 251-51452 252 

“69 100-80259 OA prograrn approval lor radioactive mall package 02 94, Rev 4. 
MACDONALD.C E. Transportation Branch. 06/10/03. tp. 51452 252-51452:252 


DOCKET 71-0286 BPB INSTRUMENTS, INC. 

8010110097 Advises lhal OA program opproval lor radioactive mail package 0266 Ok- 
pifos on 691031 Ronov^al must bo requested wiihin 30 days of oxpiration.lf ronowal 
not des red.NRC should be so ooiifiod 

MACOOMAtD.C.E. Transponellon Branch. 69/09/29. GRACE, J.G. OP6 InsYutrents. 
Inc d/b/o BP 0 Wireline Services. Ip. 51466.142-51466:142. 

89 to 170 150 Appl.caftort for raaawal of OA prograrn approve ' for radloacJ/vd mall pack- 
0geaO286. 

REVNOLOS.A BPB Instfumenls. Inc. cf/b/a BPB Wirolma Services 69/10/00. 
MACDONALD.C E. Transportation Branch lp. 6 1 543:051-51543.051. 
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DOCKET 7I.0J90 UNITED TESTING SERVICES. INC 

B910OSOO34 AcJ'/.soa 1*131 OA program approval 'cr raofoaci.ve man package 0200 ©<• 
p:'€s on 891031 Ronowal must bo roptOSlcd with n 30 tfays of ext^atioi It ronov#al 
noi dasireo.Nnc sh.QLi<l do so noi ‘led 

MACDONALO.CE Transpoiai Os> B'anch 89/03/29. JUNL'AU.V Ur tod les'irg 
SorvicOfi. Inc ip S1433 281 6M3'J 20 


DOCKET 710295 ACUREX COUP. 

8910110074 Aflvises lhai OA p'ocram app.'Cva' <or radioachvo mall pac^agoOSOS Ox- 
pires on D91031 Renewal mjsi oa rcQws'Od with n 30 days of onpratian If renewal 
not desired.NRC shou'd be so noii< eO 

MACDONALD.CF TfanspcriaiiO'i Orarcn a<jr09/29. FENTON. N J Acu'Oa Corp Ip 
51466 141 51466.141 

0910190068 inlo.'ms of Pocis nDl ID fone.w OA program approval Icr rad'oactiire mail 
pdcVage 0295 

UEANW Acurex Corp 89/10/13 MACDCNAI.D.C E Transportoticn B*an:h Ip 
51557'295-51567 295 


DOCKET 71-0296 IOWA ELECTRIC LIGHT & POWER CO. 

8910030351 ro'Vnards OA program approval lor rad-oaciivB man pachage: OSDS.Rov 3 
MACOONALD.C E. Transportaticn Branch 83r09/29 WINFCK D L Ic^a E'ectnc Light 
& Power Co. ip 61300 101 51380 182 

-8910030353 OA program apprcva' for radioaci.ve mall cackago 0266,Rei/ 3 
MACDONALO.C E. fransponalicn efOnci>. 89/09/29. ip 51360 162 51380; 162 


DOCKET 71-0300 INDEPENDENT TESTING LABORATORIES 

8910160118 Forwards OA program approval 1c' rad oaot vo mall package: 03D3.Rov 3 
MACDONALU.CE Transpcnel.o'i Branch 89/10/05 WILSON HL irdopendeni Test- 
ing LaboraiO'-GS. Irc Ip. 51620 024.51520;025 

-8910160121 OA program approval lor radoactivo rra'i packago.03C0.Ro/ 3 
MACCXDNALD.CE Transpcrtel.oi Branch 89/10/05 ip. 61520025 51620 025. 


DOCKET 71-0306 SNYDER DRILLING & WELL SERVICING 

8910110032 Advises that OA program approval for rad oactivo rna'I package 0306 ex- 
pres on 691 130.no nowal muslue reqjosied w.lhi'i 30 days ol exprahon If renevird' 
noi dos red.NRC shccld be so rol/md. 

MACDONAID.C E Tfonsportfil 01 Qranctl 09/10/06 SNVOER.HL. Snyder Dnlng 6 
WolServicng Ip 514/5 230-51475 230 


DOCKET 71-0313 PRECISION INSPECTION. INC. 

8910Q5Q025 Advisos ihat QA program app<cvai ter radtodclrve rnail pactago03l3 ox- 
p.res on 891031 Renewal must oe requested wiinn 30 days ol axp:ralonll renov/al 
not dosired.NRC should bo so notiLod. 

MACDONALO.CE Transpcriailon Branch 09/09/29. S'NK.J E PreckSicn 'nspoclicn. 
Inc. Ip 51452.150 51452;150. 


DOCKET 71-0317 HUDSON PRODUCTS COftP. 

8910110051 Advisos that OA program approval lo' radoactve mail pnekagoOOl? Oji 
pi.'ea or) 891 130 Renewal musi bo roquoslod w.thn 20 days of ovpirat<on.lf rerewal 
noi desl'ed.NRC should bo so roi.f<ed. 

MACDONALO.CE. Tianspcrialion Branch QD/lO/06. BENEFIELD.W.E. Hudson Prod 
udsCorp 10.51467:119-51467:119. 


DOCKET 71-0318 MARATHON OIL CO 

8910060045 Advisos lhal OA prog/am approval for radoaclvo mail packagotOSIO ox- 
pires on 891031 Ron OW6 1 must nn reqjosiad vv.lh>n 30 days of oxpiralion.lf renewal 
not desired, NRC should be so notified 

MACDONALO.CE Transporlaticn Gfanch. 09/09/29. SARHE.CH Maralhon Ol Co 
ip. 51435 118-51435.116 


DOCKET 71-0319 GENERAL TESTING & INSPECTION CO. 

8910100267 Advises that Oa prog'em approval for radioactivo matl 
package 031 0.expl'os on Q9i ISO Renewal must bo requested w^th'n 30 days of 
exp ration )t renawai not desired. NRC shou'd be so nctih^. 

MACDONALD.C E Transportalicn Branch 69/10/05 General Testing & Inspection 
Co. ip 51460 353 51460:303. 


DOCKET 71-0321 EXAM CO. 

B9101S0034 Advises that OA program approval for radioactive niatl package 0321 ex- 
pi'^es on 891 130 Ror.owdi must be requested withiri 30 days of expirat-onlf renewal 
not desirod.NRC should bo so rotiLed. 

MACDONALO.CE- Transpcrtation Branch 89/IO/C6 ACTON.B- Co. Ip 

51501:202-51501:202. 


DOCKET 71-0325 CONSUMERS POWER CO. 

8910060276 Fonvards OA program app.'ovai for radioactive rrall package 0325.Rev 3 
MACDONALD.C.E, Transporlallon Branch 89/10/03. JCllNSON,B.D. Consumers 
PowerCo. fp 61452 fef-5f452 f92. 

-69 1C 06027 7 OA prog ram approval for raoloaci.va matl package 0325,Rev 3. 
MACDONALD.C.E, Transportation Branch 89/10/03. Ip 51462:192-51452:192. 


DOCKET 71 0326 INDUSTRIAL NOT SERVICES DIV. (INDUSTRIAL HEAT 
TREATING 


8999270091 Fo'wards OA program approval for rari oaclivo mall package 0326 Rev 3 
MACDONALO.CE Transpohanon Branch 09/09/19 THOMPSO^I,JM hd..v*ia 
Heal Ttoalng ip 51343 217-51343 2ifl 

-6909270094 OA p'ogram approval for ramoartivu mad package.032&,Ruv 3. 
MACDONALO.CE Tfanspcrlat cn Branch 89/09/19 ip 51343 218 51343 216, 

8910230070 FerwO'ds OA program app.’Oval for radioaclivG mall package 0326 Rov 
4 Rov correcis approval rurbor mdicaled m Rev 3 

MACDONALO.CE. Tfansponaiion Branch 0O/iO/i7. THOMPSON j m. Ir:|js‘i a! S'DI 
Co I p. 5 1 590 033 6 1 590.034 

-89 102300 BO OA program epp'oval for rad oaciivo mail package 0326. Rov 4 
MACDONAID.CE TranspOhaiion Brar'ch 00/10/17. Ip 51580 034 51 BC'd D34 


DOCKET 71-0328 PUBLIC SERVICE ELECTRIC & GAS CO. 


8909280012 Fo-«rardS OA program approval Fo.' radiOPCtivo mall package 0326.nc/ 3 
MACDONALO.CE Transpcrtat on Branch 09/09/19 MILTENBERGER.S. 

Sorv eo Electnc 8 Gas Co of Now Jersey ip 51349 353 51349 354. 

-0909260913 OA program approval for radioactive matl package 0320. Rov 3 
MACDONALO.CE Trar.spCrtat.on Branch 89/09/19 Ip. 51349 35-1 -51 349.354. 


DOCKET 71-0333 ALLfCD iHSPBCTtON SERVICES, INC. 


8910110160 Advises (hat OA program approval for radioaci.ve rrall package. 03 30 uv- 
p.re5 cn 091031 Renewal rrusi bo roquoslcrl wilhin 30 days of exp-ranor) If rc-oodi 
rot dos red.NRC should bo so nolifiort. 

MACDONALO.CE Transpcrialio.n Branch 00/09/29 GRASHAW.T.D A' led ‘nspCK- 
non Services, Inc Ip. 51466 143-51466 143 

6910230189 Forwards <oo for applicaion lor renowol of QA program for radioactive dm 
package 0330 

GRASHAW.T.D. A Led inspechen Services, fnc 69/10/02 MACDONALD.C E Tions 
pOfiot ot> Branch ip 51579 OD4-515/9.O04 


DOCKET 71-0332 FLORIDA POWER CORP. 


8010110076 Advises that OA program approval lor radioaciivo matl package 0332 ox- 
pfres on 00103 f .Ronowa/ must oo foq..x5Sfod wrOdn 30 days ot cup ration u rerjw.it 
not dosired.NRC shou'd be so notified 

MACDONAID.CE Transpo'ianon Branch. 09/09/29. WIBELL.fIC FlC'ida I’e-wcr 
Corp (subs, ol Fforida Progress Co.'P ) 1P 5l4Ga.045-6l468 045 

6910100258 Application fo' renewal of OA program approval fo.' rarfioaciiyo rtail 
packago:0332.Foo paid 

WiDELLRC Florida Powor Corp (subs of Floritfa Progroas Corp.>. no/i:.'/C0 
MACDONALD.C.E Transpo-lalion Umneh. ip. 51550:243 51550 243 


DOCKET 71-0333 ALABAMA POWER CO. 


8910100173 Forwards OA program approval for raifioacllvo mail packngo 03J3,Hov 3. 
WACOONAIO.C.E Transporlaton Branch 89/10/05 HAIRSTON.WG Aaba'Aci 
Power Co. Ip. 51622 214-51522 215. 

-8910160177 OA program approval for rad oaciivo mall packago 0333,nov 3 
MACDONALD.C F. Transpoftaiion Branch 09/10/05. fp. 51522 2 1 5 5 1522 216 


DOCKET 71-0334 GPU NUCLEAR CORP. 


8910110151 Advises ihat OA program approval for radioacUvo mall packa(;o.0334 ox- 
piros on BGlOSi nonevval musi bo requoslcd wilhin 30 days of oxpirallon if ri.‘ncwg\G 
not desired, NRC shou'd be so nolifiod. 

MACDONALD.C.E. Transponation Branch. 69/09/29. HESS.J E. Geno.'al Pub‘'C UfiU- 
t os Corp. - GPU Service Corp. Ip 51466:147-51466:147. 

8910160143 AppI cation for ronowal of OA program approval for radceclrvo 
pack age.0334. Foe paid. 

ROCHE,M.0. Goneral Pvb'ic Ulii.lios Corp. - GPU Sen/ice Corp. 69/l0i04 
MACDONALD.CE Transportation Branch. 2pp 6l526:204'5l626!gO5. 


DOCKET 71-0336 CLEVELAND X-RAY INSPECTION, INC. 

B910Q5Q030 Advises (hat OA program approval tor radioactive motl package 0330 ok- 
pires on 89 1031. Renewal musi do requeslod wrthln 30 days ol oxpl'atio.i II ronowal 
not (fusirod,NHC should be so notifind. 

MACDONALD.C E. Transportation Branch. 89/09/29. CURTIS.F 0 Clovoland X-Roy 
Inspecl-oa. Inc, Ip 51452 138 51452:136 

8910100039 App'icaiion tor renawal of OA prograrn approval for rad oocl.iro ihall 
package 0336 Foe paid 

CURTIS.F.D. Cleveland X-Ray Inspocilon, Inc 00/09/30 MACDONAl.D^C.E Tians- 
poitoiion Branch, Ip. 51481:223-51 401 223. 


DOCKET 71-0338 METIL8, INC. 


8910110080 Advisos that OA program approval for radioactive mao package 0338 ox. 
pires on 0df03 f .Kenowal musf bo requosTod withfn .10 days of expiration if ronowal 
not de&ired.NRC should be so notlfiod. 

MACDONALO.CE, Transportaton Branch. B9/09/29. WALL.L. Mohh. Inc In 
51466 358 51466:350. ^ 
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DOCKET 71-0339 WISCONSIN CENTRIFUGAL, INC. 

6910^00266 Acfvr^OS ihar QA prcgf^oi apiircvaf fcr fdOiodCtivo <ndtf 
pa-kag-Q 0339, expires cn 091130 nenowal rr.u&l l:e ron-jesied wiihin 30 clays of 
exp.rfil on M renewal noi des'red.fsnC should bo so notif.ea 

MACOONALDX E Transporlat on Branch 89/10/00 PENDERJ L Wisrons n Corin' 
uc^al, Inc Ip 51460 347-51460 317 


DOCKET 71*0345 CAROLINA POWER & LIGHT CO. 


3910110024 Advises lhai QA program approval fo: rad.odctv6 mall 
pacvago O345.expj0S on 89J 13D,Rerowa' muSJ ho /eijwesied 3D {.‘ays c/ 

exp 'alion if renewal not reqcired.NnC rnusi be noiihed 

MACOONALO.C E- Trarisporiaiion Branch 89/10/08 UTLEY.F. C Carol na Power A 
Uf^cCo tp 5l469-t46-5t469 140 


DOCKET 71*0346 PUBLIC SERVICE CO. OF COLORADO 


6909260014 Forwards QA program approval fur radioactivo mall package. 03n6.Rov 4. 
MACOONALO.C E Transportalion Branch 80/09/19 CRAWFORD A C Pub’ic So-vico 
Co o1 Colorado, ip. 51349 351-51349 352. 

-6909200015 Oa program approval lor rad-oaclivo mail package 0346.Hav 4 
MACOONALO.C £ Itansponnlion BianOt 89/09/19 fp. .5134 9.352- 5 1349.352 


DOCKET ? 1*0860 OHIO STATE UNIV. RESEARCH REACTOR 


69 10160236 Forwards QA program approval for raJ-Oackvo rraW packago C6d3,Hev 0 & 
nolf.Ba Ql regisirat-on of licensoo as user oi Ceriihralo of Ccn'pl.anco 5957. 
MACDONALD.C E. Transportat on Branch 09/10/05. MYSEH.R. OJ.io Siaio llr’iv, Co- 
lirrbus. Oli Ip. 51523 177-51533 1 70. 

*•69)0160336 OA proQ.'am approval for raOtoachvQ mat) packago OGOO.Wov 0 
MACDONALD, CE TrahSportaliGn Branch 09/10/05 Ip 51523 1 70*5 1523: 170 


DOCKET 71-0664 FOSTER WHEELER CONSTRUCTORS 


a9tOI90196 App’ical'on for OA program approval for radoaciivo mall pacVayo.C634 Foo 
paid 

AKnfN.S.J. rosier Wneetor Energy Cotp. 69/10/02. MACDONALD.CE. TranspOfUi- 
t'On Branch ip 51557 227-51557:256 

-B91019Q117 lrde)f Soclion VI "RocnivIng.Shipp rig & TranspcrloNon of lr-lD2 Sources 
& Err.ptv Conialno'S '* 

• foster WhooJer Consfrucrors. fric Q7/0U06 25pp 51557.232-51557 256 


DOCKET 71*4949 MODEL: UNC 1484. UNITED NUCLEAR CORP. 

6910050363 Appf cation for renowaf o1 Cortilicalus of Ccrrpfiance 404g & 6357.f,'o 
changes requested Fee paid 

Maxin.A.M NFS Services. Ltd 09/09/20 MACOONALO.C E D.vislon of Safoiiuords 
& TranapOflaiion (PosI 070413) 2pp 51452.1O0-51452.169 


DOCKET 71*5450 MODEL: RCC, *1, *2, -3, *4. WESTINGHOUSE ELECTRIC CORP- 

6910130096 Application for amend to Certilicalo of Conrplanco &4S0 to* MorJol 
RCC Amend increases euthori/ed mair Lf*236 onriciimont tor WosLoGhouse Cool 
ti&s gn$ Fca paid. 

RlETLen.E K. WeslInghouBO Eloclrlc Corp 09/10/05. MACDONALD, C.F TranspOfla* 
lion Branch 28pp 51509 105 51509.130. 


DOCKET 71*6797 MODEL: INNER & OUTER HFIR UN, ENERGY, DEPT. OF 

6910030017 Forwards Rev 6 lo Conil.cate ol Compliance 5797.oxlcnd ng expiration 
data to 901031. 

MACDONALO.C.E Transportaiion Branch. 09/09/21. LENARD.JF. Energy, Dept of 
ip. 61382:272-51382 270 

*•6910030028 Ceriificalo of Comp'ionco 5707. Rev S.oxiond'ng enpirakon date tor inner 
6 oi/lor HF/R unfrradiated fuof cfemont shipping contarriors. 

MACDONALD.C E. Transportaiion Branch OO/O0/21 6pp. 61302 273-51302:278. 


DOCKET 71*5939 MODEL: QE-IBOO, GENERAL ELECTRIC CO. 

8909200210 Applicailon for amend to Cerfilicato ol Compliance 5939 lor shlpmont ol 
Co-00 by 890924 lo Irradiator operator in Ponnsylvanla.who needs sources to lu'dir. 
commitment to provide irradiation sves Foe paid. 

SCHWOERER.F. Neutron Products, inc. 89/00/22. MACDONALO.C E. Transporlailon 
Branch. 3pp. 51339.300 5)339308. 

0910130116 Advises mat Certilicate of Compl anco 6939 for Model 1500 amended lo 
authorize stated wefd conhgurai'on.por 090922 appflcetien All other conditions remain 
samo ^proval record end. 

MACDONALD.CE. Transportation Branch, 89/09/26. Neutron Prcducts. inc. 2pp. 
51499:198-61499:109. 


DOCKET 71*6957 MODEL: BMI*1, BATTELLE COLUMBUS LABORATORY 

89 10 160236 Forwards QA program approval for rad oaclive matl paeVago. OEBO.Rev 0 & 
notifies of registration ol llcensea as user of Certificate of Compliance 5957. 
MACOONALO.CE. Transportation Brancti. 89/W/05. MYSBR.R OhioStalo Univ.. Co 
fumbus. OH. ip 5 1523: 17 7*5 1523; 178. 


DOCKET 71*6306 MODEL: B. B ADCOCK & WILCOX CO. 

8910170205 Fonwafus Rev It lo Coriificaie ol Co.mpI bocg 62C8 for Model D List ol 
usors h'so enci 

MACOONALO.C t. Tra^spoiiat on Branch. 89/10/C5, lESTEH^K S Babcock & Wi cox 
Co ip 51537 lie 51537 122 

-B910 170267 Co/tfeate ol Compliance 6208.nov I l.for Mor?o) B Approval record ^rcl. 
MACDONALD.CE Transpofiaimn 0fa''ch. 89/10/05. 4pp 5153?. 1 19-51537 122 


DOCKET 71 6244 MODEL: 6244, CHEM-NUCLEAR SYSTEMS. INC- 

6910170255 forvrards Ctjrhiicaio ol Compllanco 6244, Rev Q 1o' Model CNS 4 05 s" p- 
p ng package 

F/ACbONAlO.C 6 rr3i-.sporiation Gfanch. 89/10/00 PAQUlN.P.L Chom Nue’ear 
Sysferna. In : 1 p. 5 1 530 339 S 1 5 JO 3 4 6 

-8910170259 Cen ficate 01 Compliance 624 4. Rev 8. for Model CNS 4 G5 
MACDONALD.CE D.vson o' Saleguards & Transportaiion (Posl Q70413) 09/10/06. 
7pp 5 J 539 340 515303^6 


DOCKET 71*6346 MODEL: fSV-t & FSV IA, PUBLIC SERVICE CO. OF COLORADO 


0909290274 HeqtMJsis »o change coi/p Mg A n'pp'fl t/sod for leakage fostf? on p’anl cask 
since pans reclosigred & no longe- miaRo'etod mfo.inc’uding drawings 4 
specs.ond Foe paid 

BREV.H L Public Service Co. of Cciorado. 69/09/20. WACOCNALD.C. TrenspoHal on 
Branch. 26, -rp 51351 303 51351 32G. 

0910110114 Forwards Rov 1 to Vol 1 of 'Conso'idaK’d Dt^s gn Repl lor Model Fort Si 
Vram l S*' pp rg Cask ’ 

OREY.kIL. Pt.b‘ic Serv-co Co of Co'orado. fiD/10/CS AMCDONalO.C. Transporta Iron 
Branch Ip S147 1 171-51472 016 

-0910110117 Rov 1 to Voi 1 ol "Conscl dated Duspn Ropi for Model foit Si vram i 
Shippi'’g Cask 

* Pubic Sorveo Co ol Colorado. GAOn 55 Rai V0 1. 09/10/31. 1 76pp- 51471 l 72- 
61472.016 


DOCKET 71*6357 MODEL: NNFD*10, BABCOCK A WILCOX CO. 

8910060363 Applca'cn lor ronowdl of CorMicaios of Comp' ancQ 4949 ^ 6357 No 
Chances roqjosled Fee paid 

MAXfN.A V. NFS Services. L?d 89/09/28 WACDCNALD.C.E. OWs>on 0 .' Safeauards 
& TfanspOfiai.Oh (PosI 870413) 2pp. 61452:16&-6U52.109 

6910130062 Rcquesis rogsiration as user oi racicaciivo rnaiis packen ng design Model 
NNI-0-10. 

I.EONARO.JF Energy, Dopl. cf 89/10/04 MACDONAL D C E. Transporlaiicn Branch 
Ip. 51505 127 51 S05 127. 


DOCKET 71*6674 MODEL: HN-200, WESTINGHOUSE-HITTMAN NUCLEAR, INC. 

6900290236 Roq-iests that NRC roviso nemo & add'oss of comaany officer lo Alox- 
Ich for wh.chutit rogistcred as user of tisled casks 

ALEXOf.M.P led ana Mci'Qan Potver Co. (formerly Indiana A M.eh.gan Blcclr.c Co) 
89/09/22. MURlCY.T E. Documonl Control Branch (Occuihont Ccnlrol Desk) 2pD. 
51451 311-51451.31? 


DOCKET 71-9010 MODEL: NU-1/3, NUCLEAR ASSURANCE CORP. 

8909280126 Advises that CertiLcato of Compliance 0010 for Model Nil* 1/2 amended to 
authorise listed addl conlonis Approval rocord end. 

MACOONALD.C.E Transportaiion Branch. 80/09/19. WELLS. A.H Kucloar Assurance 
Corp. 2pp 51349:001*51540.032 


DOCKET 71-8016 MODEL: TN-d. *0L. 7RANSNUCLEAR, INC. 

891D05D344 Requests rogislratJon es user of Model TN-SL shlupng cask 
HUNT.K.W. Phladelph'a Elocuc Co. 89/09/26. OMice of N. ml ear Malnrial Sa'eiy & 
Saloguards.DiicctO'. Ip. 51452.154-51452:154. 

6910050367 Applicaticn (or aiithori?atlon.under Ceriilicaio ol Compliance 9016 to ship 
so'id ncn-fissi'o irradiatod hardware in TN 8L 4 packaging on interim basis v//o mper- 
rorni.ng Kofi & shielding van licat on losis Fer> paid. 

NClAN.O.J Transnucloar, Inc 69/09/27. .MACDONALD.C E D.viS'ori ol Saloguarda & 
Trensppflailon (PosI 670413). 2pp 61452:166-51452:167. 


DOCKET 71*8029 MODEL: 676 A 676 E. AMCRSHAM CORP. 


S910160137 Forwards Rov 6 ID Corijjjcate of Compliance 0029 for Models 676 & 
676E Approval record & ksi of rog.slored users end. 

MACOONALD.C.E. Transporial.on Branch 80/10/10. RCUGHAN.C-M Arr.orsham 
Corp, rp 5l620;2?6*5f520 282 

**6910160142 Certificate of Co.mpI pnee 9029 .Hev 6, for Models 676 & 670E. 
MACOONALO.C E. Trensporfatlon Branch. 89/10/10. 4pp. 51620 270-61620:262 


DOCKET 71*9032 MODEL: 650. AMERSHAM CORP. 


6910040026 Forwards OA program approval fer redloaclive malt package 01 34. Rev 
3.Certif.cat05 oi Cemp'iance 9032 & 0033 aiso approved per 090810 request 
MACOONAIO.C.E. Transpo/ta)*o/) Branch 89/09^26 DEWHESE.M A. LaBarqa pipo S 
Sleol Co, Oormerly LaBarge, It^c ) ip. 51393;OVQ.51303 060. 
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8610130067 noqijesib regislraion as user for Mods' 660 eipobu'e device & 650 source 
chancer 

LOWMAN.R W, Navy. Hopi oL Naval Sea Systems Cofrrr.and 89/10^02 Transporia 
dcn Branch ip 51506 126.51505 126, 

B9 10 170273 Forwards CeMifeelo o1 Cornplance 9032.Rev 5.lor Model 6r,0 sOLfce 
Change/ 

MACOO.NALO.C F Transpertat on Branch 69/10/04. flOUGHAN.C M Air.ors'iam 
Co/p ip 51530;306'51530 325, 

-8010170276 Cenf-cala o1 Co'rp'iarce 9032,Rev S.for Model 050 soo’co 
changer Approval rocofcl anci 

MACDONALd.CE Trensportaton Rre-'Ch. B9/10/04 19pp 51530 307-61 530 326 


DOCKET 71.9033 MODEL: 660 & 660E, AMERSMAM CORE 

8010-040026 Forwards OA program approval lo' radoa-ctvo mall packa-ge 0i34,nev 
3 Cortilicaies of Corrpi.ance 9032 S 9033 a'so approved per BOOaiO requesi 
MACOONALD.C E. T ran sporte lion Branch. 89/09/26 CEWcESE.M A LaBa'go Pipe 8 
Stool Co (lormorly LaBaigo. Inc.) Ip 51393 079 51393 OfiO 

8910130067 Requests reg.straiion as user for Model 660 OKposu'-e devico & 650 s-ourco 
change f. 

LOWMAN.R.W. Navy, Dept of. Naval Sea Systems Command. 89/10/02. Tiansporta 
ticn Branch, ip 51505 126 51505 126 

8910170026 Forwe'fls Rev 6 1o Cchiiicale Of OoTipliance 9033 for Modal €60 
pacFage.erf landing expire non date lo 900531 list of usc/s of D 9 Ckngo.pof 
1CCFR71.12 & AQCFn 173 471, also end 

MACDONALD.C.E. Transpoftalicn Branch. 09/10/03 ROUGHAN.CM. AmcfSham 
Corp. Ip. 51536:043.51536060 

—6910170027 Cortif.cato of Corrp'-ance 9033, Ro/ 6.1or Models 660 & 6G0E. Approval 
record enef. 

MACDONALO.CE Transportation Branch. 09/10/03 17pp 51536.044 5 1536 060 


DOCKET 71*9039 MODEL: 716, AMERSHAM CORP. 

8009280217 Requests torminalion of amohd request did 890125 let Model 175 Typo B 
Shipp ng package (or Con ficate of Compliance 9039. 

ROUGHAN.C.M Amers ham Corp 89/00/14. MACOO.SIAID.C Transporiai on Branch 
ip 51339314-51330 314. 


DOCKET 71*9070 MODEL: h NUCLEAR PACKAGING, INC. 

6909290271 Requests registration as user ol Con.ficaies of Corplance 0070 & 
9 167. Requests ihaf name of hcensco user bo char'ged lo> Ha'liburion Legging 
Svcs.elfGciive immediately. 

CAVWOOO.L Hal' 43 unor) Co. 89/09/19 MACOCUAio.C NRC • No DoJaWed Afll»- 
alien Given tp 61352.022 61352 022 

8910100151 Requests romovet from l.st oi users for Con ficate of Com pi area 9070 for 
Model N 55.0vorpack6 have boon sold & no future ehiprre.ntswiHbo mado w/contaim 

STAUTER.J.C. Cimarron Corp. 69/09/25 MACBONALD.CE Transporiai on Branch, 
ip 61457.300 51457 300 


DOCKET 71*9073 MODEL: OH*142 SERIES, NUCLEAR PACKAGING, INC. 

0910060270 Advises of regfsiralon as user of Certi^caie of Corpfanco 9073 per 
690829 request 

MACDONALD. C.E. Transporlalion Branch. 80/10/03 KOSMALJ A Duqueane Light 
Co ip 51433 263-51433 263. 

89 10 1701 57 Reouesls registration as user of Ccrt'licato of Comp'iance 9073 
CRASE.A U.S- Eco'ogy, inc. (fo.'/ror/y t\uciear Enoncerfag, Ino) 89/10/12. 
MACDONAID.C E. Trensporlaiion Branch, ip. 51543 043.51643.043. 


DOCKET 71*9079 MODEL: HUPAC 14D*2.0, NUCLEAR PACKAGING. INC. 

8909290236 Requests lhai NRC revise name & address of company officer lo MP A*e)f 
ich for wh:ch ubi registered as user of l sled casks. 

ALFXICU,M.P. Indiana Mich gan Power Co. fforrr.orly Ind ana & Michigan Electric Co ). 
89/09/22. MURLEY.T.E. Oocumoni Ooniroi Brancn (Oocureni Control OosM. 2pp. 
51461 311*51451.312. 


DOCKET 71*9086 MODEL: HN-100, SERIES 1. HITTMAN NUCLEAR & 
DEVELOPMENT 

8909290236 Requests thai NRC revise name & address of company officof lo MP Alo<. 
Ich fer wh ch util registered as user ol listed casks. 

ALEXICH.M.P Ind ana Mich-gan Power Co (formerly Indiana & Mich gan Elecinc Co). 
69/09/22. MURLEY.T.E Document Conlrol Branch fOocumonl Control Desk). 2op 
51451311*51451312. 


DOCKET 71*9069 MODEL: HN-1008. HITTMAN NUCLEAR & DEVELOPMENT CORP. 

8909 790236 Requests lhai NRC revise name & address ol company of Peer to MP AI©m- 
ich for which util registered as user of IrsferJ casks 

ALFXICh.M P. Ind ana Michigan Power Co. (formerty Indiana & Mchlgan Electric Co ). 
89/09/22 MURLEY.T.E. Document Ccnirol Branch (Document Ccnlrol Desk). 2pp. 
51461:311-51451:312 


DOCKET 71*9096 MODEL: CNS 21*300, CHEM NUCLEAR SYSTEMS. INC. 

8910130136 Requasis registration as user ol Model CNS21-300. 

LEONARD. J.F. Efiergy, Depf. of. 80/10/03. MACOOIWalO.CE. Trariaporfaiion Branch. 
Ip. 61501:180 51501:189. 


6910240209 Informs of regisfrahon as user of Certificaio of Corrpliance 9096 pci 
891003 request. 

MACOONALD.C E TranspoftaiiO.n Branch 09/10/17 LRONARD.J.F. Energy. Decl ol 
ip 5 1588 34/- 5 1508:34 7, 


DOCKET 71*9126 MODEL; 20. 20A, 50, & SOA, AMERSHAM CORP. 


6910190051 Forwards Dev 6 lo Ceriificaie of Comp'ianco 9126 (or Models 20.20A 50 6 
SOA shpping CO-liamers. 

MACDONALO.CE TranspertsLon Branch 89/10/12 ROUGHAN.C. Amor sham Cc^p 
ip 51568:324-51558 328. 

-6910190053 Cenificaie ol Complanco 9l26.Rov 6, (or Mode's 20.20A50 6 
SOA Approval record end. 

MACDONALO.CE T ran s port onor^ Branch 09/10/12 4np 51558 325 51650:328 


DOCKET 71*9127 MODEL: 100, 100A, 200 & 200A, AMERSHAM CORP. 


6910190042 Forwards flev G lo CeriiLcaie of Complanca 9127 for Models 
100,100A.?00 & 2 00 A 8h ppiig conta nors 

MACOONALD.C E Transportalion Qrar^ch 89/10/12 HOUGMAN.C. Amers'iaT Corr 
ip 51657 334-51557 337. 

-8910190044 Co.nificale of Complanco 9l27,Rev G.for Models lOO.iOOA, 200 & 200 A 
sh ppirg conleiners 

MACDONALD.C E. TransportaHon Branch 09/10/12. 3pp 51557.335 51557 337. 


DOCKET 71*9128 MODEL: C*B, AMERSHAM CORP. 


0910050387 Prov-dQs addi drawing lor Model C B Type B package ur.dor Co-l licaio o* 
Compiianco 9123 Most recent drawing found for Model C-0,Orawir-.y 82MC01- 
033.oncL 

ROUGHAN.CM AmershamCorp 89/09/23 MACOONALD.C Transpoftal cn Rranc- 
2pp. 61452 156 51452 157 


DOCKET 71*9134 MODEL: ETR, ENERGY, DEPT. OF 


8910160323 Forwards Rov 5 lo Certif.caie of Compiianco 0i34 for Model E rR.no / ok* 
lends oxpiration date to 910430. 

MACOONALD.C.E Transporlalion Branch. 89/10/06 LENARD.JF. Enoruy. Dopi cl 
ip. 5 1522 356*5 1522 360. 

“6910160324 Cedificaie of Compi once 0l34.Rov S.for Modol ETR. 

MACOONAtD.C.E. Division of Fuel ^cle, Mod.cal, Academic & CommercY Uso 
Safety 870413 870720 89/10/08. 2pp. 51522.359-51522 360 


DOCKET 71*9161 MODEL: HN lOO SERIES 3, WESTINQHOU9E HITTMAN 
NUCLEAR 


8909290236 Requosts lhai NRC rov.so name A address of company officor fq Aicx 
ich for wh'Ch u1 1 rog.slerod as user of fislod casks. 

ALEXICH.M P. Indiana M chigan Power Co. fformody Indiana & Mchlgan Electric Co). 
89/0-9/22. MURlEY.TE. Oocumoni Control Branch (Document Conlrol Desk) 2pp. 
61451311*51451:312. 


DOCKET 71-9169 MODEL: NUPAC 14/190L, M & H, NUCLEAR PACKAOINQ, INC. 


6909290236 Requests that NRC revise namo & addross of company officer lo MP Afox 
ich for which uN rogisfored as user of Lstod casks 

ALEXtCH.MP. Indiana Michgan Power Co (lormorly indana S Michgan L'ochlcCo | 
69/09/22 MURlEY.T E. Documeni Control Brancn (Document Conlrol Ooskl. 2pp. 
5145|;311*51451312 


DOCKET 71*9100 MODEL: 20 VS & 40-V8, AMERSHAM CORP. 

0909280206 Appffcaiion for renewal of Ceriificaie of Compiianco 0160 for Mode's 20'/ A 
40V Foo paid. 

BAKER.B.W. Amojsham Corp 89/09/22. MACDONALO.CE. Transporlalion Brarich 
2pp. 5133 9 309*51339:310. 


DOCKET 71*9163 MODEL: ONQ-20, GULF NUCLEAR. INC. 


8010260377 Ack recefpi of 890426 fir denying requosi dtd 000331 for 6 month 0 x:er 
Sion to Corh'icaio of Compliance 9163 Request that NRC revalidate GNG-20 Donta^n- 
ers for vendors customers on Individual basis. 

BAKER.B.W. Amersham Corp. 89/07/06. MACDONALD CE. Transporlalion Branch 
2pp, 51607.267*51607 269 


•*•8910260045 Responds to 890706 llr roquesiing refund ol lee submltlod w/ B00331 
requosl for 8 month extension of Cerlilicalo of Compliance 9 1 63. 
hOLLOWAY.C.J. Liconso Fee Management Branch (800205*890026). 09/08/25 
BAKER.B.W. Amersham Cerp ip. 51607:269-51607:269. 


DOCKET 71*9167 MODEL: 3208B, 3227B & 3218, AMERSHAM CORP. 

8909290271 Requests regisirai-on as user ol Cenilicales ol Compiianco 0070 & 
9167 Requests that name ol iicensee-user be changed lo Ha'liburtcn looo-nq 
Svcs.offeclivG immediately. 

CAVWOOO.L. Halliburton Co 80/09/19. MACDONALD.C. NRC * No Oolailod AlMi* 
alien Given, ip. 5 1352:022*5 1352022. 
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[>OCKET 71*9160 MODEL: CNS 8- 1206, CHEM NUCLEAR SYSTEMS, INC 

890M 90236 Rcgjoais ihai NRC roviso r'arr.e & adt'resa o1 corrpar.y otficer lo MP Alo>f 
icii fof wnich util regisiernd as usor ol listed ca5V.s 

ALEXICH.M P. Indiana Michgan Power Co (tormerly Uidana S Mich.gan Electric Co) 
69/09/22 MUHLEY.T E Document CorMrol Granch (Documonl ContfCl Uosi*) PpD 
&U51 31 1-51451 312- 


DOCKET 71-0176 MODEL: NUPAC 14/210L & 14/21QH, NUCLEAR PACKAOINO, 

INC. 

8309290236 Rsqjests PliaJ NHC roviso namp & aod/esu ot connpaoy olliccr to MP Alax- 
ich tcf which util registered as user of f-stod casks 

ALEXiCH.M.P- Indiana Michigan Power Co (iormorly Indiana & Michigan Eiocirc Co) 
80/09/22. MUHLEY.T E. Documonl Conircl Brortch (Document Conlfd Desk) 2po 
5145l.3n-5l451.3l2 


i>OCHE7 71*9200 MODEL: NUPAC 10* 142. NUCLEAR PACKAOINO, INC. 

0303299236 Requarits lhat NRC revisa name & address of company olficor Jo VP aipk- 
ich for wh ch util rogistored as user ol listed casks 

ALEXICH.M-P Ind'ana Michigan Powor Co ito'merly Indiana & Michigan E<cctf.c Co) 
89/09/22 MURLEY.T.E Document Control Branch (Documcni Conifol Dosk) 2pp 
51451.311 51451 312. 

6918170164 Requests registration as usor ol Certificato of Comptianro 9209 
CHASE, A US. Ecology. Inc (formorfy Nucfear Eng near ng. Inc) S9/I9/J2 
VACOONALD.C-E Tianaporiation Branch ip 51543 053 51543.053. 


DOCKET 71-9216 MODEL: CNS 1-130, CHEM NUCLEAR SYSTEMS, iNC. 

6908390236 Requosts thai NRC revise namo & address ol compare oMicor to VP AIuk- 
ich for which util rog’Siored as user of listed casks 

ALGKiCH.M P. ind'ana Michigan Power Co. (iormorly indana & M.chlgan Eiocirc Co,). 
89/09/22 MUHLEV.T E, Oocumeni Con/rof Orancn (Document Conirof Desk) 2pp. 
6)451 311 51451 312 


DOCKET 71*9222 MODEL: HN-216H. WESTINGHOUSE HITTMAN NUCLEAR. INC. 

8989290236 Reaiiesls that NRC revise nomo A addtoss ol company office: to VP Aien- 
ich for which ulii regiatereij as user of l.slod casks. 

AlEXICH.MP. Indiana M.chigan Power (3o. flcrmorly Indiana A Michigan E'.oclnc Co) 
69/09/22. MURLEY.T.E. Documonl Control Branch (Oocumonl Conirof OoskJ 2np 
51451 311-51451-312 


DOCKET 71*9224 MODEL: HN*lflO*2. WESTINGHOUSE HIHMAN NUCLEAR. INC 

8909290236 Requosts itial NRC revise name A address ol company officer lo MP A'.ok* 
ich for which ul.l rog-.siorod as user ol lisied castis 

ALEXICH.M P. Indiana Michigan Power Co. (formerly inrJano A Michigan Electric Co.) 
69/09/22 MunieY.T.E. Documonl Conirol Qranch (Oocum.ont Corlrol Oosk). 2pp. 
61451:311-51451:312 


DOCKET 71*9225 MODEL: NAC-LWT, NUCLEAR ASSURANCE CORP. 

89)0020050 Responds l£> commonis made in 090926 tolcon to NAC LWT cask 
SAH.Prossure stress not included soparatoly in calculallon ol total bo!1 suoss 
WELLS.A H Nuclear Assurance Corp. QO/09/27. l-lUANG.D NRC * No Oolalod Aft I,- 
ation Gwen. 6pp. 51369 010 5l 360. 014 


8910060169 PO-nvards response 10 890928 ccmmenl made in telcon w/ TC Thompsen 
to LWT Cask SAR 

YAKSH.MC. NuCtoar Assu'ance Co'p, 09/03/29. HUANG.O NRC ■ No Data led Alfi' 
alionGivon 3pp 51452 306 51452 397 


DOCKET 7J-9233 MODEL: TN-RAM, TRANSNUCLEAR, INC. 

89J0020216 App.icoHon for carj.fjcflio of Gorrpiiance for TN-HAM pack agrng SAD lor 
TN-RAM enciSoven prop.iQiary 0 5i2e drawings (990 002 through 900 00D) & propdo- 
la^ lead pou'ing procedure (E *1061 5) also eiicl W/o pr<^rioiarv onci 
NCjLAN.Di Transnjctear, Ire 88/11/22 MACDONaLD.C G Transpohailan Branch 
ip 51360:284 51360 264 

-8910020228 Revised SAP for TN PAM. ' P an i ail y deleted figuros enci 
’ Transnuefear. Ir.c. E* 10621 Sd/ff/30 450pp Sf360 385-5f362-0IM 

8910030194 Adv.sos that 890519 requesi for wilhho'd ng I'Sted drawngs from puh'ic dis- 
clostftt granted 

WCCOnkLEG.vy TranspCfialion Branch 09/09/16 NOLAN DJ Trensnuclear, Inc 
2pp 51370314 61370315 

8910100180 Haqudsfa reffbitaion as cser ol Mode' TN RAM 
HANNEN.RL. Iowa ElecUc l ight & Powder Co. 69/09/26. MACOONAlD.C.E Trans 
portahofi Branch Ip 61461 221 51461 221. 

8910100080 Requosts registration as usor of Modal Tn-RAM 
KINTNER.S.B Chom Nuciear Sysiams, inc. 09/10/02. MACOOMALO.C E. Tran^porta- 
l-on Brandi ip 51461222*51461:222 


DOCKET 71*9230 MODEL: NUPAC 10/U0MB. NUCLEAR PACKAGING, INC. 

8910050002 Requosts too for 890804 appi-catioi for approval fer use of NuPac 10/140 
MO cask 

JACKSON.G LicG.‘i 80 Foo Menagemont Drar.ch (890205-890826) 09/00/21. 

TGMUS.CJ Paci'tc Njclear Systams, me. ip 5141C;23;*51416 237, 

-8910050001 AppfeaMon lor cent/ cafe of complance for Mode/ NoPec lO/f40VfB & 
proprietary 0 nonpfoprioiary SARs.W/o 5 AH 8 Fee paid 

TEMUS.CJ Pacific wvidoar Systenns. Inc 89/0D/04 MACDONALD.C E Transpohs- 
t.on Branch €pp 51416 220-5>416 237. 

8910130040 forwards ropiacomani pages for NjPoc i0/i40 MO Cask SAR. 
PORTER.Sa Nuclear Packaging, inc 00/10/03 MACDOMalD.C E. Division of Safe- 
guards & f^ranspOftafio.n 070-f 13J. t2pp. 5 f406- 103 51490 2f 3 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72*0094 DUKE POWER CO.. 60*209, 60-270 « 50*287 

8910)1021)8 foAv8/dsp:oposad Tech Specs for ui<l iSFBl el pleni 
ROQERTS.JP Fuel Cycle Safety Branch. 89/10/06. HAQHI.A Duko Power Co 22pp 
61475:12051476-|41. 

8910250371 Fo'wards onv.ron assessment & tndir.g of no r,igrl'icant impact re 883331 
appficofpcn for amend ro fSFSf at pfenf 

WIENS.LA. Prolocl OirectotaiQ ll-O. 69/10/16. TUCKER, HB. Duke Power Co ip 
5 1003.275 51603 POO. 

**8910260374 (s'otico of Issuance ol er^virou assessment & f.nd ng of no Significant 
impact on appSication for amends to L'consos DPR-3R 8 DPn'47 for storage of ISFSI 
atpleni. 

HOOO.O S. Project 0 recioralo ff-3 nS/lO/fO. 6pp- 5 f 603 270-51603:200. 
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lOCFR COMMISSION MEETING RECORDS 

6910030166 ftanscnpl Of 690920 bnolmg on EPRl dos-gn rG(;u forr.onts docu-nonl for 
advanced LWfls Pp l-93 

• Ccmrr.issi3ncrs 89/09/20 1 30pp. 51386 3l3 5l 307 CQ4 

6910930238 Sialf rogoiromonts rr.omo re Comnt'HSion 890D15 briof>'‘g in Roc-^vle.MD 
cn staios of maint mihai/tros far nucioa^ pionis 5 scho&jle fOf compioho'i of aciivtiios. 
CHILK.SJ- once o( the Socrolary of ihe Corrn'iss.on M89C915A 89/09/29. 
rATl-OR.JM Ofc of iho Execul^vo Difocior for Oporaiiona 2pp 51382201- 
51363 282. 

6910050070 Transcnpl ol Comm.ssiOP 890915 pub'ic meoi-ng In Rockviln. MD fo bnof- 
ngon steti.s o1 ma nt initmiivos & sched^lo Pp i-47 Supponmg documoniation onci 

• COTim ss'onors 09/09/15 68pp 5H33 196-51433 202 

691005Q047 Transcripl of 690921 brief. ng in RockviDe.MD re study of adequacy of rogu- 
talory oversighi of malls under gonoral license Pp 1-'/6 SupporUrg dotjnioniaiion 
end 

• Com'niss«onofs 09/09/21 94pp. 51465 058-51455 15V 

8910960052 Transcripl of 890014 hr ol.t.g on status of NRC lochn cal training program 
in RocKvii'o.MO Pp 1-65 Viowgraphs end 
•Commissioners 89/09/14. 07pp 51431 036 51431 122 

6910060267 Siaff requirements memo ro 090921 briefing In Hcckviln.MD oi study cf 
adeq-jar^y of regu'aiory oversight of rnatls under general l.censn Slaius of achv.ties ro 
d sposdl of groato/ than Class C waslos w il bo provided 

CH^LK.S.J. Office of Ihe Socrolary of the Commission M0U0921. 89/10/03 
TAYLOn.JM Cfc of the Executive Oiroctor for Oporalions Ip 51435 070 51435 076 

89100D0268 Siaff roquiromenls memo re 890920 b:iof.rg in RocKv.bo.MD cn EPRI 
design roqi;iromonts dccumonl lor advanced LWfle EFPl w.ii provide mon/machjie 
interface roqui'ornenls docuir.ont by end ol Oct 1009 

CHILK.S.J Office of Iho Socfotory of the CcmrriisS'On M090920. 69/09/27 Oll:co of 
fhe Secrofary of too Comralssion 9pp 51452. f 95-5 f 452; 198. 

8910160212 Sialf roquiroir.onts memo on Comml3S:on hf,o1.rg on 8S0014 n 
Rockvi'la.MD ro NRC Technical Training Program 

Ch.'LK.SJ Olfco of the Secretary of ino Commissm MB90914A. 89/10/05 
TAVLOR.J M. Ofc of tho Executive Director for Operations 2p 51537 357-51537 350 


ACNW ADVISORY COMMITTEE ON NUCLEAR WASTE 

0910059131 Forwards ‘ Tochnical Posilion on Methods of Evaluating Seismic Ho?a'd oi 
Geotofllc Resp^js^fory.” for review Qrroffng on scltcduloa n Jan 1950. 
OROvVNlNG,n.E. D.vis-on of Uigh-Lovoi Waste Managomont (Post 0704 13j HLVVR. 
89/10/03 FRALEY.R.F Advisory Comrnlloo on Nuclear VVaalo. Ip 51401. 040- 
51401 096 

8910160243 Transcript of ACNW second working group rr.eutng on 001010 In 
Qe1hosd8.MD.Pp 1 IGO Suppcrlmy documoninilon oncL 

• Advisory Con trill iloo on Nuclear Waste 89/10/10. 154pp. 61503.136 51503 291. 

8910100007 Transcript of ACNW Hih mooling.Day 3 on 091013 in Geihosda.MD.Pp 
380*496 S'jppof ling info oncl. 

• Advisory Comm4feo on Nuclear Wasfe. 89/10/13. 144pp 6161 1:330 5l 512 124 

8-910100018 Transcript of ACNW I4ifi genorol moeiing on 691011 h BethosdD.MD.Pp 
1-235. Supporting info oncl 

• Advisory CommMtoo on Nuclear Waslo 89/10/11 250pp 51511077*51511.327 

$510150022 Transcripl ol ANCW f4lfi meofrng.Oay 2 on 60i012 in Dort:esda,MO.Pp 
226 -379.Suppor1hg Inlo oncl. 

• Advisory Corr.mi It ee on Nuclear Waste. 69/10/12. 200pp. 51612.125'51512;294, 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 

8910030111 Transcript of ACRS SubcommiUoo on Human Factors 890927 moolmg In 
Bothesdd.MD.Pp t -301. Related info enci 

• ACRS • Adv.sory Commiltno on Rooclpr Safonuaids. 09/09/27. 36Bpp. 51354: 125- 
51355:122. 

8910030425 Transcript ol ACRS Subcommittee on Saloly Philosophy. Technology & Cri- 
teria 890926 meeting In Bolhosda.MD.Pp 1-51. Supporting inlo oncl. 

• ACHS • Advisory Committoo on Reactor Safeguards. 80/09/26. 60pp 51364 020* 
51364:075 

0910050019 Transcripl of ACRS SubcommiUee on Advanced PWRs B9C928 meeting in 
Bolhesda.MO Pp 1 *310. Supporting documonlet on and. 

• ACRS • Advisory Committee on Reactor Safeguards. 89/09/28. 500pp. 5 1398: M3 - 
51399262 

8910050135 Trarrscripf of ACRS SuhcammiUQO on AC/DC Power Sys floJrabrify 891002 
noGting in Dethasaa.MD.Pp M20 

‘ ACRS ■ Advisory Commiltea on Reactor Safeguards. 89/10/02. 123pp. 51433:354* 
61434 116. 

691013000a Transenpt of ACRS Subcommittoe on Mochanical Components 691003 
rreoling In Belhosda.MD.Pp 1-132 Supponing documenialionencl. 

• ACRS - Advisory Committoo on Reactor saloQuards. 89/10/03. 172pp 51468 330* 
51469:141. 

0910180051 Transcript ACRS Subcommilleo on PRA 891003 seminar in 
Bafhaada.MO Pp J- 225. Supporting info end. 

’ ACRS - Advisory Commillee on Reader Safeguards. 89/10/03. 400pp. 51501 :3i6- 
51503.137. 

8010160253 Transcript of ACRS 354lh general meeting on 891005 in Bothesda.MD.Pp 
1-242 Supporting info enci. 

' ACRS ■ Advisory Committee on Reactor Safeguards. 89/10/05. 24?pp 51505 2 76- 
51506:214. 


8910160257 lraiisCf.pl of ACRS 891004 semirar w/Sthccmm.ltee cri PRA n 
BothesfJa.WD Pp 226 SSS.Sjpcor: i^ dori,mD.'ilai.on o'-ci. 

• ACRS • Advisory Cofimi l!oe on FlonClor Sa'tcuarUS. 09/IO/C4 550pp 51507 085- 
51508:276 

8910170055 Pfov.dns folOAmp -r^'o ro itc.T.s discussod at 35Cih ACRS 010011.40 or» 
690606*10 

TAYLOnjM Assrsfant tor Operations (Pasi OBOSQbi 89/ 10/M FRMEY.Rf ACRS 
Advisory CoTiTirtlDa cn Fleac'-or Safeguards 6pp. 61 533 267-51533 204 

••6907140147 Fo.-wards requests made at ACRS 350lh monlny on 0906C8-10, per 
agreorrem mat surrmary of acticns.agreomenis ossignironie 8 requosla made cl■Jrl^g 
oarh comm ileo men: ng w .i bo so.nt to ofc lolicw ng each mceimg 
FRAUEY.RF ACRS • Advisory ComTiltOO on Heactor Saleoja'ds. 89/07/02. 
STELLO.V. Ofc Of the Exocutivo CirociOf for Operaiions 5pp 51533 2?5'51533 279. 

“6908160029 L-siS mlu p'ovdod »n rosponse lo specie items in 800702 rremo ro 
ACRS 8905C8-10 35t!lh meeting lo lowup items 

TAYLOR.JM Ofc Cf Ihe Ci^ecuOvo Dteocto: for Cpc'filrons 89/08/04 FRALEY.R.F. 
ACRS - Ac/isory Comr.Uoe on Roar.tor Safeguards 5pp 51533.28U-51633 284. 

6910100317 Transcript of ACRS 354in ge.iorBl meuting on 691006 in Ooihesda.MU Pp 
243-355 Support ng .nfo oncl 

• ACRS • Advisory Comni tteo on ReaclOf SnfoguarcJS 89/10/03 13Cpp 51505 215- 
51507 054. 

8910270017 Transerpt cf ACRS B91017 Jcml nieoii-.n of Co.-’ la- 0 mom Sya & Structural 
Eng. nee ring Subcommitoos in Chcago.lLPp 1-192 tlolaiod Inlo enci 

• ACRS • Adviso .7 Commaioe on Reactor Saleguords 89/10/17 2eCpp. 51597 230- 
51593 f5/. 


AOVCM NRC ADVISORY COMMITTEE 


6999290160 Co.mmonrs on ftrchcrcaf posrfrort paper on nnwro.n monlloring of taw tovat 
radwasto d.spcsai rac'iii:09 

MOELLER.DW Advsory Currirr ileo on fMjc’on'- Waste 09/09/19 CARH.K M. Com- 
missioners Ip. 51576 134 51676 134 . 

0010050136 Commonls on d.v of rosponsib liUos botwoon ACNW & ACRS ocr 
foquQsl.SjggesIs lhal one comrt'.tioo lako load m any tpcomi-ig rev.ows tol.evoJ to 
la'i Wfihhputvrow of boili comm.lieos 

MOELLER OW A(Jv.sory Comirltlfjo on Ni.c uaf Waste 89/09/19. CARR.K.W. Corn 
missioners 2pp. 51430 063 51433 0G4. 

6910160243 Transcripl of ACNW socor’.d woik^rig group ireotir.g on SO 10 TO In 
Oothosde.MD Pp 1*i30 Supporting documenici on oncl 

• Advisory Com TiUoQ on Nuclear Waste. 89/10/10. I54pp 51603.136-51533 29t 

8910160007 Transer pt ol ACNW l41h rr.oolirig.Doy 3 on 691013 in Bolhesda.MD Pp 
300-498 SupponlnQ info pnc.1 

• Advisory Comm.tloo on Nuclear Waste 89/10/13. I44pp 51 5l 1 326 51512. l24 

8010160018 Transcripl ol ACNW Mih gonc.'al moelirtg on 891011 In RolhGsrja.MO Pp 
1.225 Support ng info cnc> 

• Advsory CornmUlOO on Nucfoar Waste 69/10/1 1 . 250pp. 51511 077-51511 327. 

8910180022 Transcripl ol ANCW Mth mooIng.Doy 2 on 001012 In BeitiOSda MO Hp 
226*370 Suppofling inia oncl. 

• Advisory Commltleo on Nuclear Waste. 89/10/12 200pp. 5i5i2 i 25 51512 204 

6910300223 Cc/nmonts on JismanlJemo.ni of planf.por ACNW I3fh & 14th /nooJfngs on 
800913 15 & 101 i-l3,rospcclivoly.Evalufll:on of dlsmanllGmonl should bo based on 
sys approach. 

MOELLEnD.V'/ Adviso .7 Commilioe on Nuclear Wesle. 89/10/10 CARR. KM Corn- 
mlssione-s 2pp 51636^94-51636 205. 


COMMISSION NRC COMMISSIONERS 


6909110043 Forwards settlement ogmomenia idonidiod »s containing language thal 
may rosthci right ol Indviduals lo bring Bafuly concerns to NRC attention & snU'emoni 
agreorrems contain ng quoalionablo provlsicns.W/o or.ch 

CARR.KM. Com miss oners. CCS 00/08/29 OREAUX.J.Q. Senate. Envl/onmoni S 
Public Works. 4pp 61576.150 61576 152. 

0909130352 forwards response lo 093721 Ur ro Uiiium shipper-receiver discrepances 
bofweon ORNL 8 Si/fo'/fd.tld.OOE convmssionoO sipociai Taam.vv/fJXvo ejdcnsvo ©*- 
porlonco w/tntium.lo continue Invosiigolion of discrepancies. 

CARR.KM. Oommisslonors CCS. 09/06/20. WARKEY.EJ. House ol Rop. Ip 
51656:283 51555 283. 

**8910240105 Carr response to Markoy 890721 iir ro Iriiium shipper- receiver disCrepon- 
c-los. 

CARR.K.M, Commissioners 60/07/21. MARKEY^EJ. House ol Rep 2pp 51555:264- 
51555:285. 

“8910240106 Carr rosponso 10 Markey 690721 Ur ro tritium shipper- receiver discrepan* 
cfea. 

CARR.KM. Cemmiss oners. 69/07/21. MARkEY.E J. House of Rep. 2pp. 61555 266- 
51555 267. 

“8910240100 Carr response to Markoy 003721 Mr ro Irliluriv shipper* receiver Ciscropan- 
cios. 

CAnFl.KM Corr.niiSBionQr3 80/07/21. MARKEY.E J. House cf Rep. ip 51555280- 
51655268. 

“8910240110 Carr response to Markey 690721 itr ro inlium sh-ppor- rocclvor discrepan- 
cies 

CARR.KM. Cemm'ssIonGra. 00/07/21. MARKEV.EJ Tfo-jso of Rep fp. 6 f 555. 209- 
516 5 5 289. 
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-B91024O113 Carr fc&;;onse to Ma»Key 690721 ’v te If.lum ah ppe'- rece./er d screpan 
CARR.KM. Commiss-oners 69^07^21 MARKEY t J HOuSe O* Hep Ip 51555290 


•0910050219 Confiffus converaatons re 1978 sp;ll o1 radioact vo mall at *dZ. :/ S la- 
qjosis oppcn«n:ly *0 rew-ow hnrlngs ol augrr.onted insp leam lo'iowing nsp 
WALSH, J T. House ol Flop B9/0B/23 CARR.K W Comms&ioncfS 2pp 5lJ5'29l- 
5tA51 205 


~091O?4O114 Carr iGSponsO 10 MarKPy 690721 Itr re Intiu-m shipper- foce vOf d SCrepao 

CARR K M- Ccrn'TiSSiCnafS 89/07721 MAHKEY.E J House of Rep Ip. 51555291- 
51555*291 

~89l0240t1B Carr losponso '.0 Markey 89072\ tti ta Ih’.mm nt-ippot* ioce:/ei disctepao- 

CARRKW. Cprnm ssorera 89/07/21 MAHkEy.E J House of Rep Ip 61555292- 
51555*292 


8910050242 Wookly info fppi for wk ondng 890922. 

QLAHAJ.L Ass.sianI lO' Operations (Posl 890205) B9/09/27 36pp 5M57.I93 
51437226 


B9I0060181 Fo'vwarrtfi ropt of AOs at i-consod faci'il'os for Firsi Caionifa- Cuarte# 
l9B9Plug lailuro rosu'icd m sieam oenoraiof lubo look al IJorm Anna OV. l i s'rarr 
generaio/ ruptured ai McG'Ho Unit 1 W/o oncl. 

CARR KM Commssionars 89/09/14 OUAYLEJ D. Sorialo. President of fo Senate 
ip. 51438 093 51439 098 


-8910240120 Carr rGSparso to Mai key 890721 u re IfiliJH sh ppor- receiver d sCrepan- 

CAflR.KM. Commiss oners 69/07/21 MARkev.E J House ol Rep Ip 51556 290- 
51655:296 


8910060192 invUos State of (N continued parucipation m NRC slato liaison off cor p^o 
cfant 

CARR KM Corr mss oners B9/09/21 BAYH.E Indiana. Stalo of. 2pp. 5M56034 
51438 095 


0909210186 Responds lo 09O3D4 itr re proposd' ty Congressman J Courtar io t^arspod 
radioactvo so-i from s.tcs In Stare of NJhRC camel conduct inqury.as proposal no! 
fLty developed & no requesi for Icenso amend received 

CARR KM. Coervn asiorers 69/09/16 OWENS.W House ol Rep 3pp 61451 004- 
5145r309 


6910060193 Roauosis Siale of NH conlnued participation m NRC Stain Hal&on C^f.cor 
ProQ'am & eany not hcal'on of now appcmloo for pronram 

CARR.KM. Commissioners 89/09/11 GREGGJ TMow Hampshiro, Stala cl. 1p 
51434 361'51434 361 


-8910060202 flequesis NRC InvasHgai OA of J Cojnor 890720 proposal to move 
340 000 cubic yards ol fedoac!.ve sol from 8:idS in New Jersey to U m me near 
Ticaboo.UT Inqu ry sToufd ovaminn wholher proposal complos w/env/cn & <cda»al 

OWENS.W. House ol Hop., inienoi & irsu'a* Aflats 8Q/0er04 CARR.KM Comms* 
sioners 1p. 51451 3 10-6 1451.310. 

0909220144 Responds lo 890016 mailgrem ro fack of action by NRC on a legal on of 
nuclear sa'oty violations by util al plant Ole of Inyesti9aiicn5 currenlty reviewing 
RoQ:on I requesi for investigation Dec sion w. l bo serf within 2 wts. 

CARH.KM Corr.m;ssionci3 89/C9/14. O SULUVAN.T. AK’iai on Noi Assigned 12pp 
51465 072 51465.073 

“0909220147 Requests 'ndeperden! rev.ow of ailogaticns of harassrreni. mtim daiion & 
d.scnm nafion by u1 1 al iocMy 

O SULLIVAN.T. Afli ation Nol Ass Ghisd 69/C6/16. CARR.K CommiSS oners Ip. 
51465.073 51465 073 

6909220164 Responds lo 890727 Hr re future of plant. Al prosent.NRC dees nol rood lo 
Issue order halting acir/ilios al faci ity tut wil continue ons to Insp to ©nsu'e aci^r.hes 
compfy w/Ol requi'ernenls & NRC lequiatons 

CARR.KM Commiss O-ners 89/09/15. WATKINS.JO. Energy. DepI of 2pp. 
61342:215-61342 221. 

6909270045 Ack receipt ol 600705 tomarks on su’.bo: eppc/Mmenl es Cbaumaa ol 
NRC Commission has mil alcd I sled action io help Irrprove Lackl.t process 
CARR.KM Con;m ssionors 89/09/14. MHOC2KA.E.J. Ncrlheasi Ulii.i-os. 11pp. 
51391.127-51391 143 


8910060199 Responds lo 800829 Hr re NRC parlicipaHon in Inloragoncy offon lo do'.ol- 
op nail onargy siratogy HR Denton will roprosem NflC at B9i0i 1 meal ng 
CARR.KM (^mmssTo.ners 89/09/21 MOORE.W.H Er^orgy, Dopi of- ip. 51430 055 
51436 056 

“0910060204 Exionds invitation to deslgnaio ropresontativa lo assist In developing nail 
er.orgy strategy. _ . 

MOCRE WH. Ene'QV. Dopl of. 89/08/29. CARR.K M Commissioners Ip 51438 050- 
51439 056 

6910960205 lrw>m Siaio of OR conimuerl partlcipai'-on «\ MRC stale uaison pro- 

9-am 

CARn.K.M Ccmm ssioners 80/09/11 GOlDSCHMIDT.N Oregon. Slate ol ip 
61439097-51436097. 


8910960317 Forwards (ISI ol NRC licensoos approved to porfcrm burials oor 
10CFH20 302 smeo 196 1 L'consees w-H be required lo list. in ono Cocu-nc-l.al 
land.bldqs & equipment involved w/ licensed operations. 

CARR.KM Ccmm.ssloner8 89/09/21. SYNAR.M. House ol Rop.. Govcrn-cn! Oper 
aliens 5pp 51452 186-51452 190 


-0910170169 Forwards ‘isl of action items resulting from recoil 
hearing Commlirnonis requested lo be factored into NRC rosponso lo GAO noLl 
RCED 80-110. “Nuclear Regulation NRC Do comm .9 storing Procedu.'os & Ctiorn 
Need io be 

CARR.K M- Conim-ssi oners 09/00/14. TAYLOn.J.M Ofc Ol ihe Exoculivo D-ncior fo^ 
Operations 3pp 51526:146 51526.150 


“0909270047 Expresses congraiu'ai on for appontrnoni as NRC Chairmerv items ihal 
wa.'ranl some followup discussed 

MROCi:KAEJ Northeasi Utin-es 09/07/06. CARFt.K.M ComTiss-onore. 6pp 
51343 248-51343 262. 

—8909270049 Rov 0 lo General on Const Insifucbon GC*0!A 4, ■ Pfoioci Porlormanco 
Indicaior ” 

HOISINGTON.O. Nonheasi Ul Ities 88/09/08 9pp. 61343 264 51343.262 

6910020074 Parlal response lo FO’A request App I & ponlors of /^s J & K records 
end & available in PDR Apps J 0 K records pan-ally wlhhc'd fret FOIA Exompiion 6) 
GRIWSLEY.D.H. DIvis on of Freedom of Inforrration & PubllcaHons Services fPosl 
890205) 09/00/28. AIROZO.D. Ins do NRC (McGfev# H'|l Pubicalon) 5pp. 

61374 030 61374113 

“6^10020001 Hequesle Coniiaci under FlM 6 6169 vr/0 ElUson by COB 690220 

relalod mfo by C.O 0 B90307 

MILIER.G , GEJDEnSON.S- House of Rep . Interior 8 Insular Affa rs FiN 8-G169 89/ 
02/27. ZECH.L W. Commissioners. 2pp 61374.056*51374:057 

-0910020090 Hesponds lo 090227 Hr le proposed term nation ol NRC employee.Nnc 
requests that Commit loo defer requosi lor hlo ro ongoing Investigations pend.ng com- 
let Ion of investigations. 

ECH L.W. Commissioners 89/02/28. MILIER.G House of Rep.. Inlenor & Insular 
A flairs 1 p. 5 1 3 74; 059 5 1 374 0 59- 

-0910020094 Responds lo 890227 Hr re proposed lernr. nation of NRC orrployeo.NRC 
requests that Commillee defer request for mfo on any ongoing Investigaiion pending 
com ol alien of invesUaatlons 

ZECH.L. W. CommissTonors. 69/02/26. GEjOENSON.S. House of Rep . Interior & In- 
sular Affairs Ip. 51374 050 51374 060. 

—8010020109 AcK response io 600306 Itr re NRC investigation of Ofc of Invest gal o.ns 
personnel- Conduct of Commission m invesligaion ol Fortuna shemeful & NRC should 
immediate ly reinstate Fotiuna pend ng Judge Hosonlhal investigaiion. 

QEJOENSON.S.. MlLLER.G. House cl Pop., imotioi & insutef Alla is. 09/03/22 
ZeCH.l-W. Comm ssicners. 4pp 51374:065-51374 068, 

“0910020113 Requests responses to I sled quest ons re NRC hand inq of infernal invos 
ligation Involving allegations raised by 0 tl'ison.n Aug 1968 by CO.B. 8904 14. 
GLENN. J Sonaie, Governmental Affairs. 69/04/C6. ZECH.L.w. Commissioners. 4lpp. 
61374.069-51374:109 

8910QS0176 Invitos Slate of WV ccnl nued panic pa?>on In NRC Slate Liaison Officer 
Program as result of WH Aa/oe resignation from posit on.Ccmmiss’on hopes to be ad- 
vised of now app-ointmeni at early efate 

CARR.KM. Commissioners. 89/09/21. CAPERTON.G. WgsI Virgnia, Stale of ip. 
51452:135-61452 135. 

B9t(>050216 Responds to 890823 Itr ro NRC Augmanted Insp Team revewol 19BI spill 
of radiooctivo mail al laci'ity. 

CARB.K M- Commissioners 89/09/18. WALSH, J.T. House ol Rep ip 51451:293- 
51451:295. 


0910100102 Responds to 890824 Ilf requesting nornlnnlions fo.' EPA, Sc-cn-co Advisory 
BoatdCB Moini*.old letommandod foi nomlnailoh lo serve on bOft'd.Molriho'd 'csumo 
cnci lor review. 

CARR.KM. Comm.ssloners 89/09/21 DARNES.O-G. Environmohtal PiclccfK)r> 
Agency 0pp. 51457 165 51457:174 

“8910100110 Advises that EPA seeking nominations for momborshp on Sc.orco Advi- 
scry Board FR noflco so'icitlng such nominatdns oncl. 

BARNES, O.G. Enwronmonlat Prolociion Agency. 89/00/24 CARR.K ComTssioners 
2pp. 51457:173-51457:1/4. 

8910120008 Weekly info rept for wk ending 800029 
0LAMA.J.L. Ofc of the Executive Oiroctor for Operations 00/10/04 39pp- 51459.130- 
61489.176 

6910160026 Responds lo 690003 Ur ro uhl submillat of amend applcAl ens w/e puttc 
hearing under NSHC determination. Opportunity for organization co.T.mcrU on 
emonc^ exists 

CURTISS.J.R. Commissioners 89/09/20- MURPHY.J.K. Cool.ilon for Shorohair i p 
51 52 k.343>6 1521:358 

“0910160020 Responds lo 890727 concern ro futuro of planl.Dismanli ng or dogreda- 
ion wi I nol bo pormitted until Commission authorizes decommissioning 
CARR.KM- Commissioners. 89/09/15. WATKINS.J.D. Energy. Dcpl cf ?|>p. 
51621:344-61521:347. 

“9910160029 Exprossaa opposit on lo dismantlemor^t ol facility & roquosls ptbhe boa'- 
ing & corTirnent 

MURPHY, J.K, Coalition for Shoreham. KUl.KA.J. Kulka ConsiruoUon, fr>c. 
BORNSTElN,R J. Chamber of Commerce. Huntinolon Township, NY. 89/C0/O3. 
CARR.K, Comm ssi oners Upp. 51521:348-51521:358 

8910160030 Responds to 690622 concerns re procose followed in issunn environ as- 
sessment of plant ro Sian. NRC acted per NEPA requirements & Commlss’on regula- 
tions. 

CURTISS.J.R. Commissioners. 89/09/29. STUODS.QE. House ol Rep. Motchar^t 
Marine & Fisheries. 3pp. 51 520. 136-51 520. 142. 

“6910160034 Expresses displeasure w/NRC manner to fullitl NEPA roqui'emcnis to fa- 
cilAy & tequQsis leason why AOCFHl50l.4tb) & 1506 6 tegUiailons noi W.owod. 
5TUDDS.G.E. House of Rep 89/08/22. CARR Commissioners. 2pp 5i£20 141* 
51620:142 

89101B0037 Forwards NRC response lo recommondalions of GAO/ RCED 80-1 10, 
“NRC Oecommissloning Procodures & Cnlona Need to be Sirengthenod.'' Comm s- 
sion agrees w/GAO rec-ommendaiions & taking actions to strengthen current proco- 
dures. 

ROGERS.K.C. CorTimissloners. 69/09/26. GLENN, J. Senate, Qovornmonial AlfaL^e 
CONVERS.J. House ol Rep., Government Operaiions BREAUX.J.B, Sonoio. Environ- 
menl & Public Works. I4pp. 51520.168-51 520: 102. 
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»B)10I$OQ40 Forwards GAO/RCED fl9- 1 10. ' N^cloar HegulaiicfvNHC Decorf'Tissicn 
inq PrOCed-jrdS & Criteria Need to bo Siren.gtt enoJ. ’ (o' wrilien staiorrcni cn acti:>.ns 
lakoi ro repi reccmrrer.dationfi with n 60 UayS of itr dald.W/o onci 
PfACH.JD General Accounting Off CO B 23l2t4 69/08/04 2ECH.L W Com-nis 
Slor-ers, ip 51520-182.51520 182 

&$10160176 Responds to 890620 Mr ra Board of Selectmen decision to padiripalo tjly 
in eTieroency response planning for plant dospito RJ Lynch roservalons about arJe 
ouacy of evacuaron plan 

ROBERTS.T W, Conr-miss-anors 89/10/05 LYNCH.q j . GAMLIN ^ Nodh Hamp‘on. 
NH ip. 51526 140 51526 142 

B910160260 Weekly info repl for wk ending 80 1006 
BLAHA.JL. Ass-srani for Operarjons fPosi 8e0205> 89/10/ n 30pp 51523 J27- 
51523 162 

B3tQI70087 Ack receipt ol B90907 ftr re Consol daiion ol non power roactor ecLvdies 
y.d*iin NRG NRC recommonded lo Comm-ssicn that increased mgi aitonnon be de 
\‘CiBd io nen power roaciois. 

flOBEnTSJ.M Commissioners 09/10/06 VOTH.MH National 0/gani/alicn cf Tost. 
Posearch & Training Reactors, ip 5153/ 232-51537 234 

>-8910170091 Roiieratos concorn thal single individual bo designated w/ 
t^sfsons-tn'ity.auif^onty S acccuniaWiW foi aU regufaJery act vrly ta ncnpo>\or roacfcm 
& requests reconsideration of 10CFR55 rcgulal-on w/rospOCi lo nonpower reactors 
VOTH.M H Nat-onal Organ'iai.on of Test, Research & Tra,plr.g Reacio's B9/09/07. 
CARR.K.M. Commissioners 2pD 51537 233-51537 234 

€910170^10 Responds to 890Q31 fti wh'Ch takes rsseo w/v;ew5 oitprcssecl tjf DOE re 
'uii^re of plant licenseo must rnoot oil roquiromenis ril NRC iconao & roniJaiiO''S umi 
kiure status of p!ani resolved 

ROBERTS,! M Commissioners 89/10/10 KESStL.R M Long Is and Litjhiing Co. 
2pp 51532 336'5l 532.344. 

-8910170113 Responds lo inoccuracioa 8 mlsconcepl-ons Indcated n uti' 890810 Hr & 
DOu 890727 iU.DOH has been forlhrighl m slating Dial purpose is to delay any NRC 
action on transfer of plan! license & block docomm'ssion ng 

KESSEL.RM Long Island Lighting Co 09/00/31 CARR.K M Comm ssiorors 3pp. 
5 1532:342.5 f632 344. 

8910160062 Responds to 600629 nvdation to attend sixth nail Perinnrshp in Admns- 
lalcn conference on GOI 101-03 in Belt.moro.MO 

CARR.K M. Comm sslonors 69/10/ 11 AUSTIN.R G. Gonoral Services Adrn n si'ation 
ip. 61566.265.51556:266 

-6910100Q66 Extends invilalion to aiiond GSA sixth natl Pertnorshp in Adini''.dlra'! on 
691101-03 conferonco in Baltimore. MO Thome of conforonco is Pannorfvhlp 
89:Facing Cha'.ler^ges of 009.“ 

ALlSTfN.R.G. General Sorvices Adminialrallon. 09/08/29 CARR.K W Ccnimlssioncrs. 
ip 51556 266-51656 266 

6910180101 Expresses approdation for Mr ro work of Small Agency Council & rcniarKd 
made on KM Carr appo’nimonl as Cha-rman of NRC. 

CARR.K M. Commissioners 80/10/11 SEAL.J. Equal Empfoymeni Opporluriiy Cem- 
m.5Slon. Ip. 51 545: 195-5 1645- 196. 

-8910180106 Expresses eppreciailon on KM Carr nppolnfmenl as Charmnn o* NRC & 
commenis on role of Small Agoncy Councl. 

SEAl.J Equal Employmont (Jpporlun'ty Commission 69/06/02. CARR.K M Cemms- 
soncre. Ip. 51545.106-51546:100 

8910160114 Accepts invilalion to parlicipaio in 44ih Annual Fodoral Safety & Heaitri 
Conference on 691030-1101 in Chlcngo.fL 0 M.itch-jm dos-gnaicd as NRC roprosom- 
eirve. 

ROBERTS, T. M. Commissionore 69/ 10/ 10. DOLE.E Labor, Dopl of ip 51645 102* 
51545.118 

-8910180130 Notifies of 44 ih Annual Fodoral Safely & Hoa'lh Conforonco. In conitir'.c- 
lion w/Natl Safety Council Council & Exposilion on 001030 3 1 & i lOi irv Cncego.lL 
DOLE.E Labor, Depl. of. 69/00/21. ZECH.L W. Comm-ss enors 16pp 51645 103- 
51645:118. 

8910200080 Forwards file re slio.lnctud ng sampling & .nsp ropis condoclod durno 
1964,1966 & 1967 showing presence ol rad.um & thorium in so>'> sUdoos & g'OunJ- 
water at silo. List of EPA Reg-on 6 CERCLlS silos in Aq'oomonl Siaios or.cl 
OAVIS.AM. Envifonmontol Proiociion Anoncy. 89/00/14. CARR.K.M Comm ssontrs 
3Fp. 51577:142-51577:144. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 

8909270103 Noiificallon of contract oxeculion.Mod 14. to ‘'Roview & Evaluallon of Geo- 
fog oaf & Sefsmfc Features ol Nuclear flower Sffes '' Confracfor:USG5 
DUBOSE, BJ. Coniracl Admin- si rati on Branch. FIN B-B663-9 NRC- 03-64 -009. 80/09/ 
20 WEST.K.S. Planning, Program S Management Suppori Branch (Posi 070411). 
PUiSiPHER.K. NRC • No Delallod Affiliation Givon ip 51343 201 -6 1343. 2C 6, 

-8809270106 Mod MJnereasing ceiling emounl.providing incrementaf lund.ng & incor- 
porating revised work lor Asslgnmonl M,to “Roview & EvaluaLon oJ Geologlca'. & 
Se smic Features of Nuclear Power Sites.” 

WESSON. Rl. Interior. Dept, ol, Geoloo'cai Survey. EDGF.WORTH.P J. DiviS'on ol 
Contracts (Pre 670413). FIN B 6663-9. NRC 03 04-068 89/09/20 6pp 51343:202- 
51343.206- 

0908200031 Noli'ication of contracl exocuUon.Mod 20.lo “Sys Enginoer ng Export-se.’* 
ContractorMlTRE Cofp. 

FIELDS, J. Contract Administration Branch FIN 8-8666 NRC-04-87 39e. 69/09/20. 
GUSTAVE.R. Program Managemenl, Policy Devotopmonl ^ Analys-s Staff (Post 
870413). CLEARY;o. NRC - No Oetoiled Affiliation Given, ip 51349 368-51340 359 

-8909280033 Mob 20. providing Incromonial fund no to, “Sys Enginooring Expediso.” 

' MITRE Corp. BEll.S. Division of Contracts S Property Managomenl (Post 890205) 
FIN B 6605. NRC-04 -6 7-399. 09/09/20 ip 51349 359-51349:359. 

8909280035 Notification of contracl execution. Mod l7.lo “Tochneal Assistance for 
Oeaign Insp Sves." Coniracior.ERC Environ & Energy Sves Co.inc. 

BRENNAN.P.A Contracl Admlnistralion Branch FIN B 8762 9 NRC-05 B6-165 89/ 
09/19. WEST.K.S. Office of Nuclear Reocior Regulation, Direcior (Post 070411). ip. 
51349 355-51349:357. 


-8909280036 Mod I7pf0vidng mcreimeniai funding to. "Techncal Asssianco for 
Desgn Insp & SvCs " 

* ERC Env.ronmer.‘al & Energy Serv ces. Inc REt L.S Divi&cn of Contracts & Proper 
ry KiBnagoment iPosf 890PC5) Fl-M 0-37C2-9 NRC-05 56-155 69/09/ f© 

51340 356-51349 357 

0909280049 Not ficai on of coniracl oxecuicn.Mod 2, Task 6. to “NRC Sys Data 
Er>*^;Daia Enlry fo.* ARM/OAF ” Contractor SBA/Compulor Corp ol Amorica 
KNOX.E Cootracr Admnsfrafon B.'orch FfN 0-1950 NnC-39 89-133 89/09/15. 
AMENTA. J A. OffiCG of lnformai:or^ Resources Managoment (Post 690205) BElLJ 
NRC • No Oeiailad Alfi’iaron Given Ip. 51348 359 5l340 36l 

-8909280053 Ltr contract Mod 2 to Task Brnroviding addi si.ppcrl. obLgaiing lends & 
increasing ceil rg to, "NRC Sys Data Eiitry Daia Entry for ARM/DAF " 
EDGEWORTH.PJ Contract Adrr.in svation Brand i FIN 0-1950 NRC 39-89- 133. 89/ 
09/15 HUTCHENS.T E Data Cornpulc: Corp. of An.or ca 2pp 5134B 360-51348 361 

8909200161 Moiificaion cf COHract oxeculion^Morl 20 to ‘ ADP Sys Dovoloprneni.” 
Co oir actor. Sys Automat on Corp 

FIELDS.J. Contracl Admn's^aticn Brar.ch. FIN B 8166-0. NRC 33 07*224. 00/09/14. 
KRUZIC.P DiviSeork of Comouter & Tolecoirniunicanona Serv-ces (Posi 890205). 
SCr-INAPPER J NRC - No Deta od Alfi laiion Gven ip 51349 302 51349 303 

-0909280165 Mod ZO.provdcQ incrcrrenlal icndirg to ‘AOP Sys Dovelop.meni ’ 

* System Aijictraton Corp BELLS Cvson 01 Contracts & Property Menagerrenl 
(Post 890205). FIN B 8166 0 NRC 33 87-224 09/09/14 Ip 51349 303-51349 303. 

8809280224 NoiiVcafron of contfoct exaculion.Wod JT.to “Roaclor Efff.ioni A Envi'on 
Retfioac'.vity Side* Cont^ecicr.Oepl ol Corrmorce 

OUBOSE.O. Contract Adm-rlslraf on Orancli. FiN □ 51 18 f4RC 05-72-100. 69/09/26. 
BAJWA.s Plam*ng, Prog-'em & Managorneni Support Branch (Post 870411). 
POSLUSNY.C NRC - NoDofoUid AP ’iaiion Givori ip 51339 311-51339 313 

-0900280226 Mod 31,providng r^cromental funrfirg to. “Raacior EtlluOhl A Envircn Ra- 
dloaci-viiy Stds “ 

’ National 'nsfiiuin of Standards & Tochr.ciogy Itormerly National Ru.'oaj of Sfarda. 
BELL.S Division ol Conlracrs S PfOpfj.dy Mananomonl (Post 890205) FIN R 5116. 
NRC 05-72-100 09/09/26. 2pp. 51339 3 12 61339 3 13 

8909290060 Nci/icaton el coniracl cxocuton.Mod 4. to *'Study on Trahng & Expen- 
ence Criteria lor Porsornel involved in Med cal Use ol Byprooucl Mall" 
CJoniractor SC&A.'n: 

O'JOOSE.B J. Co r^Uacl Adni'nistrai on Branch FIN D-IOeO 9 NflC 02 B8 004 69/09/ 

19. PUNCHES Jt. Program Implomenia! on Branch (post 870729). MCELROY.N. NRC 
- No Ceia ied Alfi' a; on G.ven ip. 51360 1 36 51360 138 

-©909290094 Vod 4,exiend/>P pot od cf porfc/msriGO at no add, cosf fp govt A chdog 
hg pfo(ocl o'Lcer ramo.io SUdy on Training A Expononce Cr»:ona for Porsor.nel in* 
ve:vod in Mod ca' Uso of ^product Matt “ 

COHEN.S SC&A. Inc. OElL.S Division ol Ckjniracis (Pro 670413). FIN D- 1069*9 
NRC 02 66 C04 60/09/19. 2pp. 5136D 1 37-51 36r) 139 

8909290087 Nclif cation ol ccrvtraci cnocubcn.Wod 13.10 ’Toxt Processing Sves” 
Controciof Keyboard Communicat ons.inc. 

FIELDS.J Coilracl Adm(n.8|raiion O.'anch FIN D-2414-9. NRG- 10*87- 1 74. 60/09/22. 
PHILLIPS,J. once ot Administration (Post 890205). JOHANSEN j. NRC • No Ooiailed 
Affi!'0l(on G.veo ip 51352 036-51352:037. 

-8909 290090 Med iG.prov.di.ng .ncromeriial funding to ‘Toxi Process ng Sves “ 

* Koyboard Communicai-o.nsjnc BELL.S Olfico of Adm^n.siraiion (Post 890205) FIN 
D 2414-0. NRC-10-87-1 74 00/09/22. Ip 51362 037*51352 037 

9909290092 Notif Cation of cor^traci cxeculio.^Mod s.to !rrad:aton Emtinitlomont of Ro- 
aciof ProHSufo Vessel Stools " Coniractov Mails Enninoorinn Assoc.inc. 

FIELDS.J. Gontreci Ad m r^iSf ration Branch FIN 0 85489 NnC-04-0tJ 072. 09/00/22. 
ABLOTTO.G A Division of Engfr.© 0 Mng (PosI 870413) TABOADA.A. NRC • Np De- 
iei;od Affiflelion Givon. ip 51352:215 5 1352 216 

-0909290095 Mod S.pfovid ng incromenial funding, io ■'irradiation Embntiloment of Ro* 
aclof Pressure Vossoi Steoia " 

* Maforfa'a Erignoeffro Assoadfes, fnc. DEL L.S D.viston of Co.’tiracts A Properly 
Managomoni (Post 090205) FIN D a54nB. NRC 04-06-072 89/09/29. Ip 61362 216- 
51352 216. 

6909290090 Notification of contracl exoculion.Mod 2,lo "DogradAlon of Nucloa'- Plant 
Temp Sensors " Comracior Analysis A Measurement Sves. Corp 
OJQOSE.B.J Contracl Adihinfs-traiion Branch. F|N D-2039. NRC 04-07-372. 89/09/ 

20. SHAO.L.C. Division of Engineering (Post 070413). FARMER.VV. NRC * No Delai'ed 
Affriaiion GIvan ip 51352 210*51352.212 

-8909290101 Mod 2.oxio''dir.g period of performance ai no add) coai.io ” Degradation 
ol Nuclear Plant Tamp Sensors." 

PcTERSEM.K.M Analysis & Measuremenl Services Corp BELL.S Division of Con* 
Iracls & Properly Managorneni (Posi 890205) FIN D-2039. NRC-04 87-372 89/09/ 
20. 2pp. 61352 211-51352 212 

6909290111 N0I1I catieri of grant 6xccuiion.Mod 2.1o "Fundamenlel Mlcrosimclural 
Siu-d'Os of Embriil'oment of Light We lor Roacioi Prossure Vessel Steels." 
Granloo Umv of California ot Sania Barbara 

ORENNAN.P A. D/vtefon of ConVocis A Ptoporty Wa/iagemon) (Posi 890205). FJN G 
11329 NnC-G 04 88-139. 89/09/15 GUSTAVE.R P. Program Managemcnl. Policy 
Dovelopmonl & Analysis S'efl (Posi 870413) TABOADA.A NRC - No Detailed Affu- 
alion Givon. Ip. 61360 23 9 51350 241. 

-0909290120 Mod 2,lncroasmg grant ceJ ng A e^.ovnt ob-'igaled A authofrring foro/gr? 
travoLlo 'Turdamental Microslfuclbral Stud.es of Embriniomont of light Water Roac- 
tor Pressure Vessel Siee'.e.'* 

MAYO.D.J. Ca'l'crn-a, Unv. of. Sania Barbara. CA BELL.S. Ofi.eo of Admin slraiion 
(Post 898205>. FIN 0-11329 NRC -0-04 -06- 139, 80/00/15 2pp. 51360:240- 
51360 241. 

8909290185 Notification of contract oxeculion.Mod 6.10 "Provision of Seismographic Cir- 
cu'ty WJhin State of KS " ConUacior: Soulhwosiern Bell Telophono Co. 

HUGHES.A. Contracl Administration Branch FIN 0-1851-9 NRC-33-07-232. 89/09/ 
25. KRUZfC.P. Division of Compulor & Telocommunlcalions Services (Posi 890205). 
RICKERT.H. NRC • NoOoiai'od Affi'iailon Given. Ip. 51352.329 51352:330. 
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• •8909290194 t‘od G lundb.to “Mrovi'Sicu ol St? s rc.^fiip' JC Cfci.pi'v •'» Siaio 

o' KS, * 

' Soijif'.wi'SfD"! Self 'o’cpf'.ione Co FC3ll\>WRTH,PJ C.v sro^ 0/ C<3“i^acis Rfcp 
Q'ty Maiage.ne-^1 ^PoSl r>902C6) flN D '051 D. NnC-Gj 87-23? 8‘M09/25 Ip 
5I352 33C-5I362 333 

890929021? No:0icaiion 0* Qrani oicculoiMca 2,io '2151 DOr./NHC Njc oar Air 
Clouring Co'ilt'ronce. ' Cootfflc'c* Hrj'vafrt Sci'oo’ o* PoM'C Hoalih 
CHamptON.S Coni'act Aan- n^**ai on Graacr r'NG-ll2?9 NHC G-C^ 8/ 386 80/ 
09^26 GUSTAVG R P'cg'fim Managomoni Pc cy Cevelopmoni & An^ yS-S Slalf 
(Pcs* 870413) 5HEPARD.R L NRC • No Doiailoo Alli'a'oi G'vSn. Ip 51352018 
51352019 

-6909290219 McJ 2.inccfCOfair.n reaowal p‘cpos3‘.B»tQr,(1 no od ol pCflofniance & 
nc'oasng 'm- ng to ‘2151 DOG/NRC NuL'ear Air Cl«ar.i.'ij Confcfer.co. ‘ 
rL'C<£R.P rtarva d Scr.oo' ol Pub'c Poa'tfi. BcsJcn W CCGEWORTh.PJ Con 
'»a:i Adfria.ai elioi B'S'ich TIN G«ii??9 NRC G O-; 67 -366 fl97C9<'?6 Ip 

6rJ5?Ol9 51352 010. 

8906290226 Novi.cai.on ol coni'tici e^ecut'cn.Mod 3.:o "AD^ Sys Oo^o'cpiieni A Wam* 
Svcs ■■ Ccrlracior Appiied Sv&Jnc 

v:KOX.E Coniracl Adin rislraiion Branch. FiN D 1391. MnC-33 89-132 89/C0/22 
AMENT A. J A Oll.ce ol '.nloffra'ion Resotfces Venagett'O'il |Posi U90205) 
CAWLEV.J. NRC - No Hala ed Alfi' al.on G'ven 'p 51352 007 51352 003. 

-8909290229 llr Cc'ilract NRC-33 BO-ISP.Mcd 3 rol.oc'.irg incroaso to feixb'jfsablo 
COS1 ufide^ task order due lo hoy persc^rci charge under co.niraci cl pro.eci 
managoMo “ACP Sys Oovt.- opT»oni A Manl Svcs ” 

£QGEV»TOR7N,P3 Cont'acc Arjmnsxa: on Drancrt Pf.V O 139 f. ARC 33 69 132 QO/ 
03/22 CLARKGJ App! od Wanage/ne'H Syslems. Inc. 2pp 51352 038-51352 C03 

B9Q9290227 Not NcaUon 0l ccritracl exocul'Of’.Mod 2.lo "NRC FurdnmerlaiS Enam 
TaenTcal Assisiance " Cktnvacior Sono'vsla.rnc 

0RENNAN.P. Ccnlraci Ad.-.inisirai on 9rarci< F N L-1281 9 NRC 03 t»9 030 69/09/ 
22 WESIKS 0*1 ce ol Mjc:ea' Roactcf RrgLlaion D recior (Poai 870411) 
PLLSlPMER.K NHC No Oeia-lod Mill aiioi Given ip 51352 079 51352 091. 

-8609290228 Mod 2, add rg ncemerial fjndrg to. NRC Fu'idomcnials Eom Techn: 
cal Assislanco. 

' Scralysls Inc. DELL.S Convaci Admin siralicn B'arch L-1281 *9 NRC 03 89 
020 89/09/22 2pp 51352 000 51352 081. 

8909260234 Nciif :ai r?n ol ccn'.racl enoculio.n.Mcc ijask 6.10 * NRC Sys Dela Eniry*’ 8 
Oala Eniry for ARM/DA*^." SuDccr'raclor SSA Comrncic'.Daia Commute' Co*p ol 
Ama'ica 

kNOX.E Corr.'tci Adm.r.isi'ai cn Branch fin 0-1900. NRC-39 89 133 60/09/ 15 
AMENTA J.A Olhce ol :n*ciaralon Roso'j'caa Managonenl (Posi 8G0205) DELL.J 
NRC No DflaJed Aliiharcr. Gwen ip 51360 147-51363 1 49 

-8909298241 Llr Ccniracl NRC 39 09'l33Mod l.TaSh 6,ajlhori2ing ovc:1 mo SUDpOM 8 
increas cei' ng arroun: lo * NRC Sys Da'a Eniry" S ' Daia Eniry *or ARM/DAi-' 
EDOFWCjRTH.Pj Conl'aci Acl'n n stravon Branch. FIN D 1950. NRC 36 69*133 89/ 
09/15. HUTCI-GN.I.E Oala Cciicolor Corp. ol Amcr ca 2pp 51360:148 51350:149 

8616820020 Noh^iCaVcn of comracf oxccnfon.Mod 40.lo “Fuo.’ Cycfo Luons ng Ass Sf 
ar.ee. ' Cont^aclo' Science Appi cavers ir.il Co'p 

MEEHAN.O Ccr-.'raci Arj-Tin alravcn B'anch NRC 02-87-0C4 69/09/11 

FLINCHES. JL. Prog'ani Managcme'ii, Po'ey Cevelopmoni & Anays s Sia'i (Posi 
870413). LOYSEN.P NRC • No Doifllcd Alli'dUon Givon ip 51365 320-51366:330 

-8910020022 Mod 4D,prcvcinQ caihng Qdji.stmeni lor Task Order 3 m acccrdanco w/ 
coniraelor 890718 Hr.lo 'FuorCvcIelicens ng Ass s»Anco.” 

HOCEHAU.T J Sciorco AMicavors “nlerraiional Cerp ilo'ireily Sc ence App’ico 
I'cns. Inc) LCGEWCRTh.Po. D.vsion of Conlracls & Property Wanagomnni (Post 
890205). NRC-02.07 C04. 09/03/11 2pp. 51366 529-51366 330 

6910020042 Nollicalion of convaci eicecu'ion.yiDd 6.10 "Tech'-ica' Ass sianco .n Devel- 
cprrcnl of Cr.gmoering Cniaria S Roqu'iomoms ic' Oisposaf of Lew Level fladwasfo " 
Cor.iracior.uSAE Waio-nvays txper rreni Siahon. 

nueOSE.B J. Conlracl Adrr^ r.straven Branch. FIN D 107 1.9. NRC 0? 07-006 09/00/ 
27. FUNCHES.J.L ProGfdTi Managorren'. Po!cy Devo'opmonl & Ana'ysis Stan fPosi 
670413) KANE.J NRC • No Ceiailod A1 filial cnG won ip 51364 306 51364 310 

-6910020044 Mod Bmodify.ng alflie-nert ol worjk for Task 4,oittondng period 0/ pe'- 
'omnopce & provid ra Incfomonlal fund ng lo ‘ Tr’chmcal Ass.slanco in Uavelopmonl of 
Erg r.coring Critona % Repu romeris for D sposai 0* lew Lovol Rad was le " 

• Aimy, Depi of, Arrny Fngneer Waiarways Exponnroni Station REll.S D.v.s'on ol 
Ccrlracls A Properly Managerr.oni (Posi 890205) FIN D 1071*9 NRC 02 87 006 89/ 
09/27. 4pp 51D64 307-51384 310 

8910020047 Noiifcaion cf coilract exeCLlion.Mod 24,io ' Tecrincai Asssiance m Sup 
port o' NRC ticons rg Aci viVqs ' Convacto.* Scni.ico App icaitons Inll Corp. 

FiELDS.J Conlracl Admn sifaiicn Branch FIN L 1004-9 NRC-03-87 029 09/09/27. 
BAJWA.S Oil CO of Nucioar Reacto' Rogi iaion, D-racicr (Posi 870411) PCLK.H. 
NHC - No Dcia ed AfViaiion Gwen, ip 51364 201-51364 236. 

•■8910020048 Mod 24p/ovJd»'i9 addi fvnds.Jp loc)>rca\ Asssfance m Sjppoti of NRC 
L'cons pg Activjties ’ 

‘ Scarce Appiicavers irtQrnadonal Corp ilormerly Scerco App! canons. Inc) 
BELL.S. Dw.sJo.n ol Coniracis & Prapo'ty Managomort (Post 090205). FlN L 1064 9 
NRC 03*07 020 09/C9/27 5pp. 51 304 232-01364:236 

8910020129 Noificavon ol coniraci exocuton Mod 42,io "Technical Ass'sianc© lor Fa* 
ciicios Regurirg Speda' Assslanc©.* Convaclor Parnrneiof.lnc 
MEEHAN.O. Coniraci Ad'nj'i siraliOi Brar^ch FiN D-210l.g NRC-05 86-150 03/09/ 
20 BAJWA.S Plamr.g, Program & Managomert Stppo3 Branch (Posi 070411) 
WEST, 5 NRC - No Del a ‘6 d Aflil aiion Given ip 51363 244-51363 245 

-8910020130 Mod 42.decb!igaing S23,0C3C-9 irem 'Tochn-cal Assislanco for Facl.ies 

.T} iSTlJ Jl# /I .Acfi Clil/VA 

LO^Y^r'a. PARAMErER. Ire. EDGEWORTH P J. OwiSicn of CcnlfOds 8 Pioporly 
Managomeni (Posi 0902051 FN D2lOl0. NRCO5 06156 09/09/20 Ip 

51363 245*51363:245 

0910020134 No-iltcaiion of convaci oxecuionMod ijask 8 lo, 'NRC Sys Data 
Eni^ Daia Eniiy for ARM/OAF," Corlraciof.Daia Compulor Corp of Amof-ca 
KNOXF. Coni'aci Admh.airaVcn fl'anc-h FIN D-1&20 ARC 39 69 133 89/09/15 
AMENT A. J. Olfico ol In'cffnatian Resourcos Managorroni (Post 890205) OELL.J 
NRC • No Detailed Aiftlialicn Gwen, ip 51360:164 51369 166 


-8910020135 Llr coniracI NRC 39 Q9*l33.Mod I.Task O.iifovid ng a j*rcifi.?ai Ctti fw 
f)voriin^e & ad:Ji suppon & obi gating funds for act on , 10 "NRC Sys Da*a Efiv'^o'a 
Entry for AH.M/DAF 

EOGEV/ORTH.P J Coniraci Admnisiraiicn liranch FIN D- 1920 NRC 39 59 133 69/ 
09/15 HUTCmENS.TF Data Co-mpuier Corp of Amonca ?pp 5 1 369 165-51369 16iB 

891OO2016O NoUicaiion of coniraci oxcculion. "M rfoccmp,*ler Basod Parallel Process 
mg Sys lo' Cedo Compuiahons." awardod lo Risk Mgi Assoc, Inc 
LITTlF.M Ccr^lrart Negoliaiion Branch-? FiN L-12F69 NRC 04 69 050 89 ,Oi/?l 
FOREkWJD.B Prog'am Managomonl, Policy Dovelopmnnt R Anelys 9 Sl^fl (Posi 
070413) MARINO.G NflC • No Ooialcd AIMiaiion Given Ip 51366 047*51586 115 

-*8910020160 Coniraci ' Mcrocompuior Based ParaVol Processing Sys for Coco Corr^- 
petal ons." awarded to Risk Mgi Assoc, Inc 

D'EN*An7.PP Flisk Managemeni Associaios WIGGINS EJ Oivislon o! C'or:ja-:J9 A 
Prepeny Managomoni (Post 090205) FIN L I 2669 NRC 04 DO-CBR. 69/09/21 iopo 
51366 040 51366 09? 


••8010020174 Advises that cor^lracl NRC 0*1 80 C8U roviowod 8 accoplnhle w/ isted 01* 
cepi ons or c ant col ons 

BitNiARZ.P.P R.sk Managomenl Associaios FiN L-12669 NRC 04 69 D88 65/00/ 
14 V/IGGINS.E Contract Nogofation Branch 2. lOpp 51366 OOB-Sl 366 115 

8910020178 Noi'ficalion of coniraci oxocut O-n.Mod 43.10 ' Fuel Cyc e lice.n?. ivj Assis:- 
arco ConlraclCf Sc:enco App'icaiions Inll Corp 

MEEHAN.B Coniraci Admin slralio.n Branch FIN L- 1356 9 NHC 02 87 00*1 67/39/ 
22 FUNCHES.J L Program Managomrjnl, PoLcy Onvelopment fi Aralys s Slo'l (f*c^1 
070413) T1KTINSKY,0. NRC * No Oota.lod Afhliaiion Given ip. 5ljC3 2'9- 
51363 221. 


••8910030186 Mod 43,addnq incromoniol Nndrg.to ‘Ti.c' Cyriu LiCO.' Sn^) Assslc‘*co ' 

• SC'enco Applications mtornaiicnal Corp. (lortnorly Sciorico App! cai c-'s. l-c ) 
EDGEWORTH.P D.vision of Contracts fi Proporly Managonnom (Posi 6902(;5J FIN I ■ 
1356 9 NRC 02 07-004 09/00/22 ?pp 51363 220 51363 221 

8910020183 Notif’Cal'cr^ of conirncl oxaculion.Mod l.lo Task 4. * Daiii Er.lry V Gc*ii;ra6 
Lico.-'se Dala Oaso" of "NRC Sys Data Entry ” Contracior SDA SuUcomnnc'Of Oaia 
Co.TpijG' Corp of AmefiCa. 

KNOX.E Ccnlnici Arfministrat on Brar.ch FIN D 19P0 iNRC-'JD-BO l33 63/09/15 
AMENTA.JA Office 01 information Rosourcos MBnngoinoni (Post 09O2C5J RtH J 
NRC • No Dotailod Af fihancn Gwon. ip 51 363 214-51 363 2 1 C 

*♦8910020189 Hr Contract NBC 39*89*133.Mc(l 1 .providing coniiruL'd djin cflry 
suppCfl„ncfoas ng task o'der coring omo-,^nl & provid.r.g mcrornonlal 'em: ng.l-y 7,yt.k 
4. "Oaia Entry for General Licenso Oala Daso." 

EDGEWORTH.PJ Coniract Adm fi-siraion Srarch FIND-1920. NflC 3J 80 '33 H‘J/ 
09/15 HiJTCMENS.T E Data Compglor Ccrp of Amonca 2pp. 5 1363 215 5nt; i 216 

8910020223 NoiHicaiion of coniraci oxcculion Mod 9, to "Eniorgo-icy Rospr-nsa Cat a 
Sy9 lrY‘.plf?.'r.Qntaiior» ” ConiraclOf.El intLinc 

MEEHAN.O Ccniracl AdmAisIralion Omneh FlN 0 87639 NHC-26-B7 120 <19733/22 
SPESSAHO.flL Civisen of Oporationaf Assobsiiiont (Rost 0704 13) -O 'COEUrl J 
NRC * No Doia'iofI AfM*,il:on Givon Ip 5 1 360 20 1 *5 1 306 202. 

•*69100202?? Med 9provrJiiig incromoniol fundngjo ' Ernoryoncy Rospon'o Ua'o 
Imriemoniaiion ' 

* El Inlornalional. Inc. EDGEWORTH, PJ Divis on of Conlracls & Rropo ly Maroitio- 
mont (Post 890205J FfiV G-07639 NRC 26 07*420 00/00/22 f(i 5fJO6 202* 
51350 262 

8910020242 Noiif cation ol coniraci oxoculicn.Mod 2,lo Mail Mosspnij..' SupikhI 
Svcs" Coniraclor.SOA SubconUaciof Dynamic Concopia.lnc. 

MEEHAN.B. Contract Adm'n sirakon Bfoncli FIN D 10C9 9 NHC 'JOOD 131 03/09/ 
22. MESSENGER.GH OwfS'On of /nformafon Support Sorvreos (I'oU 6'j0i05J 
FORNARO.C. NRC • No OntQilod Affiliation Given ip 5l363:?27*r) 1363 231 

-8910020246 Med 2,aocj8li'iq firm fixed prico to rolitjcl curoni wd()o diiloim.f.aiyon.io 
"Ma’I & Mossongor Suoporl SvCS " 

* Small Businoss Adminieiraiion. * Dynacnc Concopis. Inc EDGEWCRTH.P Orvt- 
Sto.t cf Comracfs & fVepe/fy Managomont (Post 000205). FiN D 1000 U. ARC 33 09* 
131 00/09/22 6pp 51363 220*51363.233 

8910030021 Nolilicat on of coniraci oxecuilon.Mod i4,io Tochnlcol Assis'rrto ir» Do 
vo’opmg & In^lementing Pfog'fims & ProcotJuroa for Roaclors Rriittrlrg Spoc .il lisp 
Rosourcos '* Conhaclor Rosourco Tochnical Svcs.inc 

MEEHAN.B. Ccnfracf Admrnfsl/Of/cn Branch FfN 0*1771-0. NJIC B.1-07. lip 30 ‘00/ 
22 QajWA.SS. Plann;ng, Program & Monayomoni Support Hranch (Pom 07041 1) 
WAIkER.W. NRC * No Doiailed Alli'ialion Givon lp.5l3Bi:Ol7-5l38iOlO 

•*0910930023 Mod 1 4 ,lncroo 5 ing funds. to “Tochnicnl Assistance in Develop •‘ig 8 Implp 
mooing Programs & Procoduros for Roaciors Doguirlng %)ocial Insp Rcso-'ccs '* 

• Hesou/ce Technfeaf Sorvreos, ioc BDGFWOmn.P 1 Oiwsron of f;onlrfic(s A P'op- 
oriy Managomenl (Posi 890205) FIN D 17/1-0. NRC 03*87*110 09/O}r?2 
61301 018*51301.010. 

6910030027 NoiifCQtion ot coniraci oxoculinn.Mod 16.to ' Loa?so of Tcj'occxnuj.v'caljori 
Equ pmonl " Contractor: AT&T info Sys 

HUGHES.A Coniract AdrrMsUQUpn Dtanch. f')N D-J051-9. NnC33S7-23!) BP/09/ 
25. KRUZlC.P. Division ol Compuler & To^ocommunlcaiions Son/, cos (Post 000205) 
WRNOOLL.R, MCCORMICK.O. NRC * No Dola'iod Aflnat-on Given Ip. 51307.200- 
513B7 207. 

-8910030033 Mod le.doobligakng excess funds.lo *'Lo8Sd ol Tolocoir'jncairon 
Egupmont ’■ 

AT8T Informal'On Systems. EDGEWORTH, PJ. Division of GcnlraclS & PrOfKjrty 
Management (Post G90205). FIN D* 105 1-9. NRC 33 07*230 89/09/25. Id 

51337 207 51387:207. 


8910030053 Notilicailon of coniraci execution.Mod 5.to "Stato of KS Se.smic Notwprh ** 
Contractor LJmv of Kansas 

BRENNAN, PA Contract Adminigtrallon Branch FIN 0 2007-9. NRC-04 0?*f)O4 69; 
09/27. MURPHY.A J. Structural & Soismic Eng.nooring Branoti. ilURFLUEH E NTtC - 
Ho Ootai'od Affiliation G.von. Ip. 51371 189 51371:191, 


NONDOCKETED ITEMS 201 


-8310030056 Mcsd -ig po'»o;i of no'fciirapce.io "Siaio ol KS Sesn: NuS 

■ ha'^.'sas. wO cf. La*rcrico. KS RFI.L.S niv.f.«wh cf Ccnlracls & Pro;>efly Manage 
rr:j'i Pos* 8S0PDW UN D 2^07-0 NflC 01 Q? 0d<t 69/09/27 2op. 51371190 
^•J7i 191 

SOf0033C63 of corfra^l o»ocjfiO'i.lWctf i.fo "/^ufemafc nn & Kc;^ufa'0'v Are' 

Stppo/l lor Reuurft'nents Invo'^'/'Q Phviii"al MctJ to NRC L'COrt^eU Facliiiea*' 
Co'ii'ftClCf Scenjo S EnqnGi>r.;g Assoc H'C 

S^SnNAN.PA Cof't‘a~t Atunn slrai'On Dfarcf' ht\‘ D 25i29 NRC O f 09 051 80/ 
09f<2. MORR'S.W M Cff CO of Nuclear Ronu'alO'V Rosoa^^ch, Crocicf (Pest B5O7P0) 
GUSIAvE.RM Pregram Moragornonl, l^oicy Dovolop'nonf A Aina-yss SldP (Posi 
FFID.S NRG ■ No Oflalne A'l Jai o;) ip 513703^6 5).170J)0 

-&910030Q67 Med l.csiablisni'ig ffm S max tontraci amou*u & chigaUn^ tundeg equal 
.0 ccTfOCt tnn lo Ruu'raVng & Roq..'aiory Analysis Suppoil fci Roiiu mmunls In 
VC » '.g Ptiyscal Med lo NRC L^oosu f^acM»05 " 

CCU‘JA.ifl Sc enco & Engmoor og AsbOCiafos, loc lJELL.S C.viSiot ol CcnlractS & 
Fic?efty Managomooi (Post 090205) <=1^0 25129 NRC C^. 09 051 ao/0U/?2 2pD 
51370317 5l370 3lfi 

891C03022G Kohlicaion of conuaei oi«e*culiun.Mc'1 O.to "Assossn oni o' KMSS Firan- 
c at Assv/'ance Rcgr./aifco Frflfrowxj, #i ” Cooracio' CF fro. 

r\NOXE Ccrraoi AdTi n sirai on Branch FIN D 1047 9 NRC 02-8? OOP 09/09/25. 
FLflCf'FS.J L Proq'a'O Managomoi'l Polcy Dovolepnionl A Analyf^iS 5iaM |Posi 
6704131 OTKOSKkW NRC No Ooia/fod AUisahon G‘vo'> Ip 5 >390 165. 
51390 : 70 

-6310030227 Mod 0 r.croasmg conl acf comiuj A Cblgal-rg amounl lo prOvilo lo* 6Cfl 
ftr-n*! seopo *a x.io ‘ Assossrnon^ ol NMSS rinaneal Assuranco Rogu'ai cn Fremo- 

I'O/K" 

FtSSO.JD IGF. Inc EDoEvVOR) H.P J Uvison ol Conlracis & Property Vanago- 
crec. iSBOSlS 000204) FIN H 1047 9 NRC 02 8/ 002 80/00/25 5yp 51390.166- 
jVjr-O 17U 

5?f<W3C220 iVcii.f(oa/on of cojp»vaf wO agfooninnf.Mocf 3.10 ' Wainl « OiWfafo-' cf 
=.PDR ' Cccporalo; laCrosbrj Pobic liofa'y. 

SMITH P. Prcporly & Procuicir.ont Branch FIN D 24l6^ NRC 10 87 442 69/09/16 
ufiiMSlEi/.D 4 L’vsron of FrevCom ol Inlormaiton & Pr.W.cafons Sorvveos <P05f 
6^0235) SCUDER.J NRC • No Colailed Alfuaf on G<vt.>n ip 51383 102-61383 104 

*-8918030243 Mod 3oxlor.dr.g pnnod ol poned ol per for franco, ro ’ Malnl & Cperaton 
cIL^'DR. 

V.'HiTE J W Lo Oosse. Wi SMITH.P. Divison r' Ccniracis 8 PropOfty ManageTont 
iPoV 0SO2OS) FlNR ?4l6li NHC lO 07-44? 60/09/18 ?p:) bl 363 103 51393 104 

0918WO25O Nohlicfttcn c' contrnci oxuCJl on.Morl 8.lo ' SUidios & Oovolcpucnl ol 
Merocenpute* Acp'icniions ’ (^Crtlracio? SBA SbbccnUaclor Tori' no egy 
Appficai or.s.fnc 

Q4lNNAN,PA Ccnitaci AdnnnpSiral:on Rraricii I N 0 1390 NHC 33 85 330 69/00/ 
89 KRLZIC.^ Dvsen of Conu-ulof A Tolncoirinunieulicns So’Vicos (Post 693206) 
OOllCCK.A ARC - No nof/ir'od Aff.’roforrGivon Tp 51385 160 51305 173 

-8910030253 Mod B.oxornsing cpliorr lo Oxlontl petformanco fo* l yf A rov.sng con 
•rsci CO i''g srnO'.»ni lo Sludins A 0.^vt‘JL)pmonl 0) Mjtryco nrolc/ Appj4:af ens " 
•VO^V.BJ Sma'I businoss Ad n./) slrdi.on 5AVAGF.M J Tiichnology AppLcfll 0 ''s, 
Inc BELL.S Di,/isiOn ol Coniruclft A Propnrly Manngon’.unl (PosI 693205) FIN 6- 
i:‘33 NRC-33 05 33C I19/09/C9 fipp 51385 ll>9 51385 1 73 

8310030310 Nui'Fcaiio.n ol coc()orfil.vo agroon'cnl Mod l l.io ’ nadialion Moi’ilcr ng Pfo- 
ran Reqji.'omonis ” Conlrnc'Of Slalo ol NC 

FLjMES.A Ccnlraci Admin.slrfllon branch FIN H 8406 9 NRC 20-83 627. 69/08/ 
30 MAlEY.R J Region 2. Ole ol Iho Dfucior AUAMOVil? B NRC No Ooia loti Al- 
'.Alcrv Given Ip 51371 253 51371 255 

•*4910030316 Ccoprralive ngroumoni.Mod llprovdr.g CY89 funds lo* GE 
prec'am.incroasi''g oulgaiud nmcuni/nv.smg ScoFon li. Paregraptis Q A C ol siaio 
ct vvortt A atklrg Awo.climcnl 5. lo ^ Ru'loiton h/onnonng Program Ro/fJ/O 

nrni5j 

PFLLIPSF North (Taro'infl Slolo ol. FDGEVVCH IFI.P J Divir, on ol Coniracts A Prop 
airy Mnnayornnr.i (F>osr 090205) FIN (18406 9 NRC-PD 83 62/ 09/06/30 ?pp 
Ha7lt254 51371 255 

S91C036354 Noiihcalcn ol gram oxcculicn.Mcd M.io 'Pan al Support of Comm-lloo on 
Seismology ' Gninioo NAS 

CRAMPTON.S CoMraci Aominisirption Branch FIN G 10289 NHC G'04-01-023 69/ 
&9r2i. GUSTAVE.R Program Managomoni. Polcy Dovo:oprr.onl A Analysis Stnfl 
(Pcs\ 870413) MURPrIY.A NRC • No Doialort Alf,i|Bl'on Given ip 51382 340 
513B2 341 

-0910030350 Med I f.oxfond:ny porformanco pO-'iOif fO/ I yr wv/add. fonJng, ij “Partifl! 
svippcrt ol CommilleQ on Soisn'o'ogy.’ 

SMiThLP M Naiiona' Acariomy ol Sc onces EDGEWOniH.PJ Oivis'on ol Cooirecls 
A P/oporty Managotvord (PosI 090205) FfW G*f02A9 NRC- G 04 91-02.3 09/C8/2I 
Ip 51302 341-51362 341 

8910030422 Nolihcation of coopo'aiivo ng'<!Oineril,Mod 3,io Mami A Oporaion of 
LPCn ■’ Cocperaior Ca'ivuri County Public L-brorv 

SMpUi.P Propofty & Procuromoni Branch SOUDER.J. NRC • No OolaJod Alfi’iaiion 
Gnon FIN 0 24169 NRC-10 87-430. 00/09/22 GHIMSLEY.DH D v.Sion Ol Ffoertom 
c'iniormaicn A Puhhcaiions So.-vicoa (Post 800205) ip 51373. 107-61373 199 

•'&J10030424 Med G.nxiend ng poricd o' porfortnanco.io ' Mo nt A Cporabon ol IFDR ’ 
f-.OFMANN.P Cafvorl County. MG FfOFMANN.P, Office ct Adriin-Slfaiion (Posl 
090205) FIN 0-24169 NRC 10 87-430. 89/00/22 2pp 51373 108 51373 199. 

Ml 003 04 7 7 NeWreawn of confrecf oxGC(/f.v3rt.Mcd iS.fo "Tochncal AShnStanoo Do 
vc'opng & imrlorrant.ng Pfograms & P/ocedufos lot RoaciCfS Req-jirlng Spoc al Infip 
Resources “ CorUactof Ro source Technical Svcs.lnc 

McFHAN.B Conlracl Adm-nismicn Branch. F\N 0-8786 9. NRC 03-87-119 89/09/ 
28 0AJWA.SS Plann-ng, Program & Managemonl Suppsri Branch (Posl 870411). 
WALKEB.W, NRC - No Doiai'od Afl.'iaiion G-von ip 51382 304*51302.306 

•*8910030479 Med 15, providing incromontal lundinq.lo "Tochn cal Ass-sianc© In Dovel 
o^ng & impiemaniing Programs & Procedures fo* Reeciors Requl'ing Spec«al Insp 
Pesourcos “ 

' Rescufce Tochrical Sery cos. Inc EDGEWORTH.P J Division of Coniracis A Prop- 
erty Management (PosI 090205) FIN B-87B6-9. NRC03-8/-119 09/09/28. 2pp 
51302 305 51362 306 


8910040009 Nctilica: on or cori'racl oxecui.on.Mod 12,lo "Rad at on Moni?o;-ng Pregram 
Roqu rorrenis ' ConlraC’o* Slalo of MO 

CHAWPTCN.S Comract Admin. si 'alien Branch NRC 30 8 3 64 3 09/09/28 
NORELlUS.CE Hegicn 3 Clc ol Iho C roclCf VwiEDEMANDG. NRC ■ No Dola; e(J 
Alll-aiion G'vcri lo. 51393 075 51393 076. 

••6910040010 Mod 12,changi-'g name cl loc^n cal represonlal-ve.lo fUdahcn Mcnilor- 
ifQ Program Roqj *einonls *' 

' Wisiouri. Slalo cl ECGEWQRTH.P j Division ol Cont-acis A Proporty Mahacofre'’t 
(Pest 690205) NHC 30 63 643 89/09/26, ip 51333.076-51393 076 

0010040081 Notilcaiicn cf coniraci execulion.Mcd 2.lo Ciagnoaiic Evaluations " 
Contractor. Pa ramoier. rc. 

KNOX.F Cor.Vaci Adm n suelon Rrarcn. NRC-26 B9 269 89/09/26. SPESSARD.R L 
C,vis:cn Ol Opcraio-ifll Assessniierl IPosi 070413) DAiLV.H NRC - No Doladod Affili- 
ation Given fp 51393 107-51393 ffO 

-8910040064 Mod 2.osidt>! si'ipg nun A max ccnlraci BTiouni.prov.r! ng ncromenial 
'jrdrng A cfe arena t r,g new pto;oc( office: ,fJ ' Oagiqsftc EvatuOFoTS ‘ 
lOFV.R A PARAMLiER, *rc EDGEWORTH.P J OviSion of CcPt'ecis A Pioporly 
Managomcnl (Post 890205) NRC 26-00 209 69/C9/26 3pp. 5 1393 103 6 1 393. 110 

6910040092 NoM;taticn Ol corrtraci oxocul on.Mod 0,10 ‘ Acqesil cn Tfai'’ing " 
Coniracior Wot Concems.lnc 

liJGHES.A Contact sua*ion Branch. Ff.N 0-2-300- 9. NRC 10 86.21? 09/09/ 

28 GOLDMAN.P. Ofc ol Peraerne- (Post 070413) VANSANTEN.L. NRC - No Do 
ta!od Atli’iaiicnGven. lp. 51391072 51393 074 

**8910040097 Mod 8.proviOi.nj no COSI oxiunsion lo pQnod o* performer CO lo 091 130 A 
luncing lor irevel expenses lo Region V to ''Acquisiton Trni'*ing,‘* 

BOYO.C. Manapemonl Concep's, Inc EDGE WORT m P.j, Civisjoi> oJ Co'^hseJS (Pre 
670413) FIN D 2300 9. NRC. 10-86-2 1 7 89/09/20 2pp. 51 392 073 51393 074 

0910040106 Koiifcahon ol con tract o>teculion,T6sk Order 000i,1o ’*ADP Sys Devefpp- 
moni A Maint Sves*' Coniracior App‘ ed Vgt Sys. Inc 

KNOX,F Ccnlraci AdTimishai on B*erch fin D.1301 NRC-33-89 132 89/0U/23. 
Amenta J A Ofico cl ^'ermatien Resources ManaiOTenl (Posl 090205). 
DCU.FCK.A NRC No Ceia. od Allilanon Given ip. 51422 340-51422.354 

••8010040114 Llf compact NRC-33 89 132.Task Order 0001 .ctl-ga'ing Itnds lo "ADP 
Syf> Ceveiopnion? A Mai-'i Svc9 ” 

BUGEWORTH.P J. Contract Adri'nisiralicn Brerch. FiN D-1301. NRC 33 69 132 09/ 
C9/25 PFRKINSJ AppI od Marqgomoni Systems. Inc. 6pp 51422 349 51432 354 

6910040120 NoM cation of ccr.traci oxuculicn.Mort 2,lo “Notwerk Arch! lecture " 
Contractor SBA Suhccnlr actor 1. NET. in- 

HU'GFfES.A Coni'act Adm mstrat r>n B'ancli FIN 0 1229*9 ffRC-33-O0*t66. 89/09/ 
28 AMENTA.JA Ctlice of 'nformalicn Rescurervs Manogo-Tieni (Post 893205) 
CilANOlS,C. NRC • No DolP.rcd Alfil alien Given ip 5t436 155 51406.160 

•*8910040129 Mod 2.i*'cofpOfatinj} addt work in eiaio-moni of wcrk A prov.d.ng addi 
lands.lo NolACrk ArChilCCU.ro 

* Smell OuS-rtcss Ail/T.f‘»..slrdiion * l-VE L lr>c CDO^V/QHTH.P.J Dtwottoi CcrVacfs 
& Picperly Menage men l (Post 090205) FiN D-122D-9 NHC 33 89-166 89/09/28 
5pp 51436 156 51436 160. 

8910040250 NoUication ol contmcl OKOCuUon.Mod 4 to ' State GuiClaniCO irt Implomcrt- 
ir.n lOCFRCi ‘ ConUaciCf Confe force of Radiation Contrcl Proo'fim Di'oclcrs.lne 
GRAWPTCN.SA Contact Adirjusrral on D/ancti. FiN 0-1133 0 NRC G-04-00-149. 
69/09/29 GbSTAVc.R PtoGram MnnarernDfii. Pmey Uevelopmcni & Analys-s Sled 
{Post 870413) tlAI3FieLO.M NRC * No Outaled Atiii alion G.von. ip 51410:227- 
51410 229. 

-6910040264 Mod 4.oj<ler.d ng g*ani po'.od ol portO'nia'’CO irom 699720-010731 .lo 
Staio Guidance In iTiileinont r.g lOCFRGl. * 

EOGEV/ORTH.PJ NRC - No Cetaiod AlliiaHon Given FIN G 1139 9 NRC 04-06- 
149.09/09/29 Ip 51410 220.51410 226 

-8910040250 BequosU grant poiiod bo changed to oxpiro on Jul 31 raiMer than Ju' 19 
M no further coal lo govt lo provonl necessity to sp:il cheruos in m'dciltj of mo.mh 
WOOLUMS.J Conlorof'co of Racjiaiion Control Program Dlroctcrs. Inc. 09/07/31 
hA'SFIEi.O.M. dice of Nuclear Roou'oiory Research, Director (Post 860720) ip 
61410220 51410229 

8910040300 Noi'icaifon of cor^traci oxocukon.Task Order 5, ‘ Praino Island Rncuai fica. 
t.on Exam.’* ConiraclorSorkaVsIsinc. 

BRENNAN.PA Con'raci Admin s Vailon Branch FIN L- 1280 9 NnC-03 86-054. BD/ 
03/27. wesr.K.S, Rosenthal. WJ. Office of Ntefonr Roacfor Regulation. Oirecior 
(Post B704I1) PUISIPHEHK NRC * No Dsialod Afl.imtlon Given ip. 61436.399- 
51436 312 

-0010040302 Lir conlracl NRC 03 83 031 .Task Order 5, obligating funds, to ' Prairie 
Island Nuc'oa* Power Piani Rotiuai licabcn Exarn" 

OEtt.S. Dv/s«?f> o? Contracts a P/epe/iy Manasa-reni (Post 890205) Fl.N L-12B8 0. 
NRC 03 89 031. 80/09/21 FETERSFN.l.R. SonalystS. Inc 3pp. 51436:310- 
51436312. 

8910050006 Nctilicatfon ol cocporal.vo ag'eeir.onl.Mod 3. to "Maint & Operalion of 
LPDR. " Coniracior. V/neoTor basin Reg o.nal L brary 

NIHMEYEFl.t Property K Procurement Branch FIN 0-241 BO, NRC- 10 67-358 89/09/ 
25 GR'MSLEY.DH. D.vis'on of Fieodoin of tfiformalion & Pubi cni.ons Services (Post 
090205). SOUDER.J NHC - No Detailed AIMiailon Given, ip 61433 272.51433 273 

*‘8910060011 Mod G.exlenclmg per.od ol porlormanco for 16 months unill 0103i6.to 
■'Maim & Oporeion of LPDR''' 

RIEHL.S.K. Wheel or Basin Ragio-nal 1.' brary. Decatur. AU NIE MEYER. E. D.vision of 
Coniracis & Proporty Monagorr.enl (Post 800205) FIN 0-24169 NRC- 10-87-358. 60/ 
00/25 Ip. 61433 273-51433 273 

8910060091 Notilieaton of conlracl ox ocu I ion, Mod l9,1o "Support Sves for Eva'uai.on 
of Sovoro Accident Phenomena ” Coniracior. BaUe'la Co' urn bus Lobs. 

BnENNAN,P.A Contract Admirilstration Branch FIN D-15950. NRC-04.87 066 89/ 
09/ia. SHEflON.B.W. Oiv.slon Cf Systems Resoarch (Rosi 860717). GUSTAV/E.R P. 
rrogram ManaQomani, Pokey Development fi, Analya.s Slefi (Posl 070413) 
WALKEH.T. NR C - No DQiei:ed Alfil alibn Given Ip 61430 001-51438.004. 
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‘-89100S0095 McKi l-y/ oprj:^n prov lu-'-ds. ncr casing co ln^Tov.si'ig 

max levs! of eHort & oxlo'ic.ng period of po'formaT-e to 9 i 02 t i.io ■'S‘j;>oori Svcs fcf 
Evaiuaton ofl Sovo'o Acc don* Pheromera " n * 

SEWF.Ll. HM Bane lo WcTOrial Inst Mo, Colj-rbus Laboretonos BElI .S DiV-s ort cf 
Cxjn^facts & PropoTy Managomeni (Pcsi 990205). FiM D 15959 f^RC C-i B7 C&& 69/ 
00718 3pp 51433 002-5 143B0C4 

B9 10050 104 Naiilicahcn cf cof^‘'aci execui.ot.Mad i6.lo “Use or TVA Reaclof Smu'a 
lor Faci'ities at cnaiianoogajrj tot Traningon Qro'^na FG'rY.Soc;tova^ & ea'-tetorto 
Simulators" Corl/ac'Of.TVA. ^ ^ 

CRAVIPTON.S.A Co^traci Adm nisvation Branch. NRC-05 84 153 89/09M6 

SPCSSARDflt Olfice for Ana‘/sis 8 Evaluaton ol Operatcnal Data Director ip 
61452 023 5 U52.031 

-8910060108 Mod le refleclny relurn ol cqcpmcrt IP TVA.lo *Usa of H/A fleaclo* 
Sjmu'aior Facjjjies aJ Chaiioriooga.'lN fci Train ng on 8fow/os Fairy. Soquo yah & Boi 
lefonie Simulators " ^ ^ 

dO^iNSON R j Tenr.assaa Vailoy Author ly EDGRWCRTh.P j. Dwison of Coniracts 
& Property Wanagemeni tPosi B902C6) NRCQ5-a4 l53 89/C8/16 2pp 51452033 
51452 031 

891005011! NoificatOT cf cortuacl oxecutonTask Ordor 2.lo "Nolv»orK Director Solt- 
vraro Suppon " Conlracior SBA/I NET, 

HUGHES.A Conlracf Artm nis (ration Branch. F(W 0-12239 89* J 66 89/09/ 

26. AMEN TAJ A. Of' ce of Information Resources Manacemenl iPosi 890206) 
GIANOIS.C NftC • No Ooiailod Alfilaiion Given ip 51433 l85-51433;ii92 

-8910850114 Ltr Contract NRC-33 89*166.Task Orde.* 2.CDI going lurds.to “Notwerk 

Oi-'S dor So ftwa'o Support " 

EDGBWORTH.PJ Contract Adm i>istratiOf> Branch FIN D- 1229-9 NRwOO 89-106 
39/09/26 S‘MPSON.T. I NET. Ire 7pp 51433 186 5l 433 192. 

8Q10D50173 Not.'icai oi of contract ©xecuhon.Mod 5,lo "Leaso ol TeiecoT-mun cation 
Svcs “ Contractor Chesapeaho 8 Poiomac Telephone Co 

H‘JGHES.A Contract Adrrin:d'a lion era r.ch f N 0 18519. NRC-39 88-240 39/09/29 
AMENTAJ. Cffice of Information Resources Managemonl (Post 890205). BALDESl.T . 
MELVILLE.T NRC ♦ Ho Oo’a led Atfi! a! on G von Ip. 51433.173 51430 160. 

“8910050177 Mod S.axfondrng paroef a! pe.dorrr.arKO for voro & data tolecom'r unica- 
tions support svcs prov ding ncromertai fundrg & changng ramo of pro|oci oil.ccr 
for support svcs voice.lo "Lease of Teleco'n'njncalicn Svcs." 

WURRAY.A.T, C&P Telophcne Co of Maryland EOGEWCRTH.PJ C.vision of Con- 
iraefs & Property Ma'ingomonl <Post 8902C5) FIN 0-18516. NnC-39 88 240. 89/09/ 
29. 7pp 51433:174-51430:100 

8910050181 Noiif cation of coniraci oxecuionL'od 0 to, ''Ergonorriic Cno is for Consoli- 
dation Info Wh.i© Flint Oro & Two." Contractor Harter Corp. 

KNOX.E. Coixtracl Adm mslraiion Branch. FiN D.23369 NRC-lO 87-212 89/09/29 
THOMPSON.R. Property & Procurement B'anch COnnEIRA.A NHC ♦ No Detailed 
Aftiliaiion Given ip. 51433 305 51433.307 

-8910050194 Mod O.changir.Q projact officer to A Correra.lo "Ergonomc Chans for 
Cofiso'idaiion Info White FI ni Ono & Two*’ 

• Harter Corp COGEWORTR.r J NRC • No Cq'q erf An&alhn Ch-on FIN D 23069. 
NflC-10-87-212. 00/09/29 2pp. 61433 506 5 U33 307. 

8910050205 Nolilication of contract execuionMcd 4,1o "Mam of Elecircnlc Key Sys" 
ConVacter.Hift Toloccm Co 

HUGHES. A. Coniraci Admin slration Branch FiN 0-1862 Nnc-30-8U-1?5 89/09/26 
KRUZfC.P. Division of Cofrputer A Tel ocorrmu.i cations So.vccs (Posi 890203) 
COHEN.S. NRC - No Oolai'oci Affliation G-ven 1p. 51437:153 51437 165. 


“8910050248 Mod 3 .cvle‘’d ng ponod of performance until 000629 at ro eddl cos'i:> 

‘ Exier^dng HCLPF Based Soisn-ic Marmg Review To Arafy/e Ffant Oa.mafiO Sia“«s'4 
Ro'fl of Human Faclcrs & Nonseismic Fa.lu'e&,5BlR.Phaso tl " 

’ Future Hosourcos Associrtios. Inc DELL.S NRC ■ No Ootaled Affr-ation Qrvn 33 ; 
09/29 2pp. 51433 279 51433 280 

89100S0261 Noiil cation cl contract execulio.n.Mod 19.10 'FaciHioa Mgi of l>C34y;.-y 
Ifl'id Nall BanK Btrig 8 Wh ta Fl.nl Ncrth Computer Facil:l:03 ' Contractor SDArKofjA 
A Assoc, fnc. ^ 

DUaOSE.BJ. Coniraci Admnistraiior^ Grfinch HIN D-1387 NRC 33 BG 2/0. 

21 SCOTT. RS D.ViTOn of Informaiion Support Sorvicos (Post 093205) MNCjf/ 'fc* 
NRC • No Deieilod Affiliation Given, ip 51433 136 51433.138 

“0910050266 Wod lO.doob'igaing excess funds to, "FaciHios Mgi of P fi34 
Nall Bank Oldfl A White Flint North Computer Faciiilios ” 

’ Sma'i Business Adm:r.is‘r8iion ’ Kenrob A Associates, Inc. BELL.S D.vsbn etCen 
tracts A Property Management (Post 090205) Fin D-1387 NRC 33- 86-2 ?0 03/C-9/ 
21. Ppp 51433:137-51433 130 

8910050268 Nolil-Cat on of coniraci axecuHon.Mod 7. to ’ ComprohonS'va Cu ron'. (Itcil 
Time) Geophys cal Data Slorano A Retrieval SyS.*’ Conirncior Accu V/onlhcr. nc 
DUBOSE DJ. Contract AcJm-nisiralicn Branch FIN 0-8806 NRC-33 86281 GD/03/ 
26 AWENTA.JA Olfice of Inforrrai.on Resources Managomoni (Posi e90?^.5i 
CHCN.E NRC - No DoiS’led AtN afion Grvon ip 5 1 433 2D5-S J 43J 2Gf\ 

“8910050272 Mod 7,diSCOnnocllng lo'ophone lino.rernovlng NRC-ownod en..iprro-; & 
dcoblgai-nj fonds.io 'Co nprobonsivo Cu'tonl (Real Time) Goophysic.il Uaia f‘’:rd-o 
A Retrieval Sys" 

• Accti Weather, Inc BELL.S NRC No Ociailod Afliholion G-von FIN U H606 f^tC 
33-86 281. 80/09/26. 3pp 61433 296 51433 290. 

8910059277 Nct-ficatlon ol contract oxoculion.Mod 2,lo Technical Asa-sfarico 'or t r:f- 
gency Response ' Contfacto'.Comox Corp. 

MEEHAN.B. Contract Administration Branch FIN L- 10350 NRC 28 69 290 89/0Cl'25 
SPESSARO.R L Divis cn of Operational Assossmoni (Pn^i 870413) 
MAnKSBEfinv.D NRC ♦ No Deiailod Affiliation Given ip 51433.120 51433 153 

-8910050280 Med 2 ,oslabl- 8 h ng contraci m.n A max amounts A Obllgailrg ni n arTwi.-^i 
to corxtract.lo ’TochJcdr Assisfanco for Eniergancy Responso " 

BETHKE.GW. Cemex Corp EDGEWORTH.P.J NllC - No OotaHod Aftili.-iticn 0-vii\ 
FIN L-10359. NRC 26 89 290 89/00/25 2pp 51433.129-51433 130. 

8910050303 Nolilicaicn cf contract oxocullon, task Order 1, ‘ Rulomaklnn A l•er.vl4•o^y 
Anelyss Support fo.' ncqi.irorr.en1s Invoivng Physical Mod 10 NRC Hcorso-I Tech 
Contractor Sc once A Eng.nQO'ir.n Assoc.Inc 
BRENNAN. PA. Ccniraci AdmniSUol'On Branch FIN D-25129 NRC 04 80 051 83/ 
09/21 GUSTAVE.R.P. Off CO of Nuclear RogulQlory Hosoarch, Director |f’06l 0ro/?0) 
FEl.D.S NRC - No Dele led Alf.liaiion G'.von ip 51433 142-51433 147. 

--8910050308 Hr Contract NnC04-0905l, Task Ordor 1 .obligating funds fo. 'll A r/.k- 
!ng A Rr^jlatory Analysis Support for Roquromonts invoiving Physical Mmi lo NftC 
License Facilities " 

BELL.S. Contract Adminlsiralion Branch. FIN 0 26120. NRC-O-l-BB 051 . C3/C"0/iO 
COLINA Sclorco a Engneoring Associaies. Inc 5pp. 51433 143-51 ASH 14/ 

6910050329 Notficaiion of grant oxeculion.Mod l.to "Sliuly of Seism c: f>RA MuJuMi " 
GranieoiJohns Hopkins Un.v. 

CRAVPTON.S.A Coniraci A<)rpln.slrnlion Branch. FIN G-llOB. NRC (14 ft/ 001 OO/ 
09/22. GUSTAVE.n Program Managomoni. Policy Oovoloiimoril & AnfilyMs SUH 
iPosl 070413). COSIELLO.J. NHC • No Detailod Affhallon Given Ip 5l4.'1i48 
5 f 433. f 49 


-8910050209 Mod 4, reducing coiling A ob’igaled arr.ounl A doobligaimg $40,000.00.io 
"Ma-nl of Elocfronic Key Sys*' 

* Hfrt Tolocom Co EOQEWonTH.P J. Div sion oi Coniracts A Property Management 
(Post 890205) FIN D-t062. NnC-39 B8-175 89/09/28 2pp. 51437.154-51437:155. 

8910050216 Noiificafion of contract exccution.Mod 36.to "Compjter I moshanng ARo- 
lated Svcs." Contracior.NlH. 

DUBOSE .GJ Contract Adm nisi rat- o.n Branch FiN 0-16669. NRC-25-02 312. 09/09/ 
20. SCOTT. R S. Divisjn of In'ormation Support Services (Post 850205). OIEHL.DJ. 
NRC > No Ooiailod Atfi'lalion Grven fp 51433.181-51433.164. 

-8910050228 Mod 36. providing FY89 ncre.nerMal funding A extending period of per- 
formance to 900930. to "Computer Timeshar.riq & Related Svcs " 

* Health & Human Sorveos, Depl of. BELL.S NRC • No Defei'cd Affliation G<v©n. 
FIN 8-16689 NRC-25 a2-31 2 89/09/28. 3pp 51433:182 51433:104 

6910050231 Notification of contract execui.on.Mod lO.to "Techs cal Assislanco for 
Vendor & Conlraclor Insps." ConhaciorSMC O’Doninell A Assoc.fnc. 

KNOX.E. Contract Ad minis ire lion Branch FIN B 8727-9. NRC-05 86-166. B9/09/29. 
GAJWA.S S Planning. Program A MBnagamenl Support Branch (Post B704H). Ip. 
61433:139-51433:14! 

“3910060233 Mod lO.cfQob'igating funds to. "Technical Assistance for Vendor A Co-n- 
tractor tnsps 

* SMC O’Donnoll A Associates, Inc. (forme rty ODenneif A Associates, fnc.). 
EDGEWORTH.P.J D.yislon of Clor.tracts A Property Management (Post 890205) FIN 
0 0727-9 NRC-05-8G-168 89/09/29 2pp. 51433:140-51433:141. 

8910050235 Nolificalien of contract exocul.on.Mod 2.to "NRC Sys Data Entry*’ A Task 
4. “Dala Entry for General Lxonso Data Base " Conlraclor SB A.Subcontraclor Data 
Computer Cerp of America 

KNOX.E. Contract Adrr.inisiration Branch. FiN D*1920 NRC-39-B9-133. 89/09/26. 
AMENTAJ.A Office of Informal on Resources Managernoni (Posi 890205) BELL.J. 
NRC - No Detailed Affil alon Gvon. ip. 51433:131-51433 135 

“8910050238 Ltr Contraci NPlC-39 89-l33Jask Order 4, obligating funds lo. "NRC Sys 
Data Entry" A "Date Entry for Geno.^af L'cer>se Dale Base." 

EOQEWORTH.P-J. Contract Administration Branch. FIN D-1020. NRC-39-a9.133. 09/ 
09/26. HUTCHENS.T.E. Data Computer Co.*p ol America. 4pp. 51433:132-51433 135 

6910060247 NoU-catlon ol contract execution. Mod 3.to "Extending HCLPF Rased Seis- 
mic Mating Review to Analy2e Plant Damage Slates A Ro‘o of Human Factors A Non- 
seismic Fa.iuros.SBin. Phase ll *' Contracior.Futu'e Resourcos Assoc, fnc. 

DUBOSE. B.J. Coniraci Administration Branch. FIN D-2038 NHC-04-87-371. 89/00/ 
28. GUSTAVE, R. Preoram Managemeni. Poicy Deve'epmenl A Analysis Staff (Posl 
870413). GU2Y.D.J. NRC • No Do tailed Aif.liatlon Given. Ip. 5143 3 278 51433 280. 


“8910050332 Mod l, extending grant porloJ to 900331.IO ’Study of Seem:; PRA We'ii 
ods " 

EOGEWORTH.PJ Ccntract Atlminlsirotion Branch. FIN G-1100 NRCOl 87C31 B9/ 
09/22. ip. 51433.149-61433.140. 

8910050399 Not>f cation of cooporotivo DgroemQnt.Mod 3,lu "Mnihi A C>porai.:>r' ol 
LPOn." Cooporeior Rochoslor Public Library 

NIEMEYER.E. Property A Prccuromonl Branch. FIN 0-2410-0 tJflC 10 U7 -no 00/ 
OD/25 GRlMSLEV.OH Division of Freedom of tnforniolion A Pu))l tat-oi-s Sc-vveos 
(Posl 690205). SOUOER.J. NRC - No Ooloi'od Af1iliot-on Gwen. Ip 5I4H.IOI- 
01437 102. 

-8010050400 Mod O.oxlandmg period of purforrnanco lor 1 yr from 0-30017 tg 
900916,(0 “Maim A Oporaffon of i.POR " 

JOHNSON.CS. Rcchosier. NY. NIEMEYER.E. Division of Contracts A ProiiOiiv Man 
agemonl (Post 890205). FIM D-2416 9 NRC- 10 07-439 89/00/26 Ip 6i4l7 10?- 
61437:102. 

8910050402 Noiification of contract execution, Mod 2. to "Tuchmcal As^slavco to Si.»p- 
porl Licensing Aciiviiios." Contractor: Sonalyals.inc 

BRENNAN.P CoAfracI AdmlnrsiratJon Brancfv F)N L- 1209-0. NRC-03 09 0.31 89/09/ 
25 WEST.K.S. Office of Nuclear Reactor Rogulallon, Droclor iPosl 070411) 
FULSiPriER.K NRC - No Oelaiicd AlfJiat on Givon 1 p. 5 1 437.265-6 1 4 3 7 267 

-0910050404 Mod 2.obrgaiing funds aga nsi designated guarantooil fr.in.ln ’•fo(liru<aJ 
Assistance to Support Llcons-na Activitios." 

* Sonalyels. Inc. BELL.S Division of Contracts A Property ManafiOTtr-l (Rosi 
890205). FIN L-1289 9. NRC-OG 09 031. 09/00/25. 2pp. G1437 200 5H3/ 207 

6910060130 Netificaiion of cocperalive ugroomoni.Mod 2,lo ' Mninl & Dpera:^ tj| 
LPDR ’’ Cooperalor York Courtly Library. 

HOYLE. A. Pfoporly & Procuremoni Branch. FIN 0-24169. NRC-lO 07 331 &Q/CD/2 i 
GRIMSLEY.D.H. OMce of Informaiion Resources Management d’est 600205) 
SOUOER.J. NRC • No Detailed Affiliation GivOn. 2pp. 51435 1 17-51435:1 10 

-8910060133 Mod 2,<?KtondfrTg portod 0/ portormanco (or ddrd yr (o cocfi-orafii, ii 
menl. "Ma’nl A Oporaimn ol LPDR *' 

LYON.D.A. York County. SC. HOYLE. A. Division fjf Coniracts A Properly 

(Post 890295). FIN D-24169. NRC- 10-07-331. 89/09/21. Ip. 51435 1 18 51435 1 1® 

69 10060 1J6 Nolilicat'or» of cooperalive agreomonl.Mod 4.lo ‘Malnl A Of>erai-on 
LPOfl." ConLrac1or:Shor0ham-Wdding River Library. 

HOYLE. A. Property A Procurement Branch FIN 0-24169 NRC 10 8/-43a 83/09/25 
GRIMSLEY.OH. SOUDER.J. NRC • No DoiaHod Afir.iatlon Givon ip 33^ 

51431:336. 
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>*ft9tOO&Ot3B Mod 4,exlGndng per.od Of pQrlormance 10 9l0316.to ‘Wa nl & Operation 
d LPDn;’ 

ePECHA.E Shoroffam, NY. hOY{,F.A NRC • No OoJa/*ed Attnalcn G-v«o FIN D- 
24160. NRC- 10 87-438. 89/09/25 Ip 5l43l 336-61431.336 

3910D6014I Nol.'cafcn Of conlraci oxacuhOf^.Mod 4.io “Maim & Cperalion of LPDR ” 
ConIractor.Minr.oapo'is Publ.c Library 

HOYLE. A Conlraci Admin-stiabOO Branch FIN 0-24169 NRC* 10 87-449 89/09/26 
GRMSLEY.DH. SOUDER.J NRC • No Deiailod Affhahon Given Ip 61432 283 
61432 284. 

'*8910060144 Mod 4.QxGrcls:ng oplian to exiond period ol po-dormencc unM 8D0916,lo 
* Maml & Operation of l.POfl " 

FUGAZZI.E a Mir.p.Qopolia, MN HOYLE.A NRC No Doialod Affriai-cn Given FIN 
0 24169 NRC 10 8? 449 89/09/25 Ip 51432 284 61432 284 

891006014B Noiifical on ol contract exocul'on. “QuBnlilicaiion of Consorva! sir.s m Sels- 
fhiC n<sk EsiiTiates Through Engnoenng Advancoment of Seism c PRA," awarded to 
fl sh £ng naaring, inc. 

LiniE.M Conlraci Nogonalian Branch-? FIN L- 1270.9. NHC-04 G9 09B 09/09/29. 
GUSTAVE .R ProQ-am Manantfroonl. Policy Dovoloprr.oni & Analys-s Staff (Post 
07C413) CHOKSHI.N NRC - No Oofsi-ud AOJldhon G.ven Ip 51465 152*51456 277. 

>•8910060154 Contraci 'Queniincalion ol Conson^aiisms :n So srw c Rsii £5i*n'.ale& 
Tnrough Eng.noerip.g Advencomonl ol Se'smic PRA/' awarded to Rsk 
Erig ne Bring. Inc 

MCGuine.H K. Risk Engineering. Inc WIGGINS.E J D.vislon of Contrecis & Property 
WanagB.'nent (Post 090205) Fin L- 1270 0 NRC-04 60 000 BO/09/29. I29pp 

51455 153-51458 277. 

8910060158 Notification of contraci execution. “Two Now NDE Toefin q.i03 lor Insp of 
Conra.nmofTf vVoWs flonoaffi Coaengs." awarc/ocf fo Pt\y^ical Fiasoerchjrtc. 

IITTLE.M. Contraci Nogotiai'on Oranch-I. FIN L- 1275 9 NRC 04 99 093. 69/09/29 
GUSTAVE.R Program Manoyomont. Ro'icy Dovo'opmoni & Analysis Staff (Post 
d?04i3) hAUSCAPAj. NRC ♦ No DetetHid A^auan Given ?p. 6f4S4. f50.5f45i 279 

•‘8910060171 Conlraci “Two Now NOR Technequos for Insp of Comammoni Wolds 
Benoafh CoBlings." awarded fo Physical Rosoorch.lnc 

SHIH.W C. . obsoloiQ code . WfGGiNS.G J Div. 9 ion ol Coniracts St Property Manage- 
monl (Post R90205). FIN L- 1275 9 NRC 04 09 003. 8D/09/29. 130pp 51454 151. 
51454 270. 

8910060167 No1i1.cat.on of inloragoncy ogtoomonl. “FTS/FTS 2000 SvCS." onieredm'.o 
w/GSA 

HAGEY.H. conlracr Negoiial.on Branch l. HN 0 18709 NRC-33.00*18a 89/00/29. 
AMENTA.J Off CO of Information Rosou-cas Mnnagoment (Posi 809205) KEILAM.T , 
QALOESl.T. NRC • No Doia led AffihHl on G.von. Ip. 51433:320 5143.1:333 

-8910060190 Interagency agroomont, “FTS/FTS 2000 Sves” en:o.*cd into w/ GSA 
' Gonoral Services Aamlnisiralion FLYNN.Mj NRC * No Ooiailnd Allii alien G.van 
FIN 0-16709 NnC-33 69-160 60/09/29. 4pp 51433 339-5 M3.TJ33. 

B9 10060224 NoMiCdlion of cooporaiivo ogroumont.Mod l.lo Malm Bt Optiror on ol 
LPDH '■ ConiiaciovjR Oickinsun Lifirary (Univ of Novoda las Vonas) 

NIEMEYER.E. PfOporly & Procuiomeni Branch. FIN D-24169. NRC I^ 09-173. 09/09/ 
25. GRIMSIEY.D.H. Division ol Freedom of fnformat.on 8> Puhhcoiicns Services fPosi 
890205). SOUDER.J NRC • No Dolailcd A1ti'iai.on Given ip 5145301 1S1453313 

-8910QS0227 Mod l.oxtanUing porlod ol porlormanco for 1 yr unlit 000701 & char.girg 
billing &paymonlproceduro9.lo “Mainl & Operation of LPDR.” 

ROQnOCK.OP. Nevada. Univ. ol. Las Vegas, NV NlEMEYEH.E O.wiSion of Contracts 
a Property Managoment (Posi 090205). Flf4 D-241C9 NnC-39.69 173 89/09/25 
2pp. 61453 312 51453 313. 

8910100035 Notificai'On of cooporaiivo agroomoni.Mpd 3.io ''Ma.nl & Operation ol 
IP DR." CooparalorCoastal Region Library. 

SWJTH.P. P/ope/!y a Ptocvromenl Blanch P}N D-24169. NnC-)0-67*424 89/03/21. 
QRIMSLEY.dh. Division of FrooJom of Information & PtbHcalions So.-vlcc9 (Post 
890205). Ip. 51457.072-51457 074. 

-8910100036 Mod G.oxfond'hg porlod of porformonco.io “Malm 8 Oporation ol IPDH,'* 
CARNES, V. Crystal River. FL. SMITH. P. Division of Conlracts A Properly .Monagemoni 
(Post 890205} fin D-24169. NRC-10 B7-424. 89/00/21 2pp. 5145? 070-51457 074. 

8910100040 Not‘.ficalion ol cooporaUvo egreomenl.Mod 3.lo “Mainl & Operation ol 
LPDH.” Coopeialor Russoll Library 

NfEMEYER.E, Properly & Pfocuromoni Branch. FfN 0 24160. NRC 10-07-423. 8G/0fl/ 
25 GRlMSLEY.D lf, Division of Freedom of inlormalion & Pubi cniions Services (Post 
893205). SOUDER.J. NRC • No OolaHod Afliliation Given, ip 51461:170.51461;1 71 

-B9 10 100049 Mod 3, exorcising ophon to uxlond period of performarce lor 1 yr uniil 
&[>092l,lo “Maml & Operation oflPDR." 

POJTTEH.S.T. Widd’Qfowr?. CT. NlEMEYER.E Oiv/s/an of Corifracls S P^oporty Man- 
agement (Posl 890205). FIN D-24169. NRC-lO 07-423. 80/00/25. Ip 6l46l;l71* 
51461:171. 

6910100190 Nolilicatlon ol conlraci execution "Goophyslcal Data & Weallior Svc/‘ 
awarded to Accu-Woaihor.inc. 

COLLINS.G.T. Contraci Nogoliation Branch- 1 FIN B 08069. NRC 33 69-153 09/09/ 
27. AMENTA.J.A Office of Inlormalion Resources Manege nnom {Post 600205). 
CHEN.E. NRC • No Detailed AlliHation Given ip 51462:222*51452:294 

-0910100183 Contraci "Geophysical Data & Wealher Sve," owarded to Accu 
Woalher.tnc 

MYERS, 0L. Accu Weather, Inc FLYNN.M J. D.vislon of Ccntracls & Property Man- 
agement (Post 890205} FIN B-fl0O6O NRC -33-69 -163. 69/09/27. 72pp. 5f«l62 22-3- 
51462 294 

891010020$ Nof'ficatton of contraci eJtoculron. "Dov^optnonl ot Lau.nd.'V K*Qhiior tor 
Dotection ol Hot Particle Contamination.'* awarded to Snonka Research Assoc.lnc. 
LITTLE.M. Contraci Nogotiallon Branch 2. FIN L*12689. NRC 04-80 -095 89/09/26 
FOREHANO.B. Program Managemoni, Poitcy Doyetopmant A Analysis Siaff fPosI 
870413). RELL.J. NRC - No Ooiailed Alfihalion Given. Ip. 51457.302*51456064 

-8910100211 Contract: “Oovelopment of Laur^dry Monitor for Dolecbon ol Hoi PariiCle 
Contamination," awarded to Shonka Research Assoc.lnc 

SHONKA.D B, Shonka Research Assoclaies. Inc, WIGGINS.E. J. Division of Conlracis 
& Properly Management (Post 890205) FIN L-126B9 NRC-04-89 095 Q9/09/26. 
126pp. 51457:303-51458:064. 


0910 1 00248 Notification of cent'act oxocuicnMod 3.lo “Maml A Opoialion ot LPDB. ’ 
Contractor Chalianooga-H6ir.|ion County BIcor.tenn a* Library 

NIEMEVER.C Properly & Proccremanf Branch FfN 0-24169. NRO-fO 67-42fi 09/C9/ 
28. GRIMSIEY.D.H Division Ol Freedom of information & Publcaiions Services (Post 
890206} SCtDEn.J. Dociirr^onl Conirol Branch (Document Conifot Oesk) ip 
5J461.)765M6f 176 


•‘B910100251 Mod S.ovierrjina period of perfermanLO for IB months unhl 910327.10 
“Ma'/fl & Opo fatten at lPOR 

MCFARIANO.J E Cnailanooga- Hair .lion Counw Air Po'iubon Control Bureau, Chatta- 
nooga. TN NIEMEYER.E NRC No DotaTod Alfi lelion Given FIN D-24169 NRC 10- 
67-426 69/06/28. ?p 5^61:176-5146} 1?d 

891Q100256 Nohf.ca^on of cooperai.vo agreomori execution, Mod 4,io * Maint A Oper- 
afron of LPOR “ Contractor VVashfngfon Unrv 

MEWEYER.E Property a Procure mant Branch FIND-241G9. NRC-39 83-171 89/00/ 
2D GRIMSLEY.O.H O.vlsion of Freedcrn o' fn'ormaiion A Pub ications Services (Posi 
8902C5} SCUDfc*n.j. NRC • No Dorn led AfW/al;on Given ip. 5 J 460 35 1 -5 1460 J52 

•>0910100260 Mod 4.eMtend.ng pahod of pcifcrrnanco for 1 yrta “Mafnt A Oporetion of 
LPDR" 

LEAHEY.H S. WesNnglon Un.v., Si Lou's. MO. NIEMEYER.E. Dlvis on or ConUacis A 
Property Management (Post 090205). FIN D 24169 NRC 39 68*171 80/09/28 Ip. 
51 460 352-6 1460:352. 

8910100319 Nolifcaton ol contract ovocuilou. “U-'ino Spec men Collections ■ Nation* 
wido." awarded Ip Tiacor TechooJogy Rasov'cosjnc. 

UMBEL.DM Contract Admnisirahon Branch. FIN D- 2375-9 NRC-1O-0n-l 71. 89/09/ 
13 COOPER.LP. Ofl:CO of Admirislroflon (Post 890205). DOPP.R.A NRC ♦ No Do* 
fared Alfi* 181 . 0*1 Given, ip 51459:044 51459.123 

-8910100339 Connect “Urine Spoemon Cc.'ecions • Nafionwldo." awarded lo Tracor 
Tochno’coy Rasourcos.Jr’C. 

APPLE.L.M. Tracer Tcchro'opy Resetrens. Inc WiQGlNS.E J. Divis-on of Contracts A 
Properly Management (Post 890205) fin 0-2375-9 NRC-10-69-1 71 69/09/13 79pp 
61450 045 61459 123 

8910100322 No'Jicaiion o* comracl execulon BWR Rocircu'ation Inlei Safe Ends * 
Th'-eai 10 PJani life A Safety,* awarded h> Apjeeb Erg nec/ing Svesjne. 

LITTLE.M. CchVaci Nogotialion Brflnch-2 Fin L-12779 NRC-Oi OO 082. 89/09/29 
GUSTAVE.R. Program Manege mont. Po'icy Dovolopmonl & Analysis Staff (Post 
870413) MUGCARAJ. NRC - No Dolailod Aff.lialion Givon Ip. 5H69 124 51459 248 

*>6910100328 Contact “OWR Rocircu'aiion In’ot Salo Ends * Threat lo Plant Life A 
Safely,'* awarded lo Apiech Eng nDOf/ig Svea, Inc 

’ Ap»ech Erg nearing Services. WIGGINS.E.J Division of Conlracis A Property Man 
agomont (Post 890206) FtN L*l2?79 NRC 04 69- 002. 89/09/29. 124pp. 51450 125* 

5 1459 240. 

0910100324 Nolficaiion Of contract oxQcut>on "Oovelopmenl of Fioid Usable Large 
Afoa Soif*Pow 0 f©d Gamma Delector/' awarded to KEMP Corp 
LlfTLE.M Contract Nogol'OlOh 0fanch-2 FIN L-12670 NRC-04-a9-094. 89/09/23. 
GUSTAVE.R P Progrem Managomeni. Policy Dovotopmeni A Analysis Staff (Post 
B70413). EUIS.O. NPC ♦ No Deto-'od Affnaiion Gw on. Ip. 61458.326-51460.1 10. 

-8910100327 Conlraci ' Devo’OFmoni of Field Usable Largo Aroa Sell* Power od 
Gamma Doted or/* awarded to KEMP Corp 

LEVERT.F E. KE M P Corp WIGGINS.E J D.vislon ot Conhacis A Properly Manago- 
mom (Posi 8D0205) Fin L 12879. NRC-04 69 094. 89/09/20 143pp. 51459:327* 

51460 110 

6910100329 Ndlificat on of contract exocution “VorbalFn Hepciing 5vcs*‘ awarded to 
Ann Riley A Assoc, Ltd. 

HAGEY.H. Conlraci Nogollal-on Branch* 1. FiN D-D1B39. NRC 21-09 34Q. 89/09/29 
COTTEn.Q.P. Atomc Safoiy end Licansing Board Panol. LEINS, E. NRC ■ No Delailed 
Aff 1 alien Given, ip 51457:076-51457 164. 

-8910100332 Contract; “Verbal m Report ng Sves'* aiwardod to Ann Rllny A Assoc.Ud. 

* Ann Riley A Assoclalos FLYNN.M j OiviSLor^ of Contracts A Property Managoment 
(Posi 800205). FIN B 81039. NRC-21 69 340 09/09/29- SOpp 51457:077-51457:164 

6910110026 Noiihcallon of cocpofBt.vo agreomont.Mod 3, to “Ma.nt A Operation of 
LPDR.*' Conlraciof:RE Kennedy Library 

NIEMEYER.E. Prcpoity A Piocuroment Brancli. FIN D-24169 NRC-10-B7-446. 09/09/ 
28. GRIMSIEY.D.H. Division cf Freedom of Infoimalion A Publications Serv.ces (Post 
090205} SOUDER.J. NRC • No DoiaCed Aiiiialion Given ip. 51474 2i9 51474.220. 

-B9101 10031 Mod 3,exlnnding period ol performance for ID months to *'Marrit A Opnr* 
QliOn ol LPDR ." 

LANORElKJR Ca'i'ornlo Polytechnic SibIg Univ.. San Luis Obispo. CA 
NlEMEYen,E. D.vislon ol (Contracts A Property Managemenl (Post 890205} F>N 0- 
24169. NITC-10 07-445. 80/00/20. Ip. 51474:220*51474 220 

6910110056 Nollficahon ol conlraci axocubcin: '‘Research on Dovolopmonl of Fiamo- 
v/ork for Assessing Sovoro Accideni Mgt Suateg.os in Nuclear Reactors*' 
Contractor Ur.iv of Calilornio, Los Angelos. 

DEMARCO.D. Oivi8.on of Conuacis A Pioporw Managoment (Post 090205). FiN L- 
13310 NnC-04-09-349. 80/09/27. GUSTAVE.R. Program Managnment. Po'icy Devol* 
opmoni A Anelysis Staff (Posi 870413). ODaR.F NRC - No Detailed Alfihaion Given, 
ip 51469. 160-61469:287. 

*-89101 100S9 Contract. ' Roaoarch on Devolopmonl of Frair-owork for Assossir^q 
Severe Acddonl Mejt Strategies in Njc‘ear Ro actors.** awarded to Univ of 
Califomia.Los Angolos 

1 YLER.C California. Un-v. of, Los Angolas. CA. WIGGINS.E J Division ol Conlracis A 
Property MenagerT.oni (Post 090205). Fin L- 133 19 NRC-04 09-349. 80/09/27. 
136pp. 51469.151-51469 237. 

8910110168 NoMicahori of ccrttraci oxocuilon.Mod 10, lo “Commercial FBCll.tios Myt of 
One Wh'te Flint North “ Conbacior; Parsons BrincVorhoil Mahi Svesjne. 
FLEENOn.C.M Contraci Admlnlstr alien Brat^ch. FIN 6-1400.9. NRC -10- 07-171 . 89/ 
09/28. MArriA.M J. □, vision ol Contracts A Proporty Management (Post B00205). 
nOLUNS.T. NRC * No Do'sifod Affiliation Given ip. 61474 1 67-61 474:169 
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-flSlOt 10189 ’ fl. providing i''croir.c'iial <Jf’rts »or ‘ Repa rs. lo CoTinorjca 

Fac !i! 09 fv*g* of Ono Whi:e FI r.t No'lh “ 

* Pat 5^009 BrhcXcri'.oil Wa-nionano© Sotv-co?> Inc H^sG^^VT-F Cvj s on o' Convi ar.vt. 
a Prcperty »^anagefr.ent (Posi &9C205) FiN B MDO O MRC 10 07.171 B9/09r?a 
?pp. S1474 168 51474 169. 

8910110173 Novricat'cn of ccr'raci OMOCtlicn.Mod tP.to * RadiaUon Won lof ng ProQ'am 
Heqi, refr.onl9 " Ccr4*a2tC';Sral© of CA. Dop‘ of Hea.:r> Svcs 

HJGHES.A Conlf act Adminisiraticn Branch NRG 32 83-604 B9/C9/15 HAW.LL.K. 
TENQFIOOK.W. fleg-on 5. Ofc cf tho D;*ec»of ip 51474 216 51474 2lfl 

•*0910110174 Wod l?.reviSng slat^ironf qI wctW Section IV by do'ciirg fi'si sanlonco in 
crvitot/ 1o' "Badal'cn Moiv.oi t.q Ptogva«n Rety j 'OirGnis ' 

* Ca' forme. Stale ol EDGEWCRTH.Pj C.vison o1 Coniracta & Property Manage 
mcnl |Po5l 690205) NRC-92 83-634 e9/09M5 2pp 51474 2l 7-61474 2 IB 

8910110190 No'-'licaficno' coniraci execu* on Mod 2»o “Dovaio;:mer\? of Hadiauon Pro- 
tect.on-s Slds ' Corttracior inii ComTlsspn on Radio ogicai Proldci o*'. 

CHAMPIONS A Coniraci Adrr n.sifeficn Branch f:N Of 093"9 NRCO2-08-GC6 69/ 
03/2D ruNCHES.JL Program Mansgemert Po;cy Covolopmem & Analysis Sialf 
(Posi 870413) CUNW.NGHAM.R.E NPC No Deia-ed Atfnaiion Given ip 
S14?4;iat.5l474 102 

-8910110193 Mod 2.eiciend ng grant poiQd ol pcrfc'mar.co & cb'igaing lundirg.lo ’Uo- 
velcprr.ent o' Raciaiion Ptoiecccn Stds*‘ 

SMITH, H inietnaionai Corrmisson on Raco'opcai Prcfocion E DGEWORTH.P J 
Cki'ilraci Adrr nisirahon Brarch. FIN D- 1093 9 NRC-02 B9 006 69/09/28 Ip 

51474:162 51474.182- 

8910120001 Noificai'On ol coniraci ejiecutcn: "improvod Model for Prodetrg J-R 
Cu-vos From Crarpy Data. ’ awgrcod io Mode mg & Conr.pjirg Sves 
LiniE.M Coniraci Negcuahcn Branch -2 FIN 1-1274.9 NRC 04 89 089. 63/09/29 
GUSTAV£,n Piog'am Manage mer.», Poicy Dove'opmoni & Analysis S*aif (Post 
670413} MAYFI^'^lD.m NRC No D0ta‘'ed AfMaticn Given ip. 51485 151- 

51465 346. 

-0910120004 Ccnvaci "linp'oved Model for Prcdiclhg J n Cjtves From Charpy Daia," 
awarded lo Modo -ng & Gorr.pu' rg Sves 

* Modal ng & Cemputer Services WiGG'NS EJ Coniraci Adrnnisfralicn Branch F|f^ 
L-1274.9 NRC-C4 69 0B9 89/09/29 I99pp 51485.1 52-51485 346 

8910120060 No! ficai'On ol cocpera'jvo agroomeni Mod 3.fo Mam A Operaiicn ol 
LPOn.” Cocperalor Plymouth Ptbl c Library 

SMITH P Preperry A Procoremont B.-anch FiN D-24169. NHC-lO 87 356 B9/C9/28 
GRIMSLEV.DH u.vision ol Froodom of 'nformanon & PLb icaiior>s Sen/ices (Posi 
890205) SQUDER J NRC No Deialed AIM alien G-von ip 51486 125 51408 127 

-091O13OO6Q Mod S.exlcr.d.ng per od of pt^rlormanco.to *Main1 & Operation ol iPOR ” 
HRiJSEJ Plyrr.ouih, WA SMiTii.P D.vis’cn of Co'''.facis & Property Management 
(Post 693205) FIND 24169 NRC-10 87 356 09/09/26. ?pp 51406 126 51406 127. 

6910120106 NoMicai on of cooporal.ve ag'daTetiiMod 3.to ''Mani & Operaion ol 
LPUH." Contrac 'or Joseph Mann Litrary 

niEMEVERE. PrOpd ly & Pjocuromem Bianth FIN 0-2416 9. NRC-10 87 443 0^/ 
09/20. GRIMSLEV.DH 0;v.sion of Freedom ol in'ormaion & Pub’.calons Sorv.ccs 
(Posi 090205). SOUDEn.J NRC • No Doialed Allil ation G.ven. ip. 51409 026 
51469 027. 

-6910120106 Mod 3.0xiend ng per od cf performancG fer 16 inonihs io Mami & Oper- 
ation ol LPDR *“ 

HEITKEMPEREM Tv.d Rivers, Wr NlEMEVERE. Division o! Coniracis A Proporhy 
Managomonl (Post 890205) FIN 0-24169 NRC-ID 67-443 69/09/23 Ip. 
51469027 51489027 

6910120131 NoMical oi o' co.niract execution.Mod 14. to "Technical A Eng neerng Stp 
port Sves lor Com.T.unfoaffo.ns *“ Contractor. Bo.se interagency F re Cir 
DUBOSE.Q.J Contract Adrr mslr ation Branch F IN 0-19070 NRC-IO 03-352. 89/09/ 
25 KRU(jlZ.P Division cf Computer 6 Telecomm jn cations Sorv.ces (Post 690205) 
MEI.VILIEJ., COHENS NRC • No OQialed Affilaiion Given ip. 51488 278- 

51466 281 

-8910120132 Mod 14.exicr.ding pa.nod of performanco through 891 130,10 ‘ Techn'cal A 
Eng neenng Suppod Sves for Com rrur^iC anon s ’ 

* Boise. ID BElLs. DivJS'on of Contiads & Property Manage mem iPosi 690206) FiN 
D 10070 NRC-10 a3-352 69/09/25. 2pp 51480 27^51408 261. 

8910120150 NotjficaUo.n ol contract exccuticn,T85k 6. "Vormont Yankee RoqualiLcal on 
Evam.* 10 "Techncal Assstarco lo Support Operator Licensing Aci.viiles" 
ConiractorSonaVsts.lnc 

BRENNAN.PA Contract Adrr.mist/atio.n Branch FiN L-12B9-9 NRC-03 69 031 89/ 
09/27. WEST.K.S- Office ol Nuclear Reactor Recolal on, Ourector (Posi 870411). 
PULSIPHER.K. NRC - No Doia led am liaion Grven fp. 51406 256 51468 260. 

-8910120151 Ltr Conuact NnC-03 80-031, Task Order S.obhgatng funds to ' Vermoni 
Yankee flequaiificelioi Exam." 

DELL.S. D:v;sion of Coniracts & PfOperty Management iPost 890205). FIN 1-1289-9. 
NRC 03-B9-031. 69/09/21. PETERSEN.LR. Sorialysts. Inc 4pp. 51468 257- 
51466 260 

8910130001 Nolif.cal-on ol confrecl oxocuticn: Va'idaHon & Tesing of VAM20 Com 
ute/ Codo." awardod lo Hydrogeo'og c.inc. 

ITTLE.M- ConlrflCl Negouaion BrQ.nch-2 FIN L-12739 NRC- 04 80 090 69/09/29. 
GUSTAVE, R Program Mananomcnl. Pohcy Developmoni & Analysis Sialf (Post 
870413) NICH0L50N.T. NRC - No Doialed Alfiliat-on Given 2pp. 51500:269- 
51501 154 

-0910130003 Contract VaLda: on A Testing ol VAM2D Co-mpuioi (2ode." awarded lo 
HydrogeDlOQic.fnc. 

hCjyAKOHN.p.S- MydfoGcoJogc, irc. WiGGiNS.E J Oivsion of Contiacis & Property 
Managemnni (Post 890205). FIN L-12739 NRC-04 89 090 89/09/29. 200pp. 
51500 271.51501.154 

8910130028 Notificanon ol contract executon.Mod 7,lo "Region V Data Entry Sves" 
ContractorSQA.SubcontractorPnoenjxIntl 

HUGHES.A CoM'acl Adnnf'..slra*. O'l Branch. FIN C-50G69. NRC- 32 -87-307. 89/00/ 
29. HAMiLL.K OKico ol Adminisiralion (Post 890205). FR;GILLANA.E NRC - No De- 
la led Affilaiion Given Ip. 61501.207-51601 226 


“6910130032 Mod 7.exlondng pnnod of po'ro.-manco provid rg funds 8 ncreasin;j cco 
tract ceiing A obl*gaicd arr'Ounl.lo Reg. on V Data Bniry Sves " 

SPENCER.M Sma; Admivis'.ial^on THOMAS.B.T Pbocn** 'n*.c‘tia‘cria ‘Vtt 

C 5006 9. ARC 3? 87-307 89/09/29 I8pp 51501 200 51501 226 

8910130041 Noiifcatonol ccrlraci ©xOCulion.Mod 44, to "Fuol Cycle LIcMsing /ssisl- 
a'-.ce ■* Ccnrrac to.' Science App'icalions foil Corp 

MEEHAN 0. Contract Adm risiraiiOn Brancfi NnC 02 87 CCl 69/i::r03 
PUNCHES JL Program Managemnni. Polcy Dovolopmont & Ane'yS'S Sio'i \PvSl 
070411) TIKTINSKY.D NRC - No UGlai'erJ Affliaiion Given Ip 5l50l 2)4- 
51501 206 

“6910130C43 Mod 44,oxierdng ponpd ol pedomianco.lo ' Fuel LicOTfting Assni 

ance " 

RODEHAU.T J. Scierco Appi cations IniernaliOf'al Corp (lormorly Science App'ica- 
Lons. tnc) EDGEWOHTH.P J DviSicn of Contracts & Proporly MonqgoTiori ;-'osl 
890205) NRC 02-87-004. 09/10/03 2pp 51501205-51501206. 

6910130198 Nolificahon ol cooperative agrcomoni,Mod 3. to "Mant & Opr^ralor* C 
LPCn ” Cooperatof While Pla ns Pi.lil c L-brary. 

SMITH.P. Property & Procuomoni Branch FIN D-24169 NRC- 1 0-07-440 89/09/27 
GRIMSLEV.DH D.visicn cf Ffoodoni of Information & Pub'icalcons Sc-ivccs (f'os: 
890205) SCU3ERJ NRC - No OeU'c'J AMiiaiton Owen. ip. 51 490 161 5U33 ' 03 

“6910130199 Cooporetivo agroornont.Mod O.oxtondir'g per od of poriornianco. Id Moint 
& Operation ol LPDH “ 

MIRANDA S C White Flams. NY SMITH.P DiviS'un ol Contracts & Properly Ma*'3go- 
mer.\ (Post 890205) FIN 0 24169 NHC-IO 87-440 89/09/27 2pp. 51499 162- 
51499 163 

0910160001 Notifical-cn of cooporativo agreerr.onl ' .Maint & Operation of LPDP." 
awarded lo Un.v of Nevada Reno 

CUt’HilNGHAM.E M Picporty & Procuiomoni Branch FIN D-24160. 1iR0-"C 69 179 
89/09/26 GRIMSLEY.D H UiviSfon of Freedom of Informal on & Ptt raiori Se rv- 
ices (Post B0O2O5) SOUCER.J. NHC - No Doiailod Affi'lplian Given Ip 51523 172- 
61523 174 

“8910160002 Cocperai.vo ogreomeni "Mani & Oporaiion of LPDR," avvardoo lo Unv 
of Nevada Rono 

MOREHOUSC.HG Nevada. Un.v oL Reno. NV NlEMEvER.E O.vislon O' Cc i'rac'.s 
& Prope'ty Managomonl (Posi 890205) FIN 0-24169 Nf^C- 10-60 l7fl 09/03^28 
2pp 51523 173-51 523: 174 

8910160078 Notifinatcn ol contract oxoculion "Foasibhiy Study on Uso o' Ccramc 
Fuel Oaddng lo Reduce Seventy of iWR Accidents. ‘ awortfoo lo Garp'^a Enghro#. 
mg_ 

LltTlE.M Coniraci Negohation Br0nch-2 FIN L'l2fi0 n NnC-04 69 009 l>’]/C0/23 
GUSTAVC.R Pfog'am Mananomoni, Pol:cy Dovolopmont & Ar'a'ysls Sijll (Post 
870413) C05TAN2I.F. NRC - No Uelaled Aff.liplion Given Ip 51521 109 51521 205 

“8910160084 Coniraci "Feasbi'ily Study on Uso of COJOmIC Fuol Cmddir.g lo I'fTluo 
Sover.ty of LWR Accider'ts," awardod lO Gamma Englneonng. 

FElNROTH.H Gamma Ecnneofing WIGGINS.E J uivisfon ol Contracts 6 Piopbily 
Management (Post 690206) FIN L- 1200 0 NHC 04 09 090. 69/09/20 '2?pix 
51521.1/0-51521 296 

8910160107 Noiificorion ol co.nlract oxocuiion.MoU 45. lo "Fuol Cycle ilcons''i9 Assisi 
anco " Contractor Science Appi culfons mil Corn. 

MEEHAN.0 Contract Ad.miri8iralion Branch FiN D-1001 fl NRC 02 87-004 80/10/ 
06 FUNCHES.JL Pregram Manegnmont, Pohey Dovolopmont & Ano:ys s Sla'f l^os’ 
870413). TIKTINSKY.D NRC • No Delnfod Affil-alion Given Ip 51522 216 
51522 21? 

-^6910160110 Mod 45.iransfe.*rir.g funds from onu FIN lo anolhor.lo 'Tuol Cyclo I icons 
mg Assislance," 

* Scionco Applicaiio.na iniornailonal Corp (formerly Sclonco Applicable ns ‘r-c> 
EDGEWORTH.P J. Division of Coniracis & Property Managomon-l (ffosi 0OO?3'j) F v 
D- 1083 8 NnC-02-8? 004 89/10/06 ip 51522 21 7-51522 2 1/. 

8910160167 Notification of contract oxocution. ' Technical Assislanco lo Scppoil Opera 
lor Licons ng Activilios." Task Ordor 14. "Roplacomeni Exam at Calvoil c ill's Nucloar 
Plant " ConlraciorSonalysls.lrc 

ORENNANPA. Contract Adm nisfrahon Brancfi FIN L- 1289-9 NRC 03 89-03). fiO; 
09/27. W6ST.KS.. flOSENTHAL.WJ Offico Of NuCloar Roaclor RogLlai on. DfSClor 
(Post 870411). PULSIPHER.K. NRC • No Dola-locJ Affillalion Glvon. ip 5152D225 
51520.228 

“8910160169 Ltr Coniraci NRC-03 80-031. ‘‘Tecfmical Assisianco to Support Opcraloi 
licensing Activilioa.*’ defn ti7ing Task Crdor 14. "Replacomont Exam at Cah'cl Cblfs 
Nuclear Power Pfani ■' Accepted on 800027. 

BEIL.S. Offico of Adm n.slfallon (Post 890205). PETERSF-N.L.R. Sona'ysn nc FIN 
L.1209.9 NRC-03-89031. 89/09/22. PETERSEN.L.R. Sonniysle, Inc. 3pp 

51520 226 51520 226 

8910160170 Notification of contract oxocution.Task Order 12. “RopiBComoni E«fln ax 
Seabrook Nuefoar Powor Planl," to "Technical Assiaianco lo Support Opo/aiw I ■- 
cons ng Activ.Vos," awarded lo Sonatyels.lnc 

BREnNAN.PA Coniraci Administration Branch. FIN L-128U-9. NRC'03 69 031 09/ 
09/27. WEST.KS., ROSF.NTHAL.W J Off.ca of Nuclear Reactor Rngu'alloi. Dirocicv 
(Post 670411) PULSIPHER.K. NRC ■ No Dotailod AKiliation Qlvon. Ip 51522 202- 
51522 205. 

“6910160X72 Ltr Contract NRC-03-89-031,Ta9k Ordor 12, ’Roplacornoni Exam a I Sea- 
brook Nuclear Power Plant," to "Technical Assistance lo Support Oporator l'Consirv| 
Aclvities," awarded lo Sonalysls.lnc 

BEIL.S Olfico of Administration (Posi 890205), FIN L-12Q0-9. NnC-O3 09 Oai. 89/ 
09/22. PETERSEN.LR. Sonalysis, inc. 3pp. 61522 203-51522:206. 

6910160174 Noiification of contract oxocutionjask Ordor 10. "HaicU nopla;c rrvorl 
Exam," to "Technical Assistance lo Support Operator Liceriafog AcLvii ss/' awa'ded 
to SonalystsJnc. 

BRENNAN.PA. Contract Admlnisf ration Branch. FIN L- 1289-9. NRC-03 69 031. 6S/ 
^/27. WEST.KS. ROSENTHAI .w J Ollico of Nuclear Reactor Ronulalon. Oi/ocio# 
(Post 070411) PULSIPHER.K. NRC - No Dofailed Affiliatiort Given Ip. 61620 0^.4)- 

fii<;9nAcL«> ^ 
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“B91ttl60l7S Lif Conlfflci NRC 03 09 03'.1 asit OrtJo' lO. ‘ Haich Hfaplac^^rr-tjiil ExaT*.” 
Ic ' Tocrnical Assiaianco to Support Operoicr LiConsmg Aciiviiics. a/^aflJ♦^d lo 
SoiajSis.inc 

BE:L'-,S Olfce or Adrn n.sU8licn (PosI 000205) FIN 1-1200 9 NRC 03-89 03 1 &0/ 
09'22 PETEnStNLl=l Sonaiys's. InC 3pp 5)520 051-51620 053 

6910160179 Nolititaiion o1 ccnkaci ftKOCuli 2 n.Ta)»V Cfdnr 9. Nmo Vile Po ni 2 Roq-.iali- 
Icaticn RQ'aHe E<ams ' to rornmca' Asvsiatice to Suppo-t Cperaicr liccnsng Ar- 
I vViea ” awardci lo Sora'ySts.'nj 

BRENNAN P A Contract Anmci-sUat on O'anc'i FiN L 1280 9 89/ 

09/27 WEST.KS, ROSE NTH At. W J. OUco O' NuClonr RoadCf Hegwlai.cn. C.roc:or 
{Posl 870411) PUl-S'.PHER K NRC - No Delailo;! All UaliOn Grvoo ip 51505 141- 
51505 144 

-8910160161 Ltf Ccntraci NHC 03 00 031,TasV O'rtor 9. * NiOO M lo Po fil 2 Hci;u6'i* ca- 
■-on RotaKo Exams.' to ‘ Technical Asfnsianco lo Support Opfimior Lico'^sTg Acliv 
I as." alva/■c^od to So.'»a/vst9.rr,c 

BELL.5. OlliCO rf Adirlr.isirai on (Post 890205) FIN L- 1289-0 NRC 03-09 031. 89/ 
C9/21 PcTERSRN.LR So'ialysts, Ire 3pp 51505 142 51505 144 

891D160200 Nolilicaiion of rofMracl oxncvJtion.Mo’l 4.lo ‘ Slud/ ol Costs ol Fh/sica' So 
Curity Sys " ConiraciOf Mlro Corp. 

BCLl S Contract Adm.n.srraiion Ornreh FIN B 624/ NRC C*f77-lf4 80/09/25 
HALVOnSEN.J oilico ol NuCloar Rcgulaiorv Hesoarcti Oro':ior (Post 663720) 
IVMERWAN.W NRC - No Ceiaiod Afni alien Givon ip. 51523 i /O S 1520 I0i 

-9910160205 Mod -l.cocb'igaimg excoss lufuJs.tt) ' Study of Costs ol Physical Seci.nly 
Sys. ‘ 

GF.LLS MlTRR Carp MAHONEY.H C Div sion ol Con irncla & Properly Maraoemonl 
tPest 890205) riNQ.6?47 NRC 04 77 1 14 09/09/25 2|:p 51523 IBO 51523 IBl 

8910160227 Nouticaiicn of conlrocl oxoculion.TasK Order H. Tochneal Ass stance 10 
Suppofi Opnraior Licensing Aclivites Finorgoncy Ororalmj Protodufc & Refroslior 
Tre nng." awe'dod to Sonal/sis lrc 

BRENNAN.PA Co-nlracl Adm-nlsiration Branch FIN L- 1289 9 NRC 03 69-031. 89/ 
C3/27. WEST.KS. ROSENTHAL.W J. Oflico ol IMudefli floacior RegiJa'on. DroclOr 
iPoal 8704 11) PULSIPHEH.K NRC • No CeiaiVd Allilai'cn Cvvon ip 51523 102- 
51523 185 

-8910160228 Ltr Conlrac! NRC 03-89-03l.Tas« n.ch’/ydhny funds to •Tochrica' As- 
sistance 10 SwppO't Operator LIcuns’rg Achvilios brnorgoncy Oporatng Proceduio #1 
Ro'reshm Trai''ng ‘ 

Ctll.S. Oifico of Aa rinisfralton (Pofii d9020^) FIN L-l2rt9-i) NHC -03-89-0.7 1 09/ 
09/22. PETERSbN.L.n Sona'.ysia. Ir\c 3pp 51523.183*51523 185 

6310160255 Nolilicalion of contract oxocuf on.Mod fO.to *'tfso Of TvA Roacio.' SiTofo- 
let Facilities at Cnaltonocya.TN lor Train ng on Drowns Forry.Sogjoyah S Ueiolonio 
S mtlalcrs Cotilr actor TVA 

OUQOSC.fcJ.J Contract Admin Stroiion Branch nNfi 6Y1/ <J NRC-05 fj4. 153 69/09/ 
22 SPESSARO.n.l. Dwisirin ol Oporulisnal Agsossmoiil (Poal 870413) V'llF.R V.. 
NRC - No Dola.lod Alli.«aliOn Givon ip 51526 207-51526 209 

-8910160259 Mod lO.exlonding omorgor.cy dosol got’,orfrtO» cO'.ifsu ai r'o add cost & 
lorminatiny lease ol Harlsvilo Er.g'nocfirig model.to * Uso ol IVA Roac'or Snuator 
Faci'illes at Chaiianooyo.TN.lO' Training on Drowns Ferry ... ' 
jOE-JOHNSON.R Tonnossoo Vailoy Auitio/iiy UFLl.S Oiviscn of CcniraoiB & Prop- 
erly Managomoni (Post 890205) FIN B 8717 0 NRC 05 64 153 89/00/22. 2pp 
51526.208 51526 200 

691016026 6 Nolil-caton ol conhacl oxocut on.Mod i,io "N'liciear Power Roaotor 
Operations .Mods & M.a.nl Insp Sves.” Conlracior. Poroniolor Inc 
MCLEAREN.T Conlract Nogol'nllcn Dranch-l NRC.03 80 027 09/10/12 0AJWA.S 
OWico of Nur'ea*^ noyuiafcry Rosoarch D-rottor {Post 860720) WEST.S NRC • No 
Dula-teci Afli'iaiion Gwon ip 51527 013 51527014. 

“8910160268 Med i.amend.ng lofal amor.ni of conuaeVo ' Ntefeor Power Deaclo.' 
Cporat'cns.Mods & Malm insp Sves." 

LOFY.n A PARAME-TER. Inc FLYNN.M J. Civ.8ion of Conirai:ts & Proporly Monago- 
mam (Posf 600205) NRC 03 89 027. 89/10/12. Ip 51527 OM-51527 OH 

6910160297 NoMicailon qI contract oxccutlon.Mod l.lo "InvOSligai.ve Bvcs.'* 
Contractor AS Rosonthaf 

HALMAN.E.L Division of Conuocis & Property Manage nrent (Post 890205) FIN L- 
1 1889 NRC-34 89-347 09/09/27. CARR.K M. Commissioners OURNS.S. NRC • No 
Oefeiled Alfiiiafion Given, ip 51520 267-51520 269. 

-8910160300 Mod 1. Increasing coil’ng am ouni.ox tendi ng performance period.changing 
pro|oci ofhcor & changing address lor Ui'ling mstrucLons fo ‘’Invesiigelivo Sves*' 
ROSENTHAL, AS RosenihAl. AS HALMAN.E.L D.vis'on of Contracts & PfCpOrly 
Wanagomeni (Post 090205) FIN L-11899 NRC-34 69-347. 80/00/27 2pp. 
51520.268-51520 269. 

8910170061 Notilicailon Of conlract exocui'On 'Dovo’opir.eni of Roal Time Long Range 
Radioactive Plume Transport Simulaiien Model” aworiiod lo Pliysico' Research.lnc 
LITTLG.M. Ccnlraci NegoHalion Br8nch-2 Fin 1-12789 NRC 04.89-007 89/09/29. 
GUSTavE.R Program Management, Policy Dovolopmonl & Ano^sls Stall (Post 
870413). ACHARYa.S NRC - No Dola.lod Afii'iahorr Given Ip 5 153l001 -61533.126 

-8916170002 Coniffict “Ooveiopmoni ot Heal Twno lopg Rang© Rad>oact»ye P.’ume 
Transport Simulation Moclol." awarded lo Physical Resea«'chJnc 
SHIH.W.C Physical Research, inc. WlGGlNS.E.J Division of Coniracts & Property 
Alanaoemfwt (Post 890205). FIN 1.-12709. NRC -04 -09-097. 89/09/29 )20pp 

51533002-51533 120. 

9016170074 NoMicaiion of contract oxocufion "Nue'ear Power Reeefor 
Ope rat ions. Mods & Ma.nt Insp Sves.” awarded lo Paramotor. Inc 
MCLEAHEN.T. Contracl Negotiation Drench- 1 FIN L- 1342-0. NnC-03-89 027. 89/00/ 
29. DAJWA S. Office Of Nuclear nogufafory Research. Oroctor (Pesf 660720). 
WtST.S NRC • No Detailed AII.!loi.on Gwen. Ip. 51520 223-51520 075 

“8910170079 Contract. ''Nuclear Power Reactor OporsHons.Mods 5 Main! fnsp Sves," 
awarded to Parameter, Inc 

LOFY.n A. PARAMETER. Inc FLYNN.M J. Division ol Contracts & Property Manage- 
moni (Post 890205) FIN L-1342-9 NRC 03 89 027. 69/09/29 212pp- 51620 254- 
51529.075. 


8910170006 Noilicaiion ol corr^ract execuLon ' Se/e.'O Accidor.t Daia Qhse,*' awardcrj 
to SDA/(r*: Techn cal Svcs.lhc 

SViTH.PA Contract Necotiailon Drancn 2 FIN L-12709. NRC-O4.09*Oe? 69/09/29 
SHERCNUW Division ol Syslems Research (Post 860717) WCHTHINGTON.P. NRC 
No Detailed AM.lia^ on Given 3pp. 51532 1 15 5l532 233 

--8910170069 Cor>iracl Servo Accident Data Base. ’ awarded lo SBA/inii Tech'icai 
Svcs ir.c 

LiBOW.D Sma l Utslness Adm n.sireiion. * Inlornutoral Tcci'nical Services. Ire 
WIGGINS F..J C.vsion ol Cont'acis S Proporly Maragornonl {Post 090205} FIN L- 
12709. NRC 04 09*06/. 69/09/29 nSpp 51532 1 10-51532 233. 

0910170097 No: licet on cf coniract execution ‘ Technical Ass sinnee to Adnimsier Op- 
erator Lxflms lo Njc:©a' Plan Apj^icenis," Award Tos^ Ordor 4. "Harris Requailica- 
t on Exam." awarded to Sona:ysi3.'nc 

BRENNAN.P Coniraci Admn s'^alion Bra'ich FIN L- 1209-9 NRC-03 89 031. 69/09/ 
19. WESJ.K.S. HOSENTHAL.yy Off CO oi HuCoas neaciot HeouJahon, O/aclor fPosi 
670411) PULS'.PHER.K NRC - No Dnla'ed AlLlaton Given ip 51617 004- 
51637 007 

-8910170099 l.tr Ccnireci NRC 03-89 031, Toch'i ca' Assiste'^ca lo Admiristor Opora- 
lO' Exams loNi.clear Plan App! carits, ’ consisi ng ol Task Order 4, ‘Harris Requaiiii 
caidrt L>am" awa'c'cd fe Sor’aiysfs.fnc Tesfr Order 4 accttpied 
BElL.S. Office ol Adm nisiralon {PnsI 690206) PETERSEN. L FI Sonelysts Inc I IN 
L 1289 0. NRC03-8'J-03I. 89/09/08. PETERSON.LR SQna;ysl». Inc 3pp 

5 15J7.085 51537 037 

8910170148 Notificol:cn oi contract Oxoaihon.Tpsk Order 1 Gagnes', c EvO'uai Pns," 
awarded (o Paramafe.'.foc. 

KNOX.E ConUaci Adroir'.siraticn Uranch FiN D 22070. NRC-26 83 209 89/09/ 29 
SPESSARO.Rl,. Oftice Icr Anelyss & Evaluation ol Operaiional Oslo, Drecior. 
ALLISON. 0 NRC No Ootai'cd Affl^a' on Given <p. 51630.326 51530 332 

“6910170152 Lir contract NRC 26 09-200, Task i.oWgaimy luida.IO ‘D.agnoslic Fvai- 
uaiiorts.'' 

EOGEWOnTH.P J Contract Admh sirakon Branch FiN 0-22079. NRC 26 80 289. 09/ 
CO/22. LOFY.D parameter, tnc 6pp 51530 327-51520 332 

8910170160 Notliceiion ol conracl oxocuiion. ‘ Elfocts of Acmg on Porloffrance ol Nu- 
dear Plant Prossuro Transrr, tiers,'* awarded lo Ar^alysis & Mcascro.Torii Svc9 Co. 
LITTLE.M Ccnifrtci Negoi alien B'anch-2 FIN L-12769 NnC'04. 09-091. 00/00/29. 
GuSTAVE.R Pioqram Manogcmonl. Polcy Dova'.oprricni & Analysis S:afl (Post 
070413) FARMEn.W. NRC • No Oeieiied Aflil ahon Given Ip 51520 076 61529 235. 

•>8910170162 Contraci: "Elfocls of Ag.ng on Porforrnan.ee of Nuclear Plant pressu'O 
Transrriuors.” a worded to Analysis & Measuremonl SvC3 Co 

PETEftSEN.KM Anaiys s & Mcasufomonl Services Cofp W.GGLNS.E J. Division of 
Contracis 8 Property Maragomeni (P05I 890205). FIN I- 12769 NRC 04-89 091 . 09/ 
09/2W llOpp 51520.O77-51529 235 

8910170200 Nol.hcaiion Ol conlract execution: "Quorttiiotivo Ellocts of Worko-'/Dosimo* 
Uv on Dose Moascremoni by Simulation & Expof moni," owardod to Tochr.ofogy Inll 
Inc. 

LiITLE.M Coniraci Nogoiiat-on Bror.ch'2. FiN L- 12609 NnC.Q4 69 096 80/09/20 
GUSTAVE,/! Program Moraoemepi. Polcy Dovofopmont S Anabss Siafl |Posi 
870413). BROOKS.O. NRC • No Outai'od Affi laliori Givon Ip 51533:129-51533:254 

“8910170202 Contract. ' CtiarjJiiaf.v© E//ocis of Worker/ Dos mojar GooTicf/y cn Dcso 
Moasu'crno-ii by Sirn-jlalmo & Export mont.*' awd'dod to TncTno'ogy Ihll Inc 
HUSSEINY.Aa Tuchnology lrMefnfttlo.'>a‘.. Inc. WlQGiNS.E J. D.vislor^ cf Conuacis & 
FVofrerty Mar»ago/7»ar7f <Posf 850205) PIN t- 12600. NPC O4 Q0 090 09/09/20. 
I20PP 51533:130-61533:254 

6010200006 Wofificflfion of contract oxocuf.on.Mod lO.lo FecY.ry Sys Ana'ysis Sup- 
port " Contractor Science App^icat ons intl Corn. 

MCEHAN.B Contract Ad nr, isiration Branch NRC-02-e5 037 59/10/12 BAJWA.SS. 
Pconnfr'.g. Program £ Managciront S'jppcrf Branch CPos* 670-111). POLK.H, NRC • No 
Doterod AMliOllcn Given ip. 51668 257 61666 258. 

--891O20nO88 Mod f 3,eK lending period of pericrmfince.to "Facif ty Sys Anoiys's Sup- 
port ■■ 

WHITE. A.L Sciortco Appl.catiOhS Inlornaiionaf Corp (lormoily Sclanco Appi cal.ons. 
fnc.) EOGEV/ORFH.P J. Oiwslon of Contracis & Pronerty Managon^eni (Post 690205J. 
NRC-Oa 85 C07. 09/10/12 ip. 5150R 258-51560 258. 

8910230061 Notification ol contracl ovacul.on.Mod 2, to "interagency Agronmonl lor Ti- 
mesharing Access " Coniractof Dept of Haa;th & Human Sves. FDA /Par klawn Comput- 
er Clr 

OUQOSE.0J. Conlract Admin^siration Branch. FIN L- 1302-0 NnC-33-D9-l77. 86/ lO/ 
12 SCOTT.T S O.vlsiDn of In'ormailon Support Services (Post 090205) ALAM.R 
NRC - NoDotal'erl Affiliation Given. 1p. 51580 02Q-&t5QD;030 

“8910230083 Mod 2.obl'gating funds to increase total cei< ng amo'jnt & extending 
period of performanco to D00930,lo "Intaragoncy Agieomonl for Tirr.oshafing 
Accass *' 

• Food & Drug AdmlOiStretion BELL.S NRC - No Detailed Alf.l-aiion Given. FIN L- 
1302-0 NBC-33 -69-1 77. 89/10/12. 4pp 51590.027-51660 030. 

8910230065 Nol-hcalion of contract oxQCui'on.Mod 3. to ‘ Mail S Maasongor Support 
Svea.** Ccrrvaclof. SBA S^jbconr/actor. Dynamic ConcopiSslnc. 

HUGHES, A Contract Adrninistralion Branch. FIN D 1909-0. NRC-30 89 131. 69/10/ 
18. MESSFNGER.G.H. Division of Inlormatlon Support Son/lces tPo^l 800205). 
FOHNABO.C. wnc • No Oefa lad Aff.J-slion Gwen. ip. 61577 338 5) 577 350 

•*0910230087 Mod 3.Bd,usi.ng Irm fixed prica for Option Yr 1 10 roiled curonl wagn 
deiormlnaf^ & inco/poretmg rav/sed sidameni of work fo •'Mall & Messenger Sup- 
port 5 vc9.' 

* Smo'l Busieass Adminisiralion. * Dynamic Concopla, Inc EDGE WORTH, P.J. Oiwi- 
son of Cont(&cis & Property K*artaQ-orver>f (Paai S90205). FfN D- 1 909 0. NnC-39-09- 
131. 89/10/10 12pp. 51577 33D 51577:350 

6916230(67 Nottficaffort of c^ontract aJcea/t'OfT.* “Support of ARC Vondor insp Program." 
awarded 10 Paramator.tnc. 

HAGEY.H Conlract NegoiiaVon Branch 1 FIN L-1351. NRC 03.89-929. 89/09/29. 
wesr.s Offico or Nuclear Reactor Ragu/atfon. Ofrodor (PosI 0704? f). GREN/ER.B 
NBC - No Doia.lacl AfMiafon G.von. Ip. 51578 042-5 1 57B.1C6. 
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— fl9l0230l73 Contract ’’Support o1 NRC Vendor insp PrcgrBni. awarded lo 

PafafTBQtefJoc „ _ ... 

LOFV R A PAnAMtTFR. Inc r LYNN.M J. C ^is-cn cf ConlradS ^ f 

mont (Post a902CS). FN L-USI NnG03B9 029 B9/09/2J S^pp SI578C43- 

61578 1C6 


FOIA FREEDOM OF INFOPMATION ACT REQUESTS AND RELEASES 


-0910020081 Roq-OSlS Conlraci undor FIN B 8169 w/D F.lison by* COO 6 'jO?;^ A 
relate; d info by C O 8 890307 

WILLEH.G , G£.;DENSON.S Ho.jse o1 Rep. inlOfior & Insular Aifairs F N B-81E9 ^y/ 
02/27 2ECIU W Ccmm-ssionCfS 2pp 5137*1050 51374 067. 

-0010020064 Forwards author 880825 rnomo re coniraclual rnatters that ma/ bool M 
evanco (o Conpressmen Mlior & Geidenson 690227 Itr 

PARLER.W ORico of iho Genoral Counsel (Post 860701) 09/02/28 PnAD0jaN= J 
CongrOSS-onel Affairs 1 p. 5 1 374 05B-5 1374 058 


0909290133 Fnal response ro FOIA request fo: records App A records enci & ava lable 
GRIMSLEY.D-H Div:son o1 Ffcodcm of Irlormaton & 

690205). 89^09/19 BARaoUR.D A N jc leaf Molals. Inc ?pp 513^6 239 -5 1 336:333 

-0005160107 Subm IS ports re request ter dsposaf of Cdfcium ffuonc/e at Chetr^N^ 
Su'cs facility in Wyandotio Mi UndefstaTds tiai rectesl lor d sposa) of ca'ciur l.ucf-ue 
wll be rev.pAed by NRC w.ih n next ^ on. 

MOFFETT.D. Cameco (brrr.erly Eldorado Wtc'oar. ltd /Eldorado Roscj'coa. itd 80/ 
04/14 KNAPP .M DiviS'cn of low Ldvo! Wdslo Managemeni i Deccirm ss on ng 
(Pest 8704131 2pp 51308 330-51336:331 


-8910020090 Responds to 890227 Ur ro proposed terminaiiOi» of NRC onr,';1ii>yoo SRC 
requests that Corrmiltoo delor request for inlo ro ongoing invOSlig aliens pending :ct> 
p'olion of Invostigat ons 

ZECH.l W Comm ssionors 89/02/28 MILLER. G, Houso of Rup . lnicf<Oi A 
A'fars. Ip 513/4 069-51374 059 

-8910020094 Responds lo 890227 Itr re proposed lernMnaton of NRC employee NRC 
requests that Comm tiec defer request for Info on any ongoing invoshgai on p: vjir*} 
coT.plet.cn of mvostigaicns. 

ZECH.L W Comm ssioners 69/02/28 GEJDENSON.S House of Rep, n'C-^or A Irv 
S'Jlor /Vf fairs. Ip 51274 060 51374 060 


-8805160106 Subm Is nio ra proposal to send ca!c urn ‘uoriae to Stale of Ml tiazard 
eus was‘e rrgt s le.per 870920 leiccn Caia on ihcr.tm concentration of mail wi bo 

BUBOE^S^J Carroco (forrrofiy Eldorado Nuc’oar. Ltd /Eldorado Rescutces. Ltd. 87/ 
08/21 DRAGONEUE.K Regula'ory Branch 2pp 5133B 244 51338 329. 


“8910020103 Ads/ises «hai H Thompson nol to discuss anything re hvestgailo'* 
ing a'lopailons l>y Elison cn R Foriuna & associated personnel ociion w/Comrnd’oe 
djring 893302 disposition except questions on po'icioa aprocoduros. 

ZBCKLW Ccrrrnisslorers 89/03/01. THOMPSON.H Dep Excc D.r *c/ Nw MiMS 
Saioty.Saloguards A Oporaions Support (Post 890205) 4pp 51374 C9i-5'374 064 


-8010310662 Request addi in^o re risposai cf waste generated dunng u hojraltondo 
prodiiclon at faciiity.'nciudi.ng concGntrat.cn cl thonum & alternative sio lo/ cisposal 
BElLM.J Regulatory Branch 68/10/13 MCFFEH.D Comoco (fOfm0:ly Elcfo-'^do 
Nue'ear. Hd /Eidoiaoo Rescj/ces. Ltd 2pp 51330 332-51336:333. 


-0811040353 Responds to NHC qjs'y re ihomm conieni of Camoco calc urn fluorda 
waste. showing that concentrafen nol exceed rg ong part pOf nr Ibn & n'orning NftC 
of p an to pj'sue disposa' w/Charr cai Was^e Mjt Co State of NY per NRC Ur 
MOFFETT O Cameco T/o.'merfy Suchtir. i.W/t ‘dorado Resou/ces, Ltd. 68/ 

n/03 BEtl.W.J Divison of lew Level Waste Managemoni & 0eccir.m.S9ion:rg 
(Post 670413) 2pp 51336 334.51338 338 


-8909290134 Roquesis assisiarco In deicrmng w.hch Coi n t en apples to mails ro- 
quested for exemption m Eldorado Rusourcos Ltd 070126 Ur. 

BRUCHMANN.G W Mich gai. Slate of Q7/C4/21- LiCKulS.R. Reg on 3. Ofc of the Di- 
rector 3pp 51338 241-51333 243. 

8910020010 FCIA request for ail documents fuirlshed to C Ho'lhaus under fO»A OU* 
293,:nc'uding roquesl Ur ^ 

BRYAN DC Texas Nuclear Corp (subs o' Rarsoy Engnoenno Co) 09/08/ tl Oivi* 
Sion of Froedem of hlormailon & Pub cai ons Services (Post 600205) 2pp 
51344 352-51344.353. 


8910020024 Pan-ai response to FOIA renuest App A recc'ds ava fable in PDR Nctice on 
procedj'os lor obtaining records irom PDR enctw/o notice. 

GR MSlEY.D.H D.vis cn of Freedom ol Ir’lormatiofi & Pu-li' cm ons Services (Posl 
B90205I 09/09/20. 9RYAN.OC Texas Njc'oflr Corp. (subs of Ramsey Ergir-oering 
Co) 2pp. 51344 364 51344:355 

6910020030 FCW roQJOSI fa* NHC t>/ocvromr,rl rcquosl tcf GSA Case KMA BO- OOO 

did asoboi. 

DAG'JT'S.SJ Soqjonl Ce.mputo* Svbiorrs, lee 83/03/23 FlTZGERALO.C £ NflC • 
No Def ailed AfNialcn Given Ip 51344.358 51344 350 


0919020034 Fnal response to FOIA reqjosl for ncc'ds App A records avai’oh'o in PDH 
ungsr FO.'A 89 350 iMilno') Nol CO on p/oco<ljros lor obiainng records from PDR 
ontiW/o notico 

GRIMSLEY.DH Oiv.slcn of Freodom ol In'o'mailon A Publications Serv.cos (Posi 
890205). flD/09/28 DAGUTlS.SJ Sequtml Com^qjlcr Systoms, Inc 2pp. 61344 350 
61344.360. 


8918929930 FOIA requesl for NRC procu'emort roquost whch foqulred acqusitfon of 
ofc automalio.n cqupmenr.solivifare.mani & support bvcs lo' lac lihos under OPA KWA 
80-0313. 

0AKER.D.W ST Systems Corp 80/C&/ 1/ rnzCiERALU.C E. NRC • No Doiai'od Af. 
filia'ion Given. Ip 51344 349.513-14 340 


-8910020109 Ack response to 800306 Hr ra NRC invostigaton of Ole ol nvLS;ca'>or>$ 
personnel Conduct ol Commssion In mvost-gation of fo/tuno sheiroful & NRCVxii.J 
Irrmodiaiely roinsieio Kortuna ponding JuUgo Roaonihal investigation. 

GEJDENSON.S . MILLER.G Houso of Rep . Interior & insular Affairs 39/03/22 
ZECH.L W CornTi^asioners. 4pp 51374 C65 513?4 008 

“B9 10020 1 13 Requests responses to ’istorl questions ro NRC handli"Q of intc nai ir^ves- 
tigation involving allegaiions raised by D Ell son (n Aug lOOQ by C.O li 8!>0iu 
GlCNN.J. Sonnfo. Gove.'nmo/uaf A/fa'rs 05/04/05 ZfCH.L.W. Cerrm ssionors 4fpp 
51374.C69-51374.100. 

-8010020116 Adv.ses that listed amojnls woro paid to D Etiison in Sop! lOdG per sves 
under Purchase Order 08-1303. 

OlAHAJ.L. Assisianl for Ope'altons (Posl Q90205) 00/03/27. ..’CMNSONO ARC • 
No Deiai’od Affi'iatlo.n Gwen 4pp 51374 110-51374 1 13. 

0910030329 FOIA request for all momos.ltrs A (focumeniailon eupcc ting i/ro sHto 
moots contalnod in Martn 890530 memo lo VVG Kerr ro recruiime.nt 
YOUNG.T. Norlfiorn California Council ol Black Profoss:onal Engroc'S 60/09*1? 
CARR.K. Comm. 8 Si 0 .'*er 8 2pp 51304 202-51394:204. 

-8910030333 Rospords to 890516 memo roquesiing info ro EfiO acivorr men's &f 
Rog:cn V du.^ng current 8ES ruling period.Oiscussion of achluvonionts enc> 

MaTITINJ B. Rog cn 5, Ofc of the Oirecior. 00/05/30. KERR.W.B Ofc ol Sm^ l M> 5 - 
advantagod Bus russ UU'izanon A Civd Bights ip. 51394 204 51 304 204 

8910030338 Final rosponso 10 FOJA request for rocorUs App A rocords Ohcl & o*A<fablo 
In PUR. 

QRlMSLEY.D.H. D.v.so.'i ol Freedom of Inlonnaiion & PubEcohO'n fcivKcs (PoU 
0dO2O5l 09/ JO/ 02 YOUNG.T. Nortbom CaiifomiQ Co'jncJ of O/flcV Profess >ra frv' 
noors 2pp. 51394 205 61304:221. 

-8910030344 Ack receipt ol registration for I4th Annual Dinck Eng'i-ovimg 8 Fiicixe 
Studonts Adaoc.SchGOuio of ovonts dhcussod-Rolatod info (*ncl 
PAUL.N., WHITE.F. WHITE.L.W. California. Univ. of. Qorko'oy. CA. 007)2/00 
OnoCK.e. Region 5. Ofc of iho Dirccior. 15pp. 51304 207-51304:221. 

891006000S FOIA roquosf for absiract of company who roccivocJ award 6 cc-mraTucy 
rosnondinn to Sol.cltaiion RS-ARM-69.161 

SHELTON.!. FSM Leasing. Inc. 09/09/13. Contract Nogol'anon flmnth-v Ip 
51405:?G1-51405.281. 

8910080006 Final response to FOIA roquoai for records App A rocerd w ll.’ C d (fit 
FOfA exemptions 4 & 5) 

GRIMSLEY.D.H. Div.slon ol Freedom ol Inforrnaiion & Publicabora Sorvitos (Po^t 
890205). 60/10/04. SHELTON.T. FSM Loas-ng, Inc. 3pp 51 405 262-51405 ?64 


8910020043 Final rosporso 10 FCIA roquesl for rocerds App A rocoafa avaiiab!© in PDR 
under FO.'A 09 350 (Milnor) Nolico on procodj'us fO' obialnng records Irom PDR 
er.cl W/o noiioo 

GfliMSLL'Y.D.fl. Division o' fVott'o.ni of Informahon S Piibk cations Scrv.ros (Post 
000205) 09/09/26. BAkEH.D.W ST Systems Corp. 2pp 51344:350-51344:351. 

8910020049 FOIA roquGSi for APR rosj ting h Do'ogal on u1 Procuromcnl Auihonly 
KMA 89 0313 

MILNER, Cj. INPUT, hc 09/00/10. GRlMSlCY.D. Oiy-s on of Froodom of Inlofmobon 
& Pub'icasons Sarv ces (Posl 6902C5) ip. 51344:343.51344:343 


0010109293 f'OIA request lor "Ouartofly Ropt on Status of Conlominniod Sius. ' isst^od 
aflor &90327-3 1 meetings in Wastiington.DC. 

OURGiN.n E. Nuclear Energy Sorvicon (NE5) Mnnufactijr im 89/0r/?( 
ANOensaN.K. NRC • No DefeJad AlWalion Givon )p 51405285 5 1406.2 95 

8910100297 Finol rosponso lo FOIA request lor records App A record ore: 6 avaiab’o 
in PDR. 

GniMSLEY.DH. Divis'on of Freedom of Information 8 Publacnllons Services (Post 
000205). BO/ 10/06. OURGIN.R E Nucluor Enorgy Services (NES) Monu'aclu .ng 2pp 
61405 266. 5 1405 303. 


0910020054 F-nal rospenso fe FOIA request for records Roleasablo portions ol App A 
record ertcl App A rccc'de pan-a'ly withhold (ref FOIA Exornpi o.i 5). 

GRIMSLEY.D H. Dwislo.n of froodem of iplcrmation & Put>i -cations Serv ccs (Post 
690205) 09/09/26. MlLNETR.C.J. INPUT. Inc. 3pp 51344 344.51344:346. 

-0010020057 Pail ally wiihlield APR for ‘ NRC Ofc Automation Tochnelony Support ■' 

* NRC - No Dolaled Altdiallon Given 99/00/01. 2pp. 51344 347-51344:346 

8910020074 Parial rospo.nse lo FOIA request App l A portfona ol Aiws J & K records 
end & available In PDR Apps J & K records partiaiy withheld (rol pOia Exompten 6). 
GRIMSLEY.D H. Division of Froodo-Ti ol mformai on & Publ caUcns Services (Post 
890205) 80/09/26. AIHOZO.D. Inside NRC. (McGrawHil Publcal-cn). 5pp. 
51374:030-51374:113 

-9910020976 Responds to quoshens ro estah'shmenl of irvformant furd. Author nol 
aware of any budget (jsitflcation tfaia :n existing auihonly oull'orwing establishment of 
fund 

PARlER.W.C. OIIico 01 the General Counsel (Post 860701) 80/00/26. 

C0NNELLY,SR. OfliCe of inspector 5 Auditor (Pro 890417). I2np 51374 044- 
51374:055. 


-8910100308 Forwards status ropt on contaminated altos in flOG'on .li fur Apr S<p1 

loao. 

NOnELIUS.C.E. nog on 3. Ofc of Iho Direclor. 89/09/29 CUNNINGHAM R E 
of Industrial /I Modicaf Nuefoar Safety (Post 670729J 36pp 51405:260 514-35 J>)3 

9910100317 FOIA request for 9 listed documents in License 34-10854 0i tiios 
STEIN.S.J. Advanced Medical Systems. Inc. 00/09/21. ANDERSON.K Pog^r 3. Ofc 
of Iho O-racior. Ip 51480:107-51460.107. 

6910100320 Final response to FOIA request lor records App A rocords onci 5 Bvajiab'-e 
in PDH. 

ORIMSLEY.O.H. Owislon of Froodom of Information & Pubtical-Ona Sorvreos (Post 
890205) GO/ 10/04. STEIN.S. Advanced Modical Systems, Inc. ?pp 51460 1$3- 
5fA60 277 

“8702260016 Forwards Insp Repl 30-19326/07-01 on 870109 ro replaceTovM ol 
SODECO timers In ATC/Pickor C/9 lelolhorapy unit at Bali Memorial Hosp m 
Muncle.lN No violat ons noted. 

WIEDEMAN.D.G. Region 3. Ofc of the Drecior. 07/02/12. MURRAY !) Atom Me- 
chan.cal Co. 71pp. 51460 207-51460.277. 
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“8702250021 Insp Ropi 30 193P6/8/ 01 on Q70lC9K'o violalions ro^Od Major areas 
(rtoGClod procedure involving roplaLOn'.oni of SODECO l.mors it ATC/P.ck.or C^9 lol 
e'.rerapy ur.ils Oerai S of msp irc:i-dod ir» one'. RE Bur^'n 070P03 mDOiO 
SUPGnV.ne Re^fon 3, o^c of 1^0 0.fecfCf &7/02/11. ip 6 f 460 204-5 H60 206. 

“8702250030 Discusses msp of Liconse 34 19854-01 on 870109 ro rej)?accme''l o' 
SOO^CO timor in ATC C/12 le'othorapy unit T rnors replaced n response ?o erd IE 
&l.n 86 004 NS Menon & G Carlson 861222 memo a'ao enci 
OURGJN.H E Regcn 3. Ofc of Jno Diczios fEB-86 ODC 07/02 '03 Rogron 3. OfC of 
l''eC'ector 2pp 51460 205 51480 206 

“8ro72S0037 Acfvisos thal repfacoTient for firr.er m ATC te'ciherao/ iin t schedufod (or 
870109.0 Murray 861211 Itr.lE Bu'ieim 86 004 & pholograph of C/9 irnalrrioni lirncr 
kil eeci 

MENOM.NS Oa'I Memorial Hosp . Muocic. IN lE0 a6 004 86/12/22 MALLETT.0. 
Reg on 3. Ofc of fho Dreefor. 3pp. 5K.60 198 5M60 203 

“691D180323 D.scusses Alonr MGchar.ieal Co 861121 plens & spec» for tirror la to- 

0 aca Sodeco liT.ors por NRC Bulloi n 88 0C4 

MCCANN.GM Reo'On 3. Ofc of Iho Oi'ocicr IE0-86 CO4. 86/ 12/ 15 Region 3, Cfc cf 
Iho C.'ocicr. 7pD 51460.190 51460.196. 

“6910100326 KorwareJS Amend 4 lo LiCOnso 34 10854.01 W/0 end 
MCCANN.GM. Region 3. Ofc of Ihe Oi'cclor. lEB 86 004 60/12/16 MURRAY.O. 
Aiorn Mechanical Co ip 51460 197-51480 i07 

6910110035 Partial rosponso to TQlA rcquuSl for records App D & C raco'ds avalat^lc 
.n P3R App C records enci 

GRiMSl.EY.DH Ov.spn of Kroodem of informal on ft PviWtca lions Services IPosi 
8932051 89/10/04 fVOL 7f-fAUS C J Ho'dWuS. Cj 3pp. 51464 fe/-5M6*f 169 

“8002130604 Mail/Byprcduci Liconso 42 01405 04 for Ramsey Eng rob-irg 
Co.A'JSlin.TX aulhofi? rig uso of byproduct malls/Atomic Numbers 3 iti'Ojgh 83 ft Am 
24^ sealed sources lor Insiaiiaiion into or rorrovai from uacur.g devices 
GLJNN.Pfi Maiar-als Lrcnns.ng O/anch 4pp 51465 007 51465 Of » 

“8002140136 Applicalon fo* mall/byproducl Iconso for Ramsoy 6nQincor.ni> Go.TX Nu- 
clear C.v eulhonzinQ byproduct matfs w/Atem e Nunr.bors 3 6.1 ft Am.24t fo' mbfo'fa* 

1 on & mami o1 devices Tram r.g manual onci 

HENPRiCK WG Rarnsny Ergineormg Co 02467 80/01/05 lOPpp 5M64.I90- 
51465:005 

-89191*0043 Aoicf:d l to Lcor»so 42 01465 04 for Ramsey Bnjr.ooung Co. eddr-rg 
possess on & use of 5 mCi Cd 109.45 mCi Fe 55 & 5 uCi Am 241 in Tones Nuclear 
Moca' 92CQ sor.os enaly^or for domcnsiration.f.o'd uva'uat.on & a'loy moBstromonfs. 
GU NN,P R Materials l.icons’ng Branch 01/08/13 Ip 5 MB5 006 5 1465 COO 

B9f0l&005? FCJA roqi/osi for EDO mnm&rnndom to KRC /oQo'aicry ifjipazf swfve/.es 
rel ry Chairman Carr m 090615 NRC opon mnoi>r,() 

W LUAMS.O.Q JRA Asscoaios ORW 09-190. 09/09/15 GRlMSl EV.D.H NRC - No 
Oetai'ed Aff.l-ation Givon ip. 51535 348 51535 348 

6910160058 Final response to FOIA toquo&i for (Jocumonia/\pp A dreumont o.‘'Ci ft 
av8 ‘atio In *>Dn 

GRMSLtY.DH Division of Froodom of Informaton ft Pt^blcalons Sorvioos iPosl 
6932051 69/T0/f2 WfLLfAMS.OG JRA Asscc-afos. 2pp 51535.347-51535 350. 

-6906150046 SECY-89 238 Informs ComiMssOn o1 nreposed sonioi mgi survey of 
moact cf NRC aciivii os on snfo operation of rv..clonr ppMor plants 
TAYiCRjW. Ofc of the Exoculivn Orodcf for O,'ii)rai:ons 80/08/01 2pp. 

51535 349-57 535.350 

6910160'0&7 Final response lo FOIA rottunsl lor iJocun'.onia.App L onci ft availsblo m 
POR 

GRIMSLF.Y.D H Division 0l Freedom of Informaliun ft Pub'iCaTons Scvicoa fPoM 
P9C2C6} 09/ 10./ 12 AJROZO.P Jnsido NRC |McOmwH/f rrjf>IJcat on) 2pp. 

51536 322-61635 345 

-6970160069 Forvuards purchase ordni fifes fn enfiroty in rospensu fo 663307 memo 
rand um 

HAlMAN.E.L- Divis'on of Froodom of Informolicn ft Pub.isat.cnr, Services jPosi 
830205} 89/03/02 ORADOURNE.JC ConofOSS-onal Alfa rs 20pp 61535 326- 
51535.345 

8910190144 Arnonds FOIA request for 1st Of casos ir.votviru reQulalciy acilon on part of 
NRC dial have ted to criminal convictions ft Vsi oi ail NRC ntericek vclaiions tesuU- 
mo in civil penally 

WElT.A M Alpha Omega Tochnolcgy, Ihc EA Ofi 017. 89/09/27 LAVINS.D. NRC - 
No Detailed Alh'itiiton Gtvon 2pp 51542 000-51542 000 

6910190146 Final response to FOlA roquosi for records Agoncy records subj to roqcosi 
enci W/o onci. 

GRiMSLEY.D.H. Dlv.s^on of Freedom of informai'on ft Pub'lcationa Sorvicos <Posl 
89^3206}. 89/10/16 WELT.A W Alpha Omega ToclinoJog/. Inc ip 51542.090- 
5l642:t390. 

6310190162 FOfA roquosf for J Parifow 890000 nicm.o rp ono-syS naf mooing SAR. 
WILLIAMS.O G JRA Asiiociaios OGW-89-l6t. 80/10/02. ROBINGON.L.I, 0, vision of 
Froodorn of information ft Pub'icaiions Services (Post 890206) Ip 51642.006- 
51642066 

39*0790156 Fr.ial response lo FOIA roqc/esl No records seb/ to roQuest tocaied. 
GRIwSLEY.OH Division of Froodom ol inlormaton & Publcaiions Services iPosi 
893205) 80/t0/16 WILLIAMS.O.G. JRA AssociaiGS. Ip 51542 087-51 542:08? 

8910200025 Pifih partial response to FOlA requo&l App I records enci ft avai'abla in 
PDR.Porlrons of App I /©co'ds wdhheW fref FOfA fc'xompfmn 4) 

GRIMSi.EY.O.H. Division of Froodom of information ft Pubi cations Services (Post 
893205). 69/10/16. BAUMAN. L. Qovernmont Accounlability PfojQCt 3pp. 51542 1 18- 
5t542.*46. 

-6910200028 Forwards san-ttzed version of In^p Rept 70*ttl3/84-0G on 040402-06 ft 
r.onco of vioiaiion, 

STORR.J.P. Reflion 2. Ofc of the D rector 04/05/09 LONG.-l A. Gonerel Elecit.c Co. 
2pp. 5 1542. 123-51542 124. 

-8910200030 Partislty deleted notice of violation from insp on 840402- OGVio'aVons 
nofed.licensee fa.iurs to correctly caicu'ale limits of e.‘ror lor shipment of u'ariyl r-iirqio 
sc'ul.on a failure to fol'ow procedure. 

* negfon 2, Oic of Ihe O.rcclof. 04/05/00 2pp. 57542 125-57542 128. 


“8910200033 Sar* “'/ed vo'sion of Insp RepJ 70-1113/84-06 on 8.10402 0& Violafo-is 
noied Major areas nspeciod fo.lowtp oi items ol noncomp! -ance ft previous nsp 1 nd- 
ings. 

PtCffAROSBl. MCALPfNE.EJ Rcgioiy 2, Ofc of iho Oreclo.*. 84/05/00. 6pp 
51642 127-61542 132 

“891020003B San tized memo discussing /ecomn*.or.dati5.n resulting iroin Insp Repts 
70 1 1 1 3/83 28 ft 70- 1 1 1 3/64 06. 

MCALPINEE J Reg oi 2. Cfc of iro 0 rector 04/05/16 SMiTVI.C.N. Fuel Faci ity 
Safeguards l^cans ng 8*anch (Pro 850707) 2pp. 51542 133 5 1542.135 

“B910200051 Saritzed insp flopi 70 1ll3/fl4 05 on 640326-03 No ncncornplianco 
oDiodf/ajor areas •.nspecled.rreaSLfonionts ft In'ernal contro'n 
TODD.GA.. OATtS.JW. MCALPINE.E J. Region 2. Ok ol th.e Oiredor. 8-1/05/09. 
5cp. 61542.136 51542 141 

•-8910200053 Forwards pariioil/ dolotod response lo noncempi ances noted .n insp 
Repl 70-M13/84-C6 on 64040? 06 Cor rpet-ve actions respuns-bto inJviii^afs wJf to 
insiructod ft operators ir^.sirucled re .nfen( ol procodura & appropriaia mothed. 
VAUGHaN.CM General Electric Co 84/06/07 STOHR.J.P Rngicn 2. Oic of the Di- 
recicr. 5pp 51642 742-51542 746 

80*0200057 FCfA foqtofll for Ofc Of fnves if gallons rept to testing of /asf<rr©ra nsfaTfed 
at laciity 

JONES.S f'ert Worm Star-To’eg'am. Fori Worlh. TX au/OS/08 NRC - No Doia led 
Alfi lation Gven. tp 51542:103 51542 103 

£010280058 Final resp-orisa fo FOfA reguesfApp A records told'fy w.fhhefd <rof FQ.'A 
Ejiorrption 7) 

GRIMSLEY.Oh Dvison of Fraedcm of inlcrmafon & Pub'caions Se-vicos (Post 
690205) 09/10/16. JONES.S Fen Worm Siar-Toiegtam, Fort Worth. TX. 3pp. 
51642 104 51542 105 

8910200063 FQ A request for l.sl Ol a'l cases .nvoTAng roQu atory acton on pan o? NHC 
lhai have lead to enr nai convictions 

WELT.A M. Alpha Omega Tecbnology, Inc 09/09/ 1 5 NRC - No Delalocl Aliiiiaiion 
Given Ip. 51542.107 61549 lO? 

8910200070 Fnal response to FO‘A requesl for records App A rcccfd onci. 
GHfMSlEV,O.H C/wsfon of f/eodo/n of fnfo'maiion & Pubxelcns Servees (Poat 
090205) 09/10/16 WELT.ATy^ Alpha Omega Techno'egy, Ir.c 2pp. 51642 108- 
51642 HO 

“6910200073 L'st of Otc of invcsl-gai 0 ''S casos resu’tng \r\ OOj cor^v Cl ons as ol 
69rOlO 

* Office ol Invest gat-ons (Pro ODO 201). 89/ 10/10. ip 51542 110-51542.110 

8910200076 Partial response lo FCiA requ-osl App C records enci 
GRIMSLEY.OH Div.so.i of Freodom of ihfcrmatoi ft Publications Sq.-vices {Post 
690205) 69/10/18 SAL ANT, JO. Newhouso News Servko. Washington. OC. 2pp. 
61642.111*51542 117. 

“8010200078 Tochrlca' Issue sarrma'v ro hgh level raU alien/ coniaminolicn area at 
laci'-ty.Uconsee hirou conir actor lo c'oan up ccniam.nated areas ft work 
continuds Augmented insp Toani uispatche-d to rov.ow uso oi sub basement rcr stor- 
ago 

* Rogion 1. O'epf t7:oCfdcfOf 09/Cfl/23 2f?p 51542 1 73-51542:717 

0910200093 FOIA roquosi for records ro NRC ordered sh.jldowri ol Units 2 & 3 on 
87033 l.posl-shuidowri invastiflaiions or bases 10' shutdown ft post-shutdown ir.vosti 
gallons. 

JONES, N.K. Shaw. Phtiran. Polfs ft Trowti'idgr* 80/08/26 NRC • No Dofar'eJ Alfii 
alien Given -fpp 51542:147-51542:1 50 

6010200099 Pahal rosponso to FOIA request App A records onci ft available :n 
POR App 0 records parlia'iy wiihho'd (rof FOlA Eitomptlons 5 ft 6) App C records to- 
tally w.‘,hhf>((* {ref FOlA Exemptiens 5 ft 7| 

GniMSLEY.O.H. Division of Freedom oi inlormailon ft Publicaiiona Sorvicos (Posi 
690205) 69/ 10/ 16 JONES. N.K Shaw. P llmnn. Polls ft Trowbridge 7pp 51542:161- 
51543 014. 

“BOO1O4O405 Submits Inionm nsp ropi on laci'ny oporalor rehabi'.iahon irah.ng pro- 
gram on 07C92l-P5.PufpO5o of Insp Included observaion ol ■•Peoplo-The Foundailon 
ol 1-Kce‘fenco,*' tra/.'»-ng program ft .nloA'iOH'S w/oporaio's 

PEnSENSKY.J j. Human Fee to's As sGSsment Branch 67/12/20. KANE.W.F NRC ♦ 
No Delai'od Alfl' aiion Given. t3pp. 61542 297-51642 219 

“8910200103 Forwa'ds hat ol escalated enlorcomeni acilons lor Units 2 ft 3 from Apr 
fOQf unM 0rO33f order Rotated kfo oncf 

QAlLO.RM. Region |, Ofc ol Iho D.rocior. EA-01.031. 07/04/00 KANE.W.F. Region 
1. Otcoi me Director. 37pp 61542:158 51542:194. 

“69 10200 1Q4 Forwards so'f onpianaiory memo ro faci'.ty invest gallon. for inlo.Relaied 
into end. 

MCGOLDR‘.CK.J.D. Phiiadolpbia Electric Co. 87/05/2B. MU L LEY NRC - No Dota led 
Affi'ialion Givon 12pp 51642 195-61542 206. 

“B9 10200 113 Adv.ses that findings or Ofc of investigations Ropi 1-87-C03S1 indicalo 
mat no lurther enforcerr.oni oci on approprlaie re inailoni veness prob'om & mgi 
know'edge or invo'ivemoni in problom Rolatod info end 

L1E8ERMAM.J. Otc ol Bnfo'cerrant (Post 070413). 89/04/03. flUSSEtl.VV T. Region 
1, Ofc of the Droclor MURLEY.T E. Ofl-co of Nuclear Reader Regulation. Director 
(Pest 070411). CHANDLER.L.J Olfice of me Qenoral Counsel (Post 860701). llOpp. 
51542:220*515-12:330- 

“8310290239 "Repf of Invosf ga ton, kvosffga iron of Affeged NRC Wrscondpct." 

* OlfiCQ of InspGClcr ft Audlor (Pro 890417). 87/07/10 20pp. 51542:340*51043.011. 

••8910200242 Forwards watch rotation for msp 87-01 at plant mspoctors not previously 
badgod should plari lo arrwe al site l h bofora tst shitt watch lor s'.to access process 

c8wGILL.C,J Req'on l, Oic of the Director. 87/03/27. MURLEY.T.E . KANE.W.. 
MARTIN, T NRC • KoDeiailed Affi laJion Given. 2pp 51643 012-51 543 0*4 
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8910240?'91 FOIA roquosi lo^ all docu 'enis directly or irdi*oc::y roatea ir> a904?^ J 
tec!i/e ffcn EDO re setiio.'flort^ ag*o 0 meii&. 

KCHN.SW Kcin. KoFn & Cc'ap nlo. PC Honr.Ofl^ Kohn & Assoc a!G9) 69/08/02 
STElLO.V Ciccf Ej(,eciilivo C 'Oder for Oporaions Ip 61 S78 130 5 »57Q 138 

8910240293 F.na' fasporse lo FOIA rcq.jcsi for records Aep A record awa labile n PDH 
GRiMSLEY.D.H Dvs^on ol Freedom cf Ir^fcrmancn a Pu‘j'icatior>9 Services {Post 
890205) 89/10/19 KONN.5 M. KoTn. Koi'.n & Co'apinlo. P.C lforrr.o*-ly Kchi & Asso- 
ciates) 2pp 515/B 139 51578 MO 

8910240297 FO'A request Ipr ccrrp ai qn o' a', requosis made to or by NRC re Alpha 
Orrega Techrclog/.inc 

Vr£tT.A W. A'rha Cmegg Techno' eg/, TiC 89/09/23 LAViNS.D • No OeiaJeO 
Affiliation Given, ip 5l67a i41.5157B.141 

B910240302 Fir&l response to FOtA req*^osiND a&ency rocoteJs subj to request located 
GHI'^SLF.V.OH Oi/iscn o* Frondon ol Intormalon & Putl’cat'ons Senificos (Post 
8902C5) 89M0/19, >^lEL^.AM Alpha Crresa Tecrnclogy, inc. ip 61670 14?. 
51576 142 

8910240313 FO A rcqjesi for winning techTCOlmQl & cost pfOposa' ro a/varil ol Cor., 
tract hRC‘3@ 88 230 tor provision p* ITS end- user support svc» 

WEALS.SO Emerging Technology, ‘r.c NPC-39 83 230 86/07/10 SMITH.PA 0*vi. 
Sion cf Cof tracts & Prepe/ty Maragomonl (Post BS02C6). ip 51578 143.51 578: M3. 

B9 102403 10 Final responso Lo FO!A reguesi.App A rcco'ds avai'eble n FOR. 
GRIMSLEY.O H. Division of Freedom cl in'crniat-oe S Pu*.::icaiior.s Services (Post 
890206) 89/10/19 f/EALS.SO Emerging TeCliro'ogy. Inc 2pp 51576:144. 

51678 145 

8910300045 F na'> ro^ppnse Jo FOIA request /O' roccifrls .App G 8 H reco'ds ava m 
FOR Apo H & re'easab 0 poAions oi App t records end App i records parta ly A.ih. 
hold (ref FCiA ExetT.pl ors 5 & 7|. 

GRiMSLEY.OH Drv.sion ol Frerdom of lolormaiion 8 Put'icalions Sorv.cos (Post 
690305) 89/10/19. GROCK W. Massachj setts. Ccir.monwo6Uh cf 6?p 61634 161 * 
51635011 

-89QBO7O046 Rct^ests that quest ors re ul I ablity ID ope'aie plant salely.por p'oeeduf- 
al inadequacies.bo there jghly ad-Jrcssed bo'ere ttflhcr low powor operations pernriii- 
led ai o'am 

MARKEY.EJ House Of Rep B3/C6/33 ZECH,L W. Co.Tim ssior>ers 2pp 61634 211. 
51634 212. 


^8908100098 Discjsses activiies 1c» ol 090627.0703 Cn 893623. Iransor.t occvred 
at Scdbrook due to steam dump vaNo /al jro.Marual sc'am inn alcd 
HODGES, MV/ ReaciC' Syslems Qrarch (870411 893826) 09/C6/27. ThAOANI.AC. 
Assistant D rector fer SySietrs (870411.890820) 44pp. 51634 167 51 634 2 10. 

••0910300046 Rev 2 to ccia/ed SrS :oxt. ‘Sieam OtrrpSys. * 

OURKE.K J . HAWLEY. R J , R.CHAROSO.N.P M Fuciic Service Co. cf New HarrpeV'a 
06/10/15 110pp. 51634-213.51635:01 1. 

0910300200 FOIA roquest for documents noi provoasly pub' cly avai'ablo re fuel cycle 
fac lity 

DARKE, J rai cn Not Assigned. 89/C9/10 GR MSlEV.D.h. Oiv.s on oi Freodem ol 
Information & Pu fi Cations Ser,r. cos (Post 890205) 2pp 5 163S 012-51635:014 

09 10300226 Fins' response to FOIA reqjosi App A rocofds end & ava 'able m P DR. App 
B records wthheld n entirety (rol FOiA Exemphon 5). 

GR MSLEY.O.H. Orvision cf Freedom of informaiicn & Pub* canons So-n/jeo-s (Post 
890205) 09/10/28 DARKE,J Alii anon h'oi Assrgned. 4pp. 51635:015 51 635 03 J 

••89 10300237 D scusses po icy gu dance on legal ty & appropriatonoss of using f rarciai 
tost & cerpora’e jn-jaran:ee for U m 'I ng < ceosees 

SEEK/ANM J. wnc . NoCeia erj Aft i.ation Given 05/07/10. WRC • No Oeialed Allii- 
alonGiverv 13pp 51635.619 51635 031. 


—6910360230 Noti'.es 01 870228 mcoLr.g in Wilsto O'dg to discuss proposed actions to 
resolve Allas surety issue 


MARTin.de Loiv Level Waste fl L'ranjm Recovery Proccis Branch 87/02/24 
FONNERR. LiEGEHMANJ Office ol the General dotnsel (Posi 860701) 
H03INSON.P O'c of :n8poci.on & En'orcemert, D rector (820201.670413) 2od 
51035:032.51635033 


B910300242 FOA reqjosi for documenls h possess or^.cuslody or control that 
i^entify./efot or relate lo exisionco of iiablity insj-'ance issued to Ca'ilorr-a 
Nucloar.irc Nudear Eng noe.'i.n 9 Co.US Ecology. 'nc & Teled/ne Inc 
WAGNER.J M Lalham & v/a!x r .5 69/10/05 GRIMSLEY.D H b,v.slon o? Freedom of 
Informal on & Pub! cations Sen/ices (Post 890205) 2pp 51635:034 51635035 


8910300244 Final response lo FOIA request for docu-merisRecords subi to reouesl al- 
ready avaiiat '0 n PDR 

GRiMSlEY.O-H Div.sion o' freedom of information & Publicaiicne Servees (Post 
890205) 89/ 10/25. WAGNER.J M Latham A WalK..ns Ip 51635 036 51635:036. 


8910310619 FOIA rcquosi for documents which ha/e nol been mad© cubf'clv available 
re I censed fuel cycle fac ity 

DARkE.j. Atfiiiafcn f,'ol Assigned. 69/08/11 GRiMSLEY.D.H. Division ol Freodo.m of 
Inforrraiiori & Pub' cations Scrv.ces (Post 890205) 4pp. 61637.201.51(537:208 


—6910310032 Responds to 890222 & 0329 lira re pe^tons requosiirg heanog ori order 
10 Atlas Minerals on B7073l.0‘def cf 880406 terminated proceedho on 670731 o'der 
10 Allas & f nal ^ 


CHAN.E l. Office cl the General Counsel (Post 660701). 89/04/04 DARKE JF A/'. i. 
align Noi Assigned 4pp. 51637:205 5163? 2C0. 


6910310037 Final response lo FOIA recuest lor dDcumenis App a docurron's ava able 
in POR /^p 0 docurrenis wi!hhe*d (tci FOIA EKcn-p:,on 6) 

GRiMSLtY.OH. Division of Freedom ol intormaficn 8 Publcabons Services (Post 
890203). 69/10/25 OARKEJ. Affi’ 3!.cn Not Assigned. 7cp. 51637:209.51037 21 7 

-6910310042 D .SCuasQS 670317 I © Con w/ll ThorTbpsen re status of New Mexico m‘l 
licensee in^o paper & Atlas package. 

BAN'GART.O. NRC • No Oe'aHed AlUafon Gxen 87/03/18 MARTiN B NRC - No 
Deiai'Od Af III- ation Given ?pp 51637 216-51637 2 1 ?. 


8910310285 FOJA requosi for ful' techncal & price propose' submittori by Autprration 
Mgl (3ofp.lnc m response 10 NRC RFP RS- ARM 86.230 

FtOnFSTANO,r.E Wofdpro, Inc. 09/07/13. SMITH.P NRC - No Detailed Alhha'jcn 
Given, ip. 51037210.51637210. 


6910310200 F.na' responso fo FOIA fcqjcni fer docun'cnts Pari a 1/ 
dccurrcr’^s (ref FOIA Exemplicn 4) end & avai'ablo in PDR App A 
availAblo in PDR 

GRIMSLEY.D h O.visicn of Frerrtcrn of Informaf'On & Pubicaions 
890206) 00/10/19. FLORESTANO.T L Wordp'o, Inc 4pp 51637 219 

-8910310292 Subm ts Automoho-n Mgl Cor-.&u lanis.lnc busness pn 
8480) lo prov de ©rd user support sves m rosponso to NRC RFP f 
POSTELLE.PN Aulomalon MaraQOnrent ConsuManis, Inc. €0/04/16 
. No Deia led Aff I ai.cn G.von ip 51637:2?3-51637 223 

-8910310295 PamaUy w-ih/ieJrJ AuJomabPo Mgl Consulianls Inc Go 
AMCl 0409 10 provide end user Support sves. 

• Aulomation Managomenl Consultants. Inc RS ARM. 08 230 8 
51637 224.51037 265 


—8910310296 Sutmis Aulorraiion Mgl ConsuUdnts.Inc lochncal p.'- 
8400) lo p'Ovide end user Support sves n response to NRC HFP 1 
POSTELLE.PN Autorraiion Management Consultants, inc. 89/04/18 
ta l6d All I ation G ven lp 51637 267-5 1037 26/ 

-69 103 10299 Partia'Iy withheld Aulomalon Mgl Ccnsviiianls.lnc Tec 
AMCl 0489 lo ptow do end user support sves 

• Aulcmaiicn Managomoni Consultants, Inc RS ARM OQ 230 6 
51637 268 51637 334 

..0910310300 Submfs Aulomaiion Mgt Consultanis.lnc best & final IC 
(AV.CI • 8489) fo provefo end user support sves In rosponso to NRC F 
230 

POSTELLE.PN. Auicmatisn Manacjomeni Consullanis. Inc. 09/C6/CC 

• No Oefai'od AMiiat.cn Given ip 51637:335.51637 335 

-0910310301 Pari-a'ly withheld Aulomaliory Mgl Consullanis. Inc host ■ 
proposal lo p'ovid© erd user support sves 

' Aufomaiicn MaricKjemoni Ccnsu’lanis, Inc. RS AnM aO-230. 0 
51637 336-51638 010 


QEN TEC IS GENERIC TECHNICAL ISSUES 


0909260045 Prov dos revised waikdown schodu'e lor resolut on of US! / 
FiT2patriCk.E General Puh'ic Uiiliios Corn • GPLf Sorvico Corp I 
nio.''.l Conifcl Branch (Document Control Desk). 2pp 51345.351 5134! 

8909280089 Advises that Go.nor.c Issue C.O. “Mnin Stoam Lt’o Isolat'd 
& Leakage Conirol Sys Failbro," rosolvod NUREG-1372 :n pro-oss 0 
corrpleie toch.''lcal findng rocerd oncl 

OECkjOHD.E S Office of Nuclear noguintcrv nosoorch, 0. roc lor (P< 
00/29. TAYLOR, JM Ofc of Iho Exocutivo Dructor (or OpuralO-'is 16 
51344 292 


8910100152 Responds fo NRC nOC604 Itr 10 Gononc Llr 67 02. ' Vo.Mir 
Adequacy cf Mechaheal & EToclrcai Eqtj (imonl in Operainn noocic 
submi 8'jppl lo accepted App 0 implomoniation program per rcqtosi. 
GOLDOERG.J.H Flor.da Power ^ Ugh I Co (il.-07.O2 60/10/02 () 
Branch (Document Control Desk), upp 51450 127.51456 120 

8910100308 NUn£G.l233 RFGUIATORY ANALYSIS FOR USI 1 
DESIGN CRITERIA.” Final Repo'l 

SHAUKAT.S-K.. CHOkShi.N C Divis On of Safety Issue Rosoljllon (P 
09/30 2?pp 5U0900I-5U0902Q 

8910100321 NUREG 1267 TECHNICAL RESOLUTION OF GENERIC 
A.29.Nucloar Power Plant Design For Rotluclion Of Vulnorablly To 
tano 

SERKI2.AW. Division of Safely Issue Hosoluiion (Post 8607171 - 
61403 029-51403 064 

6910120168 Forwards b.weokfy lislinn of generic communications boil 
under development by NRC I ising includes ali proposed □onnric coi 
ported 10 NRC by 891002. 

BERUngER.C.H. Division ol Operailona! Evonia Assossmont 
IT 69/10/03 GREEN.W. Institute of Nuclear Power Oporatiens. 
61622 197, ^ 


Prov.dos foliowup Info re items discusBOtl al 350 th A( 

890608-10 


TAYLOR.J.M Assistant for Oporot.ons (Rost 090205). 69/10/04 FFI. 
• Advisory Cornmiiioo on Reactor Safeguards Opp 51533-2G7.51533: 


“8907140147 Forwards requests made al ACRS 3ri0th rr.ooiing on 
agreement that summary pi aciions.ogroomonis.asslgnmonls & roqc< 
CD A meeting w.ll be sent lo ofc loliuwing oacti mooting 

CT?.. ■ /^f^visory Comniiuee on Reactor Safenu 

bfbLLO.V. Ofc of the Executive D.roctor (or Operations 5pp 5153 : 


8910170201 Forwards NUREG- 11 74 & NUREG- 1229 as finn' rcso 
bys Infer actions in Nuclear Power Planis.” NRC acliona for fuse 
^ davolopmenl of PhAs.W/o ends, 

5ft on of nogulaiory Research. D.roctor 

88 20.89/10/03 JOHNSTON, J.B Senato, Appropriations SYNAF 

5lMTo87"5l53208r® Sonalo. (Environment A P 


8910170204 Forwa'ds NRC resolution of USi A.47. "Sofoty Implcati. 

consists of NUREG 1217. ’’Evalu 
implications Technical Findings ro USI A^?' & NunEG.1218 
S'S...” w/e ends 

RATHBUN.O.K. Congressional Affairs. CCS 09/10/04 SYNAR 
Govemmaat Operations, JOHNSTON. JB Senate. Approprtai 
Sanaie, Environment & Public Works 5pp 5 1556.03 7-51 550:04 1. 


f^onUiorilfOl nofiV) ;^pp 51567.0R<1 QD5 

e9t0370247 NUfJEG 1370 flHJ^DlUTION OJ- UNRESOLVEO SAFF7Y tSSUF A 48 
HVOflOGtN CONTnOL ML-ASURES AND EPFtCrS OF HYDROGEN BURNS ON 
SAFETY LOUIPMLNT " 

FFnnClL.C.W , SOHrtn.L Division of Safoly Ihsuo Rosoiulion (Post BB0717) 89/09/ 
GO 5C3pp 5 1 GOD- 100-5 1604 OSS 


l&E INSPECTION AND ENFORCEMENT 

69390 }033d NHC Ipto Nor«:o »9 006. "Pol/ynjla' lor Stress Corroscn Cracking m Steam 
Gfj'»or tiler Tijho P.uy9 Supp'iod by O&W*’ Sve hsi oncl. 

ROSSI. CE Division of Choral onal Cvonis Agsossmaril (Posi 870411) lElN sa-ODD. 
0D/C9/O0- C:onsol fInluU FU sor^ Co of New York, Inc. lOOpp 51 J49 100 51349 2CB. 

8509060J204 Nf^C Info Norfeo dO-Cflfi. '0<ni‘if<ca( on Cifo of So’ono d Va'vos “ Sve I si 
end 

flOSS1,C E- Divls.on o1 Oporalionnl Evonls A<)sossniont (Post B70411). lEiN BO 043. 
aO/OO/ U Conao'-idulod tilibon Co ol Now York, Inc 105pp 51337.095 51137:199 

6909200Q10 NRC Info Notico 00 060, “Evoluat-on of In&trumenl Sotpo'ols Ojting 
WoOs- * Sve lial onci 

ROSSI.Ct Division of Onoralionai Evenla Aasosemoni (Posl 070411) 89/03/25. 
C^onso'idatorl Etl'son Co. of Now York, Inc. 106pp. 51337.200 51337 304. 

690935G252 NflC Info NoliCo 00 069. ’ Loss of Thormal Mpig n Causod by Channel Box 
Gfjw- ■ Sve Ii8l or.cl 

ROSSi.f^E. niv.sion of Oonmllonal Events Assossmor^l (Post 870411). 8D/09/2D 
Cor.Hol iJaloU (-illson Co or Now York. Inc I06pp 51531 001-51531.106 

8S 00 2 70065 Forwnnls hiwookly listing of communlcnilons being considered or 

ur.cicr tlovolopiT.onl by NHC l.lslmo Inctudos all proposed conini'un.cal'ons ropodod to 
brancfi by flOOOKl 

l!EHI.lN3t’n,C.H. Gonofic Common cni orm Drench 09/00/ 19 GREEN.W. insiilelo of 
NorJoor Power Opo/ot on'i, 4pp 5 1'143.20 1-51343:204. 


8910030373 PNO 1 : 89 058Bon 890922. .cerseo »Ock r.-ral steps (o restart Uf6 coa- 
vers on process shuldOitrn sr.co 690829 Ul u^^rade-d sa'er/ ct con-^c'S-cn 
process.includ r.g usage ol v.tal e<;cipi^.0“.t repa.r s»a:usOoaid New s'a;k s,s dcs.-r-i-d 
SRENIAWSKI.O . MALlETT.BS Reg on 3. O': of mo Dr.-c'0f &9/09>22 ?cp 
51282 342 51362 343 

6910030569 PNO II 69 068 cn 890920, lac ‘V manyai.v i/^pped item appre* 6C®<i po*cV 
due to loss of man feed wa'er Causod by t.jrrpng cf val.e on man fet-vJ#iater c-uf^p 
lurbir.e A Res donl mspodc' ir.cr'-'torin.g 'icensea aii.ons 
CANTRELL.F Reg on 2. Ofc Cl U-e Oirecior 89/03/22 Ip 51372 2C4 S1372 2-:-4 

89t0040007 EM 69-093 Cn 690926 not ;e cf proposed impos.*on of Cf#if penaN 'n 
amounl of $5,000 w.:' be issued ro Icenseo based on ^(.ciat or^s ir.m:. r.g oxpesuro m 
excess of l 25 rems per calendar q-jdne/ 

JOHANSEN.J . LlEBtRMAN.J OfC ol Enlctcemer.i |Post 870413) EA 69 175 89^09 r 
25 ip 51391 256 61391 256 

8910040015 FNO lll■89 064cn 890926 icer.see d-scevered inai two dens-ry measure 
mom gauges each conlarung l3 mO Sr 50 madvertenil/ fanslerrcd to scrap narJ on 
69C907 Caused by employee 8SSum.ng mat sccfces r€rro>/ed t-cm cargos 
CANiAnORJ. MALIETTBS Pegen 3 Cfc of m.e Di'ecrof“ B9/09/27 2pp 
51393 105 51393 106 

6910040090 PNO 11-89 067.01 69092l.a:Bn declared due to ’css cf audb e an-ur.ci 
alors 10 control board Caused by short .n annunciator reset c-rcu try m salety rc d'od 
COT'ot parel Short removed A en.?t.nC'd/d.* ope'eb try veniirO 
DANCE HC Reg on 2. Ole ol ihe D-'Cclcr 09/C9/21 Ip 61452 062 51452 062 

8910040101 PNO-ll-69 066 1'censees prepared for adverse weather Cor.dlor.s due lo 
hurricane Briefngs he'd w/key managers on respcns b/.lies to check a’l bai’ers sec-j/e 
crane hooks d mcrease emergercy food suppi cs 

VERRELLl.OM Regoi 2. Ole Of the O-recior B9/09/21 ip 51452 067-51452 067 

8910040121 FNO-ll e9-066Aupddlos siaius of Hurricane H-jgo for nuclear fari les .n 
soulheast Man.n:r.g of incident Response Ctr by Region 11 con* r.uing 
VERRELLl.OM Region 2. Ofc ol Ihe D rector 69/09/ 2 1 2pp 51423 314 51423 315 


0300270104 FNO 111-80 082 on 110092 l.Wust Chlcnyo Dly Counc.1 passed ordinance 
ban Mi ‘in Iniraelnto 8li pniont ol radioaclivo mall mo or through c.ty Issuo rcce.ved cen 
s. Jor/)l>Io trod a ailualloa & Sioto of IL wW bo nolrflod 

lYNCill.J L, RAPERIELLO.C J. noglcn 3. Ofc of tho U-fCClOf. 89/09/21 2pp 
61D50.34:)-51330 34 1 


69092/0221 CN 89 002 on 800022.rioi.co ol violaLon & proposed imposition of civ.l pen 
flffy n amount of $280,000 will tio Issued fa Heemao Action based on numerous vo’a- 
tions wb cfi (lomnnbltnioij caroloss tfisrogard for radiaiioii seloly 
CANT.G, LIF.nEHMAN.J. Ofc of F.nforcummi (Post 870413) EA-67 052. 69/C9/22 
tp 519431102-51343.102 

6909200031 PNO-V-OO 057 on 89002 l.ooflhquaKo of 5.1 magniludo occurred 45 miles 
Soulliwosl ol iaci'iiy Fuci'ity shui down sinco Jul 1976 & reoclo' vessel 
(iQ^tcleU.LvcohsQu conducted insp ol faci'ity & no damago idonldiod 
GAlU:iA E . HOOKLR.C Roglon 5. Ole ol Iho Director. 80/09/21. 2pp 61352;108- 
5135? iQO 

6909200060 f’NO-v nn 058 on 0001)2 l.roDctof manually irlppod Irom 35% power due to 
b gli ccnducUvily In coruJonsnto Caused by condonsor tube lORk.osilmaied celween 5 
A lO npnvLIconHuo ostlmolob b diiys lor fopaits lo 

JOUWyONr., ROSTCO.C nog'on 6. Ofc of me DtfCCtof. 00^00/22. 2pp 51352064- 
51352:005. 

6909290103 PNO 11-89 085 on OOOOlO.unit manually trippod duneg startup process due 
to problem w/rod bonk ovorlop lwo arJdl automaiib roacior tups oxperlericed diinng 
roaiarl process NRC 800309 conlirmaiorv fiction Mr losior l had bcon niied 

FREDRICKSON I’ (Tofllon 2. Ofc of tfvo D.roctOf CAl. G9/09/20. 2pp 51360 233* 
51360 234 

8909290123 EN 89 OOJ.on 8DD026,i)otico ol v.o'ation & proposed mposilion ol cwl pojv 
aly In amount of $5,000 win bo issuod AcMon based on violatcns involving fa-ure lo 
proporly os tublish rad- ation bo undarios during operations. ri aq tan aq/ 

EeLMEDICOJ. LlGBHnMAN,J. Ofc of Enforcomont (Post 870413) EA-SQ-HO 89/ 
09/Rl ip. 51352 120-51352.120 

8309290151 PNO 111-09-003 on 090022,pickoiors protoslod 
Padi) union porsonnol lo porform tnsp S rnaint work ^etago by d s P 9 

— '-m ontormg geto.Two arrests made by county shorjl depl 

“ ^ yon 3. Ofc of tfio Director 89/09/22. 2pp 


I’tiuv 11111011 iJUiDumiw' lu 

outano contrnclor iralfic from ontormg 
RELANGER.J.. QRGGER.L.n. Royc 
51352:030-51352 031. 


e90!>2e«1B2 f.N-OD OOO.on 890026.rolico ol violol on & ^ 

»liy in amount of $12,000 a order modilyinQ licenses wM be issued lo l.canso0 Aclion 
fcasoJ on ropofiod ovotcxposvro of 178 roriis lo resoaroier no. 131 89/ 

DBl MEDICO J.. LlEGERMAN.J Ofc of Enforcement (Post 870413). EAug ui. o 
00/21. ip. 61360 007-61360 007 

$910030058 PNO IV-as oei on OOOOa'I.llconsee '®?^ar!mLSn^o^ 

power lo order lo proservo reactor coofanf pump A oppar l Jus 9 
oirtaoe lo moka repairs oslimated by licensee to be about 2 V^a7...77.5,37vi77. 
MUllKiN.R P. nog on 4, Ofc ol Ihe Diroctor. 09/09/25. Ip. 51371 17/ tjun.i 

0910030196 PNO I 89.000 on 090022, NRC P[f 
l-crv oxams ind cating failure of two crews Licensee propa/rngiu 

uod oporailon for Rog-on 1 mgl fOview. miAcicr 80/09/22. 

HAVERKAMp.D . WfNZiNQER.E.. DURR.J Region i. Ofc of the Direcicf. ee/uti 

2pp. 61373:104 51373:195. 


89100403B1 NHC Info NcLce 89 070. “Possibie inc catiOM d M.srepreserted Ve--d‘:-r 
Products ■' Sve i.st end ........ 

flOSSl.CE Drv:s:on of Oparanonai Events Assessme-’l fPosJ 870411) 166 88 005 
89/10/11 Consolidated Edson Co cf New York, Irc lOgpp 51531 118 51531 226. 

8910100099 PN5 I 69-016 on 890927.flanl secu'ily Sbtl supe.wisor arrested & cha-aed 
w/lhoM ol safe coniaiing 5500 between 890106 09 Safe fotnd ©"hply n wooded 
area Pidnl access revoked State cf ^0 nottUed 

SYLVESTER E. Reg on 1. Ofc ol ihe 0;teclof 89/09/27 ?pp 51461 282-51461 2fil 

8910100101 PNO.1.89 031 on 690925.rwo laborers inadvertent^ handed core dobf«S 
lhai could have resulted m overexposure Ooiai'ed assessment performed by ' censoe 
to esiab’ish t-rre ind.v:dua:s handled source S actual doses receved 
YOUNG F COWGILL.C Reg on 1, Ole ol the Orector 89/09/20 2pp 51458 3 j5- 
51456 336' 

89101 10039 EN 87-0264 on B31005.NRC miends 10 issue lU lo u»;l 10 term nate requ.re- 
ments of order issued on 870331 based on fact that an cond tions of order have been 

mol & staH satistod w/iicensee performance. 

LU6HMAN J LIEBERMaN.J Ofc ol En'ofcomenl (Post 8704 13J EA 87-046 69/10/ 
02 Ip 51467 089.51467 089. 

6910120074 EN-69 094on 6910C5.roi.C9 of proposed irr.posilion cl cvl peria:ty in 
amounl ol $6 250 to bo issued to licensee. Action based on vo'aiion mvo vng reieaso 

01 Rn.222 ooiicenlfaiions to cnreslr cled area ir\ excess ol c a Pax in/ 

JOHANSEN.J., LIEBEflWAN.J. Ofc ol Enforcement (Posi 870413) EA-69 1 10 89/10/ 

02 Ip 51489 196 51489 196 

6910120078 EN 89 095 on BOlOOS.noiice d vidahon & proposed iTpos-bon ol ervi pen- 
alty In amouni ol $280,000 to be issued to licensee Action based on violations re »n- 

ope/aWe co.niairmenl recircu'aion Sumpfuriciion . n,rtini ca aa my ao/ 

TROSKOSKIW LlfcBEHMAN.J Ofc Of Bnforcemenl (Posl 870413) 84 69 162 89/ 
10/03. ip. 6i488 261-51488 261 

6910120188 Forwards biweekty isimg of generic commun.caiions being 
under devefopfrortt by Nftci.rst//>9 rnefudes a'J proposed generic communicabocs f©- 

&EfUJNG£R awslon of Operational Events Asses^ont (Post 8704 
11 69/lO/0'3. GREEN.W. insiitute ol Nudoar Power Operai.ons 4pp 51522 1D4* 
51522 197 

8910130014 NRC Info Nolico 69-071. “Divefsion of RHR Pump Seal Cool.ng Waie^ 

Row OuMrg Reckcu’aiion Operalaa Fo'iow.no JL ill lEiN 88-074 

ROSSI ce Division of OperaLonal Events Assessrr.enl iPosi 0704 i) lE in 88-0/4 
89/10/19 ConsoTdaied Edison Co of New York. tnc. I07pp 5l53t 227-51531 333 


1910 130180 PNO-I 89-082 on 89 1005, reactor sh-jt down lor longef man 4^8 '' 
K^KASMihivsicrial Caused by pressure spike duo to closure of outboard 
Mlw.LiSisee wit rema n shut down to iroubloshoot & repair MSIV & olher orveoun 

OOEH?mru LINVILIE Hogon 1. Ole ol .06 0.,oclo. 89/.0/06 Ip 5.509 05.. 
51509 051 
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efi loiaoaso GN oae cn a&OJi 89 10 u.nci-ce ol volatcn s proposed irrposlion ot 
Civ I* porally io arojoi ol S2S00 wi i to issjod icensee^ci-on based on 13 v o:a 
t ors fopfeso^Tlif'Q broa^doAO n ccrt'Ol of i consecl aclivil OS 

DELMGDICOJ, llEGfRMAN.J O'c ol En'orcorpeni (Pcsl 670413} EA 69-165 69^ 
10/10. ip 51557 C96-51557.036 

8910180366 PNO !l eS-O/lrOT a9lOO9,MbT0 ‘np occurred frcm plectf cal man genera- 
lQ( bus leo I causing Imeo I res. F res ccnld nod by firo fiqh'ers 5 rra n ^ene/alor pros 
sufized by CQ2 ^ ^ ^ r, 

DANCE. HC. Reg on 2 . Ole ollba C fodcr 89/10/10 ?pp 51545 009 51545 010 

8910190021 P^'O-ll 89 C69cn 691OC4.e.‘rF!Oj0O .n,jfed when lingefs o' loll hand 
caugHi in tam rtooi tT\©cl'ansniPad‘atO'i specia' si sent lo rasp vvdrjfjr^d eoipioycb 
10 assu'*e proper comro* 

MC ALPINE, E. Rogon 2. Ole of the 0,'OClor 09/10/04 ip 5 1 561 340 51561 340. 

6'9102000€6 PNO V-69 059:on 89l0C0,feac!Cf irp & safety irjecion bem 100% porwer 
oecu'rod duo io irsirumeniailDi pipt'cms BBluolr.g cjvago scbcdrfoJ Vo begin eady 
A fosian w; nol ba auempiod, 

MF.NOQNCA.M. NAROUT P Reg on 5, Olc of Iho Orecior. 89/10/10 ?pp 
51666 230 6 1568 231. 

0910200095 Diacussos review of suSSiarrta'cJ iiems Isings.pa/ 890912 
reqjasi Sueges’s rots lo portnoni boi'oiinsnfo no!.cas A genor c ibs stated n foot* 
nole or oclQOd to i si 

EDNFTER.SD- Region 2, Ofc cf the Oirecfcr. 89/10/04 MIRAGliaF Associalo Ci- 
(6CICC foe InSpeci'Oa A Techacal Assossn'-ont <Po5t 070411) Ip 51568 229- 
51568-2P9 

8910200226 Adv.ses lhai proposed sypp'emeriel siaiemeni correct-rp lac'ja* haccura- 
cios in Info Nolce 09 056 w.l‘ be p/esanod m roo.» fir’a'eDepl of flawy 090626 £us 
ponsion fnerr.p entV 

CAGNEy.W C Laro A .Mi'tendoff lElN-89 056 8 9/09/25. ROSSI.CE. Oris on of 
OpGrauonal Events Assessmonl (Post 870411} l5pp 51579 027 51579 041 

8910240196 Forwards b weekly listing of pencric oonrimunical ons being ccrsidQred or 
under dove'op'neni by ^RC,•^■c;ulJ.^g bu'eins, nlo no'ices A goneri- li5s roportod ty 
091017 

BERLiNGtfl.CH Ger.enc Cofnmi, me av'ons Branch 69/10/16 GREEN.W. ir.sUviie cl 
Nuclear Power Operat-ons 5pp 5i688 354 51588-350 

8910250015 PNO^V aD 061 A on 8OO310.unus’Jd! event . earlhouake (update) Sma I gas 
leak Identified in ove/fbead space beater was iniircd ateV repa red 
WEN Slaws Kl.F neg.on 5. Olc ol the Direcic' 99/10/18. ?pp $1607:270 
51607:277. 

0910250085 PNO>f'89 086 on 89101 7,uriauihon20d deivc.'y A pole.ilial loss cf radioac- 
tive mall caused by packaeo om.ss on from Maryland bound veb c'o.negDn dispatch 
mg health phys cist io fe-c<ity to revow mcide-nis 

GRESICK.J. SHANeAKYM. OETTENHAUSEN.L Regon 1. Olc ol ihe Orpclor 89/ 
10/16 2pp 51599:278 51599:279. 

6910250117 PNO V 89 Q6i cn 0910 1 7.ea'lJhg'jake occurred m San Ftar.c.sco day area 
A lelt Within proteclod a^ea of lac lity.Ground ecceio/alion was 0 00449.L'ceiiseo com- 
pleiad Insp of p'ani A no Jarrages idenhfed 

MENOONCA.M. neg-on 6, Olc of lb© Di/ccicr 69/10/1? 2pp 5IC1.T272 5161 3.2?3 

8910250308 PRO-I 89-09?:on &9l01©.whGn placr g feedr^svci rogulaving vaV^o (FRV) in 
svc.FRV A foiled fully opoacausing man tuibmo to ir'p djtomahcaLy on high roactor 
vessel water level which caused roaclor (o sersm Soil fou'id under seal 
NAVEBKAWP.D.. COWGlf.L.C, RAVMOND.W Reg Oh l, O'c ol the D.roctC' 09/10/ 
20. ip 51613.252-51613.252. 

0910260030 PN D- II 89-07 lA.L-pdaies PNO-ll 69 071 re turd no area hre on 601009 Fro- 
LmVnary DssoasnvenV Vndtcavas Mb© darrage t© ganetarct & ir^in 

transformer. Invos'.ga lion ol root causo of in t-atma reull conlnung 
CARROLL, R E R©g.o/v 2. Ofc of IhO DifOClor 09/10/13 2pp 5161 7 353-5l6l7;354 

8910260253 EN-69>097 or) 69l019.rol}ce of vio'Atlon & proposed imposjiron of cvi! pen- 
alty in amouni ol $25,000 wi.i bo issued.Acion based o.'v iradoquaia evavdion of 
commercial credo comnononts prior to insia'lai o.i in epp'icai'ens 
TROSKOSKIW., tlteenWAM j. Ofc ol Enlorcomcp.v (PosV 870413) EA 69-135 80/ 
10/16 ip $1627 245-51627 245 


MfSC PUBLIC DOCUMENT ROOM MISCELLANEOUS 

091OO6OQ96 Responds to 690824 roquesi for clarihcation ro spec/ qja'ilcaiion lequiro- 
monis lor cab'o assnsGcry eqjbmnni. licensee responsb.o lor dornonslrating dnai 
equipmoni can perform reqj-'od lunct-on. 

t^RLEYj £. QKice of Nuclear Reaevor RooLlaioa, Dteevot (Posi 870411), 69/00/ 
12. NOHMAN.K. OM Far East, Ltd. 6pp. 51452 340 51452 346 

-89 10000100 Roqgests clar.ricaticn of qjahlcatio'i ol cab'e assassory producis usod fn 
nuclear power plants 

NOHMAN.K 3M T-ar Eani, LW. 89/66/24 CARH,K. Com.TiS9iono.-s. ip. 5l 452.346- 
51452.346. 


NUREQ NUREO REPORTS AND RELATED CORRESPONDENCE 

8909270087 Forwards Rov 3 to ' Spent Fuol Bool Horack-ng Llcons-ng Repi." Rev 3 In- 
cludes rospohses to action items identified during 693425-27 A C6I3-I4 moefings w/ 
NRC A 69051 1 telcon re rack A luel handl rig bldg structural analyses. 

NANQY.F.n. SouVheTP CaMOrrila Edison Co TAG 68303. 69/00/22 Oocomsrrt ConUOt 
Branch (Document Control Desk) 2pp. 51335 300 51335*335 

0909260048 Adv.ses that 091201 completion date for compfoung iticrmaf h.ydraul c A 
siruciural reanalysis for piping downstream ot code safety valves cannot he 
mat.Asseasment ot results wUl bo provided by 90031 &. 

TUCKER. H. 8. Duke Power Co. TAG 44593. 89/09/lB. Oocu-Toni Control Branch 
lOocun^ent CoiMroV Desk) 2pp. 61350. 19&-5 1350 199. 

0909200009 Advises that Generic Issue C-A. ''Main Siea.-n Lino Isolation Valve LoaKaao 
& Leakage Control Bys Fa luro," resolved NUREG-1372 in process ol being issued to 
complete technical finding record end. 

OECKJORD.E.S. OMica ol Nuclear Rogiilatory Research. D.rector {Post 860/20). 89/ 
00/29. TAYLOR.J M, Ofc of the Executive Di.*0ctor for Operations I50pp. 51344 156- 
51344:292. 


8909280140 Forwards Sa'oty insp Ropt 50-271/89-13 on 890807-11 A 03/4 
vio'ai o.ns footed 

BELLAVY.RR ROQion 1, Ofc of Ihe D.roCtor 09/09/22. MURlMy.Wf* 
Yankee Nuclear Power Cwp 2pp 51346 342-51346 358 

-6909260142 (nsp Rep! 50-271/09-13 on 800007-1 1 & 0020 000 1 No vio\Voi 
visions nctedMa.'or oroas hspoctod gaseous & l.quid uff'uaii ce- ( 
radwflste.NUREG 0737 fol.owup items & meioorologicol program 
JANGJC. BOHES.R-J Region l, Ofc ol Iho Oiroctor 80^9/21 iftpn 51 
5 1 340 ' 3 50. 

8909290104 Grants reqjosi m JW Dulton 090814 Hr to JL PoHot for wavur ot 
son or foaclbf cparaiot kcenso MA Ho'mea sulkcioni o»p»’tH.iru. v 

commercial nuclear power plant operations, training 8 ovaluac-on 
MlLHO/LN.J L Reg-on 4. Ofc of H'.e D-roemr 89/09/21 IRFVDflS.OA I 
Pobl'C Power Oisinct 2pp. 51350 359 51350 3G0. 

0909290250 Informs Of NRC plans to viSil Tokyo on 000920 28 nut|.iiisifl rur 
Mm siry of Intf Trade & Industry on 890921 10 discuss arivancod OWR . cnr.s 1 
& review status SRP. NljnEG l233 & questions A discussion lofjfcs cnriY 
SCALETTI.DC Standardisation A Lifo tixtonson ProjOCl Difoctoratn (IVi)i 
60/00/01. SAKURADA.W. Japan. Govl of. 3pp 51351.354 51351 350. 

8910Q20125 Forwards mifoslono do.’ivorablos lor transpcnaiiori risk r.tuify.ci 
“Rad olog caf ETfocis “ Corrmonts roquosfod wiihin 10 work'ny rfays 
PATRlCiyW.C Cenio.' for Nucioar Wflsto floguiafory Analyses N*if;r; 
HLVvR. 80/09/20 MACE.MH. CiviS.or) of Coniracis 8 Propoily M!ii-.-i;;ri:j|. 
090205) 24pp 51303.01 7-51363.040 

0910030074 Submits addi info ro 890717 rosponso to Gonoric Lir 80 CG rn .‘111 
tanco inalrvi.'weniaiion & conia nmem isolation status idontiftod i.\: t.\ 
NUhEG guidanco. 

FiStCAROJ.J. Arkansas Power & Light Co. GL-09 06 89/00/26 Rocii-i i>„ 
B'anch (Document Conifol Dosk) 2pp 5l 390.335-5 1390 336. 

0910030107 Forwards rospo.nso to WO Long 890524 roquusi for arfni i-iln ro 
7.0, 1 1 A 12 of advanced LWR roqi.-i.'cmonl8 document Power suppiws ol n. 
respo.n&e taciUy Sys wr 1 bo doslgnert per NUHEG 0698. 

KINTNER.E.E ALWR Uh’ily Slooring Commiltoo KINTNER.F E C< nurni I'l 
ivas Cofp - GPU Sornico Corp. 89/09/15. QKico ol Nuclear Roaclor llcqnh' 
lor (Post 0704 • 1) 9pp. 61372 230-51372 246 

0910030193 Application for amends to Liconso.s DPn-30.DPR-4/ A (U’ll fi'i 
Tech Specs 10 support oporot on of Unit 3 el full rated powur rfurhg fVIn 12 
TUCKER.H.D. Buko Power Co. 09/09/25 Documoni Conirol Ornrch (ikitu- 
irol Desk). 3pp. 61305 001-51305:057 

8910030306 Submfs Ijsiifical'on for coniinjod ofioration in rosponso to fii iti 
eraf ind vidua's of NRC rociualificauoo oxam, pot NfjnCG- 1021 
MROCZKA,E.J. Northeast Nucioar Energy Co (subs of Ncn/ninM 
MRCCZKA.EJ Norihoast Ut.1 lies 013377. 09/00/22 RUSSELL.W.T fliv). 
of the 0..'ectOr 4pp 51373:175 51373.178- 

0910030367 Forvia'ds rol mads to accompany NUFlEG-C083.hriQl 5uf:|il :i 
HARTY.R. Sanel'o Memorial insliluto, Pacific Norihwost Labornrery. 0:i/O'i/f 
No Ooleuod AllM«‘on G vcrn 3ipp. 51381 020-51381 352 

0010030451 fotwards flaloty ovaluallon to uUtasonlc lost indcaticma in Ico-lv 
r. 022 i*D A boro noar nor?io safo ond por NunEG-OOiO, ' OWR f'uu<fA<ii:in 
CRD Ralurn Line No^rfo Cracking " 

SLOSSON.M M. Proipci Dirodoroio 1-1. TAC 72044. 09/09/20. nUJlKMAflO 
ara Mohawk Powor Corp. 3pp. 51373 189-51373:193. 

8910030542 Hosponds b Gonoric Lir r8-20.Suppl 1, -‘Individual /Tom run-n f 
Acc‘deAl Vulhetabikiios “ No luiihor acken toqutod 
STElGEn.WE. Long island Lfphtmg Co. SNRC-IOae 09/00/27. (Iiuiiini.r 
Branch (Documoni Control Oosk) 2pp 51387:350-51307 360. 

B910D40077 Requests exompNon from l0CFR20,App A.Foolnoio r(-2(c) ro wm 
ralory prolocl'on apparatus lo pormi uti'izatloh of plr pu'ifying rciSfHriiinn 
supp-iod air or soft-conloinod broath ng apparatus 

hAIRSTON.WG Georgia Power Co. ELV-00002 89/00/28 Doniiner 
Branch (Document Control (Tosk). 73pp. 51393:153-51393 225 

8910040117 Forwards notice of ava.lab l ly of suppi lo FES for p'ant 
SUH.GY. ProjDcl Oiroctorato i-2. 09/09/29. fiUNGER.GA Phiado'pl ‘-i I ‘ 
4pp. 51423 350-51423:355 

•>0910040124 Nonce of Issuance A avai'abiiity of suppi lo FES for plant Si in 
NRC evaluation ol alicrnativo ol facility oporallon w/rnslnllohon of furliiu' 
bosign iDalurbs. 

rHAOANI.M.C. Project Oirodorato 1-2. 89/09/20. 2pp. 61423 354-51423 355 

6910040295 Advises of deferral of complei'on of coriain ASLO soilfofnur.t 
or commilmehie on end l.st & delorral of fmplomontaiirjn of insorvico u’tp a 
testing croofams.par aproemont w/sialo of f4^y not lo oporale pianl 
STEIGER.W.E. Long Island Lighting Co. iEfl-89-002. 00/09/27 DdCu'iiei 
Branch (Document ConVof Desk). 51pp 51423:022-51423:073. 

5910040342 Advises lhai util will meet commitment to provide assurance Ihf 
of duct work a^cternal 10 control room wil bo suffrcionlly foak light, pur Llcer 
Uon 7. 

SVLViA.O.n. Doifoil Edison Co, NRC 00-0209. 09/00/27, Documoni Conk 
(Documeni Control Desk). 3pp. 51437:107.51437; 109. 

89 10050082 Forwards FR notice of availability of auppi to FES (NUREG 0974, 
inlo re NRC environ stalomenis 6l presenting evaluation of aitornativo ol In 
ation vv/lns!allolion of addi severe accident design foaluros, 

SUH.G Y. ProlGct Direclorale 1-2. 00/09/20. Buizel & KasB- Opp - 
51430.053 

8910050101 Forwards "South Texas Project Electric Genorating Slalion S 
Offsilo Radiological Emergency Preparedness Prompi Afert & Nolificaiion 
perdent Technical Roviow." Sys sstistiBS slated requlrements. 
PETERSON.GC. Federal Emergency Management Agency. 89/09/22. TA’ 
Ofc ol Ihe Executive D rector for Operations. 1 p. 51 4 1 1 : 1 50-514 1 1 134 1 . 


OnSER.WS DeVOI EcJison Co NnC-aO OaO? 8a/09/28 Doci.fr.Gm Centro' eranch 
(OocumoAt Control Desk) 2pp. 5UtG.1 12-5M16 207 

'10060075 FcfV/ardS d.'aU NUHE:G*1382. SGR fo Fu'l-Torm CparoUrg LiCOrso lOf 
OysiG.* Creok (Jucloar Generating Staton. * for fO\/iOi«. 

STOLZ.J F. Proleci O.foctoralo 1-4 89/00/20 FITZF^ATRICK.E Gono.'fll Pub ic Utilities 
Cofp. . GPU Sorv eoCorp. lOOpp. 6H32 0??.5t432 2/0 

1OO60294 Expresses epprcciaton for Rcgu'atO'v Publcaicns E3rarch offois in 
REG 1375 pubi cation, 

SURSAElEn.J J. TBChn.ca! Brancb 89/10/05. WEYEH.OL HetjulaiCfy PuWcaioAS 
Branch, ip. 51435.075-51435:075 

10060346 NUHEG 0800 02 4 3 R3 STANDARD MLVIEW PLAN FOR THE REVIEW 
OF SAFETY ANALYSIS REPORTS FOR NUCLEAR POWER PLANFS.LWR 
Edition Revision 3 To SRP Socton 24 3. ProboblG Maximum Flood <PMF) O.t 
Slroams And Rivers ” 

• Olfice of Nuc'oar Roacior Rogulation, Dirociof (PoRt 87041 1} 89/00/31. 2»pp. 
Si 406 230-51405 259. 

(0069347 NUREG/CH-4550 veniP2 ANALYSIS OF CORE DAMAGE FREOUENCY: 

AND GULF, UNIT 1 IN IERNAL EVENTS APPENDICES 
DrtOUlN.M T., LACIIANCE.J.L . SHAPiRO.U J Scionco App'icat ons trtofna'.ional 
Corp. (lofaiGrly Scenco Applications, Inc} FIN A-1228 SANDDB 2004. 8.9/09/30. Oi- 
vision of Sysioms Rosoarch (Post 800717} BDOpp 5 1 401 272-51404:048 

10060349 NUREG/CR 4550 VRRIPI ANALYSIS OF CORE DAMAGE FREOJENCY: 
Gn AND GULF. UNIT 1 INTERNAL EVENTS 

GrouiN.M.T., LAChANCE.J.L . Shapiro. QJ. Scionco Applications InicrnaFora' 
Corp. {formo/ly Science Appl.calions, Inc.). FIN A* 1228, SAN0d6 2004. 89/00/30 Di- 
vision o1 Systems Rosearch (Post 000717). CCOpp. 51404:049 51405 2J7. 

10100241 Forwards app!ical:on for amend to Liconso DPR-34,fovislng Tnch Spec 
Sec Tons 4 .4 & 5.4 ro control room tiaLilabTiy A ch'onno gas ona-to.pyi Qonof.c Lira 
63-GQ & 83-37 & NUREG O737.ltom III 0 3 4. 

CRAWFORO.AC Public Service Co. of Coloratfo P-80J82 00/09/38 WtTSS.S H 
Non-Power Reactor, Oocommlsslonlng & Envi-'O-n Pro]. Difectomlo (Posi 809730). 
3pp. 51481 015 51461.935 

'10 100280 NUREG 0900 R04 NUCLEAR REGULATORY LEGISLATION 

• Of'ica of Ifio General Cojnsol (Post 860701) 89/00/31. 20Dpp 5140G045- 

51408 271 

'10100283 NUnEG-0040 VOO N02 ENFCRCCMFNT ACIIONS SIGNIFICANT AC- 
TIONS RESOLVED Oupffarly Pron/vs^ nopcff.Apri|..funG fOOO 

• Ofc of Entcfcomonl (P09l 070413} 89/09/30 OOGpp 51408:272-51407 200 

10100209 NUREG/Cn-5247 RASCAL VERSION 1 3 USER’S GU^OE 
ATHtY.QF., SJOREEN.A L, MCKF.NNA.T J Oak ndgo Nallopol Leborelcry. FIN A- 
9070 OnNL/TM-lO055. 09/00/30. Divison of Operational Asseserronl (Post 
070413). l7Gpp. 51407.300 51408 114. 

• 10100296 NUHEQ/Cn-3252 NEW ENGLAND SEISMOTFCTONIC STUDY ACTIVI- 
Ties DURING FISCAL YEAR 1900 

DAnOSH.P J . SMITR.P.V, Dosion Collogo. Wusion. MA FIN □ 5901 09/03/30. Divi- 
sion 0 l Englneoring (Post 070413) 24lpp 51400.115 51400 358. 

110100303 NUREG-OOn? VOO N02 NRC Tl.D DIRECT RAniATlON MONITORING 
NETWORK. Progress Report Ap.n!-Juno 19 R 1 ). 

ST RUCKMEYER.R.. MCNAMARA, N Hog-on 1. Ofc of Iho 0 rector 00/09/30 227i>p 
61409:135-51410.004. 

r IQ 100307 NUREQ/CR-5340 DATA SU7/IMARy REPORT FOR FISSION PRODUCT 
RELCASE TEST Vl.2 

OSOORNE.M.F, COLLINS,J.L.. LORENZ.RA. Oak Hidgn Nakonal Lobofalory. FiN 6- 
0127. ORNL/TM-11 105. 60/09/30 D.vison of SysloniH Research (PdSi 800717) 
eOpp, 6140D 065 51409.134. 

110 100308 NUREG-1233 REGULATORY ANALYSIS FOR USI A 40. ’’SEISMIC 
DESIGN CniTEniA.’* Final Report. 

SNAUKAT.S.K . CHOK SR l.N II Division of Safely Is-iuo Roso'utlon <Po9t 0GO717) 60/ 
09/30 27pp 61409 001-51400:028. 

110100312 NUREG/CR-2000 VOO N8 LICENSEE EVENT REPORT (LEft) 
COVPiLATlON.For Month Of August 1009 

• Oak RJdQO National Laboratory. FIN A-9135. onNL/NSiC-200 09/09/30 Office for 
Analysis & Evaluation of Oporalional Data. Diroclor l&Gpp. 51410.005 51410.103 

HQ 100321 NUREG-1267 TECHNICAL RESOLUTION OF GENERIC SAFETY ISSUE 
A*20 Nuclear Power Plant Design For Roducllon Of Vu'r\orob:'ily To Irtdusinai Sabo- 

sifnKie .AW. Division of Safety Issue Hoso'ullon |Pos1 000717). 69/09/30. 35p|). 

51409 029-51409.064 

M0 1 00333 NUHEG.0750 V29 N06 NUCLEAR REGULATORY COMMISSION IS- 
SUANCES for JUNE 1909.Pa9os 465 558 

• Division of Freedom of Information & Publications Services (Posl D90205). 89/08/ 
31. 103pp. 61405:304-51406 044. 

M0 110(144 Forwards Rev 19 to YOQAP-l-A, "Operational OA Program.” re organiza- 
tional & programmatic changes to staled planis 

SHEPARD. A.M. Yankee Atomic Electric Co OYR 00-148. 89/10/02. Documenl Con- 
ipol Branch (Documenl Control Desk). 4pp 51407:165-51467:308. 

9 Q 10110045 Rev 19 to YOQAP-l-A, “OperaHonal OA Program 

PETERSON.W.K. Yankee Atomic Electric Co GL-02-33 00/10/02. 160pp. 61-167:1 59- 

S 1467:300. 


MILHOAN.JL Region 4, Ofc ol lha D roclor 89/10/06 DEWEASE.JG Louisiana 
Power & Ughl Co 3pp. 51474.056 61474 005. 

8910120007 Fenvards draft NUREG/CR-S46 1. "Aghg Assossinonl ol Cables. Conr.oc- 
tots A Elocincal PenoYation Assen^bLes Used in Nuclear Pov/pr Plar^ts*’ 

FAHMER.WS Electrical & Mechanical Enginoonrg Branch (Post 680717) FtN A- 
1018. 89/ 10/04 THOMAS. J E. Equipment Oual ficai on Advisory Group 72np. 
51439 066 51489 137 

B910120103 Forwards dralt NUnEG/CR-5404,Vol 1. ’’Auml-ary Foedwa'er Sys Agl.nq 
Slud/.Vol rOporating Experlo.'ices & Cufro.nt Moritering Practicoa,*’ fer rovow & com- 
meni tw 891 1 17 

FARMER, W.S. Elocirical & Mcchamcal Engrocring Branch (Post 600717). 69/10/05. 
THOMAS. J E. Equ-pmunl Ouahl ca1.cn Adv.sory Group. 183pp 61522 002-51522 180. 

0910120208 Fo-V/a-ds ccrr.mo.4ls on review ol NUREG/CR 4664,Vola 6 & 7 ro SCANS 
Iho-ory markual concorriing buck! rg ol ci'cular cyli-'idr cal shells & puncture of sh pp ng 
casks per 693802 memo. 

BURNET r.RF C vision of Safeguards & Transpcrini D.n (Post 870413) 89/00/22. 
BOSNAK.R J. D.v.sion ol Ergioco'ing (Post 870413) 4pp 51522: 190-51 522: 193. 

6910130134 Prov dos EPA w/linai HuppI 3 lo programmatic ElS which addrosses onv-- 
ro.a considerations under Nall Environ PoLcy Act ol 1960. 

MASNIK.MT Profccl D.rociora1o 1-4 69/10/05 SANDERSQN.R E. Env.ronmonial 
Protect 01 Agency ip 51499 248-51499:248 

8910160076 Stales belief that dovolopmer.t a ncfdilron of now procedures lo irrplerior.t 
sa^ogjards contingency p’ana of p’anls as roooi'ed by ICC^RSO 34(d) add.'ussos pos- 
8 bi lly of land vehicle bcirb.por prcvsio.ns ol Goner-c Ltr UU-07 & tuppi 
WnocZKA.E.J Co.mec1icjl Yankee Atomic Power Co GL-n9-07. 09/iO/OG. Docu- 
meai Convcl Branch (Documenl Contro* Desk) 3pp 51520 229 51520.231 

6910169079 Forwartfs saloiy ovaijation Inong that orocedu.'os go.noration package 
(PGP) su^frjUed on 650101 par Ge.i6.'rc Lfr 02-33 has t/af ro-ic-os Rev of FGP (o re- 
flect concoira idor.til od In SER requested. 

0OURNIAA Pro, PCI O rocloralo IV. GL-B2 33 89/10/05. MORRIS.K J Omaha Pub’ c 
Powe: District 3pp. 61521 329 51621 342, 

-8919160081 Saloiy evaluation conc ud ng Uial procoduros generation poeVage submii- 
lod by 050301 hr should bo rovieod lo address siolc-d items to adoqjatny addrusu 
roQuiromonfS of Generic Hr 62-33 6 to accemp'ish ob.oct-vus ol NUREG-0899 

• OH.C0 of Nuclea' Render Roguiavof', Oiroctor (Posl 67041 n GL 02 33 69/10/05. 
20pp. 51621.323 51621 342 

0910160091 Fo.'wa'ds aafnty evclJat-on accept-ng 601122 roapo.nsos to Generic Ur 08- 
ll» *’Rad.oticn EmbfilHeirem of Reader Vussel Malls & impact on Piart Opern».ons “ 
Prosoni elated press jro/lernp i rr.ls for RCS acceplablo for 32 EFPY. 

DICK.G.F. Prelect Droctoraio IV Gt-Ofl-ll B9/10/02 VAUGHN GE. Hctalon L g'll- 
ing & Powor Co 5pp. 6 1623 233-51523:24 1 . 

8910160103 Forwards safely evaluation accopUrg uii 890516 losppnso lo addi info re 
NUREG O737.ltom IIID.3 4.concerr no control rcom hobilahlifty Toch Specs for ch'o- 
rho Uolodion & min air f ew to cci'iroT room ahoufrj bo suhrr.iiiGd 
DROWERICK.AW Pro.ocl 0.fCClorato I 4. TAG 73236. 00/10/03. FITZPATRiCK.E 
Genorai Pub ic Ui !ii os Co*p - GPU Service Co.'p. 4pp 61526 230 61626.20G 

-69101601 12 Safely ovaluavon accopimg util 000616 rosponso to request for add I .nlo 
on control room habilatxt ty. 

• Office of Ntclear Reactor Rocutailon. D, recta' (Post 670411) 00/10/02. epp 
5 f 628 204 -5 1526 299. 

80 19160287 Foiwards addi info le radiat'cn morcor ng sys per NRC roq.iusi Ooscr.pilon 
ol how gaseous rodioaciive monlicr readings corroded & calculailor^ lo t'olormne M 
monliof can survive post-accident environ, per info Notice 86 030,encl. 

ALEXICH.MP. Indiana Michigan Power Co. (formerly Indiara & Mchlgan Electric Co). 
IEIN-86 03D 09/10/06. MURlEY.T E. Oocumem Ccnvol Drancfi (Oocumont c5onlrcl 
Desk) 12pp 5 1603:202-5 1503 303 

8910170031 Forwards ubi list of prientv Icensng activities which require rosoljlion by 
Jan 1990 w/p'anned date for action NRC maint to max extern practicab'o of coi-.tinuiiy 
Cl technical reviewers A project maf>agof roquostod.Rolalod Info end. 

KINGSLEY.O.D. Tennessee Valley Auhor.W- IEB-79-02. 89/10/02. CRUTCHFIL-LO.O. 
NRC - No Dole led Afliialton Given 19pp. 61537:335 61637:253 

8910170056 Provides followup In'o re Homs discussed at 360th ACRS meeting on 
690608 to 

TavlOR.JM Assisiani for Cperaions (Post 890205), 80/10/04 FRAlEY.RF. ACRS 
- Advise 7 Comm Ttoo on Reactor Safeguards 0pp. 5 1 533 26? 51633 204 

-9907 140 U7 Forwards requests made at ACR8 350th meeting on 09OBOQ-1O, per 
agreement that summary of adbt'.a.egrcoments.assignmenis a req.josts made during 
each committee meeting will bo sent lo ofc lo'low ng each rneoi.ng 
FRalEV.R F. ACRS - Adv.sory Commilloo on Reactor Safeguards. 69/07/02. 
STF,LlO,V. OJe of lb© Execuive Director for Operations 5pp 51533.275-51533:270 

a9f0f7020f Forwards NUHEG^it7A a N’UREG-f2<9 as fmaf rosoFjflon of USf A- 17, 
"Sys fntoraeions (n Nuclear Power P.’anis." NRC actions for rosolul.on include gud- 
aoco for ueo m review S development ol PR As W/o ends. 

BECKJORD.E.S. Off ce of Nuclear RoguToiory Research. Diroclor (Post 860720). GL- 
88-20 B9/10/03. JOHNSTON.J0. Senate. Appropriations SYNAH.M House ol Rep. 
Government Operations. BREAUX.JB. Sonaio, Envitonmer>l S Public Works. t5pp. 
51532 067-51532 CBl, 
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89 10170204 Forv^a^ils {v^RO o' uSl A. 4?. ct Cell'd Sys." 

fc' inio Rosoui.cn censsis o* NlJHEG I2i7. Evai'Sto.n oi Safely 

fmp' cancns Tochrical Fi-dnss LSI A.4/ & 7JUREG I2l8. "neilblaiory Anay 
SIS *■ W/o ends, 

RATHDUN.D.K CorQ-e 5 S.:>nal Afiaus CCS 69M0/O4 SYNAn.W Hojso Ol Pep. 
Govc/rmort Cpcraticfs JOHNSTON* J B Se'‘ate. App'op' ai O-'s SPEAUXJ.O 
Sonot©, envi.'Onrnont 8 P..hlc Wc'fcs fpp- 51555 037-51 556 C4 1 

Wl0t70212 FD'‘«a*da 'isVcrt o&CumetMS desct.fctvg NRC Inal toscijl'on of US A*40. 
•‘Soism.c Das-gn Cnioria.” ncKiong Rox^ ? ip penipns of NJOCG CfiOO.NUREG-l233 
A NUREG/Cn-5347 W/o ends 

0ECKJORD,E S. Cf'cQ of Njciear Rcgs'diory Oesenrch, Ofoc:of Posi 8S0720) CCS 
89/10/05 BflcAUX.J B Senaie. Eni^ifCrmpri ^ Pulihc Wo'XS UDAlL.M.K Mcusp ol 
Rep, ini€fo^ & in«ii\ai AHata SYNAR.W. Hcusq ot Rep. Govecevnem Cpemiions 
I5pp 61532 002-51532 096 

&9 101 70227 FoAvaros SjppI lo A OR bG 0974. FtS ra Operahon ol I rneric'n Geno»a:- 
ng Sia» on.Ur.its 1 A ?' s rol»ce of ava lat l<ty of SjppI to rbS fc' p:ani.W/o NJRtG 
SUH.G.Y P^oioci Drcctnieio 1-2 89/03/29 SMIThPH Adv.sorvCoj''C.IC''Hi9rO'i- 
PfesDfva'on app 51530:347 51530 352 

'-8910170231 noil CO Ol ayai aP it/ ol &up;,l 1o NCREG 0974. FES »0 CpOfaFo**. Ol I n'- 
Qrick ■■ Suppl provicfas NRC ova uafion of nlte/nalivo of racily cpe;aiicn w/nslala- 
lien of fuflher m !■ gallon das.gn foatu/os 

THADANI.MC. P^ojocl Dfccioraic 1-2 897C9/29 2op 51530 351-51 530.352 

8910180104 Forv»artJs SEB.comde*-»''7 Go''.©t'C LV 83'28,liem 4 5 3 te teacioi Up id - 
abl.ty on 'me functional fostmg of reacioi inp Sy$ 8 EGG NTA 8341 
HICKWANJB Pro.ect n.redO'dte III 2. GL-03-28 89/C9/27 HOLrzSCHER.D L M. ♦ 
nois Powof Co 3pn 61552 334-51552 362 

-8910180107 Safety Qwai»aign on Genctc L8 83 28,(lQin 4 53 le /oactof irp sys 
ro'ialiil ty item accoptab:o,per siateo /epis A MJFE0 0460 

• Office of Nudoar Reader Reg -'alcn, Crecio' (Pod 870411) OL 63-26 69/89/27 
2pp 51552:337-51552:352 

8910180121 inferms that Pev 5 to p:ani ODCM acoep^eoio w/o fynhe.' mods A issjo 
reso'vcd 

HICKMAN. J.Q Pro'cel Dtrocioraio 1M-2 TAG 72974 89/C9/27 H0LTZSC‘^ER.DL II 
ndsPcwofCo 3pp 51563 132 51553 136 

8910180273 Goro' c Llr 89 22 'P fill licansoes of ope'ahng reasiors A holders of CPs ro 
potonrial for rndoased roof -'oads A p ani area flcod nmolf dopiM ai icensod nuclear 
power p:anis dje to reconi c^ango in PMP cnleria Sve I si cnc'. 

PARTLOW.J-G AssoC' 916 Crecioi fer Pro, eels (PoM 6701*'!) &0,MOfl9 Conso'vdaU 
0(1 Edison Co of Now York, 'nc 39pp. 51622 069 5 1622. 1 06 

89 10100074 Forwards norpropnota'v WCAP* 12370 A propnciaiy WCAP. 12369. 
■LOF^TTn2 Analysis for Sioam Gcnoraicr Tyho Pjpiuro fer South Texas Projod Unirs 
I A 2.‘* Analyss s»'Ows »l'al caictiaied o'fsilo doses w.lhn NuREG 0800,5 RP A 
10CFR103 i mils 

MCBURNETT.MA HOJslon Light rg S Pc,i.Or Co ST-HL AE 323B 69/ 10/12 Docu 
mom Co.ni/o10ranch IDocvimeni Co.nlrcl Desk) lypp. 51558 130 51558 241 

6910199737 Con' rcroiory Acncn Llr CAL-nill 83 21 ro 891004 maeurg lor assessment 
of Nine oxam rosu ts fo' vvhcu pia':! roq jali'.cai on program rolod unsat.s'acio.^ A 
p.’ans lo mpto-rcnl acen'oratod rerrrCd ai iraio rg fo: o< am' failures. 

DAVIS A B. (logon 3. Cfc o( Iho Direclo' CAL B ,.89 21 89/10/06 REED.C. Cem- 
monwoallh Edison Co. 2pp 51663 32 1-51563 322 

8910200026 Fitih padial rosponbo to FO'A request App i records orcl A ava'aUie <n 
PDR Portions of App i records wiihnol^f (^of FCIA Exemption 4i. 

GRIMSlEY.O.H. O.v.sion oi Fceedem ol inlcrrr.atio'i & PuWeaVons Sorr“.ces (Post 
090205) 89/10/16 BAUMAN. L Gove/nm(?.it Acccjntat llty Prcjoct 3pp 51542.118 
51542 146. 

-8910200030 Partial y deletocl notice cf voiation from msp cn 840402- 06 Violations 
noted .‘Iconsnc lai'u.'o lo cor<ocl‘y calcu a*© Im ts o' error for sh.p;roni of uranyl oivato 
solution A failure to fo'low p.'ocedero 

' Reg'cn 2. Ole of the D.reeior 84/05/03 2pp 5 1 54?. 125- 5 1542: 126 

6916200177 Advises that ull ccTmilmont 'o prcvide shift rech.nca) advisors nowbemg 
mot B$ comm nod m 820201 itr mionds ro a'.ow odv.sors to mako use cf tralnng fac !•- 
ty A SI II meet intent of NunCG-O73?,li0'n l A.t l. 

MECnEDY.R.C Rochoster Gas & Efocirc Co.'P. 89/19/12. JOhNSON.A.R. Prcicci Oi- 
TOClorato 1-3 2pp 51576:234-51576 235 

891 0200 164 0 scusses containmenl high range tedaficn rnorilor dot actor calbr 
cert if cat on. in response fo uiii 870129 llr.Schodu'o accoptabio Icr calicr ol detectors 

P rior to sfarfyp from next roltelr.g outago.cuvenlty schecuiad Ic' Fat: 1990. 

lANNOMJN P/Oiecl 0 teclcrato lit 3, TAG 84659 69/10/18 SCHNELL.O F. ifft-on 
Electric Co Ip 61565 343-51565 343, 

0910239IQ8 Forwards re pi ol Opo.'alO' Licens ng Exam 60 296/0^-09 02. a dn: hi stored 
during wfis Of 000724 A 09tlTt'fee rnajCf cO.'icofns jdentfiad djr.ng 
Qva'uai 30 ns. Incit'd ng signiftcani ciof doncles in exam mail gubrmttod to NRC 
WILHOAN.J,l. flOQion 4, Ofc of the O rector. 80/ 10/ 1 G TREVOnS.G.A. Nebraska 
Pub'iC Power Dr sir IC4 3pp 51590 051-61580. 103 

8910240091 Si/rnmary Of 69992S meethg w/ulil in RockvJ'e.MD re slatuS of Iconsing 
issues for plani. Discuss ons also he'd on amend sub.m tiais ‘nvciving steam -qo-oeralor 
tube 8l oaves 

HAYES.J-J. Pro;ecl Dlrecioraie II i. TAG 71554 09/10/16 PrO|ocl arecloraie II- 1. 
19PP 51611.340-61612 006 

8910240D03 SuTrnary ol 890D26-27 meeting w/uH 8 ER'N Enn3neorn9 A 
Research, Inc re lOv ow of NURFG 0737,liem frl.D3 4, 'Contrel Room Hot>iiab.'iiy ” 
Usi of attendees .action ilerrs result rg from nieGl-ne A v.owgfap*'9 onci 
TRAMMELL, C.M. Project OirGclo(a.io V 09/10/17 Pto,eci 0, federal© V. 30pp 
61585.277-51585 306 

89 10240007 Advises ihat NRC coirpisted revow et VvCAP-i 1145 which contains gener- 
ic comparisons to WFI-ASH analyses fer var oJs p'ani lypes Plant FSAfl analyses ol 
small break LOCA meets requiroments of NUREG 0737,fMI Acton Horn il K.3 31 
JABBOUfl.KN Proieci D.-'CClorafe 11-3 Gl-83-35 09/10/16 TUCKER.H.B Duke 
Power Co 3pp. 5 1589 014 51603 016. 


8910240044 Responds to Genenc Llr 89 06 re 5PDS Review dI SPHiJ co'iipi.li'f •■p.i! 
points cemptofo 8 ponlS not included in fculiru insiru'ront louu surveill.uvos 
donlhed Iric'uS on of ponis schcdu'ed fO' ccmpiplion by 903201 
TUCKER.HB. Cvjko Bowcf Co GL-ftO-06 89/10/16 Qrc\jn\erM Conuo'. OiiVKh 1 Vki(i: 
men| Control Dosk) 3pp 51589 010 51589 020. 

8910240048 Forwards rospense lo 890829 roquosi fur adal i.nfO ro dirntl rmror.illon lu 
sponse spectra Targoi spectral (fensity fi.f‘ct<on usny sito specific dam A rcron.ir -it 
dabOns ol t-UPEG/CR 53*17. App B.acCcptaUlo 

TUCKER.H H Duke Powof Co 89/10/1? Docurnoni Connol D'onrh (Docu lu -ii i.vi 
ho' Desk) 7pp SI 501 050-51591 056 

8910240127 Pfov'-das eddi info ro inadoquaie coro coo'irgpor NRC 890623 n.tijr ii ^ 
8Q0725 lolconlnfo te-ng submUed alter duo dale, pof 890801 a/voomcol wf J 
LA6RUNA.S Pub'ic Se'ViCO Eiecinc A Gas Co of Now Jersoy NlR N/I!M44, (Ij/'O/ 
17 Oocumont Control Branch (Documeni Conirol Dos^) 4pp 51504 218 51f»lM22l 

8910260152 Forwards Roqual ficaiion Prog'om EvaluaiiOfii Insp Rnpi 50 :15-1/0] 

1 2QL Exam adfn nistored during wk of 000619 

GalLO.RW Rcocn i. Ofc of iho D-reciof IFB 8fl 00/ 0')/|0/|? 
M*LT£N3ERGER,S Pubtc Service Electric A Gas Co of Now Je'.*:>oy 5,-j' 
51012 160 51612:189 

0910250231 Forwards marked up "IAEA Sofoty Targels A PRA ” NRC co.iiPiuuls on 
ropi w l. be icrvrarded 

SHGRON.D W Division ol Systoms Research (Post 080717) 09/10/17 S|ii«c .i Cn.i 
irilteo lo Rfiv.ow SoveiB Accidcni Bisks Ropt (NUBEG USO) 2pi> 

61615 285 

-8910250232 "IAEA Safely TargofS A PDA Siaio-oMhe An A Shorfccn'lniis ot I'R/l * 
HIRSCH.M. EiNFALT.T. SCHUMACHER.O. Gosollscholl fu' Okotoglsci o f c;ifich.-ig 
ufvd Oetaivicg mbh BO/09/31. 300pp 5(6l500?-5(6l5 285 

6910250354 Requosls ad'JI pmting of NUREG 134 7. ’NRC Staff S.io Umhfli:'»/n' 
Analysis ol DOE Sle Characie/tzation Plan. Yucca Mounlah Siio.Stnio nf NV. * iiim !., 
supp‘y a ready exhausted 

UNEHAtl J Ropositofy L causing A Qual-ly Assi.rra'ico PfO:or.i O^ocio'ntu 'unnH j 
89/10/24 MEYER.O.t Regu'aiCiry Publicaticns Drench 1)) 5l6l2 15? 5lti ‘2. 10/ 

8910260209 Forwards saloty evaljaiion finding that program descntrocl m priM<.i9.'is 
enerai on package (PGP) subm tted by 84C604 lir A B7021 1 rev io P(iP (>»r tH.r. f 
ti 82-33 'ncompleiG S incof/ocl in content Rev rofieciirg ccfcorns ronij.-slrid 
eniNKMAN.DS Pro.oci Orociofole 1-1 GL-B2 33 09/10/16 UnAM.SU CnmH '.i 
ed Ed son Co of Now York. Inc 3cp 5161 7 144-5161 7. 1 58 

-8910260214 Safety evaiuaicn concluding ihal procedures gofo.'aiiprr penkag > (I’lii | 
Submitted by 840604 llr A rev (o PGP subiritlod by 87021 1 Hr sliouli/ Ihi furil i'; ro 
v.sod to adequa'oly address roqu'/emorMs in Gonorx Llr 02-33 

* Olfico of Nucloo' Reactor Rcguloiion. D.fodof (Po.sl 070411). Gl 02 33. irt/Kinii 
12pp 51617 U7-S 161 7.150 

8910280289 forwards addi inlO ro Chap’ers 6.9 A 11 of Al.WR rO()jifrifiiii'*.ls <!;'? 1. 1 < i ' 
per 803608 request ALWR wll comply w/NuREG 0800 ro er^'mneud hrti ittnti H i.i 
kiNTNER.EE. General Pubic Un’itiQS Corp • GPU Sorvico Co.^ 8U/1(>/i:i ! 
ment Conltol Btanch (OoojwpM Conitpl Oosk). iGpP 5161/ 270 5161 / 20-1 

8910270240 NURCG-0750 102 V29 INDEXES TO NUCLEAR REGUl ATCRY (OMVi*. 
SION ISSUANCES January- June 1089 

* D.vision ol Freodom of In'ormalion A Publ'caiions Services (Post 800205) ii'iAi'i/ 
30. GOpp 5159? 165-51507 229 

0010270241 NUREG- 1307 R01 REPORT ON WASTE UURlAl. CHARGEB L ficn'.il-'i’ f ‘f 
Decf)mm. 3 SioninQ Wasin Usposai Coals Al Low Lcvol Wasto Bunai FncliiMi'j 
' D.viSion ol Eng noo/ing (Post 870413). 80/10/31 .15pp 515911 15 51591 IL:» 

8910270247 NUREG.1370 RESOLUTION CF UNRESOLVED SAFETY ISSUI A -f* 
•’NYOnOGEN CONTROL MEASURES AND EFFECTS OF HYDROGEN RURN*. CV 
SAFETY equipment;' 

FERRELl.C M . SOFFER.L Division of Safely Issue RosoUlion (Post 880717) Ihinvj/ 
30 209pp, 51503:109-51594.055 

8910270253 NUREG/CR- 1 754 ADOOl TECHNDLOGY.SAFETY AND COSTS O' in 
COMMISSIONING BEFEBENCE NON -FUEL CYCLE NUr.iliMi 

FACILITIES Com pondi urn Ol Ctrrent Information 

SHORT, SM. Batiello Memorial insMuto. Pacific Northwest Laboratory HiN It #?. 10.’ 
6^/10/31. Oivi&io.n of Engineering (Posl 870413) 2l0pp 51592.330-51503 IDfj 

6910270256 NURF.O/CR-M98 AN ANALYTICAL STUDY OF SEISMIC Till IF AT Til 
CONTAINMENT INTEGflfTY. 

AMIN.M. SanJia National Laboratories AGRAWAL.P K Sargoni A L dtufy, Inc 
AHL.TJ. CBI Na-Cen, Inc FIN A- 1401 SAND0Q-/010. 09/08/31. DivKun cl I ni, 
neerirg (Post 870413) 4 50pp. 51594:056 51595.204. 

0910270262 NUnEG/CP-0104 TRANSACTIONS OF THE SEVENTEENTH WAIPR R1 
ACTOR SAFETY INFORMATION MEETING 

WElSS.A.j. Ollic© ol Nuclear Regulatory Research, Dueclor (Post 860720) T '1 A 
3908. 89/10/31. 210pp. 51595 205-61596 033 

8910270284 NUREG/CP-0102 V02 NRC REGULATORY INFORMATION CO.NI I M 
ENCE, 

• OiiicQ Ol Nuclear Hoactor Regu'atlon, Diroclor (Post 870411) 89/09/30 f.00,-p 
51596:034.51597:154 

8010270267 NUREG /CT’- 0102 V01 NRC REGULATORY INFORMATION ^:ONI I R 
ENCE 

• Olfico ol Nucloai Reablor Renjlalion, Oreclor (Post 870411). 89/00/30 r.oOjI' 
51591:151-51592:337. 


OHO CORRESPONDENCE WITH OTHER ORGANIZATIONS 


B90901033B NBC Info Notice 89-065, "Potential for Stress Corrosion Cracking m Siooni 
Ganeialof Tube Plugs SuppUad by 0&w.“ Sve ust end. 

nOSSl.C.E. D^iS on of Operational Events Assossrr.eni (Post 870411). irO flOOOi 
69/09/08. Consolidated Edison Co of New York. me. lOQpp 51349 100.51349 2C0 
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6909060264 NflC info MoliCQ 00 066. Cual licaiicn of Sdcno cf Vafves " Svc fSl 
end, 

ROSSl.CE- Oiv.son of Opo/R(ianal Events Assessment (Post 8704n). lElf. fi9 OO 
89/09/ n Conaolidaied EciSSn Co of Now Yoik. Irc lOSpp 51337.096 51337 199 

3909200010 NflC Info Not CO fl9 C6Q. ' EvaUaiion o1 (nst'umeni Soiponts Uu'ing 
WCXJ-S.*’ SvC I.St end 

ROSSf.C E O.-viSion of Gperoionaf Events Assossrnont iFosf 070^ l U 0<J/C9/25. 
Conso'idalod Edisen Co of Now YorK, Inc I06pp 51337 200 5133 / 304 

8909250252 NFIC info Notice 89-C69. "Loss of Tnonna' Margn CausorJ hy Channel Box 
Bow “ Svc Ii9l end 

ROSSl.C E- Divison of Opoiaticna* Events Assessmoni (Post 0/0411) 89/09/29 
Ccrsolidated Ed son Co of Now Yq'I'. Irc I06pp 5163100151531 1C6 

8909270005 Forwards EEMA fina' ropi on plant omergenev response oxeaise cn 
Ono dolicioncy .cJent-iied to medical svcs aci-vity Horr.eUral d'iil on 080617 
correcied def.cioncY Oir^e/ areas discussed 

COLLINS.DM Region 2, Ofe of iho Drocicr 89/09/15 TLCKER.H Q Djko Power 
Co. 3pp. 51330. 128-5133B 188. 

8909270097 Forwards sgmricflni fntorgovernmontaf aefitivihes & ssuoa fopf for rronlh 
of Alq 19B9,for info. 

KAMMEnEH.C. Slate, Local & Indian Tnbo Prog-nms 69/09/15 CARR. nOBCRfS. 
ROGERS Commssioners. Spp 51368 309 61366 318 

89092701S2 Sumfrary of Operating Reaclors Fvonts Meoiing 69 33 on 890913 L'Sl of 
allenddos, 5 !gnif;cdni oiomonis of discussoij ovonis 8 surmary of roacior scrams for 
wk end no 690910 end 

k^AL'GVfNEY.C J. Events Assobsmenl Rrat'ch CHEW 69 033 69/09/14. ROSSl.C E 
D.vison of Oporalional Events Assossineni (Posi 6/0411) l2pn 5136B297 
51363 308 

6909280134 Forwards biwooKly nolico of applicalicns & omoncs to OLs l'wclvi''g NSHC 
pub'shod in FR on 690006 W/o onci 

M'-rRLEV.T E. Office Of Nucod' fleecier Rom.faficn, Oirocior (Posi 870411). 60/09/ 
19. BREAUX, J.B Senalo. Envronmon) & Pubic Works UDALL.W ^ House ol flop, 
Inlenor & Insular Affers SHAflP.PR. House of Rep. Energy & Comiro'co 2op 
51348 328-51348 329 

6909290080 Forwa'ds FEMA oxerciso ovaluBfion /ept of plant omergoncy preparedness 
cxerclso on 890301. No doliconcios ebsorvod djnng oxerdse W/o oncI 
MftHOAN.J.L Region 4. Ctc of irte Diiecfor iiit/OU/22 CEOOF.NSJ.C. Gu" Sfafes 
Uf. I.GS Co. 2pp. 51352 062-51352 063 

89-09260147 Summory ol Oporaimg Rcuciors Events Moeiing 89*34 on 09C920 to brief 
sonlor managofs & regions' oiiicos on se’oclod events ihst occMcd einco last mooi- 
irg 

HAUGHNEY,C.J. Events Assossmoni erpneh OREM 69 034 69/00/21. nOSSl.CR. 
Rrv'rsfori of Operaffanaf Events Assossmont (fAjst 8/04ff) 15pp. 51352:f55* 

51352:169. 

8809290186 Notil.cation of mcoliny w/owners grO'.,p3 on 090927*26 <o d3C;jss siatl 
marKup ol Chapiors 2 0 & 3 5 Of pfcpdsorl row STS w/ownorn Q'Ouf) ciiulrmon 
HEiNnAnT.F.M. Technical Spocilicalions Oranch. 69/00/21 C^ALvQ.JA Tecfiricai 
Spocil -cations Branch 2pp 5l352.07?*5i352.07n 

6909290250 friforms of NHC plans lo vis«l Tokyo on 800920 26 Roqij*THls mcoling w/ 
Minislty of In-tl Tiada & Industry on 690921 10 discuss odvancod BVVR j-ons no .ssuos 
& foviBw status SAP, NUREG 1233 f4 quest ons & discuss:or> lcp:cs onciW /0 SAP 
SCALETTI.O C. Standard 2 Dt on & Lifo Exions or> Project D.roctorato (Post 6D0?30> 
09/09/01. SAKUAADA.M- Japan, Govi ol 3pp 51351:354 51351 356. 

891(7020006 Nofificaffon of 09f00-l mouting w/mdgsfry Vaffoy Forgo.PA cn f-ak A ref, 
abUitV'Uaeod nUornat.vos lo curreni Tech Specs Moeilrg enenda end, 

FiSCHER.DC Techneal Spuc.ficaiions Branch 80/09/ ll CALVO.ja Tcctn-cal 
SpGCiicallon-s Branch 3pp. 51365 004-51365.086 

8910020011 Requests priority atlordion for onci NRC 090427 Ur fo seUlomo '^1 
aroomonls W/o end 

CRUTCHFfELD.O Associate Gr<-ecfor for Spoaaf Pro, oofs (Post 000 foi) 80/0^/09 
TAPPAN.O. Oanie! international Corp (subs, of Fluor Corp) ip 51366 327. 
51366327. 

8910040373 Summary oi 890816 monting w/NUMAAC.FPRI & other i''()uslry foprosoni* 
airvos re applicability of 10CFH50 50 & NRC (niorprotation of phrases lhat dofmo 
which charbg as. tests 8 experiments irivclvo unrov.oweu saiety (iuosiio.n 
F/SCHER.D C. reeftnfeaf Spoerf caf-ons Branch. BO/09/06 CALVO j A 7och-.cal 
Spocilications Branch 62pp 51506 211*51500 272. 

8910040361 NRC Info Nolic© 60 070. ‘ F^ossiuiG Irdicntions of M siop'oserted Vendor 
Products.” Svc lisl end 

ROSSI, C.E. Division of Oporatiana! Evonis Assossmoni (Post 070411) lEB 67 002 
09/10/11. Consol-dalGd Ed son Co of Now York. inc. lOOpp. 51531.110 51531 22G. 

8910040397 Requosl for OM0 roviow & support-ng slalemoni re 48Crn20, ' NAC Ac- 

S u s'tion Rogu'ation.” Eslimalod rospondont burden Is 1 15,420 n 
MENTA.J.A. OMico of Informaiion Resources Management (Post 800205) 69/09/25 
11pp. &1430.319*&M30:329 

6910050078 Discusses reg on /resident feedyack cn liconsoo actions to' rosoiuilDn of 
degraded nonconform-ng condif orrs per 803020 serTTinar el Rtg-on in Generic g^uj- 
arce on casend no Tech Specs urgently needed 

WIGGINTON.D. Oifico of Nuclear Reacior Rogulatjor^, Diroctor (Poai 070-11 1)- 89/09/ 
27, PARTLOWJ-G, NRC - No Ueia.lod Affilation Gwan 3pp 51430:085*51430 C67. 

60100S0097 Forwards Technical Review Ropl AEOD/T914. "Overview of D©sign/|ns?al- 
latiori/Fabncallon Errors m 1980*’ Approx 50% of Calegory 2 LERs ret’oclod subi 
errors. No addf aefion cocommandod at presani 

ISRAEL. S. Reactor Operations AnalyS'S Branch. AEOD/T914 . 89/09/27. 

ROSEnTHAL.J E Reactor Operat ons Analyss Branch 2pp 51452.170 51452 176. 

•'6910050099 ’'Overviow of Ues-gn/insiallalion/Fabncahon Errors in lOflQ. " AECD loch- 
nical evaluation repi 

ISRAEL.S. Ofl.ce for Analysis & Evaluation oi Operational Dala, Diroctor. AEOO/T914 
69/09/27. 4pp 5?452:f72*5f4S2,f75. 


6910060101 Fcrwafd<i ' SouTh Texas Prcicct E cclnc Generating Station Sfo Snocihe 
OllSiie fladrologica' Emergoncy Preparedness Pro-npl Alert S Notihcaticn SyS Imfo- 
pendent Techmea' Review * Sys satisfies staled teqjrnnents 

PETERSON.GC Fr^deral Emergoniy Managernoni Agency 69/03/22 rAYLCR.J M. 
01c of tno Execuiivo Dirccicr lo' Qpe.dhcns Ip 5l4l 1 156 SUM 341 

-•B9100S0102 South Texas Proiecl Elec it c Gor,e‘a*ng Staten S-'e-Specific O'fsile Ra- 
cfoogcaf Eirergency Pieparedt’oss Prompt Afen fi Mofifcaficn Sys f'^depondont 
Tcchn cni Reviow ’’ 

* Federel Erriorgency Maragsmen? Agency 09/C8/21 1D5pp 5141 1: Ifj/ SM 1 1:34 1. 

0910050304 Forviranls A£OD/T9ia. "Check Valve Fafu'o Rates Krom NPHOS Data,’* 
lechnical ova'ualion ropi.lo.* i.'ifo per ACRS 349ih rreetng.nnpi providns fa*u'0 raio & 
fd l.;re rale I'cnd w/ time. 

PROWfV.t.J floaefor Operafxjrs Ana;ysfs B'sncfl AEOj/Tgtd 69/09/29. 
ROSENTHAL.JE. Reactor Op oral 0'»S Analysis Branch, ip 51430 163*61450 166. 

.-6910050386 AEOD/T918. "Chec’x Valve Fa/uro Ratos From NFRDS Data.” 

BROWN.E J. O'lico fc' Anatyss 8 Evaluation ol Cpcralicnal Data Oi'cclcr AEOD/ 
1010 63/09/29. 5pp. 51430:164-51430 166 

8910060150 fi/fwe’Cs ‘'Eme.'goncy Preparedrtosa Exo'CSO Pct.'o Vctiio Nt-c oar Gere.'- 
0li''g Station 890503 OifSiie E>orcse Evaluation ' No delic onoes noted Seve-'al 
dioas rocui'irg conoci ve achon 8 rocoT.mended I0' Improvcrro.nt idonMed 
KWIATKOWSKI.O FoJe'al Emergency Vanage-Teni Agency 69/09/26 CONGEL.FJ. 
D.viston ol Had at on Protocticn & Cmergancy Frtpa'f.dness (Posi 6704 11). ip. 
61457 001 61457 071 

-8910050152 Tmergancy Frepa'eJLoe.ss txe'csn Peio Ve/do N.>cJear Gene oing sia* 
Icn 890503 Oils to Excrc.SO Fveluahon *’ 

' Federal Emo*gency Mar.agemef,* Agency. 89/09/26 /Ipp 51457 002-51457 071 

6910060307 Forwards summary of 890829 treoiing w/EPA rc Ma/ 1909 draft Cl manual 
of proiccl.ve achon guidelnes & proiecttva act ons fer nuclear •ncldcr.'s 
JORDAN E.L Oilice fo' Analysis & Eva'uaion ol Ope-'a tonal Dala. D rector 83/03/ 
■8 (3UNlEn,W, E'lvi'cm’enia' Prorocllon Agot'.Cy 4pp 61493 067 51493070 

6910100024 Commanls on set edj ng for dovdepment ol L censing Buepad 
SysCor.co'ns ra sed Ihet sys devoloemoni may be doferrod lo avoid noar-;orm costs 
CONNELL Y.LJ. Olheo Ol Licensing Surpert Sysiom AdimniSirato' (Poat 690301) 89/ 
10/03 RO'JSSO.S. Energy. Oopl ol 3pp 51461 162 51461 164 

0910110105 Ferwa-as FEMA 090922 |V to Now Yorx Sialo Emorgoncy Mgt Ole doscrib- 
ng two nadoquac 03 idoniiliod during 89051 B omcfgo.''.cy OKorciSo.Ave''ab :ity ol bans* 
otialion resources & Irain no cl o-'iteryo'^cy wofko.'S inadcqualO. 

ElLAMY.RR Reg on 1, ufc cf iho Diredor. 89710/02. BURKHARDT.L Niagara 
Mohawk Power Corp 8pp. 51475 205-61475 210 

8910110107 Fo.'wards FEMA 890922 Ur to DA DeV/o ro l‘'edoquacos durmg 890516 
emergen :v oxefc.ii© at pla^’t 

QELLAMY.RR Region 1. Cfc cf Ihe D.rec’or. 83/10/02. KERNANDEZ.W Now Yo'k 
Power Authority Iforrrorly Pov-'er Authority of the Shifo ol New Yorx) Epp 614G7 1 13 
51467:110 

8910110176 Recuous 1ranscr*pls of 000910,20 & 20 rneolirtgs ro GD.''0riC Lir B9-10. 
‘SefolyRoltiicd Motor Operated Valve Tesiii'.y A Survolianco" bo placed cn 
NlJDOCS sys & In PDH 

SCARBROUGH,! Meehan cal Engir.ooring Branch Ol. 09 lO 09/10/05 
MCKN.GHT J Oocumcni Conirut U-arch iDoCumoni Ccnlrpl Dos'*). Ip 51472 0-13- 
51473 235. 

.-6910110179 Transcfpt of 600910 hear.ng ir^ CivIujqo.'L ro workshcp on Goneric Ltr 

80.10 Pp 1*200 

’ Mochonlca' Englnconr.0 Brel' ch GL-8U.10 09/09/10 2l0pp 51472:044.51472:2,53. 

..0910110161 Trar'sciipl Ol 693020 mcoling in Donvor,CO fO workshop on Goror c Ltr 

03.10 Pp 1-127 

* V.cc ha" cal Eng nearing Branch. GL- 09* 10. 00/09/20 129pp 514 72 254.51473 022 

-0910110182 Transcrpi of 090926 hr'aring In Rockvil o.MD ro Grnor.c Lir 8Q.10 
workshop Pp 1*21 1 

' Mechan-cal Ergneorng Branch GL 09*10. 09/09/26 2t3pp 514 73 023*514 73 236 

8910120D3B In'crms ihai 09CO29 Ur ro Uar.go leak ropa r dov.c03 & soHianis had typo 
Oh Pane ?.fcurlh paragraph .’as t sonionco, as siaiod Er.ci tild 800326 w.iiheid, 
HARRlSONGW Team, Inc 69/10/08 MARSH.L6 Meehan cal Erg ncenng Branch 
ip 51492:086 51492 137 

-8910120040 Expresses approciaton tor opportunity to moot & c'tecuss fftrnge fdSk 
ronalr dov cos & sealants w/NRC peisonnei D.scusslons held 6 supply of rogues led 
Info recapped 

HARRiSOVl.GW Team, Inc. 89/09/29 MAR5H.L B Mocharlcal Engi-'Germg Branch 
0pp. 51492.C67.51492C95. 

-0910120047 244 “invostigal on ol Leak Repa rs.Leak Soai ng Piocosh ’* 

MIOOLETOXR. IVATSON.f) Pcpkmscns, Ltd aO/CO/23 4fpp 5 f 492.096- 
51492 137. 

8910120040 Advises that 0DO/O1 rfalu accoptablo for imptomenting ruvs 10 DOT hn2- 
erdous matls regj’alicns &. imp'omoniai on ol rau oact.va metis iransportati-en rogula* 

1 ons 

□ERNERO.RW. Ofi-co of Nuclear Material Safety A Safeguarda.D rector. 89/10/02. 
ROBERTS A Trarisportaf on. Oepf cf. 2pp. 6)489 064.51489.065. 

8910120100 Forwards proposal ro rosol-Jiion ol generic issues for inc-o'porat on n NRH 
lcons;no A nsp guidnnco.Proposal ro p'ent.spec fic impos i-on.irnplemonlalion & von'i* 
Cation of requi'enienis & guldanco resu'iing from resolution of issue 
ThCMAS,CO Policy Cevolopmuni & Techriical Support Branch (Post 0704 M). 89/ 
09/07. BUTCHER.bJ- I ns peel on S Licons.ng Program Branch (Post 080913) ip. 
5) 490.238 -51 4170.253 

0910120137 Trp topi ol 69091 1-1 5 visit to (AEa Headquarters In Vior.nn. Austria 10 
review docuTiont, ‘Safety Guido on SAR for Resea'ch Reactors." List of 
pailicipanis.progfani proposed for 1901*1992 A program for Cci .nil s/rnpos.um or’cl. 
ADAMS.A Nd.t Power Reaclor, D0comrrl83'orir.g R Environ. Pro). Oirectoraro (Post 
090730). 09/10/03 WEISS.S H Non.Power Reactor. Doccmm.ssion.ng & Fnviron 
Pro;. Dircctotato (Post 890730). ?2pp 51491 002.61491 023 
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8910130014 NRC .nio Ncuce 69 OVV C o' PoO‘V> Seal Cooli-'g Waiei 

Fi/^a Cj'if j Reci'cu:a?.cr» Opc'ai'O'^ Fc lowirg LOCA " Si/c lisi tfnc' 
fir'SSi C £ LV/SOn o' Ope.'fl! ooal Evenis A<;&essni©-H (Posi 87041 1) ILIN 87 063 
69/10/19 cinsl daiedEc^^^^^ ot Now York, .n: l07pp 51631 2?/ 51531 333 

8910160162 Pfi^i^'esi for CWB <evi9W & support ‘og siale-Te^l re 10CFR26 Filnes.3 lor 
DjN Proo.-a'ns ’ Esii^a'ed respo'>:^e^^ turdeo is 32.3C4 h 

AMtNTAJ Oriice o' In'ormai On Rosou'ccs Managef;>On1 (Posi 890205) 3150 01^6 
89/10/05 I6pp 5I52G283 61520 238 


0910160163 Ret;L‘e5i 'o-* CWB rev q/^ & Sfppcfkng sialeneni re 10CFR2. 'App 0 • 
Ru'es ol Pra^ico fo' Dot.osuc Licensi-'g Proceed •‘gs" Esirnaied fesponrfom burden 

MIEN^A j A Cffco cf !?JorrTialon HosoLfcos Management (Posi 690206) 3150 
0136 89/10/04 I9rp 51523 2S2-5t623’270 


8910170068 Forwards repi ol 881025 e^Grcise d cMsilo raO:0!cgC8l ©.ncrge/'Cy pro- 
paredf'esa piais No olfsiie defi-cionoes deniirod. 

KW/ATkOWSKI.D Federal ET-e-gency Manaye-neni Agency. 89/10/03 CONGE U J 
Ovis-on ol f^ad-aion Ptoiec'.a"^ & ErrferqoTvc.y Prepaiedress (Post 67041 n ip. 
51531 190-51534 239 


-8910170094 Hevised fi'’al repi, “6«tvCiSO Repl Oeaver Val ey Power Slol>onJcinl Ek 
e'Cise," con dueled cn 88^025 

• Federal Enr.O'geicy 7/anag©menl Agency. 09/03/22 4tpp 51534 199 51534 239 

6910170121 Forwards quarleily I si Cf s.'^pmenlg of sponi fuel made by NRC Icenseos 
beiweeT Jul Sepi 19D9 

MACDONALD, Transponobon Ora'^ch 69/10/11 RCDERTS.Al T/anspo/talion 
Cep! ol. 4pp 51543 046 51543 048 


6910170177 Responds to 890926 Ur re fO‘0 m FEMA charge <n posilicn pcrta-riog to 
adequacy of Sia'o ol NH omc'goncy plans lor plarlFEMA dooson revoked & sup 
ported by ASL0 8 GAO 

5TEUO.V Cfc of ifie E)«ecu*v6 Director for Oporaiiors CCS 69/10/02 
HUMPHREY.GJ Senate ip. 61530 277.5i530 296 


6910170209 Rospends lo rec pienl 890905 Mr to CM Umbel re NRC recepl of Nat) Psy 
cAcgba/macQ'ogv Lab, Inc propcsal -n reply to Soiiclaiicn RS ARM 09-175 concerning 
crug tesLng program All proposals beirg g ven equal consicoranon 
TAVlOR.j'U Ofc ol ihd Eicecutive U rector fer Operations CCS 09/10/05 
DUNCAN.JJ House ol Rep 2pp 51530 353 51633 356 


-8910170211 Urges NRC lo ftHy cons dor merts o' Nad Psycf’ophafmaco’ogy Lab.inc 
t rt fcf ronlraci 

CbN’CANj J House ol Hop 89/C9/06 UMBEL, DM. Oflice ol Admnslfflton (Post 
330205) ip. 51530 355 51330 35S 

6910170268 Responds 10 690831 Hr re ednplion of process cf l03"o tost ng of 8i. e’ez 
i/cnic compenents by NflC.po' JB G.sfliih 890707 itrNRC has not obtanod rights of 
siani^ard.zaiion Icr p'oeess trom Carr.co,)nc cf arty o^'ier erganiz alien 
TAYLORJ M. Ole ol the fj/ecutive Director fer Opcreiions CCS. 89/10/13 
WCMILLAN.A Houso Ol Rep. 2pp 51633 253-51530 257 


-0910170257 Fo-wards constiluOnt JD G’ltllh 690707 ccricerns ro Gnlf ifi recogn.fon 
lor confribiilicn m dcvolopmenl of pafenlab'e process ol lOO^s lestng of a I ofocironc 
conpcnenis for use m rucloar powor general od Industry 

WCMILLAN.A Hcuse of Rep S9/08/31 DENTON.H O-Iice cf Govorn-nonia) & Pub'ij 
Alfa rs (Post 870413) 3pp 5 163D 256-61S30 267. 


8910160113 Requests placemeni ol JT Kyi© 6910C6 lir ?o CE Rcssi i.i NUOOCS & 
PDR 

flOSSl.CE 0 vision of Operat-onal Evanis Assossmani (Post 870411) 89/10/11 
WCKN GHT.JC Oocumont Ccnirol Branch (Document Conifo: Desk) 2pp 51545 034. 
51546 039. 


-8910160118 Requests m'o re avaiiabil ty of specific repts eencorning ei egai ons noted 
n inlo Notice 89 69. ‘ Suppi ors ol Potent ai y ViS'cpresented Fasfonors 
KYLE.JT. Rjssoll. Straub & Ky'o. KYLE.J T Weial Fastener Supply Co, fr'C lEiN 89 
059 89/10/00. ROSSVCE D.^ibon ol OpOfoLo^al Events Assessmoni fPos*. 
070411) 4pp 51545 036-51 545 039 

6910180152 Forwards iS's ol personnel myctved in doye'opmenl of slds.alphabotical 8 
by o‘c & Usi of sids crganirol ons 

GREGCRY.E Of'ce of Nusicar Rogulalory Research, Orecicr (Posi 860720) 89/10/ 
11 BECkjCRD.E . ROSS.O, SPE'S.T Otfico o' Nuclear Regu'atory Resenreh, D rec- 
tor (Post 860720). 30pp 51557:012-51557 04l 

6910190008 Request for 0MB review & support ng statenier.t ro NRC Form 472, “Diag 
nostic M. sa dm ni s' ration flepl " Estimated rospondem burden is i50 h. 

AMENTA.j OlfCQ of Informal on Resources Managemoni (Post 6G0205) 09/10/05. 
2pp 51557 296 51567 319 

-6910190010 Request lor OWB reviOw & supporiii'g s'alcrr.eni re 10CFR35, "Medical 
Use ol Byproduct Mail " Esi maied rospondont bu'den 19 16,788 h 
AMENTA.J. Office ol In'ormaiiOn Resources Menacemonl (Post 890205). 69/10/ lO 
32pp 61567 298 51567 319 

6910230066 f ofwards.for into, Comm sson biweaWy nolica cf epplcationa & emends lo 
OLs .nvoiviro NSHC.putliShed m Ffl on 890920 

MUflLEY.T.E. Otfico Of Nuclegf Reacto/ flectlaiicn, Di'ecior (Post 870411). 89/10/ 
05. 0REAUX,J.B Senate, Environment & PubTc Works Ip 51580 025-51580 025. 

8910230078 Provides fcl Ow-up 10 ACRS 890912 Itf lo Cprr on EPRI advance LWR re- 
quirements decumcni NRC es formulating papwr descnbng re’aiive rev'ew priorities of 
evoiui'Onary fi passive reactors. 

TAylOR.J M Ofc ol ihe Execui.ve D«rocior for Operaions 89/10/06. FRALEY.P F 
ACnS • Advisory Com, Tiitee on fleaclor Safeguards 5pp. 51579.168.51579:173. ’ 

8910230187 Advises of no additions or cornmenls re persomel overexposuros reported 
per 10CFR20.403 & 20 405 per 890913 request. 

CLINE.WE Region 2, Ofc of ine Director. 69/10/10. COCL.R A Rad-ahon Prctcciion 
& Healih Effects Branch. 1p 51670.085-51579:085. 


8910260096 Otters no corrrrofils on or aft supf)?Oinonial ElS fq; 5 yr 
she I 0 1 S gas ;eas ng p'cg'am.por roc p or'l fl9G0 1 G Hr to NHC 
MURLEYTE OI'iCO of Nuclear ReocfO' Roijulolion. Drocior (Post 
\? IntenO'. Copt of 2pp 5161 J:1 7D 5l6l3 16O 


oi/tiif roi‘1 *11 '* :aI 
0/0411) 09/111/ 


PFt PROPOSED RULE 


8910020302 Comment epposng pioposod Chapiur 1 ft* priCy siaiumonl on mu n i.no** 
froTi requlalory conirol 

ERICK&N.W J Aff.iaicn Not Assigned ‘. 3 rn 49 ll 0 fl 00239 OO/OO/pfi iJoc^-iHino & 
Servicns Branch ip 51354 123 61354 193 


6910030072 Conrmont oppesng propo.sod CtiuiHur l r« plan 10 rloc'nni o.ii' ifM ul 
naicn lew 'ovol nude at wasios es below togulaio'y concorn 

CiPHEfOBO.RS Alfi'iatnr Not Assgncfl 63FR40fly0 00238 80/00/22 Mflll.VIV 
Envronmonidl PfOtec* on Agency fp 51364 12-1-GI354 124 


B910030110 Ccmtroni on p'cposod rules lOCFn3O,*l0,5O.60,/O.?2 & 150, I n ^irvuM 
Freo Flow of Info 10 Commssion ' ProposOfI rules must De ijxpnricfori lu rcVnl-) 

1.1 gat on S oevoopmont nf regu'etory pesilitm & rospense lo cfinrgos ct loLifi.^' n,i 
GARDE a P Rcb'nscn. H<)'jins'30, Poiorson, Berk. Hudo'p-'L ChukS & G/uik' 
54Fn30b49 00030 89/00/25 Occkoiiny & Sofvitos nronrh. 20(1)) *iiriJ4 WJ 
51394 198 


8910030123 Conrmont opposing p'cposcd Cfioplor 1 fh liuinw ruiji.ininrv t{>il'i4 |>-?1i 

MACGOWAN.L Aff.latcn Noi Assigned 53Fn.l9fJ0O 00?3f> 1)9/09/21 f)nfk<-*-ng A 
Services Pranch 2pp 61394 199 51394 200 


8910030133 Conrmeiit opposng propeserl Chnptor 1 ro below rogu'alory ten';, in m'l-H 
fc' choap & irresponsblo disposal of low luvol nuclonr waslo 8 ro'nltnl conb'U'lr nl ■! 
mails 

CRUMP Afiri8l.cn Noi Assigned 63rH400fl6 «0?3/ uy/09/24. Rtll I Y W I ri\ on 
menial Protocticn Agency Ip 51394 201 51394 20 1 

6910060040 Proposed fij.G lOCFHGl, "V/aslo Coididonro Uuc.sio'i Huviivh * fl,. > 
wcu d oxiond eyefo of waste ccn'idonco revlows from ovory 5 yrs lo nvu-y lO ym ui.' • 
roposiiory becomes avo'iedo 

hOVLE.jC Otticc ot ibo Soc'o.ia'v ul ll\o C'ommKyion 54Fn'J970/ 0U/ii-:i/25 /d;p 
51401 105 51401 1G4 


6910050093 Proposed rule 10CFH51, "Cons iforabon of Envi'On Imppr li* of liri |5«n/;i> 
Sicrago of Spent Fuel After Cnssaton of Roaclor Opiunilon " Ru'o wrni il mvl'.in ()■» 
ne.'ic de'u'm nai-ons on 1i'ni*'g pi avPilabiMy of goclogio rojjository fr)/ nnfAir.t** 
HOYLE, JC Office of too SecfOiary of Iho Ciunmisalon. £4f’n.19/ori tltl/O'J//’. I2( ;> 
61401 240 51401 267 


8910050109 Comrrioni on proposed riilos l0CFR70,/2./3 A /5 ft* 'M nuf A’i,«.ii-*i m 
P hyscal Proteciion Hcquromo.nis " Propose:! mod to Soclii-n 73 55 (tl)(/)lij m n ■ <j:S 
10 vital aroas ter pu'pose of gcrorn' tamil<ari/aii0.n bhould tin cla'ihed 
CCLViN,J F Nuclear Managerroni & Hoscurct's ('ounuii (NUMAHC) (fonnu-l/ N n . v 
UiLty Manage 54 Fn 33570 C-CCOI 09/09/29. CMll.K.S .) Oflico t>l tini Sfrrulniy r 1 
ire Ccn^mission. 2pf) 51401 258 - 51401.259 


8910050122 Oup'icaiion Fees, lOCFHO Imai rule* Hojiu' iliCfib amnrulril Ju >. v.-, ' 
charges Icr copy.ng roccrd.'J p*.blicly avai'tib'o ni f’OH in Wnyhinginn.Dl i. 

CHlLw.SJ. OHco ol Iho Sootoiary ol Iho Coionnsslort 54F11367f>/ 

51401 260 51401 264 


8910060167 Commonls on d a't siaff toctificnl posit'ori. ‘ Uusla'i ol EfOH'fin IViA;i- n 
Covers fo' Siab.li/nf o.n of 1/ M ll Tail ngs Rilos 

KUHN.AK. AK GeoCcnsuf. Inc 54Fn33l01 0:)001 09/09/29 lt(.t|ulfitofy f’liS’ .1 
tons Branch 12pp 51401 107-51401 196 

0910050160 Commonl suppodrig proposed rutOH lOCf R30.40.50.C0.70, /2 A lf>0, fVe 
serving Freo Flow Of Into '0 Commission " Oisagroos w/(ionimlssl:»iDr I IoIkmIs vUias 
A op n:on lhal ro e consiiiulos govo/rmunta' mbufo/onco .n conirnciurd ru ai 
HIATT.SL Cho Citizens ter Responsib'o Energy 54 FR:io 049 C0040 HU/f:9//ll <V|i 
51401 244-51401.245 


8910050192 Proposed rule 10GFR2, "Picfodu'os ApplxftW.o 10 Ptor,i>t)dni)u fm -v.v 
ance of L censes for RecoiDl of H-gh I ovo? Radwaslo ni Goofogte napgs rn.‘y Hirfrk 
would amerd rules of pracico for Icorising procoodmg on dsposal of fi g'* fuvl rji I 
wasie 

CVUlk.Sj Ollico ol Iho Sncfoiary ol U:o Cnm-niisslon 64Fn393b/ 0D/U9/19 
51401 201-51401 241. 


8910050206 Co.mnr©n1 on proposed ruloa 10CFn70,72,73 A 75, "M-ncr Arnun:! in Vi 
cal Proieci'On Roqu remenie ” Proposed rostr ciions should bo withd'Own m invnr ci 
nrore detnilive gu-deincs a'lewing lO'ur w/nppropnnla rroaQu'es ID ur.s i;u p‘.v l 
safety 

FAY,C.W. Wscon&h Elecinc Power Co 64Fn335;0 00002 99/09/27 Or;r.xc^“. j A 
Services Branch 2pp 51401 109-51401:200. 

8910050217 Comment on proposed futes 10CFf^30,40.50.60,7072 A fOO, ’ f’lUSOiv.r.j 
Free F'ow of Info to Com.T.ission ” Rule woubJ enuao undue burdon on uiii A fai ' ) 
eccompiish regulatory purpose 

ROY.MJ Tennessee Valley Authoniy 54FR3004D 00039 BO/00/27 CilIlK.Sj 
Off ce of the Socrotary ol It-O Commisston. 2pp 51401 242-5140 V 243 

8910100234 Fonvards tfocurrenls for rogulalory history ro logiBint.vo filsiury for (-ro 
posed ru'e on procedures appllcab'o to proceodmgs for issuanco of I:cnnsu4 for fo- 
cDipl ol h'ph lovol waste at geologic ropository. 

JONES.B.W. Olf‘cfl of ihe Go.noral Counsel (Post QC0701) AD27-1 1 OO/lO/O'J NHJ: 
- No Deiai'od Affi'iatlon G.von 3pp 51460.143-51460 IDO 


6910240081 Advses that inienm documents w.ll not be lir'alized unM receipt ol NRC 
co.mme.nts & E PA groundwater sIds become i na' for drab revised lechn cal approach 
docurrent 

MAnHEWS.WL Erergy, Dap! cl. 89/03/20 lOHAUS.PH Operei-ons Branch lo 
51580 360 51569 360 


8910110099 "Access AulhorizoUon FeP Schodulo for Liconsoo Porsonnol A Jrrp'omea 
fat on of Std Form 312," 1CCFR11.25 & 05 linaf lulo. Foe schedule for lSijr"ff'<Km«l 
personnel roouirirg occoss to natl security Info rovisen 
TAYLOR J.M Ole ol Ihe Executive D.reclo.' lor Oporallons. 54FR40059 119/00/22 
epp 5l429;079-5 1429 086 
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8913110110 PrcpGsed rule 'iQCFnPO. Acquis iron ncg-jaiion" Ru‘o wcj'J esiablis*: 
Nnr act;u on regulaton lo ensure mat regjaiirns gove-ring procuro-nn-nr of goods 
S sves w.thin NnC salisty part cuar needs or agency 

NOnRV.P.G Office ol At/m nstraion iPofii nr.02C5> 04Fn40420 B9^C;0yS2 *.5r.p;) 
51429 0B7*5l4ir9 241 

89101300BI Co.'nmonI on p'cposed rules lDCFn30,40.50.60,70.72 & IfjO. ' ^rc'cnri;ig 
FfOO Flow of In'o lo Ccrnmission ' Bo'ievos ihftl proposed regu'at o.n u- necessary & 
much 100 tread m appi cai-on & mat oniShog 1CCFR21 rogyaicns ellociivo. 
RCITIER.EK Wostnrjhcuso F.lccmc Cerp 54FR30049 00041 ao/C9/28. Off.co of 
Ihq Secreiery of iho Commssion ip 514S9 143 51460 143 

8913130091 Connn-.enis on p'oposod rules l0CFn70,?2.73 & 75. AmG*’:Js to 

Physical ProiBclion nequron enls " AddI gtidar'ce would bo bo/'ofiCiaf or, to wh^l con- 
si lulos "non wo.'ir-rolatod activilios " 

HOLDcN.LE Ccmmcnwealih Edison Co 54FR33570 00003 09/10/03 CUlLKSJ 
Off CO of O.e Sccfolary ol Iho CcmTission 2pp b14C0 144 5H60;M5. 

8910170131 Corn-nonl cppo?>inn Cnapler 1 ro roclassilyipg radwasl-e as beow regjia- 
tor^ concern. Any rad/raste sno‘..id be ca'eluiiy stored m special facilities d c'oariy 
ideni fiotJ 

FEDICORD.S Affriaiion Not Assigr.od 53FfU9O06 C0240 09/10/06 DOCVoing A 
Services Branch Ip. 51523 276 61523 276 

6910170173 Forwards FR roiicos of proposed updaio lo Commsscn waste conl.denco 
decision & proposed rule mcorporato ComTissbn rovsed findtrgs mio regu'aticna 
PATHBUN.DK Cergreosisna' Affairs 64FR3976/ 99/00/26 JOhNSTON.-I R 

Senate, AppropnaliOns. QEVILl T Hojse ot Rep , Apprepr ai:ons Sf-'ARR.P R ><CwSO 
ol Rop . Eno'Qy & Commerco lOpp 51543 133-51543 142 

69101BD242 “Pd 103 for Inte'siiifll Treatment of Car’cor, 10CFR35 fnal 
ajle.negciolions arronded lo add Pd 103 as soalod sou'co m sooefs 'o lisl ol b.*a 
chyihoraoy sources perm-tted for i.so m ireaiment of cancer 

TAyLCRJM Ofc of if’.o Exncuiive D.recior for Opo.'Olions 54fRl3992 09/09/26 
7pp 51524:160-51524 175 

6910190272 Corrmenl on proposed rules 1DCFR60.72 & I/O ro licensing roq-j f&.TO’'l9 
for nr'cpQnderii sto'ago ol bponi nuclear fuel & high lovoi radwaslo Cuesi cn ra sed ro 
vendor QA p'ogram to QSSuro casks used per appheaf)!© OA rroasures 
LEDRE 1 TCH.K.L. Nuclear Information & Records Manrigemorr Assocaiicn. Ina 
54HR 19379 0 0274 80/10/10 Docnolinp & Services Brarcf'. 3pp 5154 2 093 
5lfi42035 

8910240219 Comment cn "D'afl Stall Tocnnicdl Posil'On • Cesinn ol Erosion Prcleclion 
Covers for Sladl/aiiGO of U Mil Tn lings Silos' Rocom-ntirds inal sicrrr d Slrlbi.t-on 
isftiro again bo cons do'ed 

WHITE, R 0 EarthFax Enginoormn Inc. 5.iFn33l0l 0C003. B9/10/0D. NRC * No Do 
faf'ed A/fr'raficn Grven 3pp 5 15/8. f 70-5 1578 f 72. 

B9 10240245 Comrnonl suppO'ling drafl Tochnica' Position on Design of Erosion Proloc 
tiGn Covers for Stabi!i2at‘on of U M ll Ta'l.ngs Siios 

PATTON, J.D Exxon CO'p 64FR33 101 00032 00/10/10 Division ol FreocJom of Infer 
malon S Pub'icanons Services (Post 090205} 3pp. 5l57R 158 51576 160 

891Q240255 Comment on NHC Tecfmicai f’osiion oniitiod "Doson of Eros on Proiec- 
I on Covers for S'ab ii/aiion of U Mri failings Siios ' Concorn oxpr^ssod re pfosO'Vi-’g 
or.r .neer .udgrnont -.n rlosign 

□*iT<STRAS htydro Eny noo.nng 54KR33101 00004 B9/10/09. CiviS on Of Froctfom 
ol Information a Pubicatons Serv.cos (Post Q90205) Opp 51570: 1 50-51576 157, 

6910240262 Commoni supporimn NHC Tocfmicol Pos>lio.n on Dosfjn ol Erosen Prctoc 
UGn Covers for Stab luation ol U Ml i 7 ai inns Sites 

KENf4EDY,E E Homostako Mnlng Co. 54FR33101 00005. B9/10/13 Ow.sion of 
Freedom of Inforir^alion a f^ublicaiions Sorvicos (f^osl 890205), 3po 515?8 146 
51570 148 

0910250295 Commoni oppos-ng proposed Qiaptor l lo polcy slaiomonl »0 lodofnng 
cf low levol rijcloar waste In order io dispose of waste n rogu'nr >anti‘l3 or ‘cca> 
sowers 

MAXEV.V.M. Afli'iaiion Noi Assigned 53rR4a886 00242 09/10/10. REILLY.W Envi- 
ron rr.or.tal Proloction Agoncy 2pp 51578 327-51570 320 

8910260306 Ccrr.moni opposing proposed Ct'apfer 1 lo polcy sieiomorl ro COnsKfor* 
ebon of car lain cuno lovo"s of low level radwaste to bo bolow roguia*o‘y 
corcorn Rnd oaefwo malls should bo rrore tightly regulatod.mopilcred A trackod 
flUNT,A Cit-2ons for Allernalivos (0 RadioacUvO Dumping 53Fn40B86 C0241 69/10/ 
14. REILLY, W Envi'O.nrr.oniQl Proicclion Agency Ip 515/6 326 51578 326 

8910260028 Comment on draff technical posii-on, "Design of Eros on Protoci on Covers 
for Slab I zaLon of U Mi.l Tarings S los.'’ PoHilion paper should bo oxpandad to cioal 
w/ infiitrelion A seism c siabilty. 

QJILLIN.RM Colorado. Sloio of 54Fn3310i C0006. 89/10/ 10 RogJatory PuU ca- 
Lons Branch. 3pp 51591:110-51501 112 


PRM PETITION FOR RULEMAKING 

8910020301 Comment opposing polit.on for rvi'orrakmg PRM-SO-SG ro reopon^ng of 
ATWS scram ru'emaking procoedings 

FOGAnTV.E O. Phltadofpfua C'ocfnc Co. 64fR30305 00004. 00/09/26 CHfLK,SJ. 
Office of iho Secretary ol iho Commission 2pp 51354 121-51 354; 122 

S'S 10030086 Comment opposing pelilon for rulemaking PnM-50-53 ro danger po-ned by 
Ihoianal hydraulic Inslabil ly of OWRs 

LEWIS.M I, Lewis. M. 54Fn3090S 00003 09/09/25. CHILK OffiCo of me Socrela'y of 
fFe Commission 0pp 51394 167-51.194; T 72 

B910050237 Comfront support ng potillon for rulemaking PRM-36.9 l.lod by Amoficon 
Col ogn of Nuclear Phys'dons & SNM ro thorapeutc appLcahons of reciopharms 
QENEDETTO.A n. Texas. Univ of, Galveston. TX DENECETTO.A.n. Alfnatlon Not 
Ass'onod 54FR38239 00001. 89/09/26. Dockeiing & Servjcos Dranch 2pp 
Si40{.097-5i40t:(}90 

89701 3007B Comment supporting polilion for rulemaking PRM 35-9 Gurdons of NRC re 
qu ronnent lo lilo nance of c’almed mvcsilgaiional nxornptions resin c tod research 
endeavors implementation ol proposer! poMion will enhance fio!d of r^ucloar medicme 
MATTMULIER.S R. Si. Johns Mercy Medical Center, Si Lou s. MID. 64Fn38239 
QG^02. 00/10/03. Oockef.ng & Services Branch fp. 5f469 M2 51469 142 


G9101S0002 Sub nls Amoi can Co lego of Nuc'oar PhyS;cians & SNM petiton lor rule 
maki-g cha'^^o lo A-rc^d S0CKP35 to correct reg.iiaiory incorrpa*. bi ity 4 permit irad, 

1 on.li pra-i co of njcioa* mocicino A njc oai pharmacy. 

M.UEN.E V/ AmeriCfl-i Co logo of Nuclear Pnysicians CROFT, fl Y Society ol Njclea'^ 
'.'ed-Cfie 5-1FR38239 B9/05/C5 Oockbing 6 Servccs Branch ie3pp 51559 201- 
515GDC61 

-8910160015 Reqtosts add I'-fo on approva' ol uso of non -FDA rad opl'arms exlcndc'd 
10 type A tfoac mo'irca' hconsps 

NUSSUAuMER.U.A Assistant C ri>cicf fc' Slaio Agroornr^ma Pfogram 88/04/19 
CUNNINGHAV.R E Oiv.s on ol (rnust'ial & Medical Nuclear Safoty (PoHt 870729) in 
51500,027-51560.027 

-8910190016 Ad»isos Ihnt (Dca! Rad pact. vo Drug Resoarch ComTittoos can approve 
p*o:r>cls ut 'inrg uC; qjanlitos ol radioactivo mall for rosnarci^ studios only & d.agnos 
'iC & tlierapout.c st.itics ulil 2 ng non FDA matl Approved by FDA, 

NUSSRauMEH O.a. Ass slant Duodor for Slaio Agroorncr.ts Program. 88/07/06 
WONG.Cr, Sacramenlo. CA ip 51560:028-51560:028. 

--691Q19002B Responds to 8B0419 memo re aothoriiolicn lo opprovO d agnost.!: imag 
ir.g & ir^erapv stjCios mvol/inq use ol rodoact-ve drugs nol covorod by accepted 
nciico of claimed ii'vosl'yaticna' oxempl on for now drug. 

CUNNINGHAV.R E Division Cf tiduslrai & Medical Nuc'ear Salety (Post 870729| 
00/06/23 nJSSBAumFROa Asssiani Croclcr for Slaio Agreorrenis Prog'am 
2pp. 61560 029 51563 030 

-691019003B Pesponus lo 880027 |ir tso cf non FDA approved radlopharms for di- 
agnosi c c* iho'jpouiic pj'ooses by Slato cf Ca l corsoos. 

LUBbNAU.JO Asisisiail D »ccio' for .Slflio Agroc.'r.enis Prog'flm 86/10/11 
WONG.GC sacramcnlo, CA 2pp 5156003 1 51560 032 

-6910190054 Opposes NRC regj'aions lOCFRgS 100 35.200 & 3S 300 n B51016 FR 
ro admln slMhCAol rod OdCiivo drug crT/ 4 FDA has accapiod notice of cla med invos* 
tioaliora' exerrpioi fer new dr..0 or approved now drug appticaiicn lor drug. 
SCHLEGEIJF American Fharmacojlical Aaeoclaicn B0/OO/13 ZECh,lW. Com- 
m.ss'onofs 2po 51560 033-51560.034 

-6910190062 Respords lo 6909' 3 .tr lo LW Zoch ro requironrerkts for rrecica' uso ol 
byproduct mall rad opharrns NRC reins on FDA programs 1u cvali>ate new redio- 
pharms for sdfoly & o1foc.titfGnass under llsiod regu'aiions 

TlfOMfJSON.H.L Office of Nuclear Mater a' Safoty & Safogua'ds.D.rocior. 88/09/28. 
SewLEGELJF Amor-can Pharmaceutica' Association. 5pp. 515G0 035-51 5G0 039. 

-8910190072 Notifios cf mleni to reassess NRC rogulai ons & poi cy cn liunr.on app'ica- 
t'On o? bypfoovcl rad opharms 

GUNN ngHamr E. Oivis 01 Ol iriJustrlal & Medical NoCloar Safoty (Post 070723). 
68/12/02 EONETER.B D Rce o.i 1, O'lc ol Iho Direclor COLLINS,D M. flog-on 2, Ofc 
of Iho OifOCior NOREL'.JS.^E Meg on 3. Ofc of iho Dirocicr. 2pp 51560.040- 
515C0.041 

-6910190091 flosponds ?o OBOoZn irqu'y 10 Temp'o ru uso cf rad optmrni drug prod- 
ucts n hjrran subjs not si.b.ecicd 10 rwusijgaiional r'ow d'ug appi caiois or ap- 
proved r'ow drug ape icoiiprs 

POTSI'EIN.P Hcailn & human So.'Vicos, Dopi. ol, US Pi.b'ic Haallh So vico. 80/02/ 
14 CUNNiNGHAM.n E D.viSOi ol indtSlnal & Medical Nuclear Safely (Post 870/29) 
I5pp 51560 042-51560.056 

-0910100124 ncrjjesls nfo on wheiher NRC rogu'aiions perrr.n or prohibil licensoo w/ 
Type A spcc/pc license ol tioad scope from preparing & us-ng own roci opharm kjig 
for inio-na' uSO 

OARRAIL.RC. (hnois. Unv of. Chicago. IL LTR 86-153 86/05/23 HOWE.OB 
Office o' Njcloar Maiena' Snfoly & 5afeauarda.D.r0ctor. ip 51560 057-51560 057. 

-B0 10 1901 26 Responds lu 883523 roquost ro wholher NRC rogulalions pormil or pro 
f-ib.i liconsDo w/Typo A specific I lonso o1 broad SfPpo frcni p.'0parlng using own 
radiqpha'm K ts Licor.seo roagenl kits do ret appear to bo approved unde.' 
2lCF^361 1 

MC:elI 30Y.NL Mucicai. Acadomic & Corrmerclai Uso Safely Branch 68/08/1 1. 
BARRALLRC. Iilnc.s, Unv of. Chicago. IL 2pp. 51560.050 51560.061 

B91D 190263 Commo.'il suppprung paniicn for rujBmoHJng PRM-35-9 ro iCCFROS regu'a- 
iions ooveminQ me<i:cni uso o' byproduci mall. 

9HOWN.JW Alabama. Umv o*. Bi'rringr'am. AL. 54FR3B239 00C07. 00/10/12 
Dockotmg & Services Branch 2pp. 51542 091-51542 0B2 

09101S0277 Commeni supperting pohlon for rulo.naHIng PRM 35 9 re mod'cal uso of 
byproduct mail 

RUSSEL L.C.O Alabama Unv, cf Birm-nijhQm. AI. 54Fn3023O OC006 89/10/12 
Dockei ng & So -vie 03 Branch. Rpp 51642 096 51542007 

8010199281 Coirmenl suppofi ng pel lion fo: ru’emakna PRM-35 9 l.lfed by American 
Ccllogo ol Nuclear Pr.ys c ans & Soc.oly ol Nuclear Medicine. 

LESSIGH J Rclr:$ ff I* Hesp. Diagnosfre Confer, EJkrfis Path. PA 54Ffl38239 00003. 
09/10/05 Cr^ILK.SJ. Oflice of me Secretary ol Iho Cotmmsslon. Ip 51542 008- 
51542 098 

891019028B ComTeni 3u,-:pcrii'’g peition for fulomak'ng PRM-35-9 ro uso of byproduct 
mad.f lod by ArT-.Grican Col ego of N.ic'car Medic no Ptiys-clans. 

DUBOVSKY.E.V. Aralrama. Uriv of. Birnr.i''.Q)i3w, AL 54rFi3&239 COCOS. 09/10/12. 
Dockeiing & Scnr-ces BranGh 2pp. 51 542:099 51542 100 

6910190287 Commeni sup poring paiilion lor rulemaking PRM -35-9 ro medics' uso of 
byprodjct mall 

LOGIC.JR. Alabama. Univ of, ei.'mngham. AL. 54Fn3a239 00004 60/10/12 Dock- 
et ng 5 Sorv-fcos Btsncb. 2QQ 61542.101-51542. 702 

8910230230 Commtirt suppcilhg polilion for rulemaking PRM-35-9 Rogulalions cur- 
fonily interpielod do roi accomplish NRC goal ol roducmg pubLc rad alien exposure 
but rather restricts access 10 appropnaie nuclear medic-nn procadures 
MENKlN.R.E Loyola Un.v of Chicago. Ch cago, IL, 64Fn36239 ODOO6 69/lO/n 
DockOfregS Serveos Oraneb Opp 51 570 000-51570:008. 

8910230232 Comrroni support ng petition fo' ru'omaking PnM-35-9 High'y rostrci.vo 
NRC roQu'ations wi I leopardizo pjbic hoa'ih & safely by rosirlcling eccoss 10 nppro- 
prlalo n-je'ear rneoiciie procedures, 

BODiE.UH P.tts Rado'ogcal Associates Columbia. SC, 54Fn302nfi OOOIO. 89/iQ/ 
t 6 Oockefr.'igd Sorvicos Branch 2po. 6 15/000-1-5 1570.005. 
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8910230240 Cot-froa! sjppCfT r.a pel * in fc* rucma^ ng drv 35 9f>Rw sho.lJ fecOi, 
rjs irai PCA UCQS ai :« & cfi©"* cncouragos o'her cii'-icai uses oi approve^ d'^os 
wilFLH Fic'idi Un V c*. Ganes'.ile. Ft S-aPfljaP.lO 00009 89^0/16 Olf-:a cf 


ne Se^rre'.a'V ^>^l^^&~Cofr^SS Cn 2pp 51570 009-51570 010 


6910240005 Ccrrrrcr* SL;?pprt»iiq poh* &n 'Of u emaUng PH^/ 35 9 fO roviSCd lOCrR.15 
ff cj'alions QO.e-fr.inq free cal us© Ol UypfOcJtcl rra: 

S^rr JW* Ala -ana, Ur.v cl. B rnr nQ'iaii, Ai 54FR3B23& OCDH Ooc-' 

er ng A Sc"^ ces 8farch 2pp 5t57a 165 51573 i66 

8910240009 Con nell suppenmg poii'ion lC‘ fulerrakiry PRM 35 9 lO raviscd 10CFH35 
laaj'ahons QO»efr ng rrec cai uso o' hyp'ocuil nail 

P^TLIFF C^SPiFGl^EH.E J Si Ayr.e3 Hosp . MO 030239 00012. 89 ^ 

ion?. CpcVB‘.ng & Services Branch. 2pp 5l5?B 163 5157B 


6910240215 Cof!“-neni stppor rq pot uon ic' fu emaV ng PRM-35 9 re iOC»‘n35 regtia* 

lor.scove'n 'ig medfCal use ol D/P‘OdcCl I'l'ail 

DAVIS L P Ha'per Gfaco Hesps , Celro<l. M 54FR38239 0C014 09/10/17 Doc^0l• 
mg & Servers Branch 2pp 51573 173 51578 17a. 


6910240232 Conrineni supposing poiiiion lor fj'omaWmg PRM 35 9 fo nr.edca' uSQ of 
byprodLCl mailNRC s‘»ou‘d fecosn-^ lhai FDA al ows & oncCjtagOS Clher clr:cal 
uses Cl approved dftgs. 

LAMAnnaM M Debo.ah Research irsMuie, Brci^ns M is. NJ (lo'metly Deborah Car- 
CiOvascula-' Re 54FP 38239 C0313 89/10/16. Dochelmg & Se-vc^S Brerch. 2pp 
51570 161 51576:162 


8910240234 Co nncni supporting pet.lion lor ru'errakirg PRM 35 9 Hazard posed fo pa- 
tieoi ty dajr’osiic m sad**! rstra^ens #3' r.g under lack of ad''efe'fco 10 specific FDA 
fDcu a*icr.s nas been b'oviin far cjl ol propel 00 by NrlC 

TBlEPAKRJ A'fiat-cn Noi Assgred 54F R 39239 OCO 17 89/10/1? Ooclie'rg S 
Sciv.ces B-anch ip 51578 17551578 175 

8910240238 Cenrmer* stppo.'t'ig celitcn fc* nj'emakf'9 PRM-35 9 Revised 10CFR35 
regj'a'icns gcvcrnng medcai u3q cf byr'oduct irail 5:gr.il canty impact ability 10 
praci ce high q-jal.h/ nue'eaf rrtodcine 

SPRARAGfeN.SC Spra^ageh. sc. MD. 54F RGB 2 39 00010 69/10/1? Uockeing & 
ServeesB-ench. ?pp 51578 176-51578 l?7 


8910240249 ComiGni supporting pet lion 'cf /ulerrali ng PRM-35-9 10 medcal oso of 
byp-'OOLCi ma'1 Revised 10CFR35 roguiaioos signihc3''f-y impaci abi'.ty lo prachco 
hghqJa«^y huc eaf medeme 

PiNZCNG A Pnton G.A . MD 54FR3&239 00015. 09/10/1? Cockoing & Serv.cos 
Branch 2pp 51578 178-51576. 179 


B910240256 Comment S'jppCflno pell on for rufemaVi' g PRV 35 9 re medical use O' 
tiprodjci maHReviSed iOCFh 35 regulafio'^s sgn'caniiy impact ab.ity 10 praetje 
hch qua! ty rude 3' rr.edic ne/pha-macy 

NEGRIR J Ccrnccficul, Urv o'. Heath Cenler, Karmroipn. CT. 54FR38239 00016 
89/10/20 Oocketi-ig & Services BiAivch ip 51576 149 51578 U9 


0910250276 Corr.frcr.: seppor’-ng pet.tipn br rulerraking PRM 35'9 re modcal use of 
byprodtci mail 

DAMRON jR Rad Wesl. Sana Fo NM OAMRANjR Al‘ atioh Not Asagned 
54Fflj8239 00039 83/10/18 Dockeing & Sc-vices Branch 2pp 51578 231- 
51578 292 


8910250282 Commonl supporting poM oo fO' r 1 10.113 '•i.*' 9 PPM-35 9 re rrec'ical use of 
by^oduct mat! 

viTTl.RA Terrpie Ur.v. Fhiiadephia PA. VITTI.RA. Adliaipn Not Assgned 
64 FR 30239 00043 69/10/16 Docket ng A Servces Branch 2pp 51578 331- 
51578 332 


8910250269 Commcni suppo^rg pei tion for rLle'nahr.g PRM-3S 9 re ulili2dticn ol ra 
diQdctivD ma* s for diagioss & therapy. 

BURT.RW ’ic ana Unv. Medacal Cerlor. Ind anapehs. IN. BURT.R.W AfMiaiion N0I 
Assgned 54FR38239 00038 89710/18 Docket ng A Services Branch 2pp 
61578293 51578294 


8910250202 Corrmeni support-ng poi tio-i for rLlo.makirg PRM 35-9 re medical use of 
byprod-jci rnatl 

LiNS.B R Ale any Med cal Ccnler. A bany. Ny (forrr-orly Albany Medical Center Hosp) 
UNE.BR Arf.ia'-on Nol Assgned 54FR30239 00037 89/10/18 Oockolir.g & Serv- 
ices Branch Opp 51578 295-51570 297. 

8910250299 Commenl supped ng potition for ru'omaVing PRM-35-9 re medcal use Of 
byprodjci mat s 

DENAROO.G.L Alf. abor^ Not Ass»gned 54FR38239 00024 69/10/16 DockotnoS 
Services Branch 2pp 51578 312-51576 313. 

8910250302 Coftmer.l supporting poiition bf rulemaking PRM-35-9 re medical uso oi 
byprodJCt mail 

BOUDREAU ,nj M nnoscra, Unv ol. M nr.capol 3, MN. BOUOREAU.RJ. Affi’iation 
Not Assigned 54FR3e239 00042 89710/18 Oockoting & Servees Branch 2CP 
51578314 51578315 


8910250313 Co-mmenl sjppo'ti-uj pol non lor rulcmakiny FTIM 35 0 10 rnu-jry , 
hyf.rwlucl mail Many regu'alir.ns rMO'lcrti v#/p'ac.utxi ot v*1ik:U rgni 

NRC mod cal po'icy siaiomoni 

RCPER.TJ Rodoegy ConsuHa-ils Gmoiw-lo. SC RORER T j. Aff:!«i:K:rt N 
Sirred 54FR302'J9 00028 Bp/l0/l? Oockolng 8 Sti'viCes Grorch 'p, 5‘.57 
51570 318 

89I025031S Common*, sxiprcrimg polit 0:1 tor «uloir\rtkmg PRM.36-Q rc rro.Uicel -. 
byproduct marl ^ 

MAxON.H n C-nc-nnnti Univ of, ModrnI Ccnler. Cmcinr'aii. OH MAXO-N.IIR 
alion Not Assigrod 54rH3Q239 C004G 09/10/18 Dockolmg d Sen. cos Prarp 
51570 310 515/0 310 

8910250316 Comrreni b..p;.iO.'l ng poihon lor rnbrnak^ny THM 35 0 IkCi Lf A' 
Coltego of Nocloar Pr.ysiciars & SNM NftC shoii'd putHun < on iirot e'*S'.o s’ 
assess radobiciog cai offocts of msadminiFitaions from riuclonr mcJ.cino |koc( 
ELTCN.WJ Lc^Of Columbia Pathologists f*S Controlui. WA. 54f f13t2i0 ' 
89/10/20 Oorkoimg & Sorv ers flrQnch 2()p 5 1 5/0 280- 51576 200. 

8910250317 Con’rronl s..pporiny jiotition lot rx.'.onmx t.g t»VlM-38-9 *0 mciKalv 
byproduct mall 

MCCANCI ESS.5 k Abany Morncnl Contnr, Albany. NY CfO'dibrly A cany I 
Cen’er Hpsp) MCCANDLtSS.n K Aft.l-ation Not Ass gf-od. 54Fino?30 Cwl 
10/16 Dockoirg & Sorvreos Rfafi;:h 'Jpp ')15/fl 303 5 1 5/ti 3C5. 

B91025D322 Comment supporting p(it*li::n lor rulurniiking pHf/-35 ft ro i 

bypfcdjci mati 

MARTA.JO St Pa-I Rarko'ogy. Profess cnpl Asso: lull an MARTAJU A('m5 
Assigned 54rR38230 C0034 89/10/ HI Oockylmri A Sn vicnb R'anc 

61578 320 51570 320 

8910250326 Commonl supper hny polii on lor ruUim.iki'iy f -HM 35 0 MoO liy Ar 
Ccllugo of Nuclear Physicians & SN/Vi.rtnC- sl ond piirsuo comfiruh'jnHvo ft 
assess rad oblo'cnioal oflocis of n^isnurnn stratUK-rs ffiim nuclonr n micupu SIm: 
GCLDBERG.DP- Go'cborg OP., MD 54rn:m23U OnOb5 H9/(0/?J. i'kKU 
SOfv.ces Oranch Zpp. 51570 20? 51578 280 

8910250327 Corrmohl suppo-truj poiition fni rnloiimV ng HRM'35 !> fa fr.o-) c.it i 
bvp'OduCi mail 

OONNEl.LY.AM Ccryell Mnnional Hosp Cinlonvi O. IX. Ik’NNliU.x.A M A' 
Net Assigned 54Fn30239 00033 80/n)/l7 Iljckuli'i;) & liu'viccs Ifrar^l 
51578 306-515/6 30? 


6910260333 Commenl suppo.dng poiiHon lor fiilnmakirni f-’RM :i5-l1 re 
byproduct mail 

POWcLL. MR Nuclear Mod rifO Conbuluinis. Sun I rafK.isco, (/A f\)ALU Ml 
a' on Not Ass-gnud 54FRJB239 03032 HO/ 10/1/. DjCnOlmj A r><*r\ cos H'a.K 
51578 308-51578 309 


6910250338 Corrrror't St-ppcrling puttion fni rulonmkcg RHM-Ufi 0 fc *u«hU,i 3 
byproduct mat! 

flODINSON.RG Kansas. Univ of Wrmi.eal finnior, Kunsas (.; ly. KS Hf'H ffr>: 
AfM-atcn Nol Assigned .54Fn3B2J0 00031 . 89/ '0/ I / iJockaticR A Sr-^KCS 1 
2pp 51578 320 51578 330 

6910250342 Commenl Suppofimg polil on for fnliininkiny RHM-35 0 rc ni-'Oc il 
byproduct matis 

MAKLER.P T Affnaiio.'i Nol Asslgf-Od r.4rFi:iH23ll 00U20 89/10/17. iJoci 
Services Branch 1p 51578 321-515/0 32l 

89 10250344 Comment Suppori-r-g polilicrr for ruloinfik-nq PHM-35-U rn nu^lra' 
byproduct tnail. 

USZLER.J M Santa Monica HDSp MuHical Cuntcr, Hiinbi Mnnc.i CA USZI 
Alfilaiion Nol Assigned 5'lFR30230 00030. 00/10/17 IJnrhntlng A 
2pp 515/8:310 51578 311 

8910250345 Commo.nt supportirig potiutm lot tulon'akify PflM 35 0 ru ii*rj qI by 
mail for medical tse. 

LAUDE.JW. Affil-alon Nol Assigned 54FH3B230 00025 1)0/ 10/1 7. f)ock 
Sorveos Branch Ip 51576 322-515/B 322 

6910250356 Co-mment supportinp poiiticn for rulcrimklnj) Pff.M*3f>-0 FDA i>*(iC 
rogLlatinq use of pha'ms.lnclutfmg tadopborms <if\ivourc^lol rr.'yn to s--ttiil 
simpofi ol officacy ol d'ug in d agrosis o' tl'.oropy ol d.soiisoa 
CftOFT.G.Y. Virgnia, Univ. of, Charloilusvi’u, VA CnOI-r.GY. Alf.iohon I 
sgnod. 54FR36230 0C027. 89/10/17 Dockoling & Services Drnn: ti Ip 51! 
51578 323. 


691025Q361 Commenl supporting ^Mltilion lor tulomaV-.ng PRfA-3f>'ft to nioiics 
byproduct mati Rosu.ciive rngjlaiions vvii only Joopardi/o pulilic l.calth A epfo' 
OHNAHOO.SJ. Cal forma. Univ. ol. Davm. CA DliNARUO.S J. All 'n:-on . 
Sigr-od. 54FR30239 00023 89/10/16 UocKoll-ng & So'Vicos Dranch. 2pp 51! 
51578 326. 


8910250306 Commenl sijppof*in 9 petition for rulemaVng PRM-35-9 re medcal use ol 
bmoduci matt 

COCPER.JA A: Party Med-cal Cer.io/, A'barty. NY (tcrmerly A'bany Medical Center 
Hosp) COOFER.J A. Allil alion Nol Aysgnod 54FR36239 00036. 8^10/18. Docket- 
ing & Services Branch 3pp 51 576 293 51578.300. 

8910250307 Commenl supporting pot.tlon for rulemaking PRM-35-9.Fact lhat NRC has 
severely resbicied prof pfaci c© m ruclea; pharoiacy is extremely d-stu'bing 
PONTO.JA Iowa. Unrv. Cl, lovva City, lA PQNTO.JA Aflif-alion Nol AssiQned 
54FR38239 00329. 09/ 10/ 17 Docketing 3 Services Branch 2pp 5l5783i6- 


8910260003 Commenl supper img pPliUort Ipr fuluniaknp 35 ft lO \ 

fogu'ailons concern ng medical use of byprodiici maib 

ALAZRAKI.N.P. Emory Univ . AUnnla, GA Al AZRAKI.N P Affi labon Hcl A 
54FB30239 00022 89/10/16 Dockoling & Bnrvicus Ornrich Ip 51! 

c;.! (TRi-icr^ ^ ' 


8910260QD7 Common tyjppotlmg polihon lor lubmaking PHM-35 ft le fnv.&od 1 
fOQjiarions concern ng medical use of byproduct man 
hATTNER.RS. California, Univ of. San FranclHco. CA hATINER FIS AlVj 
Assigned. 54FR39239 00021 89/10/16. Dockulinn & SoMces Urarv: 

51598:162-51590 163 


8910250311 Commenl supporting potilon for rulomaking PRM 35-9 re medical use ol 
byp'Oduct mat! 

CAMPF.au. RJ Tulano Univ Modical Center. Nbm Orleans, LA CAWPEAUR J AUli- 
alien Nol Assigned. 54Ffl38239 00041. 89/10/18, Dockotmg g Servees Brartch 2 i)d 
51578301 51578 303 


6910260013 Comment supporVTvg peimon lo.' ruloinaVuno PnW-3S-0 1 vid by f 
College of Nuclear Physicians & SnM NRC should pursue ccntprohcr»$4v<j 
elfecis of misadm nistrat'Ons from rucloar rnodiC'no atu^ 
LAHALLFRO.C Caguas Sono Nuclear & Vascular Contor. Canuas pn (Cer 
09/10/23 Dockoling A Servees lira 


I I 1 


fl9l026W?J7 Cco^mo'it supti^nmg pofptiofi for fu’Oinaking PHM 35 9 filoo by Airorran 
oi Nucleflf Physcrtus A NRC shou d pursuo comp'elier.s y© study Lv 
paro'.to as<vos9 raJiobirlcO'cal otrecls ol rrlsadiri.-'isifaiicns 
CANSCnnALi nrj APor-.y Conior. Albany, nY (Icrmo.*:-/ A'banv Medcai 

fln/lO/in Uorkotng & So-v-cos UrarchPpp 


8910270236 Ccfrfr,ent support potihcn 'or fu emai-inn PRM 35 9 re rregcal use of 
byproduct mail 

JEZ:C.D.V Gfea'Qf Ba'limoro Med cal Center. Ball more. MD jFZiCOv Alfuj' jn 
Not Assigned 54FR38239 00066. &9/t0/20 Doc-eimg & Serv-ces B-'arch 2pp 
G»62l 155-51621 166 


8910260061 Co rrrctvi si.pnofUng poi lien for ruloinaking PnM-35 9 re mod cal uso oI 
bypfoouici fniilt-NHC nbould rcc‘ogni 2 o that FDA a»nws & o'len oncouroDOs oihe* clni. 
cal uRos of a^'tprnyod dri.os 

RARk.H lri:fiana l/n.v , Sct‘,ooi ol Mo;l.Cno, Ir^rj anapol s, IN PARK.H. A'fnaioT Net 
Asslar.od 64rn;t8230 00040. BO/IO/IQ. Dockohng & So'vces Branch 2pp 
o'57B .1f)2-5l570 350 


B91026OO7Q Corpmoni su^JOfUag pouhon fer ru'omaicng PRM 35 9 ro medicai vso of 
liyp'iHj .n mailL'rgos rJRC to purMJO comprohonsivo sludy by reputable 3 cir*ntilc 
panel to assdsa tailirbiolog cai ollocts of mibaclmrisiraiiona 

Mfl. l.J C New England Oeoconess Mosp Cerp , Ooblon MA HILL TC Affnalo^ Not 
M 00046. 09/10/19 bocVoling a Servicos Brancn. 3pp 


89102600Q2 Con mor^i mippOfting pct.lion for ru'omak ;ng PHM.35 9 ro proposad 
arnoarls 1o ron.Jai o ts 10Crn30,33 a 35 Rr.yulnlions rostnet practice of njc'oar med 
cino & vfliunblo stv^dios v^blcfi arn pg'niiMod undo' FQA roQuiaiions 
OFPFNk/F MOL- frufann Un.y, .Scf’Oal o* K*orticna. Cvons(/ifn Confer for Medica' 
Ri;ut:fHiDii. Cwna 54fM33923U C0053 80/10/20 Dockotng A Services Branch lo 
51591.000 5151)1008 


601D26Q0Q0 Ccrpnioni supporling puhiicn for rulnmaklnp PRM 35 9 ro mod cal uses cf 
f -ViprOv/rrct mad NRC rngtr/atrans fri Pa»( 35 do nof pormif c'lricaf p'acticos Vihfcfi aro 
lOxHil inn'.u a luoai uiidnr FDA roguluhonb & pharmaccijlical laws 
Wline.W.E. Rosoarch Mouicul f:enlor. Kansas City. MO. WHllFW.fc Aff.haiion Noi 
AsS'Gunri. 5-1fH3ti239 C0047 89/10/18 Dockcii'ig & Services Branch 2p;) 

51570 357 51578358 


B9I02800G4 Coiiiiricnt supporlinn prdiiion lor rulomakirig PRM 35 9 rt* rev lo 10CFn35 
rogjlaliorifl Rncliopl'anns usolul t;i siudins approved by FDA 
FAHMCLANI.M Si V ncuni Hosp , Woaosior, MA 54FR3n23n C0052 09/10/10 
Ccf hnllrui & Servians Rrnncli ip, 51591 069 5159 1.069. 

0)10200097 Co'n rnni supfiorlirm potilipn for rulemaking PHM-35 9 ro modica' uSO ot 
bypnxliici mat Rnyuluticns n Port 35 (Jo r.oi alow prnctcos whch aro logai under 
Fl>A & niinfiiiacDiit.coi laws 

ADATtPL.MII A.Ioghnnv Grf.oral Hosp . Pillblnirgh, PA Jlcrmorly Alleehony Hoatih, 
rt1‘j(;alion a ADATGPL.MH. AflimUHi No! Assgnod 54rR38230 00048 G9/10/1B. 
DnokOlirg a Services Rranch 2pp 51578.359 51578 360 

69102BG101 Coirnujrii aij|jpoffing pctilion for riiltinmhng PRM 35 0 ro medica' uso ol 
bypioduci niiill Myhiy roslnctivo NRC rngulahons wil only )oopardi?a pubbe hoallh a 
snfoiy 

MOHAYATI.S.J Mornynli. SJ., WD 54Fn3Q239 00044 89/10/lfl Dockoiing a Sorv- 
■cos Drarich Ppp SlOOl 085 51591.066 

6910260105 ('f)n)T.rv)j .si/pporJmg peWif.vi for rulcmohinQ PRM 35*9 ro rav to )0CPR35 
rOQuIni.urta NnC sfiows no sconiilic bobls for assuming lf<al such ml3adT.n sirslicns 
P030 serious iliroai to public hoalth a aaloiy 

CAnilETTA.n.F Roaovi'lo Host)., Robovillo, CA CARRETTARF Ca^raltd. RF., M3 
54rn3623() 00051. 69/10/10 Docknilng a Services Branch ip 51 591. 067* 
5t5fH f>f57 

0Q1020Q1 18 Comment supportir-.g poiiton for rulemaking PRM DS 0 ro revised 10CFR35 
foauiolions concern ng medical uses ol byproduci moil. 

MAUIIER.A.IL Temple Univ , f’hi'utjpiphia. PA. MAURER.AM Alfilialion Not Ass.gncd 
5-lFn382.30 00050. 6fl/f0/t9. Docket no & SorviCOS Branch. 2pp 5f59f.’663- 
51601.004. 

6910260282 Comment euppo'trtg politron for rulomeklng PRM-35 9 ro m.odical use of 
byproduct mati Rogulafions in Pari 35 do not allow pracllcos whch aro legtimaio a 
lOQOl unUor FDA rogulotions 

S'JRPnENANr.E L Pacific llosp ol Long Beach, Long Beach. CA 
SJRPnUNANr.E I Alfilalion Not Ass-gnod 64FR3023O 00050. 69/10/16 Oockofing 
a Sorveos Branch 2pp 51624 203-51624 204 


8910270239 Com nenl sj;:pcrtn<j potiloT for ru’e-rak no PRM 55-9 re ne3>ca! use ol 
byp.‘Odjcl mall 

SANGER.J J New York Ur>iv. Medical Center, New York. NY SaNGE.9 J J M'ia'on 
Assqned 54 F 038239 00065, 09/10/19 DocKelmg & Serv:ces Branch ?pp 


8010270244 Comment suppo.-l ng pel 'icn lor fulemani-g PRM J5-9 re rred -ai uSf O' 
byproduci ma«. 

TIU.S New York Unjv Med cal Cfirter. New York, NY TIU.S Affraiicn Nzii Ass ened 
S4Fn3B239 0006 4 69/10/ )D. Deckel ng a Servees Brancn 2pp 61633 ;^8l- 
5 1 633 28? 


8910270246 Ccrrment supporting po' r.on fpr ru'emakna PRM 3S-9 re nodca' use el 
byproduci rra-l 

OniLL.On Geisngar Med cal Group CAPS, Mil Hal PA (lormerl/ Gesir.ger Med cal 
CenleO BRILL. D. R. Aff nation Not A ss:gned. 54FR3&23g OOC63 69/ 10/19 Docket r.o 
a Sarvicos Branch Ip 51633 293 516 j3 293 

8910270248 Commonl sjpportiny peico'i for rule.Tak ng PflV 35-9 re medical use Ol 
b^roduci mall 

CuLLiER.BO Medical Ccl'ege o' W.scor’Sin. M.lwaukco. Wi COLLIER B D Af'iaicn 
Not Assigned 54FR38239 00059. 89/10/18 Docketi''fl 8 Servees Branch 2fp 
51633 203 51633 284 


8910270260 Commem supporiing pel-'ion lor rulemak-ng PRM 35 9 re rr.ee cal uso of 
byp oduct mall 

HtlLWAN.R.S. M0O.-caJ Ccile^© cf Wisrorsa M.wat/koc. W1 hEllMAhi^RS Afhi 
aiion Nol Assigned 64FR38239 00060 B9/10/18 Deckel i'’g A Services Branch ?pp 
51633 205 51613 266 


8910270252 Contmeni suppOfirig pel lion for rtlomaking PRM 35 9 re rredcal use ol 
brpfoddct mad. 

KHASNOW.AZ. Wed cal Cologo of Wiscons-n. Wi'waukee. V/l KRASNOW.AZ A'fi i 
alien Net Assigned 64FR38239 00061 80/10/18 Dockoimg A Services Branch 2pp 
5 1633:287. 5 1 633 2d9 


89102702S6 Comnnor.t supponng peLtion <o.' fulornahng PRM 35-9 re rredcal use Ol 
byproduci ma*' 

MANDEL.PR WinthropUnrv Hosp. Long Island, NY MANDEL.PR A'llat.on Not 
Assigned 54FH33239 00062. 89/10/18 Dockeimg A Sorv.ces Branch ?pp 
51633:289 51633*290. 

8910309174 Corrriierti support:ng petition fpr rulemaking PRM 35 9 re rredcal use of 
byproduct mail 

ROOWAN.D Washirgion Hosp Confer, Washington. DC. RCDMan.O AK-:iaiion Noi 
Assigned 54FR38239 00073 89/10/18 Dockeing A Servees Branch. ?pp 
51634.10251634:133 

8910300179 Commo/it supporting petition for njlemaking PRM 35 9 re credca' use ol 
byproduct rratl 

PtTRY.NA WieWgan, Univ. ol. Hasp. Ann Arbor, Ml PETflY.NA Affhattcn Not As- 
s gned. 54FR39239 00072. 09/10/18 CHILK.S J Offico of the Secretary of the Com 
mission, ip. 51634. 134*51634 134. 

8910300102 Commorii supporting pelilion for ati-emaking PRM 35 9 re medicaf use of 
byproduci matf. 

STERN.CA SI. Joseph's Hosp. Ta.mpa. FL. STERN.CA Aff.i.aton Not Assigned 
S4Fn3B239 00074 . 89/10/19 Docket ng A Services Branch ip 51634 159 
61634.160 

8910300185 Gommeni supporting petition for ruiemakmg PRM-3S-9 re meriical use of 
byproduct mall. 

KAHN.O Iowa, Uriv. of. Iowa Dly. 'A. KAHN.D Affiiielicn Nol Assigned 54FH3823g 
00078.89/10/19 Dockot ng a Sefvicos Branch 2pp 5 1634 I4i 51034 142 


6910260260 Commoni suppoitmg poiil.on lor rulomoklng PHM 35 9Hov of regtiatons 
Yifii. sigr'iliconily impair doclors abil.ly to procf’ce nuclear medcino A nuclear pharma 
cy 

ALLEN.M Kansas, Un.v of, Kansas City, KS ALLEN.M Affioilo.n Nol Assigned 
64rn3()?09 00057 09/10/18. Dockoting A Sorvicos Branch Ip 51624:292- 

51G24 P02 

8910270220 Comment aupporiinQ poiition for rulomaking RRM-OS-O re medical use ol 
byproduct mall 

n fcwzo.n J. Arontown ytoap.-letvQf) VftjjGy Hosp Conlo/. Al'entown, PA jfofmerly A1- 
lontowri Ho. RlENZO.nj Affiliation Nol Assigned 54Ffl30230 00071 09/10/23. 
Dockoing A Services Branch ip 51633.201-51633 291. 

0910270226 Com'nont support ng petit on for rulemaking PHM'35-9 re medical use of 
byproduef rraW 

POTCHEN.E J Michigan Stale Univ., East Lanalng. Ml POTCHEN.E.J. Affi'iat-ort Not 
Assigned. G4FH30239 00070. 09/10/23. Dockol.r\g A Sorvces Oranch. 2pp 
61621.151*51621:152 

6910270230 Commoni supporting poafion for rufcmekfng PflM*35 9 re modtcal use of 
byproduct mall . 

fHiEDMAN.DI Morton F. Plant Hosp.. Cloarwator, FL FRIEDMAN.B.I AffuaionNot 
Afisigriod 64FR3Q239 00069 89/10/23. Docketing A Services Bra'ich. ip. 

61633.292-51633.202 


B91O3OO107 Comrronl supporting pctil.on for rulemaking PRM-36-9 re med cal use ol 
byproduct mail 

gAmGLG.O S». Joseph's Hosp.. Tampa. FL. G AMBLE. D. Affhauon Not Assigned 
54FR36239 00077. 89/10/19. Dockaiing A Services Branch, ip. 51034:158 
51834.150. 


8910300189 Comn'.ent supporting petition for ru'omaking PRM 35*9 re medical use of 
byproduct mall 

ISBELL.RG. Sl Joseph's Hosp. Tampa. FL. ISBELL.R.G Aflilauon Nol Assigned 
^4fn3623d 00075. 63/iO/t9 Docketing & Servicos Branch Ip 5l834 f57- 

51634.157 

6910300191 Comment supporting peiiion for rvlomaking PRM 35 9 ro medical use ol 
byproduct mail 

F^RlSAj. Sl. Josephs H-osp. Tampa. FL. FERRiS.AJ. Affi'.iaiion Noi Assigned 
54Ffl 30239 00076 89/10/10. Oockoimg & Services Branch Ip 51634 160 

51634:160. 

8910300193 Comment supporting petition for rulemak'ng PRM 35 9 re medical use of 
byp/oduci mall. 

WEAVER J A. Weaver Medcal Assodaias. Richmond. VA. WEAVER. J.A Alfiiiatio'i 
NOI Assigned. 64FR38339 00079. 89/10/19. Docketing A Servces Brarxch ip 
51634:143-51634:143 


218 NONDOCKETED ITEMS 


8910300194 support ng poitico 10' ruJemakirg PRM 35-9 te mod Co' US0 Ol 

FAW^EH H^D Unv ol Teitas MeC-cal Brarch ai Galvcs'CV GaVas^cn. TX 
FAWCE1 T:hO Alf.: alien No? A ss.gr od 5 4FR 39239 00020 BOMO/20 DocWGlng g 
Sarvees Grants 2pp 51634-I35'5l634 156 

8910300196 Commeni support-ng peiticn fC' ftlcmakirg PRW-35-9 ro med.cal use oJ 

S.na. Kosp, HartlCd. CT SHAPIRO.H All,' aMn N'OI Assajed 
54ffl36239 00061 69/10/20 Docke^ng & Se-Mces Oranch. 2pp 516J4 144- 

61634 145 

8910300200 Common! supporting peMion lof rulemaking PflW 3S 9 medical use cl 

cSnsCHALK.A W thga‘% Sisle Ur.w . East Lafts nq, GOTTSChalM Affi' aVcn 
Nol Assgncrt 54FR3&339 00082 69/10/20 Docket ng & Sc/v-ces BranoD Ppp. 
61634 146 51634 147 


8910300207 Comrreni supporti-'g peiiXn for rtlemakmg PflW-35-9 re medical use cl 

ZlEfj^ERGH Humana Hosp Ajdubon. lot.&vie, KY ZENGER.G H. Alt Vial on S^ei 
Assened’ 54FH38239 OOC83. 69/10/20 Oockel.ng & Sdrvizos Branch Spp 
51634 152-51634 153 


8910300210 Co-Tmerl supporting pet.!.on lor fLlemakiig PRM 35 9 re medical use of 

tvoto^QT ^ nv^*i 

MUZ J Harper Grace Mosps . Oe*‘0»l. Ml VU2 J Alfil a1 on No! Ass gned. 54Fn36239 
OOC86 69/10/24 Dockeii'ig & Se/v ees B'anch 2pp 51634 148 51634:149. 


B9 103002 13 Commeni Eupport.ng potilon for rulemaking PRM -3 5 -9 ro medical use of 
byproducl mall 

V/1NNRS Road no Ho^p & MeOvcav Cen'.of Readog.PA WrNN.RS. AHtaiior^ No^ 
Assigned 54Fn38?39 00085 89/10/24. Oocke!.ng A Se-nncos Branch 2pp 

51634 150 51634 151 


8910170156 No'ifies Of 691011 meoi-rg w/LouiSiflf'a Fr-orgy SvCft ro discuss Iil 
issues including matccroiogy A reQ gu^de opjJi'cobility 

LOYSEN.P Fu or Cycle Saleiy Branch 89/10/10 PORDENICK.Q M.. COMfOl 
FQMNEH.B L NRC • No Delai'ed Aliriaiicn Given 2pp 51530 359 51530.35/ 


8910170263 Fonvards revs lo drawings.roflocrmy rnirior changos mritiij du* ng 
casK feb/icai.O'i.Summnry ol changes also oncl Chflp.{;os wood af>r>fy tn anr^ 
28 canisier consol dated fuel siorago casks. . .... 

WELLS.AM Nuclear Assurance Corp. AHW/89/ 13 5 /e tS 89/10/11 fK):lCRl 
Fuel Cycle SaVoly Grar^ch 24pp. 515G3 001 -51563.024. 


8910160161 Forwa-ds commenis on Rov 0 io "Topirai SAFI lor Vonl4a:eii Ji-lptr fj<i 
Sys.*' did Feb 1969 Topical repi should ho roviSDd ro dumonshalu Ihsi ra:J,Fy t 
moots roquiremonts of 10CFH72 

fl09ERTS.jp Fuel Cycle Safely Qranclr 89/in/OQ MASvSEV.JV- Paci'ic Si''*! 
cioar Associaies 67pp. 51552.245-51552 301 


S910190741 Forv^a'dS DC.B9 0040. ■flurr nopl.Inrograiod Radwasui Trc liner 
Campaign 11,e90628'0825,*' inc-uding procObs tloscripKon, cpo.'iVicnaJ dJiA 
cerformanco.lasscns learned & rosulis obininorl 

YEAZeLA. Enorgy, Dept of, Idaho Oporailona OHico 25092. 09/10/02. l-l, 
NRC • No Data led Aflilation Given. Ip 51576 107*51570.109. 


8919230201 Noif.os 0l 891013 Intaragoncy mooting lo bnoin ptO(>ara‘loris fur ..pc 
oscusslons w/ropresonlatives of UnENCO govls on dovolopmcr-t cf In'.l fn 
msnis 10T noxi phase ot LomsVana Gneioy Svcs oroloci 

STOfBER.C S'al© Dopi of. 26016. 00/10/10 PCTEflSON.M. iritofoatic-a' Prr.>t 
2pp. 51593 260 51598 281. 

09 10280135 Fonvards background mfo for Wosi Valloy Uomonairniio.'i f’rejf-ct C' 
sirai on fosi fun schoduJod lor 091031*1102 

STEIN.R Energy. Oopl. Of. HLVVtt. 00/10/25 DROWNlNCl.R U-vision of M-yfi 
Waste Managomoni (Post 070413) Cpp 51600:001 5 lUl i .243 


8910300218 Ck)fTmeni Supporting petit on for rulemdki.ng PRM 35-9 ro medical use Ol 
byproduct mail . . 

PATEL J 1 Thomas JeMergon Unv Hosp. Pn'adeiphia. PA PATF.L.Ji Atii'iar-dn Mot 
Assgncd 54Ffl30239 00084 89/10/23 0ocke!.t^9 8 ServjiTOS Branch 2pp 
51634 135 51634 136 

€910300221 Corr.ment supportng potiton for rulemakLng PRM -35-9 ro medical use o! 
byproduct mail 

KUMPuniS.T.M. Harper Grace Hosps . Deireil. Mi KUMPURlS.T M- Alfi at:pn Not As 
S:gnad 54 Ffl3 82 39 00087 89/10/24 Oockonng & Services Branch 2pp 51634:137* 
51634 138 

8910300227 Cotnmeni suppoang petit'On lor rulemaking PRM *35 -9 fO medical use of 
byP'WluCV maW 

KLiNc.R C Clearwater imagng Associates. Beiieai.'. FL. KiiNE.fl,c Aifi’iailon Ko1 As 
signed 54Fn38239 00089 89/10/24 Docketing 3 Services B'aich ip 51634 154* 
51634 154 

6910300229 Comment sjpport.ng petition lor ru:emaking PRM -35 9 ro medical use of 
byproducl mall 

ScIGHTOl.R W Roanoke Momor al HesPS , Roanoke, VA BGIGMTOl.R.W. Affi' ahon 
Nol Assigned 54FR38239 O0C66. 89/i0/26 Dockaing & Services Branch 2pp 
51604 139*51634 140 


-8910280152 WVNS TRO 019 ROO Rov 0 lo “Tosi RoquOSl SF -12 V in'icflloii ( 
cation Run ll." 

PETKUS.U I , PAUl.J . SHUQAHS.O.E Wosi VnVVoy Nucinnt Sorv.cns Co . h'-t > 
09/09/2 1 . 23pp. 51608 007-51608 020. 

-8910260153 WVNS*TP 019, "Test Pronoduro SF-12 ViUiliCnIion OuAliV oMn 1^' 
flov 0 

PETKUS.LL. PAUL.J . Kl.ANIAN.PS Wosi Vfilloy Nucluor Soivicua Co . m: I 
B9/03/22. 104pp. 5160B 020 51606:213. 

-8910260164 WVNS-WCPOOl, “WasiO Co/iipllonco Plan f(U WusI Volley 1)o**i- 
lion Project Myh Level Wasio Form." Rov i 

CAOOFKl.H. BARNES, S.M Wosi Volloy NuclOfir Surv.cos Co, Ire »'LWM B 
14. lOGpp. 51600 214*61600 320. 

*-8910260155 COE/RW 0125 "Wasio Accoplunco Prolimlunry Spccc fof DoVirso 
Processing Fac.l ty High Lcvol Wasio Form " 

♦ Eiiergy.Dopl. of HLWR. 86/12/31. 32pp. 51 GOO 321-01000 3.J<1 

**0910260158 £P*3 0l3. "Doformlnaiion of Sofewnro fTurii.ire/r.onia," fluv 0 
PLOEfZ.D.K West Va'Ioy NuCfoar SoivicoB Co.. Ine HLWR 09/(i7/0l 
51600.350*51609 015. 


8910310001 Coir/neni supporting peidion l<jr fu'.emak.tvq PRW-3S*9,f(Uid by A4x\Oficat\ 
CoL’eoe of Nuclear Phy3.c*or.s g SNM ARC ehouid assess facliobiotog cal effects ol 
misauminis'.'aiions from nuclear medicine diagnostic & therapeutic slud ©s. 
CARRASOUILLO.J. Health A Human Servxes. Dept of, U.S. Pub'C H0a::h Service. 
CAnnASQUlLLO,J. Alfriaiion Not Ass gr^ed. 54FR38239 00090. 69/10/26. Oeckchng 
a Services Branch 2pp 51637 1 99 51637 200 


PROJ PROJECTS • PflEOOCKET LICENSING 


-8910260161 SOP 63 3. "ViUilicaiiOn NOx Sccublior Mentoring .SyH I 

duto,” Hov 2. 

STOUT.BJ West Valloy Nuefoor Sorvicoa Co. Inc IILWH nn/fi.>/2! 
51609.291*51610.012. 

-8910260175 OA program lor Wosi Valioy Nucloat Sves Co. ‘ i ah OA l‘< 
Manual." 

• Wosi Val'Qy Nuclear Services Co. Inc JllWR. 00/00/20 1f>Cr:p 5'l'1 
51610:258. 


8910020079 Summary of 890914 meotiig w/LouiSiana Energy Sves ro anlitrusl 
vxlo.qr’Q.^tep kcenirxgQA.emecgoncy p’aomng, opetftioi liccnsvvg g physical 
security.List of aiiendces and 

LOYSEN.P Fuel Cycle Safety Branch. 89/09/27 BOUSE. i C Fuel Cycle Safely 
Branch 8pp 51365097 51365 104 

8910030107 Forwards rosportse lo WO Long 890524 request for addi Info r© Chaplois 
7.0,11 & 12 ol advariced LWR requrerrents document Power suppLes ol ernergency 
response facil ty sys wr i bo desigrod per NUflEG-0096 

KiNTNER.E E AlWR UM ty Sleering Comm.tt0©. KINTNEfl.E £ Qer^Dral Public Utili- 
ties Corp * GPU Service Corp. 89/09/15 Office of Nuclear Reacior Rogu’al on. Direc- 
tor (Posi 070411) 9pp 51372 238 51372 246 

8910030174 Forwards addi ln<0 re CESSAR OC Chapter 7. 

SCHERER.AE CombusUon Enginoenno. fnc. ID 69*107. 89/09/28. Documenl Con- 
trol Branch (Oocumenl Control (Jesk) 27pp 51372.251*51372 2 7 7. 

8910040417 Advises Ol reorganiraticn of kcensoe business aclivilros re NUTECH Hon- 
lOrtial l/.odular Siorege Sys invo sepatai© company .OA manual & quality ocg'neering 
procedures being revised Now OA manual cover sheet end 

SMITH.R H. Pacific Nuclear Sysiems. Inc 25964. 89/09/13 SFRAUL J 6 NRC - No 
Dele led Affi'iaiion Given 5pp 51480 269 51480 273 


-8910260179 Rev 0 to WVDP 074. "Wosi Volloy OA Progrnm Doscriptitm." 
iaCVAy.CW. Weal Valey NucIocit Soivicos Co, inc. lU.wn 60/ GAM/ 
51610 250*51611.093 

-8910260210 6P-3 014. "Final Inlornol Dovoloprnonl Ruviow of Sr>llwnro A D.n'ur 
bon.” Rov 0. 

PIOETZ.OK. Wosi Val'oy Nucioor Sorvicos Co. InC IfLWft flO/O/zOl 

51609 016 51609:022. 

-8910260212 EP-3-016. "Transfer ol Softwflro.Ofiin S/or Dociimonlal on. ' Pov 0 
PLOETZ.D.K West Va'Ioy Nuclear Sorvicoa Co, fnc HLWR. 09/07/01 

61609.023-51609.030. 

•- 89102602 13 EP 3 016. “Software Configuration Mnl," Rov 0 
PLOETZ.D.K Wosi Val'oy Nuclear Sorvicos Co., Inc- HLWR 80/l)?/01 
61609.031*51609:054. 

■*S9lQ26Q2tG EP-3-01?. "Convotalon Tcailng.vciihcabon g/oi Va'»(Jaic« of l-'-nl' 
Rev 0. 

PLOETZ.D.K. West VaJoy Nuclear Sorvicoa Co fnc HLWM 09/07/01 

51609.055*51609 059. 


8910060007 Summari2e5 89031 1 exit presontaion from safety adsessraeni team meet* 
ing durng wk ol 89001 1. Adherence lo wnMea procedures for corr-ponont desian S 
fabric a lion incomplete 

HURT.R.D, Fuel Cyc’e Safety Branch 89/10/03 0IXBY.W.W Fnergy. Deal of lo 


8910100196 Summary ol 890907 meet ng w/NUTECU Eiigln^Qta in Rockv.HoMD iG dry 
shielded canister used in NU HOMS sys 

T.ansportaiw Branch. Ip 


8910160015 Responds «o NRC request for addi Into re CESSAR des^ 
^ ^ S-Llquid penetrant exam or rfiagnei>c particl© melhods 
^'*^?5onlc moihods will be conducted ai lO-yr Intervals. 
Enoineerino Inc 10-89*110 89/ 10/04. Documonl Cc 
trof Branch (Document Conirol Desk) 2lpp. 51520:183 51520:204. 


-89102602 1B EP-3-010. "Software Appllcaiion Conirol.” Rrjv 0 
PIOETZ.D K. Wosi Valloy Nuclear Sorvicos Co inc. HLWR. 00/07/03 
51609:060*51609.065. 

-89 19260220 SOP 63-4. "Vilrificallon Turniabto SOP,” Rov 0 
LEWfS.BF. Wesl Valley Nuefear Services Co. Inc HLWR D7/O0/OO 

516l0.0l3*5t61iy.044 

-8910269222 SOP 63 5, "Vririficalion Oporallons 0<slributoJ Control SyS Pfoc< 
Rev 0. 

STOUT.SJ. West Val'oy Nuclear Services Co., inc HLWR. 87/11/03 

51610;045-51610;119. 

-89 10260223 SOP 83 6, "01 Cell Solution Transforg.” Hov 0 

LEWiS.BF. Wesl Valley Nuclear Services Co. Jnc HLWR 00/03/02 

51609:066*51609 102. 


LEWIS.BF. Wo&l Vnlloy NuclRar Survices Co. Inc HLWH fl9/03/03 2-1cd 

61600 180-51609 203 

•'a9l02G0?28 SOP 63-10, "SuLmorgod flod ScfubOnr necoiver 5o“u».cn TranslofS *’ 
Rov 0. 

LtWlSO F- West Volley Niicloa' Sorvicon Co., Inc HLWFl. 88/03/09 3 Cdd 

51603:204.51600 233. 

-6910260229 SOP 63-11, •'TGfrpofnry 8,000 Ga'ion Tank Solulion Translafs." Rev 0 

LEWIS.BP- Wosi Valloy Nuclear Stirv«co9 Co. Inc HLWR. 8B/03/09 27 dd 

5 1600.‘?34-S 1609.260, 

-891D260230 SCP 65 01. ‘Tomporary Cold Cliom cal Sys Nrinc Acd Recoipi & DiSlntu 
: on,** Rov 0 

PLOET^.DsJ, Wosi Va'Ioy Nucloar Sorvicos Co, Pnc. HLWn 89/C6/C9 15po 

51009:?01-51009 275 

-6910260232 SOP 65-02, 'Teinpofafy Cold Chomical Sys Sod,um Hydros do Tians^er & 
Oisfob-jiion," Rov 0. 

PLOET2,l3J. Wool Vtilloy Nucloar Sorvxos Co. Inc HlWH. 89/06/15 i5pp 

51600 276 51600 290 

-8910260251 ACM-'.CP. 1 00 1 . “Ar^alygis of Waaios A Wale.' W/ICP Speciromeiry *' Rev 
1 

MCVAY.C.W Wosi Valloy Nucloar Sorvlcos Co, Inc HLWR. 80/06/28. 20pp. 

5101 1 004-51611.113 

-6010260265 ACM SS-1 101, "AnaVUcal Chonvsiry Molfiod Anaiylicei A Process Cnom. 
Is*^," Rov I 

MCVAY.CW Wosi Valloy Nuclear Services Co, inc HLWR 69/66/28 8pp. 

51611:1 14 6101 1:110 

-0910260267 ACM-lC-1501, “Anions by Chfornalography,” Rov 2 
A<ICVAy,C W. Wesi Val'ey Nuclna/ Services Co, Jec HLWR 89/08/20. Bpp 

51611 120 B1811 127. 

-6910260281 AMC TOC* 1601, 'Carbon Ooiorminaiion I H Doioct<on.“ Rov 3 
MCVAY,C.W. Wosi Va'Ioy Nuclear Sorv.cos Co., lr»c. HLWR. 89/08/29. 6pp. 

5lOI1:12a'5ieit:t33. 

-8910260263 ACM-DCN-1Q01, “DoioiminoUon of Density W/PAAR Uigiiai Density 
Motor,*' Rev f. 

MriVAY,C.W Wnsl Valley Nuclear Soivicos Co.. Inc. HLWR. 89/06/28 7pp 

5101 1 134 51611:140 


-0910260306 ACM D:LLI 4301. ‘In Ce I Dil-jlO'/OisponsDr." Rev 1 
VCVAY.C.W tv«sr Va.f6y Nuc-'oar Services Co. fne HLWR 69/C8/02 8pp 
51611 231 51611 238 


-8910260309 A{'M-NA-5501. * Sodum Icn Se'eciwB Elecuodo Mcihod,” Rev 2 
MCVAY.C.W. Wesi Va'iOy Nuclear ServeOs Co. Inc HLWR 69/08/02 5pp 
51611 239 51611243 


B9 10260299 Forwards add' nfo re Cb^pJers 6.9 A 11 of ALWR r©cuj,'eme/Jls docuvrenl 
per 800608 rcqjasi ALWR w.|i ccmply w/NU REG 0900 re enhanced fifO pro’ecion 
KINTNER.EE. Genera' Pubic Uli!iie5 Corp ■ GPd Service Corp 89/10/19 Docu 
rr.enl Conlfoi Branch (Oocjrrent Conbol OoskJ I6pp 5161 7:2 ?9 51617 294 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


89092601 OB Pan 2i rept re deteci w/two ar cor,diionng un-is provided by Eihs & 
Wans Caused by ur' documented oiecir.cal coT.penonis A eating m uniis.TVA *f\\ os-s 
addi procuromer.t receipt maps ol safety re*atQ(i n-iali 

WEOFORD.MO Te.nressao Val'oy Aulhonty PT21 89 141-000 89/09/20 CHce of 
Nuc!0af Reader Regulation, Diredor (Post B7041 1). 4pp 51360 030-51350.033 

8910020107 Pan 21 reel ra fai'uro cf MSIV to Close dje lo malMcticn of valve initalty 
reported cn 89391 4. Dual solenoid valves on all MSI Vs rep’aced or relurb.sbed prior to 
roslan.Updaie to be submtied by sialup from fourth refuel nq ouiaqe 
‘ System Energy Resources, Inc PT2l B9-14D.OOO 80/09/18. E9NETER.S.D flogon 
2. Ofe of «io D 'ector 6pp 5l266 129-51366 134 

8910030140 Responds to 681007 coinfrents #o reporting b&yond des-gn basis 
ovonts. Agrees w/NRC ponl that ropt required where p'ants have actua.Iy operated 
oulsido of He&ign basis Pai 2i ioisieti. 

MARRlOn.P.W. Goreral Eleclnc Co PT21 89-158 000 69/09/25 GR'MES.B K. 
Office of Nuclear Reactor Reguatipn. Director (Post 67041 1 ) 2pp 51390 144- 
51390.146 


6910030488 LEH 89 01 3-01. on 8 90808, design deLcleacy in sve >^ater pump house ven- 
ti'alion sys conf rrr.ed Del ciency ccj'd cause rood.nq & result m ta :ure ol safety re’al* 
ed e'eclrical power supp'ies Incident reporlable per Pan 21.W/890927 li^ 
HiGGiNS.Wn. 0RAOHAM.OS. South Carolina Electric & Gas Co Pr2i 69 1 54.000. 
69/09/ 27 6?p. 51360 103 51368:106. 


-8910260266 ACM MICRO- 1001, “Snmpio Dlyostion Using Microwave D,sso'ol0h, 
Rov 2. 

MCVAY.C.W Wosi Valloy Nucloar Sorvlcos Co.. Inc. HLWR 89/06/20. 6pp 
5161 1: 141-51611 140 


86 10040240 Revisotf N'lal Pari 21 A deficiency rept re Increased environ temps in mam 
steam valve rooms ir tia'ly reported on 840522 d^rrp'ote reanaiyais of oifecis ol rrain 
steam lino b'oak w/suporhoat perfonreeJ. 

RAY.M J Tennessee Valley Authority PT21 89 153 000. B9/09/2B. Documeni Control 
Bfencb (Docufreni Cooifd OesV) 5 1 428. 1 33 5 J 423 1 3 7 


-8910280262 ACM AA.2001 , 'Moials (Atomic Alisorptlon Method (Flamo)),“ Rov 1. 
MCVAY.C.W. Wost Valloy Nucloar Sorvlcos Co., tnc HLWR 89/00/28 npp 
51011:147-51011:157 

-8910260263 ACM-AA-2003. “Molals (Atomic Absorpton Molhod [Hydfidol),*' Rev l. 
MCVAY.C.W. Wosi Valloy Nudoor Sorvlcos Co. inc HLWR 69/06/28. 8pp. 

Ol6n;160-51611 165. 

-6910260265 ACM-H202-2101. "Dolorinlnailon ol Hydrogen Po/oxide in Aqueous Solu- 
lions," Rov l. 

MCVAY.C.W, Wo&t Valloy Nucloar Sorvlcos Co. Inc HLWR 89/06/26. 4pp 

5161 1:166-51611:160. 

-6910260267 ACM.FE-2201. "Do lor mi nation of Forrous-Fcrric Ration in Glass." Rev 3. 
MC;VAY.C.W. West VaHay Nucmr Services Co. inc HLWR. 69/00/02 6pp. 

6161 1:170-61611:176. 


-69 10260286 ACM-DEN- 2401. "Oonslly,'* Rov 1. 
MCVAY.C.W. Wosi Valloy Nucloar Services 
5l6l1*176-6l6n:l60. 


Co., tnc. HLWR. 69/08/28. 5pp. 


-6910260289 ACM-TS/TDS-2501, "Toiol Solids." Rov 1. ^ 

MCVAY.C.W. West Valloy Nucloar Sorvlcos Co., fnc. HLWR 60/06/28 4pp 
61011:161 51611:104 

-8910260291 ACM-TS/TOS-2502. "Total Solids A Total DissoVod Sofids by M crowavo 

MCVAy!c?W^ West Valloy Nucloar Services Go.. Inc. HLWR. 80/06/20 6pp 
51611:165-51011.100 


-8910280293 ACM-PH-2601, "pH (Efeclrodo Method).*' Rov 1. 
MCVAY.C.W. West Vaiioy Nucioar Soivicoa Co.. Inc 
51611:191-51611:195. 


HLWR. 89/06/28. 5pp. 


8910040426 Fc-wards Page 1 of 9 lo Pan 21 ropi re EMO 645E4 landom air siah con- 

KuV^HAKfl.O Memson KnodsenCo. Inc. PT2l 89 148-000.89/09/19. MURLEY.T 
Othco ol Nuclear Reactor Roguiaion. Dreclor (Posi 870411) ip. 61499 112 - 
61409 114. 

-8910139035 Rov 1 to Pan 21 re pi ro EMD 646 E4 landem a:f start control sys 
• Morrlson-KrudscnCo. Inc PT2 1-0050. 89/09/14 2pp 51499 113 51409.114. 


6910040428 Part 21 rept re EWD 645E4 standby desol genaraior landem starting 
sys Enomcorino study will be In. liaiod. , 

IOJLCHAK.RO Momson-Knudsen Co. inc. PT21 69-147-000 89/09/15. MURLEY.T, 
Office of Nuclear Reacior Regulation, Director (Post B704ii) i4pp. 51499.115- 
5l499;f27 

8910050037 Supp'emor.tal Part 21 repl ro pofenual problorn w/six specific ong.no con- 
trol devices in a'r siafi,fi,be oil. lac^el water & crankcaso sys.lnitiany reported on 
800429. California Conlrols Co w'll redesign valve seal ng. „ 

GUNTRUM.BC Ck)oper Industries. Inc. PT2i 09 146000 89/09/13. NRC - No De- 
la'led Affi ial on Gwon. 4pp 51430 171-61430:174 

S9 10050096 Forwards Anchor/ Darling 5505 structural atiachmeni potential cleararice in- 
terference In 90 off 681 eppi catior\s Ur appears lo have Part 21 implications 
MARTIN.T.T. Region 1. Ofe of the Djeclor, 89/09/12 DRACH.E.W. Vendor Inspec- 
lion Branch Ip. 51415 292-51415 301. 

-8910050103 Part 21 & deficloncy repl ro poieniiai for clearance/ interference b^twoen 
Anchor/ Dart ng AD 5505 structural aitachmenl A snubber body on A0.5500 
snubbors-Siiuadon discussed w/unls invofvoo A mailer cons<def©d ctosed 
KEYES STEWART Anchor /Oarlmo Valve Co. (subs of Anchor/Darling tndusmes, 
inri Redon 1. Ofe ol me Director. 9op 51415 293 5Hl5:301. 


-89 10260300 ACM-NH3-3301, "Ammonlo-SoloclivG Elecirodo Method.' Rev 0 

MCVAY.C.W. West Valley Nuclear Services Co.. Inc. HLWR. 88/01/06. epp 

51611:1O0-S1611:2O1. 

-8910260301 ACM CN-3501. “So'ectivo Elocirodo Determination I* r. 

MCVAY.C.W. Weal Valley Nuclear Services Co.. Inc. HLWR. 89/06/28 /pp 

5161 1:202-51611:208. 

-89 10260302 ACM-NO3-3701 . "Nilrate Pholomoific (UV)." Rev 3. 

MCVAY.C.W. West Valloy Nuclear Sorvlcos Co, Inc. HLWR. 89/06/28. bpp 

5161 1;209.5 1611:213. 


8910050409 LER 89-001-01 on 890106.RC1C pump discharge inboard Iso'aton valve 
failed 10 open from full closed posn.on Caused by bind ng of lorquo switch on valve 
operalor.Switch replaced. ReporlaC.lity per 10CFn2l „ 

MfLt.K.J, 04X,fl.L. Commonweal Jh Ed^on Co RLB-Bg2l2. 89/09/20. 6pp. 
51436:039 51436 043 

89 10120172 LER 89-026-00 On 8 9 0823. tested breaker replaced w/tracoable breaker In 
response to Bulletin 88 010 Breaker irippeo Caused by mfg deficiency, Work requosi 
written Hem rcDCrtable per Part 21 .W/du 1003 Hr, 

GLOVER.R M. Duke Power Co lEB-flB-OlO. 89/10/04. 14pp. 51513 056-51513 069. 


220 NONDOCKETED ITEMS 


10130048 Pan ?l rept le slow c'osufe cf cno ma n ij'b re tonirol wdlvo Caused by 
lu/bno ccnifol va^o asstmud fo ciose due to urspeci'iEd faure m Itfuno con,.'0 
circ-j 1 siand ng ofdfe* issuEd ro crango man cniica' power ^ai'O i m.i 
eOCKER JE G,,ll Stales Ut. -GS Co fl3G 31593 89/10/02 DoCLme'll Conuol 
Branch (DoCumeni Cor.vol Desk) 3pp 51499 194-51493:196 


-8910170287 Insp Repi 99900639/89 01 on 890912 - 1 J Nonco.Tifnrmarcos f 
Majo-' areas nspccloJQA program olon^oms oppi.cnb'u lo dos-gn contrn'.piocj'r 
& dodicai cn oJ commercial Qfedo itoms 

BAKER.E-T., BflACH.E W. Vendor Inspochon Qrar'clr OQ/IO/O? 6pn 5l53i 
51536 H4. ■ 


8910160156 Part 2l rept re fra: lured corrponeni of waive liflirQ n^echaT sm on Crosby 
fran sieam salety reief valves du'.f'g mscrvce surve-i'ance & startup losing LU sen 
to a 1 Owl^ uii's leoTjesi ng la/uia •nto. i 

STRAWS ACk,GB General E.'eci/ic Co PT21 

BERLINGER.CH Gononc ComTun cal OnS Bra'tch 6pp. 51526216 6152o 22J. 

6910160265 Advises cf comploion 0l respons-t I lies re 881215 Part 21 repi re slrul/ 
snubber Sw ng ancles & mtenl on to dose mafer un/ess otherynse dMetled 
OCOf/NELL.TJ NFS lndJSir;es. Ire Tj0 0925 89/09/27 PETTIS.B NflC • No Oe 
larod Affi'iat.on Given ip 51520 277 51520 277 


691017O04S Pari 21 repi re urqua'il c-d spices idonli'ed :n GE suppled lasifumer: 
racks ccnbucied ty Hu co.inc DraMigs Suppled w/racKs Showed no splices 8 no 
main' performed thai wou'd have irsia' ed spl c© Prorrpl adenl o'> requested, 

TREVORS G A Nebraska Pubic Power Osi'ict PT21 69 1C6O00 89/06/09 
BRAGER.DJ GerteralEfcct/.cCo 3pp 51523 236 51029:238 


6910170064 Pari 21 rept re 899 source asserr.b?y geting h.unQjp -n came'a 'niifllV re* 
ported on 89061 9 Con- pan/ dsccnirted disirbuiion.recai'eo aH assembles shipped 
& sources replaced invest gaticn conbnjng 

RCUGHAN.CM Amersham Cofp PT21 89 109 000 69/06/30. WHiTEJ fleg,cn I, 
01c cl the Ck'ecior 3pp 51537 099 51537 lOt 


8910170103 Pad 21 repl re ITT CcnoVow l/P t'ansdteers fn he'V repodod 03 
891003 Ca'ibr of bansduccr could nci be ma rtia nod in sva Uiii doos ncl plan lo le rt* 
stall Conoiiow l/ansd-jcers & does not mtci'd to pursuo naluro of defect 
PAV.HB Soulhern Caltom-a Epson Co P121 69 180 000 89/10/05 MAmiN JB 
Region 5. 01c Cf the Director 3pp 51534 184 51534 186. 

8910170206 Forwards Victor een/nc 890411 lol owup Part 21 repl ro fwaro used m 
fadsaion rroniiorng S/S.provd ng co'reclive acions iaken,lo bo -r^cluded m NRC Part 
21 Log Sys 

GREEN WAN E G Reg on 3. Ofc ol m© Drecior. 89/04/10 BERl'NGER.C K Gerenc 
Communica’.ons Branch ip 51536 132-51536 133. 


-8910170208 Part 21 rept re laoaion mcn to'iig svs Util supplied w/r.ew PROM modi- 
fied lo correct problem 6 martual revs completed h forwarcod to u! I 
SMjThj A . STAFFORD.K E Vidoreen. Inc (subs of Shol'or-G’oho Corp) Pr2i 89- 
056 000 89/04/11 Reg on 3. Ofc ol tne C.:ec*or Ip 51536 133 5 1536 133 


6910170290 Forwards Insp Ropt 99000UGO/B9 01 on 090710-21 & noiK 
nonconformance Wnllon stalomenl doscnbing slops lakor> to corrccl iVniS.to c-' 
rocurrorce & dates corrociivo aciions & moasufos con ploiod rcqiiosieu v. ih 

BfiACH E W Vendor Inspection Branch 09/10/12 LANGSEDEH R To got 
Corp 2pp 51636 061-51536 OQO 

—8910170294 NctiCe ol rvonconlormprco Irom Ot\ UQ071Q 21. Noccon'oiir- 
ooled nor condor manco repl nol iniiaiod lo document Ihoi TftC Model 68 riri i 
ia led to meet openirg & closing limos & corrociivO aciions not dccumoi'Icrl 
• Vender Inspocicn Branch. 09/10/12. 2pp 5 1 536 003 51530 00«i. 

-0910170290 Insp Rept 99900DB0/B9 01 on 8907 1ft 21.NonLOn1orrrAn:f:y no‘c;l 
aroas nspocted ■n'plomentaron of QA m soiuciod aruae.coirectvo * 

taken on nonconformancos noted in Insp Rept 909000C0/63 0? & tiwts on PDRi 
NAIOU.K.R,. 8AKER.E T Vendor InspeCUon UrancU lEiN 05 040. 89/00/26 
61536 065 6 1536 C80 

8910170324 Denes 890308 request for exemption Irorn ui posing fbin 21 requro' 
on vordors supply.ng cai.br ol moasii'ing & lobi oquipimmi If cempany Ict-i 
vendor sves as deviani.Pari 21 raqjifomonia must bo Imposod on vender 
BRACH.GV/. Vendor Inspocllon BroncU BQ/00/2.7. OOiM’.nr. APV Gfluln. 
marly Gaan Co.'p) Ip 51556 042-51550 042 

8910250162 Forwards fnsp Repl 09900401/09-01 on 000522-25.No irsUncn cl f 
to ireel NRC roquiramonts noted UnrobOlvod ilom nolod ro dlscropanc n •> (>-c 
meni ol itiermocouplo cables as dosenbod in insp ropt. 

ORACfI.E.W. Venoor Inspection Granch. 00/00/13. MAWHINNriY.WO Cnjrtu 
Enginoo/ing. inc 2PP 51599 220 51500 227 

-8910250167 Insp Rept 99000401/00 01 on 090522-25 No vio'at ons r^r nonco-rpt 
no’ed Major areas fnspociod onn-noonng A prociirumeni records lor I'lurmor 
cable seels A 890420 Part 21 nolif'cation Unrosolvijd iloni noind 
WILSON, n.C.. POTAPOVS.U Vendor Inspection Drnrich 00/00/05 Opp. 5ir5C 
51590.227. 


REOGD REQLfUTORY GUIDES 


6910190191 Pan 21 rept re poten’.al delve enc es rr» lO EOrwA type amp*. Iv6r Caused bv 
wcrkmanship e/rpr A'l amp: fiers date coded 206801-208936 rrusl bo replaced. 
RIZVI.SH FoxboroCorp PT21 89-157-000 89/10/06 WILLIAMS. R O Public S0t\Tce 
Co ol Colorado I9pp 51556050 51556068 


8909200010 NRC Info Noiico 00 QG0, ‘tvii'uotlon df Irvsinimo.rvl So'.p’^lrls (’ 
Mods.” Sve fist end 

nOSSi.C.E. Division ol Operational Cvonls As&osarrutnt (Posl 070411) 0Lk/O 
Censo* dated Edison Co. of Now York, Inc. lOOpp 51337.200 5 133/.3C4 


8910180201 Pan 21 rept to po’entiat common taiute ol SWS OOO A SMB 00 cam type 
lorquo switches suppled pnor lo 1961 A 1976. Vendor /ecomrronds Ihni switch w/ 
f ber spacer bo replaced 

WiLKiNSON.I E Li.Tiiorquo Corp PT21 69-155 000 89/09729. 0tf.ee of Nuc'oar Re- 
actor Regulalon, D reefor (Post 8704 1 1) lipp 5155? 112-51657.122 


891&02D00B Provides rosulis ol losiiny ot sonRilivlty ol Cionima VrilriCS men 
sysWido range noulron monitor .’no sys capnbfu ol mcniiofing lull roryu o' sciii 
focommondad by Reg Guido 1.0? nov 2. 

SORENSEN.GC Wnshngton Piibl‘c Pownr Si.‘(i(ily Sybloin 002-09 173 fl9/C 
Docu.Toni Conirol Branch (Document Conirol Dosk) Iji. 51305 000 51365 000 


6910190118 Forwards for commonts drafl Itr re poteo! al doficieni^ affecting Foxtoro N* 
Ell A N E13 iransmtlo/s conia'n;r.g 10-50mA ^pe amplifje.',Paft BOUZEC.mfg be- 
tween Jan 1988 • Sepi 1S69. 

RIZVI.SH. Foxboro Corp 89/10/03 NAIOU.KR NRC • No Ocia'od Art'iai'on QivQn. 
6pp 51563 214-51563 218. 

6910190142 Pan 21 repl ro Roserrounl Mode* 710 tnp/ca'ibr un,is Compononls may 
exhibit premature long-term degradation. P.ece part fesi-ng A cri'ona irrplerrenlod io 
provide ewauw parts 

WANEK.S J Rosemount. fnc 69/10/10. MURLEY.T Office ot Njcloar Reactor Hecu- 
fauon. Director (Post 070411). 7pp 51558 075 5 1558.081 


8910020H2 Forwards Insp Ropl 70-0304/00 01 on 000001 A c/osuout s.irvoy for 
ly reloasng 8&W Mount Vernon.lN facilly for urvrosirirUiU uso A fo.novng l.k 
Cendit-ons 10 A i i as outhon/od placo of usu 

SRENiAWSKl.O J Rog-on 3. Gfc ol Uvo OlfOClor. 25070. 00/00/22. lOvSLNR 
Cycle Safoty Branch 2pp 51369.334-51370.020 

-B910020116 Insp Repl 70 0304/80 01 on QOOOOI Nndiologicul conrl.lons louiid i 
NRC Reg Gu de i.66 guidolinos Major aroas inapocloti Mouni Vornon.lN ‘aciJ.ty , 
la led closoout survey tor reioaso o! Incilily lo unrostnciiid ueo 
GIOSONS.OR.. SRENIAWSKI.D.J. Rog-on 3. Ofc of Uii> Dirucior. 0071:3/21. 
51369:336-51370.020 


B9 10190150 Pari 21 repl re qjosnonabie 8eisfn.c rat ngs for Typo fAV53L()A ovor/undor 
volteoe relay Relay test samples ordered A seismic test roschedjied al independent 
lab Resu'is w.lf bo published before 891231. 

TEaGUEJ E General Electric Co. 89/10/13. MURLEY.T E. CtLce of Nuclear Roaclo.' 
Regufaiion. Droctor (Post 87041 1). 4pp G1563 200-51563 203 

8910190245 Part 21 repl re potential of ambient compersalod molded case circuit 
breakers to deviate from published irfo. fnstanianeou-s inp checiv wi I bo nsii'utod on 
all Class IE thermal /magnetic ambient Dreakers prior lo so pmeni 
JOHNSON.wj, Wes^mohouse Eteclnc Corp NS NRC 89-3462 B9/10/D9 

WURLEYTE Olfice of Nuclear Reactor RegclaUGn. O.reclof (Posl 8704 llj 4pp. 


8910200032 Pert 21 ropt ro draft Info notice on failures of actualof housings ol Lirr-itcr- 
qje rnotof operated valves Vendor has been unable lo reproduce subj fa lure 
opporturnty to wovk w/uUs wWch encoumoT slmlar prob'em in luturO 
yVARSlNG.DS. Lirniiorquo Corp. B9/1(k/09 BERUNGER.CH Generic Ccirmunica 
bons Branch 2pp 51576 236 51576 237. v- i 


QA999 ObALlTY ASSURANCE mSPECTIONS 


foceipt of 890810 Ur w/encf Insp Repta 99301 1 13/68 01 A OG&Ol 1 1 
neP/ii clanfication on few items A certain updales to f ndings 


6910020229 Forwards comment on draft rog Ouujojoak DG-1003. "Anaurmo avi* l. 
of Funds for Docommiss onlng Nucioar nouctor.” If cnscadr.g cosia 
porm tling.Quido is conlradiclory by nol pormltlinfi incluolort of costs roccssnry ft 
mfnahen 

LAGUARDIA.T.S TLQ Enginoonng, Inc. 64rH?63f}3 00027. 09/09/14 MIC - K\ 
tailed Aftiiialion G-vOA 4pp 51354.117-51354 120. 

8910020263 Application for amend io Liconso DPn-/6,roviR ng Toch Specs to u 
corilrol room omorgoncy eir conditioning sys. ouxifiary blifg uxhauet mr jillmlio-v i 
fuel banal rig area voniilation sys.por Rov 2 lo Rog Guido 1.52. 

Sorvreo Efoctrio A Gas Co. of Now Jorsoy. M R NO 
69/09/25. Document Conirol Brandi (Documonl Conirol Dosk) 0p;> 5i38€ 


-091OO2O2S5 Proposed Toch Spocs.motlifymg conUol room omdig^rvcy a ' 
^s.auiiliQiv b-bg OAhoust air Miration sys A fuel hand'inn nroa vonMnl on sys.i^oi 
Guido 1,52. Rov 2. 

’ Service Eleclhc A Gas Co. ol Now Joraoy 89/09/25 I0pp 6l3w: 


0910030051 Comments on ficengoo 090522 Ur ro <focommi9sion ng. doconlamir.nl 
efosuro plan for facility.po/ Slate of TX 800731 roquosl Porformonco of ror^c 
using wipes falhor lhan survey Insjrumonl alono rocommondud 
2^ 3^2^^ LACKER.D.K Texas. Strt 


8910170277 Forwards fnsp Repl 99900839/09 01 On 090912-13 A nolic© of 
C inadequacy of Pari 21 procedure identiLed 
l?p Roic.x comtois. inc. 


8910050038 Forwards change to 890331 liconso arnond roqjosi ro Ron Guido 1.0 
2 A miscQ laneous changes 

PARKE R.r Northern Slates Pewor Co. 60/00/27 Olivco of Nucioar Roacltx P.i 
1-on, Director (Post 87041 lj, 2pp. 51417 035 5141 7.036 


-89101702B4 Noii^co of nonconformanca from insp on 690912-13. Nonconformances 

Nonsiandard Product Request Form^ 16 A 
manager for & ®pP'0'raf & l3ck of documentod fnsiruciions 
Vendor fnspeciion Branch 89/10/13. 2pp. 51 536.137-51530 130. 


on draft Reg Guidos 00-7001 A DG-70D2 ro rractufo !Oug! 
criteria for fernlic sioel shipp-ng cask coniainmeni vossols Concurs lhai ptb' ca'i 
boih flu dos waitamed 


tjoih flu dos waitamed 

CNAN^.D/V Florida Power A Light Co. 54FR31267 00004 60/00/20 Rugu 

Publications Branch. 2pp 51401:185 51401:186 


^ .JPV273UIV V9 iv.i p I urvu> lur 

cof^SiSlency w/Rtw ? o1 Huy Gikiq i Qj 

TIK^MAJ.O Project Ui'oClO'oro III. 1 oa/C9/2H 3nf) b1t52 25B S’452 260 

6910100000 Iriio.'rns I'lol upclaio of appIcHfU arfivi'os ovuf Iasi H /fS reaui'LVJ NHC to- 
rnios!in<j ijpoalo;) <i;ila fosipons** fo' onri Reg Gunlo '» J Rospenso sf ouUJ bo^n w^ore 
ijOB ?00Q3 1 tri |inl fosponso lo ft*g g j:iio orijlcd S ronf.nijo to prcbooi 
RIACK.S Assiain'il Orvtior fo> Ptciocm 89/00/?/ KiNGSLLY.OO ’’cmesse^ 
Vn loy AuPiru 'y 2p;j bMOO 1 30-5 1 '160 M? 

6910 100224 Disrussub b<>rutiiy msp o*' 09302/ A fe'-bfri is aci'ons lo bO l8^on,ir.cljdi“g 
«r^<1il o' set <:»iiy plao & koy * coni conuo! p'oreO j*e I i*sl fou* actions wilhholO 
KAF’AM.n A Goo'Q'n Instilulo of Tocbrology- Atlanta GA un/09/20 MCGUlHt DR 
2, Ofe of iho OirtM.lo'- 2pp bMbH OfiS hMSfl 006 

0910110132 r;ciiiino‘il9 on ifrafl .'(‘g gi.i:lo, Assonny Avalnhliiy ol F^rds let Oocotn- 
<7r;ssft:W)g Ni,cKw Rc/acfotH ” 

;;OyNrON.h J. fyicrigan, StfiKi ol 00327 09/10/05 NRC • No Doifliocl 

A"i ahon Liivon 22t)p- fiMPU 057 5M2'J 0/H 

69101 10155 Con ironl on tlrnfl rny guijn * Ffortufo Icughness Cnlona lor Feti’-C Steel 
Fil li:;: ng Cask Co''.iai'inKmi VessuTs W/Wa. IhicknuSb Piv /.Task OG 7C01 A Dfi- 
7002 

l,V.l nA^/S.n,^■ Plecloc Power Rusoiuch ifiMit.ilo B'lFHIM 267 OCC05. 6D/ 1070? NRC 
■ *Jo t9uta.lO(i Afli laion (iivon I6p;) 5 1 <120 04 1 51429 05G 

99IQ1C0064 FerwafUs An ord 3iJ lo I icooso Nf^l -4/ A saloly uvaluiilioa Amono modi* 
^ns niplerriu''lnt cn of nc'uPco f-ux rnonilorin|] sys mods o'Uil bolO'o restart 110*0 noxi 
refi.c i*’g oulnfjn ab Bialod b-.l no Inter Ihnn ata'iui) f'oni nofun‘i''g Culaao N 4 
PAULSON.WA Pfo.r»ci (^iroctofalo IV TAG /:t625 80/10/04 DEDCENSJC Gu!» 
Sinlos UlilflusGo 3pp 5 1520.2 16-5 1520 224 

6910160077 n o:l U) I t'c'i Spec C'lange RetiueSl 126 did 800803. rcnsisting 

ii* fov.seJ f liju'o 15 3 M.tPir W Swonson 090031 iiDlificatos ol app.iresi discropao- 
cles Pot A non pfC(:;)Hui1 hoaiup hint n.rvo A NRC cnlruhdoU cuivo 
AUrjnn.H A Wsccnsn Klnclnt Power Go Vl’NPD 00 522 69/10/03 Gocumcni 
I'&riri:! lirancli (l)oc.iittuinl C^oilPol Cosh) 3p|) 51523 1G3 51623 167. 


0316100091 1 ciwanlh Kaloiy uvnluaiipn occoplir'g U01 122 roaponsos lO Gor'onc Lir 06 
1 1. '•fbunrtlicn rn‘.l:r.11letnoiil of Roaclor Veasul MdOs A Impact on Plenl Cp<3'atO''.s ‘ 
I'rC'snnl KteUi;! ()mS‘,i,ri>/lomp I m la lor RC^S occnrdnbli) for 32 EfPY 
i^lC.K.Cif iVoji^Cl DanclntnUi IV CU 08 1 1 69/ 10/02 VAUGhN.G E Mobblcn I Ighl 
i-,j A Power f:«i. 5pp 51^*23 2:13 51523 241 

• >0D 10160003 Stiloly I'va'ual-On copc i.dng Ihni prosonl presSii.*«/loirp Irrils lo* RC5 
lor li 0 .aUip.cool:Jowti,le(ih lost A cni cniity vaiif tl*roc(jM 32 El PY Uocause lim ls cen 
ICfi'i 10 regi.lrnmonlS Ol lt)C3 f fSO.Apps G 8 II 

* Oficci ol Natlf^ar lUiiK-tor rtuyulahox. Dmefor (Posl 070411) GL 86 1 1 69/10/02 
4pp I>15?3 2:i'j ril52U 241 

6910170Q2I Forwarrls utl l.bl td pr o'lly liconsi'iij nct.vditis wf.lcli logi.i’u lasouion by 
Jan inOO wZ/yaivrud dale (or bf.Jjori NRCt n‘«inl lo irax oxfonl practical) o cf ccnintity 
O' foclii) nil rovicwi.r'i 8 (irojoci mnnngor rcq.iostutl Rolaicd info 0 “C 
KlNCiSLEY,f).l). It’/uiossoo Vfi.icy AulMO'ily ILG /D 02 GO/lO/02 CRUfCtfriEI D.O 
NHG • No DolaiVtl AflilalionGivun lOpp 5 1 53/ ?:15'5 1 537 253 


$910170144 HjO-nils rev?.od rnsponso to fiiiiUo*) hlocKoul ruin lo rofloct dial allomato 
,ic power Rou'co wi'l lio u1i'i/o(J por App R lo NU^4ARG 87 00 
GUTIEff.AR Cnroii'a I’own- A Llrjhl Co NlS 69 256 O'J/lO/lO Documoni CenUOl 
iirancli (Dociimr.nt Gonlrot Desk) 10pp. 51536 343 51536 352 

eoiOlQOOOl iJaCLSSOft 1906 ALARA oud.l lor silo.sutmiled 'or levow o') 

ll3(>(>3l.ni;pl arld'uHRCd lli:n)s bpocilicd n Rog CJuldo 8 31 & 'oval of ALAHA oud*tng 
UDi.sIslonl w/ci:rroni Invoi ol act vily at nvll 

KONWiNSKI.G n MALL.n.F Uran-um Rocovory Field Gfc. n4 09/09/26 Ura-.uoi 
oocovory Fh-KI OIc. R4 Opp L1563 204. 51503 206 

B9 10200191 Conli'ms uhl fiosllior) re Rog Guido 1 60 concornlng .nhal biarlep lost pro* 

^*Ah.U.tV3 . irVAtKER.ffO TU EiocUtc (totmvft^ foxaa UMres 0/?/)a/ph'-j Co) 
TX>-fl07b/ 60/10/12 Documoni Conirol Branch {Document Coniro' Dosk) Ip. 
51566:024. 51 566.024. 


6910230062 Nonfirallon of CROFl Mooting 171 on 891011 In RocKvilo.MO to discuss 
ptoposod lifinl Hov 3 10 Rtig Geicio i 0. Dosol Gof'-orator Rolabniy" A proposed Rev 
n to nog Gjde 1 35, ‘insoivico Iubp of Ungroutud TontJons m ProstrosseiJ 
JCniOAFj C.L Conifriilleo lo Rov:Ow Gcfonc notlu-romonls Gl 89-04 ti9/l0/0b. 
AIILOTTO.G.A Offico of Nucloai Moienai Safety & Sofogj8*ds Droctor. 
ODLOBb'FlG J n Of fit , 0 of iho General Counsel (Posf 06070 f) REVES.L.A Hog-cn 2. 
OfC of Iho C.ftTtO' 2pp 51560 03151560 032 


$910240066 For^vards snlofy Qva'uallon accephrg util prosiarl tOSl correct ve action 
p'ogram Pfogrom wll onsu'o proper vorificai-on of functional •niegnty of sa.oty ays lo 
culoril roquired for liiol loodiriQ.tthon profiorly imp'omnntod cv/n n 

BLACK, S. Ass Slant Diroclor lor Projects TAG 71024 69/lO/t? KINGSLEY.O D. 
Tcr.nossoo Viilloy Aulhonly 2np. 61509:035 51599 047. 


••6010240060 SER acroplino ulil prostert tost cO-'iQclivO action PfCgrom 

• CII.C 0 ot N,.cl(,at nnoclfli tU.fl.i-albn. Oiioclot (PosI 870411). GL-BD IO 09/10/17 
1 1pp. 51599 037 51599 047 


0910240223 Coinmoni on draft ron duitfo ro records important for decomm ssionhQ Icf 
Tonsoes tndor lOGFH 30.40. 70 & 72. Roguiromoni in 3.2 7 is oxcoss.vo ft unnocea- 


OmUFF.MA AmofSham Corp 54 FR3370/ 00002. 09/10/06 Reg jialory PubI ca- 
tions Branch Ip 51578 160 51570 169 


Hcodom ol inlormaiicn A Pu^Vatons Services (Posi 690205) ?pp 51651 063 


B910250171 Responds lo 89091 1 SER on p'ani ccnfo'mance lo Reg Guide 1 97 S'eam 
ge-'eraior v^de rango level InsUtmeris vw/d.versG Class lE power sou.-ce wii bo 
prcvjdad Repowerng wi l bo comploied by 891231 

AL6X:CH.MP iPdsara Michgan Povve' Co {lormetly Indana fi Wichgan Electric Co) 
AEP NRC 0773AG. 89/10/16 MURLEY.f.E Cocuir.eni Coniio: Branch (Document 
ConifOlDesk) 2pp 5l€l2 G93-51612094 

6910260037 ConmO'il on drall reg gjdeS.TasK DQ 7001 & OG 7002 ro fractu'e tough- 
noss criteria 'or lerip* c steel shppng cask containment vessels PGCO'f.monds lhai 
lo'/nal mp’o'T'antaricn ol d'afi reg nj des be delayed 

SCRENSCN.K SALZGHENfJER.fi , WELLMAN.GW Sand.a N at -ona I Laboratories 
54 FR3 1267 0030 7 89/10/02 CAW.'’BELL.W E Regvj'aicry Pub -cahcns Q'anch 9pp 
51578 342 51678 050 

B9 10260064 Ccrrmeni on Craft rug gt do. ■ Assuring Ava lab lily of Funds for DeccmT-iS' 
sor'-ng Nuclear Reaciors." Recomrends mal NRC sbocl'J noi anoT.pr to defafo 
slandardizod lorro ol decornm ssioring trust agree-xert 

CONWAY.W.F Arizona Pubic Sorvee Co (formerly Anzona Ntclear Power Prefect) 
54FH25393 0QO29. 89/09/07 NRC ■ No Ceia 'od Affijaton Given 39pp 51591 070 
51591 108. 

0910260085 Cerrtneri on draft reg g</dd w tfsetufe toushnesa c/i?f/ra tof fe/rdc sfccf 
Shipp ng cask conlanmenl vesse's Recommends NRC partc.pahcn m ASVE devol 
opmeni ol fracture toughness cnlcr a for mats considered for shipping casks 
STEWAHT.VV L. Virair-a Powof (Vi-g na LleClnC S Pcvi-D.' Co ) S4FR31267 00006 69/ 
10/09 Rogi-iaiory Publications Branch ip 51678 351-51578 35i 

0910260176 Advises ll*at 891011 proposed rey to Tech Spec 6 4 rcfleci no rensel 
1CCFR55, ’ Reciual f’lcaiion Prog'orrs (cr Licensed Operalo's of Prodjchon & GHza 
ho*) Fac I lies *' Requests comm tmen; lo meel Rev 2 ro Reg Gu de 10 
S7C:;^,JF Pro,ectDrec^f6tel 4 Bd/W/2Q FtTZRATRCK.E Goneraf Ptbf C <J: ‘-fros 
Corp • GPU Serv c© Co'p 2pp. 51624 1 93-5 1624. 194 


REVIEW ORP NRC RESEARCH REVIEW GROUPS 


0909290082 SumTary of 09090? nteei ng w/NLlWARC in RockvI'e.WO re oulSla'id r.g 
ssuos & acho.n .lorr.s res ji! ng ffo*T) 090817 meoting re Chapte-'S i 0 & 3 0 cf pro 
posed now STS 

FISCHEH.DC Techreal Spoci'tcai.ons Branch 09/09/iQ. CALVO.JA Toch-'ical 
Specifications Oranch. ?pp 51352075 51352076 

8609290191 Nchl cahon cf mooing w/NUMARC cn 891006 :n Rockvi'le.MD 10 obla.n 
feedback Irom stall on review of station b'ackout submiiiais & audits performed at 
sovoral clans cn stai.on blackout iraiiora 

TAM.PS PrQ;©ci D redoralo 1-4 89/09/25 STOIZ JF Prcjeci D federate 1-4 2pp. 
51352 066 51352 067. 


8910030107 Forwards response lo WO Long B90524 request for addi ir'o r© Chapters 
7.6,11 & 12 ol advanced LWR roqjromcnls document Power supplies 0! emergency 
response laci'ty sys wi'i bo designed per NU REG 0696 

K'NTNFR.E E. ALWR Utiily Steering Commilteo KINTNER.E E. General Pub'iC Ulh- 
les Corp. • GPU Service Co'p. 89/09/15. Oific© of Nuclear Raac'or Regu’abon. D.rec- 
10 ' (Post 87041 1). 9pp. 51372 236 51372 246. 

0010030236 E»o'OSSOS approciabon lor opporturi.ty to review & comment on draft NRC 
info nonce. “Possibto fnrfcaftons of Mistapfeseniad Vendor P/oduCfs.“ 

MARiON,A Njc'ear Wa'iagomeni & Resources Council INGMARC) (formerly Nudear 
Uiihty f/arago. 09/09/27 . 0RACR.E.W Vendor Inspection B*anch tp. 513$0i64- 
51390.164. 


6910040373 Surr.rTra'V of 890316 rr.eeimg w/NUMAflC.FPRi & other mdusiry represent- 
ahvos ro appllcabilty ol IOCFRS0 59 & NRC Interpreiaiicn of phrases lhai del.no 
w'h ch char’ges.tesis & exper manis involve i.nrav'ewed safety quest pn 
FISCRER.OC. Techpcal Speed caticfis Dranch. 89/09/05 CALVO.J A Toch.nca' 
SpoCp' cations Branch 62pp 6T5902t t-5T590 27^. 

0910050007 Forwa'ds NRC markup of owners groups proposed now STS for contain- 
moni 3 ys chaplets Review idonined lhai ©Jttens.ve changes from existing spec ro- 
ujiremo'ils proposed $ diffcrencos (nc-onsisicni among owners groups W/o end 
CALVOJA Technical Speci'icaltons Branch. 69/09/26 HALL.WJ. Nudoar Manage- 
meni & Resoufcoe Council (NilMAnC) (formerly Nudear Ubity Manage 7pp 
51433 265-51433 271 


B 9 10050076 Confirms 890922 lelcon ro roop:en1 890014 & 0916 requests for refief from 
requrements of previous NRC order requiring submission ol mommy 
re pis Understands that roquested .nfo w.i! bo provided Vendor will be notfied of ac- 

MjPlleVIt.B S. Regicn 3. Cfc cf ih© Di/eclor. 69/09/28. WISSINK.RG Minnesota 
Mining & Manufeciuring Co. 3 M Co. 4ppi 51401:205-51401 268 


0910060268 Siafi requ remenls memo re 890920 bnef.ng In Rockvilio.MD on EPRi 
jGsgn requ-temenls doctmeni lor advercod LWRsEPRl w*ii provide man/machm© 

nionec© lequiremenis documeni by end ot Oct 1909. 

CHILK.S J. Office of the Secrolary ot iho Commission M09O92O 69/09/27 Office cf 
lh© Secretary of the Comm sslon 2pp. 6 1 452: 195-51452 1 06 


110110314 Informs that iorlhcom.ng msGtmg w/NUMARC re stafion biackoui issues 
o:.Q-nal.y sdiodued for 891006 lo be roscheduled. , .c u , r. 

TAM.P 5. Projecl DIteclorato 1*4 TAG 40577. 89/10/05 STOLZ.JF. Pro.ecl DiredOf- 
Hi© 1-4 2pp 5146614961466 150 


222 NONDOCKETED ITEMS 


D9IOIJOOI9 NoiiKaiicnol cnon Mee'.ng '?0 cn 850527 lo ;ev aw <l-aii ’fii- 

nass lor OjIV io Nucwar Power indusiiyRMPonses :o Irrp omen a •on Ojosjo-is S 


ness 'Or Ulj:y in MUL.t'ti' r-wwer. ■■■uua.-i ’'i- , r - - 

siaius 01 proposed tu'a on nocte&i ^wet AnLOTTOG A 

ROSS.DF. ComfT.Mee to Rev.c^^ Gener.c Reci.ro.Tenls. 69/09>^5 ARLOnp G A 
of Nuclea* Maieria* Safely 8 Safecuards.Di-ecior GOLCDERG.JH Ufrc© oi 
the Gere^al rx)unsel (Poal 860701) REves.L A Region 2. Ole o\ Ih® Ovtec.Gf. 3pp 
51490 23?-5l490 ?34. 


8910120034 Notif caion of 391010 mee* ng w/NUMARC i.‘i Rockv lO.MO re Je^dOack 
on fcvio// Of Slaton Wacko ul (l0CFfl5O63) &iibni.M8ls A on a o 0-1 s porformed at sov 
p'8> D'aris O'! sia’- on Wackoui fr.aliefs ^ . r. . 

TAM P S Pfo eel D;fecfor8l0 14 TAG 4057?. 69/10/03 STOLZ J f. Pfo;eCl 0 reefor 
a'al-4 2pp 51468 295 51408 296 


8910130049 Sunifna/y of NEA Con^milfeo on Sa'ety of Nuefear Irsia idl ons Fuel Cycl© 
Safely Work ng Group B30911.12 Tnee‘..rgs Pans. Ffanco 10 0 SCuSS fuef evda (fe- 

P Fuel Cycle Safety Granch 69/09/20 HOUSE, L C. Fuel Cycle Safety 
Erancli 29pp 51509 054-51509 C82 


B910180110 Adv-sos iT-ai dtall fiVJREG <jvwstiorts A 0cs*€fs re 1.41 piemen lion of Mress- 
for-duty rule revoked per 890918 feqjesitnio feilocis discuss o.t el Edison Eieclnc 

inswuln worfcShop dur-nq enq730-eM2 


Instituie workshop Our.nq CL'II/ JO ^ 

COLVIN J F Nuclear Managemont 8 Hesotfcos Council {NUWARCi (lonreiljr Uudlea' 
Uiir/ Manage 89/09/29. OHiMES BK Div sioo of Reacior Inspccion 8 Safeguards 
IPOSI 870411V 1P 51540 225 51540 225 


8910200233 Prov"-de3 rnair transfer repirjer NflC 660213 
I censes Oevices leased lo Rcige.'s Coro -n Cdancflef.AZ lelumtrt lo 3M & f.oi NHl 


I censes Oevices leased lo Rcige.'s Corp ’o Cdanrflei.AZ lelumtrt lo 3M s f.oi wo 

Mmt\eW.a Win-xig 8 ManuiacUinna Co . 3M Co 89/10/11. DAVfS.A B. 
Regon 3. Ofc of ihe D recio* ?PP 51565 273 51565 274 

8910230082 Noii^.calon ot CHGR Meeinp 171 cn 8910U in BockMl6.M0 10 d>SrCuS4 
proposed f na» Rev 3 to Reg Guide 1 9. ‘^Diesel Goneraiof Re‘ial3.lity*“ 8 proposed Rev 
3 to Rea Gu de 1 35. ’ fnseivice Insp Of UngroiHed Tendons in Presiressed 
JORDAN EL. Commitiee lO Rov.ew Gfirer-C Requireroents GL-69-04 89/10/C6. 
ARLorrOGA Office of Nuclear Mafenai Safety 8 Satoguards.Oirecior, 
GOLDBERG. J R Oil ce of 1*>o Ger.efsl Counsel (Posl 66070 1> flEYES.L.A Region 2. 
OfC of the Director 2pp 6 1580.031*51660 032. 


A91QQSQ172 FO-nvaids Ouartorly Prog^e^^* on Pra iconsng Phnso el 1)0:. (. 
Huh PfOQfom. (SECY-OD OJ/O). - rovonng May.Kil ISfO 

rmrs rLed ro s’lppaoo >n implomonlat on of OA program 
BERNERORM of'ce ol Niiclcai Maieunl Safety & Soroquard^i.ni.-ccl'ir KLWf' 
?0/02 ROUSSO^ Energy. Dnpt of Ppp. 5 HO l 001 -51401 033 


R0lonsP178 SECY.a0 O37B Prov.-Jos, ' Quarifrly Hopt on Pre-L'cons rg Pn iso d 
Cwi an High Level Radwasio Mgt Proyrnm Profjosod rule oxpoctod lo Ho pub! 

TAYLOR^^M OfC of the Executive Director fur Opwrniion^ HLWR fl0/0>/2/ 
S140V003-51401.033. 


8910160058 Final responso lo FOJA roquost for dociimonis App A Jocumci.l 0 


avafab'e in FDR . , , « ri . . * *. 

r;niM<iiFYDH D.v.son of FroocJom of informnlion & fubicoror** Sofv.cos 
390205} 69/ 10/1 2. milAMS.OG JRA 2pp 51535 34 7 51535 3^/) 


-8ft061500« SECY -89 238 Informs Commission of proposed Bunlor n\}l Surv 
impact of NRC activmes on safe oporalion of nuclom power pipnle 
TAYLOR JM OfC Of 15o Exoculivo Oi/(>r,lor for Opurelions 6»/C9r0l 
51535 349 51535 350 


8910180249 Forwards SECY 89 037U. •'Ouaiioily PToyroas nopi on 
of DOE Ov.lian Hgh Level Radwasto Myf," for plflcomont In PDFl 
w (K.. rtf 4i«/\ r'/imrrtioulnn nil/ 10/1 


of DOE Civ-han Hgh Level Haawasio Myr, lor \ . 

BATES.A Oft'CO of the Socrfliary of IhO Commission. QO/10/ll NEVUH.T. 
OocuTiont Branch Ip. 61552 302-5 1 552:333. 


8910230141 SECV-89 319 Recommonrfs approval of (ilans lo iiuffiirii lunQ li.*i"U:. 
ovaluaiion of EFA stds by impiomoniing tPA lilgh fovol woslo idsnos.il s'lls 
TAYlOR JM Olt of Ihe Execvjlwa Oiioclor for Oporftllona HLWH. /IO/lu/17 
51031 238 51031 250 


8910240247 Forwards SECY-0O-3l9.rocornmon(/iriy Comrniss'On apfjrovn [ la 
pursue long-ter/n.orgolno ovafuaiion of EPA aide by implomoniiny tPA bl.j'- 
waste dsDosal sids.PuW'C moolinn sclioiUiloO lor 801121 lo l/npi 


waste d.sposai sids.PuW'C mooimg scliotUiloO lot 00il2l lo 

StowniMG r e. Ow.sion of H.Qh-LQvol Waste Mfir^ngnmonl (I 
89/10/23. STEIN.FI. Energy. Dopt. of Ip 5 1031:237 51031 303 


(Post 11/04 13| i 


8910230125 Notihcabon ot 891011 meeting w/NUMARC m Rockvi le.MD torfiSCUSS CO! 

lecbon of fitness for-duty data _ , ... 

MCKEE PE. Re&clof SaleQuards BiaftCh 69/10/06. WURLEY.T.. SNIEZEK j . 
M RAGLIA.F. NRC • No Delated Afflialion Gvpn Ip. 51560 176 51580 176 

8910250076 Summary of 890927 28 meoling w/NUMARC 8 ownors group cha.' persons 
in nockv.i.'o.MD ro Tech Spec urprovonidni program 8 MRC mark-up of Chaplets 2.0 
cohccmihQ saieiy Utmi? & 3.0 on ECCS of proposed STS 

FISCHER DC Techmeaf SpecdiCehons Branch 89/ 19/06. CALVO.JA Technical 
Specifications Branch 3pp 51612 047-51612.049 

8910260082 Forwards proposed STS for efecinc power sys chapier.for 
response Chapior deve'opeo by iniegratng lour owners groups pressed now STS 
Into common specs & NRC corrmenis Moelrig to diSCuss Chapter boing arrangod. 
CALVO.J.A Technical Spec>/icatior.s Branch 89/10/12 tfALL.W.J Nucloar Manage- 
mcni & Rosoufcos Counc-i (NUMARC) (lofirorly Nudnar Uildy Manago. 4i>p 
51612 050-51612 053 

89102S0090 Summary of CRGR Meei-ng 169 on 090013 ro fov'ow of proposed reviSOd 
finaf po-iCY sialemeni on rns'i^t programs in p’anis. W/o ends. 

JOROAN.c 1. CotTirmree 10 Review Generic Requiiemenle 69/09/29. TAYLOR.J.M. 
Ofc of the Executive Oirecior for Operations, ip. 51623 094 *6 1623.094. 


SECV POSITION PAPERS BEFORE THE COMMISSION 

8807290170 SECY-86-202 fnferms Commisdionof OOE proposed plans for sta-ndardiza- 
lion ol three advanced reactor designs & obtains Coihmissld-n endorsernont ol critena 
that staff proposes to use In review of plans for advanced reactor slendardizatioo. 
STELLO.V. Ofc of the Executive D rector lor Operations. 80/07/16. 21pp. 51537.039- 
51537061. 

6906090061 SECY-89-t38 Requests approval for withdrawal of 1976 NRC policy aiato- 
meni, "Program tor Resolution ol Generic Issues re Nue'ear Power Plants 
STELLO.V. Ofc of the Executivo Director for Operations. 89/04/27. 15pp. 51350:328- 
51350342. 

8907100064 SECY-69 199 Adwsas that end cover ftr & concerns re review ol DOE Site 
Ctiaractenzaiion Pian.Yucca Mounla n site.Neveda R80 area. Nevada lo be transirll- 
led 

TKOMPSON.M.L Oop Exec D't tot Nuc Mails Seloiy.SaleQbatds & Opotavons Sep- 
pod (Post 690205) 69/07/03. 56pp 51391:071-51391:126 

89071 1028B SECY -69-203 informs Commission re eMocliveness of nuclear power Indus 
try operator hcensina trainmg programs. 

STELLO.V Otc ot me Executive Owocior tor Operations 69/07/06. Spp 51576:137- 
51576 141. 

8908250319 SECY-8& 254 Inlorms Commission of progress rnade since 1986 & currer^t 
program. Including current scfieduie & resource osiimeies for improving overall royu'a- 
lorv effectiveness by elimlnatna unnaceasery ragulal-ons 

TAVlOR.J M. Ofc of the Exoculrvo O.rector for Operations 89/08/23 7pp 
51350.343-51350 349. 


8910250206 Forwarrls SECY B9 310, '‘fri'plomoriinlion Of Ef>A iligfi LnvOl WaMu I 
ai Sitfs.” for placement in POM al (:omrrly 5 ionpr Curliss re<iuu6l 8 w/corrmro 
ottier Comtiiss cnors 6 EDO 

BATES A Operations Brandt 80/10/10. NGVU LF.T (>ubllc Uaciur on» Vtm: 
51616:043-51616:109 

8910260261 Forwards SECY 00-232 ro proposorf rulomnkmg on lilnuss fu^ il' 
Placement In PDR SECY al.'oady found in PDIT 

BATES A. Operations Branch 00/ 10/ 10 NEVILLE, T f»uUl.c Docutci- 1 [hfli.! 
51578333-51570.333. 


STATE PflOO STATE PROGRAMS 

8909280040 Confirms 000727 discussion ru rov/ow of aloto riiiLolc-n 
progfam.Bxplanation of pokclos & praclicos for roviow-ng Ayroomonl Sialo |irt 
attached 

KAMMERER.C. State. Local A fnd'an Tnbo Programs 00/00/20 DONOV/ 
idatva. Slato ol. 7pp 51350 022-51350 020. 

8909290121 D.scusso6 imporianco Of Slato of NY lo Inltlnin nciion lu ljikIoim roj- 
& Increase staff in rosponso to Incroasod roeponsibll.iiua for rogulahn;} 'ow Ic.o' 
disposal silo.per 090510 discussion. Agroomoni Stfiln (tollcies unef. 

KAM MERER, C Slato. Local & Jniilan Tnbo PTOQtatriit 60/00/22 MAUI Mi 
New Yo;k, Slate of. 0pp. 61352: 100-5 1352; 1U0. 

8909290186 Forwards Stale of WY.dopl of onv.ron ([uplily 0003 H Mr ripprov nj 
non In sue reclamation bond amount Roquosi lor tormlr^ation ol l.lccinau SUA f. 
be submilted pending results from so'l sampling on 000320 
WICHERS.O L. Ma’apai Resources Co. 00/04/03. HAWKINS.E.F Uranii.-n Hr 
FloldOtc. R4. Ugp. 51360.222-51360:232 

0910030044 Discusses schodole for monltoflng undorlying Aquifer WuIJs MU-1/.1 
In Production Area 0-13/14 MU-t7 will bo eamplotl monthly S mon lor water h 
MU-18 & 19 weekly. Pressure at all wollhonds will bo n'lonliori^U dn^ly. 
0ELOEN.S. Wyoming. Slate ot. 89/07/20. HILOENOnANO.P. Cvorosi Mu' me' 
Ip 51374:222-51374^^222. 

6910030061 Comments on hconsoo 600522 Hr ro doc om mi ssl Dr'll ng. Joconlamri 
efosure plan for facRy.per Slato of TX 000731 request Porformanco of ren 
aioTia surveys us‘ng w pes ralhor than survey instrurnonl alono roconirnoniJcKl 
HALL.RE Uran um Recovory Field Ofc, FM 80/00/12. LACKER.D K. Texas, 1* 
200.61382 311-51302 312. 

8910030310 Nolificallon of coopetaUvo agrQomoni.Mod 11, to ‘ RaUlalion Mpuj-O'I 
g/am flequiremenis.” Con tree tor: Slato ol NC. 

HUGHES.A Comracl Adm^nlstraiion Branch. FIN O-Q4O6-0. NnC-2Q 03 027 
30- WAIEY.R.J. Region 2. Otc ot Iho Dirocior. ADAMOVlTZ,S. NRC . No Do'i 
fil ai:on Givon. Ip. 5137 1 253-5 1371-265. 


8909010396 SECY-89-264 Providos quarterly status repi on NRC rogjaVicaHon pro- 
ram. 

AYLOR.JM Ofc of the Executive D-redor for Operations. 89/08/28 4pp. 

51563 034-51583 037. 

8909220208 SECY'6d-292 Informs Commission ot tioai rept on NRC pilot testng of ge- 
neric randamenta‘3 exam seci on of operator licensing wntten exam. 

TAYLOR. J.M Ofc of tho Executivo Ojeciof for Operations. 89/09/16 4pp 

51576.153-51570:157 

8909290027 Forwards SECY -69 136 8 SECy-89-254 for p’acefnent In PDfl. 

BATES.A Operal.ons Branch 89/09/25 NEVILLE,T. Public Documeni Branch. Ip. 
51350:327-51350 349. 


-8910030318 CooperaiivG agreemoni.MotJ ll.provJdnq CYOO funds t 
program.incr6a3lng obligated amounl.rovlsinn Socllon II, Paragraphs R A C c 
meni ol work A adding Altachmoni 6, lo 'Racfinlion Woniloring Proflrem I 
monts." 

PHILUPS.E. Nouh Card-na. SlaVa ol. EDQEWORTM.P.J. Division ol Co:iliocia 
eriy Management (Post 890205). FIN B 0406 9 NHC-20-03-027. 69/00 
51371:254-51371-255. 

B9 10030452 Forwards "NP06S Dischargo Monitoring Ropl for Socorxd Quoilor 
leq^jesis tor mod lo NPDES Permit WY -0028801 to allow dischargo of g'ou 
Sweep solutions during aquifer restoration of Producllon Drills 1 through 5 
WICHErs.D.L. Malapai Resoutces Co. 80/07/28. V/AONER.J. Wyoming, 




v<7ivu<^uuis 'vjv.bu^ mai i.consoo byOGOB nnulrfliinn i^r Hihk 

pI’oZnwStoirort wpl UoLoon, 

CMr.HPOtt.G UW^USA Irc 4 pp. 

U,aru.a,noeovo^F,e,pO,c.« 4 , 

6910040009 Ajapfovos lonowa' & nio:l o1 Dischofgo FMan DP.2C0 tci Misn 
CounFy.NM Approval vwiil (ji<plfo on 9^0726 

?PP 5‘-<I«Ys 755"30?*2“: KEmiEDy.E Mon-oslakp ^,. 4,3 Co 

iocaitcns at monrtof wo«9 to be .ncludod n ptmo lesi fo' 
0*ia/M minino Bfoo oi Soct-on 21-30 Band mtning uni Pump leal bchnrfS S hn 
porlornr.ciJ ttu'ing wk of 08H H W /0 onci ^ scnocu ed lo bo 

5M2t:S!i“5M32j"4V^'"°''‘'^ “'"'"9 DEIOEN.S ■A',on ,.„3 Slalo ol 2pp 

®®(>So?5D ?SOT"!rn A"?' ccniral program scEodiiet) lor 

34p!f Oliias JJd'slio? ie?”' EASTVOlO.P ftlr>c«. Slale ol 

601^50176 Inviloa Slolo of WV coniinuou porlicipailon m Nnc Slaie Uason Cfiicer 
Program os rosuU of WH Aaron reuionallon bom position Comm 83:on boS,s ro ^ ad 
vmnti of now nppoinrrr.onl oi onrly dmo 

Caf>ERTOn.G Wost Vi/gna. Slate of ip 


Ainiai!0,T Gven 5pp 51556 104 51SS6 ICB 

aPa“p2"?pp\Yg®»;|«&7T.r‘'”’ p,oi«> D^ltr!,?; 

**S4^«';?da^T,a!,^ «' -^-9 Coc^^gar, 

WNCUSEnT< wasr-mglcrr Siaie 01 80/09/ 19, wasb-gion. Siaia ol ip 51577 141 . 

Sjbmis Obse/va‘.cn cn DOE DA avd-i 0l San-, a on 8909 rr 15 Nai 
enough .mp'Gmeniaiicn at Sar-a io dero/mna eUect4no^s oi D^raVL-di 
S'**' decent coverage cF a i actfy!* ^ 

Slate of HLVSrH 89/10^03 DELUGATTiW Orison of 
Sl.EtOaD.GFniZ.C Energy. Dept. 

®So“,S'eVrol6*^"’ “""O' P-09-am 

sKMp®?,5"78®(i41.^5"%°V'*'^'*'^^^ LFOSETTEH.JG Grrorga. 

Porvva'ds d'aft safety ©valuation sup poring proposed Tech Spec afr.end io 
elfl-jent fOQj reriienla pe' 891006 le con tom mem s requested 

6S/m/,9. BAlLEr E Calfomp S«io 

”''' °' » Saleg^ordsChpo 

CLiNE.wt f1©g.on 2. Ofc oi ir 

51584 316 61684 2I7 


I iro Dfocior. 89/10/11 Soulh Caro' na, Siam of 3pp 


conffnuert fwt.crpahon fn NtlC smto fio.son oFf-ter pro- 
^lAnfl-no'^ CcmmissionofQ 80/00/21 BAYII.E. UxMmt. State oi Zpp 5F43B034|. 


* Slaio of on conllnuod part.cippt on in NHC siaio haison oiFicer pro- 
6H30 00^^6[?3UOO^^^^^^ GOLOSCllMiDT.N Orcficn. Siaio oi Ip 

6910100006 r^fwnfds onnunl fopt rotiuiromnnis for U operalions For review A 
coirimonls NRC & sluio cooporoiion on sofFing bonrJ amouni can o© accommodated 
oinounl la.lry siaio &loluto.nUminl9tfniivp funciron 

00/00/ 10. MAWKINS.E Uranum Rocovery Field 
Ofc. Hi. 8pp. 5H62;007 51402 044. 

69 f 0100044 CO'tf.rm8 0005 T9 disciiHsion w/Ooputy Comm-ssenor OCcmeli foMowlno 
rovfow & evaluation of rauialiorj conlrol program. Application oi gudei-nes lor NRC 
o‘ AQroomom State redration conuol programs onef. 

KAMMEREhi.C. Slot©. Local & Indian InUo Programs. 80/09/22 HARINFIT.TF 
Wow York, Stale oF Qpp 61463 041-51463 048. 

01 10034 ConFirms 000604 dificuss'On to roviow & ovaluation of Stale of t/S fori • 
al on conifol proQfarn.ExpfGSSoa apprecailon for continued suppori of d.v of radiolooi 
cni hoallh cooporailon w/Nnc. 

KAMMERER.C. Sidle. Local & fndian inUo Programs 09/09/28. COBB. A 0 Miss s- 
alppl, SlatO ol. 6pp. 61467:133-51487:130. 

6010110173 tef cation oJ conlraci oxocution.Mod l?.lo “Rodatlon Momloring Program 
noguifomonis ■■ Contractor Stalo of CA. I3op) of Hoalit> Svcs 
fJUQHES,A. Conlraci Adminlstralion Branch. NRC 32-83 604 89/09/15. HAMILL.K., 
TtNnROOk.W. Rey-on 5, Ofc of iho Director, ip. 51474 216-51474 218 

•*69101 10174 Mod l2.rovl3'nn slatomoni ot worit Section IV by doloting tirsl sontenc© (n 
ontiroty for "Radiation Monilofing Program Roqu romonts " 

• Califorr.la, Siaio of. EDGQWORTi-f.P J. Division of Conlracls 0 Proporly Manage* 
mom {Post 0902051 NRC-32-8'J^ee'i. 00/00/15. 2pp. 51474.217-51474 216 


70PREP VFWOOR REPORTS AND RELATEO CQRR^SPONOEHCE 


avua^/vuoi fonfiaros «ev 2J to ANF lA, 


y-rog-am ror ACvanced Nuclear Fuels 


Cofp.” for revievv 8 approval. 

9^^ f/o'/nOi'ty Exxon NtcVar Co, fncl 
511335^680 51335^^56 Control Branch (Dccumem Control Desk) Ip 


'M0921^06B ANF-1A fl23 Roy 23 to ANF-IA. QA Program for Advanced Nuclear 
Fuels Corp. 

PERRY Advanced Nuclear TcgIs Corp (formerly Exxon Nuclear Co. tnc). 89/09/ 15 


89092706B1 Nolifcalicn of 691010 seeing w/BWR Oners G.-ot/pGE S EPfll ,n 
Rockv,l o.MO to discuss M'OfiCn water chern siry status a recent field ovperienco & 
ISI credit for hydro0or> water cFemiolry opeiaiion. 

WiTT.r J. M9tona*3 a Chemical Erryineerno Branch 89/09/12 CHENG.CY Maler.ata 
4 Cheir-ical Engmeenng Branch 3pp 51343 2 75- 5 1343 277. 


B9092B0004 Forwards propnoiary WCAP-\2394;*SPNOVA • Multi Dimensional Siaiic & 
Tran^ft) Coir^Juta/ Program for PWR Cere Analysts " Prapmidry repf wiihhe'd (ref 
10CF H2.79C8. 

JOHNSON.WJ V/esi.nghouse Eioclnc Corp NS-NRC-BS 3455 89/D9/20. Documenj 
Conlrol Branch (Oocuir.ont Control Desk) 2pp 51349 304-51349 306 


•890928000S Requests that p.-ocnetary WCAP* 12394. "SPNOVA • Multi D-mensiOf^al 
Static & Tiansiam Compuior Program lor PWR Core Analysis." bo withhe'd tfom 
pub’rc dfsefoaur© {ref fOCFft2.7sOj. 

WIGSEMANN.RA Westnohouso Electric Corp AW-8909B. 89/09/20 
nUBENSTElN.L S 08icd ol Nuctsar fleacfor Regutatrerr. Of.'ector (Post 8704 fit to 
51349 306 51349:306 ^ 


8909280222 Applica^on for renewal of Qa program approval lor radioacLve mad 
package 0030 Amend 10 to "GA CoQA Program' end. 

ASMUSSEN.KE. General Alom cs (formerly GA Technologies. Inc /General Alomc 
Co) 25965. 69/09/ 19. MACOONALO.C.E NRC - No Delai'ed Alfliaiion Given Io 
51346 131*51346 f3f ^ 


6010120194 Board Nohlicaiion BO -000 forwards oly of West Cb-cego 090925 press 
ro-loaso.PNO 111-62 did 800921 on ordmanco bannmg shipment ol radioactive 
matl.PNO II1.09-062Q & HR Demon 090925 Ur lo T Lash w/enc^ 
noUSE.L.C Fuol Cycio Safety Branch. ML. 09/10/11 Atomic Sefoty and L'cens ng 
Boaid Penol. 4pp. 61489 001-51409.022 


8909290069 Fo/warris Rev 23 of ANF-JA, "OA Pyogram Topfeal Repl" for roweiv A ap- 
proval 

vOLMEfl.C.J Advanced Nuc’oar Fuels Cojp (lormerly Exxon Nuclear Co Inc). 
CJV 89.90. 89/09/21 SPRAULJ. NHC ■ No (Jelaiied Aftihaiion G^ren. ip 51352 224. 
51352 300. 


•*09 10 170046 Conlirma 090922 discussion bolweon AB Davis & roc^p.oni re regulatory 
©ulhOf/ly 0/0/ oUslta thortutn conmrnrnafocf mail fn area of Wosi Chteago./l Slale of it 
has rogulafo^ rosponsibilily for radiological safely in stated manors 
DENTON.HFt Office of (jovornmonreJ ^ Pubic Affairs fPosi 870413) 89/09/25. 
tASH.T. rimols. Stalo ol. Ip 51480.007-51489.007. 

—S9 10 170050 Forwards NRC licensing actions for Korr-M.cGeo West Ch’cago 8»t© in- 
cluding 870626 amond to Liconso STA-583 addressing offsne mall considered to be 
aourc-o mall & as such coming under rogulaiory authority of stale 
NUSSQAUMER.D.A. Assistant Director for Stale Agreemenis Program. 87/07/30. 
COLlfNS.se //|ino.s. Sraio of. fp. 5 f489.O08-5F489:OM. 


891002009B Summarv of 80081 7 meeiing w/Nucloar Assurance Corp m Rockvu'e.MD r© 
subrninai of doa' purpose sjorago/bartsport cask desrgrt tor approval under fOCFR72 
& cerification ol 10CFR71. Attendance list & agenda enci 

ROBEHTSJ P Fuel Cycio Safety Drsnchi B9/08/25 ROUSE.L.C Fuel Cyde Sa/eA- 
Branch. 4pp. 61365 185-51365.188. 

8910020277 Forwards response to NRC queshens on WCAP-n394. ■■Meihodo'ogy lor 
AneVs’s ol Dropped Rod Eveni.'* 

ENGEL.AW. Weslinghous© Operaing Ranis Owners Group OG 89-62. 89/09/21 
HOOGES.M.W. Office ol NuC’oar RcaclPr Reoulation, Direcior (Posi 870411) $00 
51366.1 »8 51380. 120. 


-0010170057 Agreemoni between NRC & Sfale of IL for (iisccntinuancB of certain 
Commission regulatory authoriiy & rosponsibli-ty within stale per Section 274 of 
Alom'iC Energy Act of 1954.88 ©mended 

ZECH.L.W. Commlssionars. THOMPSON.J.R. Illinois, Slate of. 07/05/14. 6pp 
&1480:012.6 1489.022. 


B9 10030009 Nobl es ol orgarxi/ational resiruclu/ing in Pecniei Group of companies ef- 
fective 890701 Figure showing re'atiofiships of organi2ations w.'hm Gechtol Group thal 
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Mrk wnsio.NItC U{;rocs ffuU ertfoun usr/.-/ I;y DOE for cM^siheaton oi g/ou) /pjd as 
low level wnslu apptoptinio 

OEnNFMO.n Ml Olfico Of Nucionr Mniorldl Saioly A Safoquo’ds.Dt'rjciof. flO/09/25 
ni270.AJ Enoioy. Oept ol Opp 51302.070 51352 074. 

8309290207 Eorv/ards pnckagij Ol tiruphs gorierpted by Durango dowatcfing prograni 
I'lroLgh wH nnci^.g 800720 

Energy, Qupf of. 80/08/ f 4 iiAWiONS.E.F. UfHf\n.fr\ OocQvof^ PiofO 
Oft. R4. 34(>p 61380 240 51360 281. 

B 90 9 2 902 11 AdvsOB that or.cl Ih sent to Dolawaro Custom Maloriol.Inc vor. lying branch 
docis cn that lopxal ropt on con'iont sql ciilicatlon wi'l not bo roviowod dto to sgnili- 
cani (lolidoncius in ropt.Sinios nood to bo informed ol doefsen 
SUfWElEn J.J Tuclu'lcol Rronch 00/00/28 MILLER.V. Ass-stonl DreclOf for Stale 
Agroomo.nis PfOipnrn ip 51380 221-51360 221. 

B909200215 Trip ropl of a1londar.ee ol lOlli Slruciural Mocharilcs in Roactor Tochnolo- 
Y Con\vfonco Id AnahoIm.C A on 8908 1 Cl 20 

ANA.DD Cenior fer Nuc'oof VVasio nugulaiory Analyses KANA.D.D SouihAPSt Re- 
soarch inslituto HLWH 00/00/00. Conlor for Nucieof Waste Rogulalory Analyses. 
3pp 61351.046 51351 040 

6909290219 Trip ropl of 000016-17 lour of LFniv of Arizona exporimenlal lac-lilies & 
Anocho Leap tio'd silo 

C^.OWDHunv.A M.. nuSSEtL.JL , WtuliNG.A H. Centw for Nuciear iVaalo Reguid- 
lory Analyses HLWH 89/09/08 Centoi lor Nuclear Waste Regulatory Analysas. ?pp. 
6l351;04t)-5135l 055 

8909290222 EoAvards draft crosswalk butwcon requiatory loxt in Code ol ERJilla lO 
Pen 00 A iormai A contonl rog guide - table of contenls.por NRC request list criteria 
A cons- dor aliens applied 

HAGEMAN.JP. Center for Nuefoar Waste Regufatory Analyses. NRC-02 88-005. 
HLWR 69/00/15 MACE.M H OiviS-on ol Cpntracis A Property Management (Post 
090205). Opp 51351.001.51351.C09 


86 10020165 Documonis several motndwate' issues rased djmg 89C823 30 meetings 
A 000822 vis,t to Lakoview $iio Final issue ccnie.'s oi number ol groundwater pararr- 
oiors being mon.^orod at Lakeviaw s..*©. 

HALL.RE Lfranum flecovory F/eid Ofc, R4 89/09/15 MArTHEWS.M.L Energy. 
Dopl. of. 3pp 51363 246-51303 248 

8810028254 Fonvards Yucca AtourHSH pno.ecf msslcr fst of coniiofed 
docurnoms.ldonlifying versions current as of 690925 

NElSONfJH Sciencd Applications Inlerndtionai Corp {fo'merlv Scan :e A ppi cations, 
Inc) HLWR. 69/09/26 KENNEDY .J NRC • Nq Deiai'cd AlM-alicn G.-ven 3lpp 
51062 346-51363 016. 

89100202S9 Forwards advanced copy of sem annual progress rept Icf B60916 B90415. 
PRESnfOLr.P.r NRC - A*o Oo'afcd Aff.ffa!on G-.ven hlWR 69/09/26. 
LINEhAM.JJ Repository Llcerrsmg A Cua'.ty Assurance Project O.rcctoraie (B8i 120). 
ip. 51562:106 51362 249. 

••8810020261 Fory.‘ardS advance copy of aem ann-jal progress repl lo' 680915- 
690416 Repi provides mlo on siatus ol s to chardct6ri7etion acuviias A ideni.fies 
changes <n DOE p'ans A schedules for site characienzai.on 

GERfZ.CP. Energy, Dept, o! HLWR B9/00/22. PRESTHOLT.P.T NRC No Delal&d 
AMil-alicn Given, ip 5136P 197-51362.197 

-8910020264 OOE/RW021G 'Somannval Pragfoas RepLfiBOS 15-8804 f 5." Nu/rbe; f. 
• Energy. Oepl. of. HLWR. 69/07/31. 55pp. 51362.198 51362:249. 

8910020288 Fcfwa/ds Mod A00& ro Coooeralive Agreement between DOB A Hopi 
Indian Tribo mcroas-ng DOE obl.ganon ol funds ihrough 89i 130. 

DIXSON.G.R Energy. Oepl, ol. 89/09/26. l.OHAUS.PH. Office ol Nuclear Matonal 
Safety A Safeguards, Direclor. 4pp. 51366 123-51366 123. 

-8910050353 Mod A006 10 cooperative agreerreni between DOE A Hopi Indian Tnbe 
increasing DOE obligation ol funds threugh 691 1 30. 

WEYERS.WC, Energy. Depf. o/. ' Hop.' rr.bo. C0 12599. 39/09/26 3pp. 5)366124- 
51366:126 

8910020295 Discusses 890022 telco n re Durango UMTRA disposal cell water. 
BISCHOFF.E I. Colorado. Stale ol. 69/09/26 HaWKINS.E Urom-jm Recovery F e'd 
Olc. R4. 2pp. 61366 121-61366:122. 


226 NONDOCKETED ITEMS 


MtfWWOMa Corrmenis on cJ'flH genenc sucp &men^o appi canon. GRJ X 
^^8 SChCFf!^L Cc orado. Sla’e cr. 89/09/29 VJHGCNAJR. Erorgy. Dopi 0l ?PP 

51537 029 51537 035 

0910020309 Dscussfls rrnaw o- consi aclvUes al assessnnoni 

^ furcl^n ng in manref ir-al assu-'es corrpianco w/RAP 8 EPA stds 
GONZALES RO^ i/A'i/VKlNS.E F Uiar um necove,y Fie'd Olc. R4. 89/09/13 
a-n Recove.'y F.efdCrc, 7pp. 51364 314-51364 j20 

0910030134 Fon^a-ds S:<J Oe'jconcy Ropis 4A2 & 443.Re>^ O.rosbliifig f/o-n Yucca 
Waunia-n P/Oi^ci ofc Ai^ I 89-03 pi Sancfta. Reqjosis lhai ccweci.ve aclions idoniilied 
hp & do^c-er.cy conoclGd Oy comp'orny B'ocks 14- 18. 

WltoTEL Erorgy Depl of HtWR B9/09/28 KENNEDY J.E. NRC ■ No Dnta. od 
Affiai.onG.veo 6pp 51363 0«3 51363 083 

8910030151 Atf.-ses that effect wP dale fof co-Tip onon of ccnmnnted corrocl.vo action to 
S'd Oe'icency Repl ^05 passed «/ cofiectYe aciion reman ng ncon'p'eloNew com- 
oifiLcn dare srou'd fce provided w ihin 10 days o* in date 

wl^LMDT.EL Energy. Depi of. HLWH. 89/09/26 hERBST.R j Los A'amos Nal ona' 
LaPoraiO'y 7pp 51 J63.CR 3 51563 0D5. 

8910030158 Advises Il*at offectivo date fer comploion cf cormtied coneciive action lo 
Srd Deficiency Repr 202 passed w/ corrociiva acion rema nirg mcomp'oteNew com- 
e'etwn dale srou’d be p'ov.ded w thm 10 days of 4r dale 

VVILMOT.E L Energy. Dept. cf. HLWR. 69 /C 9/ 26. HERB ST. R J. LC9 Alamos National 
Latx)fa!0'y 5pp- 5 1 353 096-51363 100. 


0910030164 Discusses vcfilcaicn Pf comm lied couec'ive action ior Sid Oefic-oncy 
Repi 2l8.fG9u'd'ig from Yucca Meun'an project ofc OA Audit 6B-08 of Los Alamos 
Na:i Lab New comp’etion date should bo provided wtn.n lO days 
WiLIYOr,E L Energy, Depi. ol. HLWR. 69/09/27. l^ERBST.R J Los A'amos Naiionol 
Labc'ato-'V 7pp. 363. lv8 51363 114. 


0910030168 Foiv/ards add c'ar.ficalion m radon barner ca’cu’alicns for rov.sed Durango 
cover.per D Jacoby raquosi-W/o en cl. _ ^ 

MATTHEW.SM L. Energy. Depl Of 89/06/06. HAWKINS.E F. Ufar.i,m Recovery Field 
O'c, R4 1p 51374 221 51374 221 


8910030172 Advises ibal eUecliva dale fo' compieion ol comfntied corrcclivo acl'on lo 
Sid De'.c.ency Repi 196 passed w/ corrective scLon remah.ng incomplete New com- 

K iel on dale recoosleU w;thin 10 work ng days from Ur dale 

/.LMQT E L Energy, Dopl of. Hl.WR. 89/09/26 HEHBST.R.J Los Alamos Naliona'. 
Laboraio^. 7pp. 5 1363. 10 1-51563.107. 

0910030210 Forwards lisled proloci l.nierface documents mcljc'ing Rev 0 lo PID 13-S- 
06.Rev 0 10 PlO 13-5-22 & Rev 2 to Pi D 13 S 23 

BRADLEY OP. WK-Feiguson Co 69/00/22. HAWKINS.E Urenuny Recovery F-etd 
Ofc. fl4. 57pp 61370.205-51370 262. 

8910030211 Forwards minutes of 890937 OA mooing w/DOE Sia*e of NV. DOE 
needs to provide NRG w/ design process so Diet mutua ly agreoabte review points can 
be osiabiishod 

LiNEHAN.JJ. Ropos.lcry Licensing & Qja'ily Assurarco Pro,eci Oirectoralo <801120) 
HLWn. 89/09/20. STEiN.R Energy, Depl. of. Ppp. 5 1377.1 88.51377 231. 


-8910050334 Summary of 690937 meeting w/DOE & State of NV In Rockvi’lo, MO ro 
items of fr.uiual irteresi on QA Suppoling info end. 

DcLLlGATTi.M S Repository Liconsina & Qua ily Assurance Projeci Orectorslo 
(081120) R085LS.H. Energy, Depl of HLWR. 69/09/25. aepository Licensing & 
Oua^ty Assuranco Prcjoct Dircciorate (861120) 42pp 61377 190-51377.231 


8910030285 Foiwatds lacitty dewalor r\g pUfrpo.g lest dale package (or wk ending 
890B11. 

MATTHEWS.M-L Energy. Depl. of. 69/08/21. HAWKINS.E F. Urariitm flocove/y F'Old 
Olc.n4 24pp 51382 313 51582 335. 


6910040044 Forwards radiO’ogc 8 engineering assossmoni ro ui ll^al-on ol tl‘'A vm c 
mer.tai s’ds lor acpiD* 12 « w.cle.7C0 u sinp ol land m Gia'Ml JjneiJo*.vX^ 

Location GJ<9701 l OT.for rov:ow & approval W/o onci 

VIRGONAJE Energy. Depl of 89/07/07 HEVER.R Uranuin Rvcovi'fy I 1 1 .| Of 
H4 2pp 51393 095 51,193.096 

6910040167 Forwards for roviow remod-al action plan Mod 1 for Du'ang () |iri<,*.M4 
fG excavation of Radium 226 Supplemental Bids recommondod fci lOHi?.. ii •i-i'i ‘U 
diotoc»cai analys a end Concutienco on mod toq.iostQd 

WATTHEWS.M L Energy. Dopt of. 89/07/18 JIAWKINS.E.F. Urariii.Ti Recr v-y I • ' J 
Ofc. R4. I8pp 51411 113 5141 1 130 

8910040346 Responds to 890918 requGSi for lOO gallons ol J-i,3 wetl wo'or t 

w.ll anongo ccl'cc'on of lOO galiona of J-13 woll wnJt-r.wvNR^ 
reprosentative Encf sarplo requosi form should ho complarod 

APPcL.G tne.'gy. Oapi of HLWR 89/10/03 LINEHANJ Ho(:OSitofy I - .) & 

Duality Assurance P/o;oct Dirociorate (801120) 6pp 5l39i 040 51391 0iT> 

8910040362 Forwards rovs lo OA documents for LASL.iri rospo-’so L> fJilC I'ru.’l') 
Itr Revs should address all NRC comments provufod on Rov 4 3 0 ? OA | rogrAn 
APPEL,G Energy. Oopi of HLWR 89/IO/OP. LINEHAN'.J. Roposlic.-y |i>c ‘.ivj A 
Oual.ty Assurance Project Droctoraio (081 120). lOpp 51391 040 51391 

8910050033 Forwards Apps A-E to DMTRA DOE/AL 060510.0000. 'fti i-k-.UI 
Plan for Siabil'^alion ol Inaciivo U Mill Tai ing SltO at Tuba Cily.AZ ’ 

MATTHEWS.ML Energy. Dept of. 89/09/07. HALL.R.E. LTranii.-m Hi.M.oy f 
Ofc. H4 ip. 51443 192 51443 102 

-8910050036 Apps A-E to UMTRA-UOC/AL 050510 OCOO, •’nomaiJot Ar|(.,n I' i-^ A 
Silo Design For Stabitiraiion of maclivo U Mill Takings Silo al Tuba C' ly A/ ' 
ovG.*si/o maps 

ANDERSON, JR Energy. Dept, of- 09/08/31. 800PP- 51443 103 6l44fi 2l / 

6910050051 Discusses items in Section 104 of Public Law 95 -004 ihnl riruil to bo s.i* i 
fiod m transle/ of s.lo.Roguosis to bo Informed ol status oi ri'n(t»<»j 
process Gfoundwate-' issuo must be addressed prior to comploi rn of rcin-ihml a- t- 
MIERA.FR. Oregon, Slato of. 89/08/11 MATTMEWS.M linofoy, fb‘|i* n' 

51433 128 51433.127. 

8910050108 Forwards Durango P(D 03-S-19 ro compoclion of Subjfn lo vtn>* tu i » • i 
at processing site 

MAnitEWS.M.L Energy. Depl of. 09/00/17 HAWKINS.E F Urotil.;m fU.o-.-.y f - 1 
Ofc. R4. 3pp 51433 193 5 1 433:195 

8910050123 Responds lo D G lien goolochnical quoslions on Mew fiiV o i.nu- ■ »j 
chd'dcterizailon of vanarLum porids.disposal silo clinractorl^allon.rri(lu.i i---.^ 

term mo sti.re conleni & geomorph c cha'ncterliillcs 

MAHHEWS.ML Energy, Depl. of 09/09/2/ LOHAdS.P L. Ofiornlmr.-i ll. a * a 1 -*^^ 
51416007-51416.0I6 

8910050129 Submits info dscussod during 890708 07 oxplofalo/y fil nil lar iiv .1 : 
control process meDllngsESP site proparaiion dusign scticduV) S. Lo'di 1 A ?t>>j 
nocring plan onci W/one ovor3*20 tfrawlng 

APPEL.(§ Energy. Oopt of. HLWR 80/f0/02 LINEHAN.J.J Mpposiioiy ( i. cr.» .j A 
Qua*iiy Assurance Proloci Dirocloralo (801 120). 3pp 5 1436:050-5 l4t'Ci (h.n 

8910050131 Fonvards "TGChnicai Position on Melliutls of Evoloalmg f>< t<«.. m,*#*. i a* 
Geologic Rosposiiory." fo' roviow Orlufir^g on subj sebodvilotJ in Jiin 1U>0 
BROWNiNG.HE O.v.8:on ol Ftlgh-Lovol woslo Monagernom (Post 1W04V1) »*. i * ' 
80/10/03 FRALEY.RF. Advisory Comm.iloo on Nuclonr Wnalo ip M4:d*''0 
51401.096 


8910030318 Forwards /evsed ctoson prolecLon & seed.ng specs for Tuba Ciiy m 1 
Sita.gonaraiBd by Project Intorface Documents 18-S-09 6 10 S lO.Documenis mccr- 
reci^ stated m mentioned Hrs. 

MAT! HEWS, M 1. Hnergy. Dept, ol 89/08/21 HAWKINS.E F. Ora rum Recovery Field 
OfC,R4 1700.51386 296-51366 312, 


6910050H7 Advises that NRC does not ovoluato alternat.vo metlunlc'uji 1 r e 
ing slds as long as oquivaloni end product Is nch:ovod. n rosponnu tn ru<|ur*.i t. < »t 
I cation ro cover ptacoment procedures at Durango UMTRAP Hitn. 

HALL.R E Utamum Rocoveiy FtoW Olc. WA. 00/09/06 MATTJ lEWS.M V in v r T- . » 
of. 2pp. 51437.185-51437.186. 


8910030347 Advises lhai proposed locations of senfemenl ptat© at Lakov.ow umTRAP 
ste reviewed & accepleb-le.NRC needs copies ol d‘l PlOs whether NRC concurrence 
requested or r.oi.per ^90922 8 le visit 

RALL.R E. UiaTuni Recovery Field Ofo. Rd. 89/09/15. MATTHEV/S.M, Energy, Depl. 
of 2pp 51362 340-61362 347. 

0910030376 App'oves proposed Mod 1 to Ourango.CO final romodiai action plan.per 
690718 6 utmitial. Reexamination of possib’e hazard to public a'ong rrver bank ro smalt 
seam of crystal >zod U sails sj goes led. 

HALL, RE. Uranurn Recovery Field Ofc. R4. 69/09/19 MATIHEWS.ML. Er^eroy 
Dept of 3pp. 51382 291-51362-293. 

8910030413 Rev 0 \o OA AdrrnsiTawo ProcedJto QAAP 4 2. “Esiablshing Procuio- 
meet QA Controls *' 

• Energy, Dept. Of. HLWR. 89/10/23. IBpp 51368.076-5l3G8.082- 

0910030415 Forwards documenlaiion for permanoni boundary matkors.survey 
monumanis.seltlemeni plates 6 site markers & aeral photography & mappir^g 
specs, lor review 8 concurrence 

MAnHEWS.M L. Energy, Dept. of. 69/08/28 HAWKINS.E F Uranljm Recovorv Fiold 
Ofc. R4 . 1 p. 51 383 1 05 5 1383: 1 05 

8910030432 Forwards aerial photograph of lekevow Disposal for inlo W/o end, 
BRADLF.Y.D.P MK-Forgusoi Co 89/06/30. HAV/KINS.E.F. Uran:um Recovery Fiold 
Ofc. fl4 ip. 51383 108-51383:108. 

8910030496 Sub m Is Hr lopi, ' Slfttus of Compliance Assossmeni Meiho-cfologles " An- 
tcipates lhai oomp'ete plan lor develcpmariL ol ail required modola yhll be subinillod 
to NRC in early FY90. 

WT2.J E. Center for Nuclear Was'e Regu’atory Ana’yses NRC 0 2 88-005 HLWR 
69/10/02. MACE.MH. Division of Contracts & Property Manaaamenl (Post 890205) 
4pp. 51356072-51368.075 ^ a i r 


8910050161 Forwards safotv evaluaion ol Holmos & Narvor Yuren Mv'iuM'a.i l •: . » 
OA program plon.Rov 4,submillod on 80081 1 by OOE.Rov 4 niculB fir 4 il <At n i % 
of Subpart G lo 10CFR60 & App B to 1OCFR&0 & accopiablo. 

LINEHAN.J j. Repository Licensing & Qunlily Assuranco Projoci Oirociuvnlo iftH,' » 
HLWR. 89/10/03- STElM.n. Enorgy. Depl oL 2pp 5U0V.034-5U01 030 

-8910050234 Safety eva'uatlon supporting Rov 4 lo Yucca Wounisi'i 1 ij* . 
gram plan of Holmes & Narvor 

NRCi - No Doiailed AMiliaiion Given HLWR 60/10/03 4pp 51 401 930 514-Ji ■ > 

8910050168 Forwards ovaluaiion of Roynotds Elocirical & Enainoonno (-u f)A I't .’jK 
Plan.568-OOC-U5,Re‘r B.submluod on 09001 1 by DOE Rov 0 moots a) p « iv*-'a > 
(ia of Subpart G lo 10CFR60 App E3 10 10CFR5O & accDpiabfo 
LINEHAN.J J. Repository Licensing & Quality Aeauranco Pro;f>Gt (Xrccioratv ; 

HUWR- 89/10/03 STEIN.R. Energy, Dopt. o(. 2pp. 51401 040-51401 044 

..8910050232 Safety evaluation supporting Rov 0 to Reynolds Elocir.cnl & 1 1 -. 

Co, Inc QA Program Plan 668-000-1 15. 

* NRC - No Oeia-lQd AWiUation Given. HLWR. 69/10/03. 3pp 6 UQ 10-17 -Ui 

B910050170 Reissues summary of discussion at 09082Q locliniCQl o<ctia'-.go i^n ‘ 
stantialty Complete Conlalnmont." 

LINEHAN.J.J. Repository Llconsi/ig & OuRlily Assurance Projoci pirocioro’e iKSM.* 
HLWR. 89/10/04. STEIN.R. Energy. Dept. of. 4pp 51401:045-51401.048 

6910050172 Forwards "Quartady Ptogioss Rop\ or\ Pfo-Llconsvog Phase ol txX' l r. v* 
High Level Radwaste Mgl Program. (SECY-80-037Q) covorino M,iy JJ .■ 

cerns raised ra simpaga In (mplemenlalion of OA program 

BERNERO.R.M. Office ol Nuclear Malohal Saloly & Safoguards.Oircclw Hi Am ^ i 
10/02 ROllSSO.S. Energy. Dept of. 2pp. 61401:001-51401 033 


fadiolog-c A engmeer.ng assossir.ent approving Local ons GJ 
9?002-OT,QJ d7003-OT,Gj-97004 of A Gj-97006-0f for rerriedia) aci:on dosicn 
pac Kaga In Grand Junction .CO W/o a icl 

yiRGONA.je. Energy, Depl. of. 89/07/07. B‘SChOFF,e Colorado, Siato of 2pp 
51393.103-51393:104. f'*' 


89100S0320 Forwards "Concept A Structure of NRC Program ArcJi-iecijru. • ^ . 

? ammailc loview 

ATRICK.W.C. Center for Nuclear Waste Rogulaiory Anniysos ’• ' 

HLWR. 89/10/03. FORTUNA.S L. Division of High Level Wpela Man.l 3 r>'r^M i*'. -, : 
870413). 1 1pp. 51436.016 51436.026. 


GOF.RING.T . SMITh.G JncoLis err,inoonng G'Oi.p. Inc 60/09/29 ?5pp 51416 2/4. 
1 4 1 34 0 


51436 106 51436 114 


* (f¥dbi« vaiageniOfU if'ost b/Oflij) 7pp 


-0910050379 nFL 00-00 14 02 -9 Ropi oaiimaies hyd'aidc ccndud.v.ty pi saltfalod 
/ono oJ Was ale h formation at flstOG Ciu'ci'i by uvafuaiing well rocovory data 

^ JocoUa Ena;noofinf> dlo.p. Inc B9/C9/2? Wpp 


-0010050361 MKLOOOD1403CO Proviefos anaiyns of con&lani head test conducted on 
rnoritcr wa|s comploiod In Wosnlch forma1bf> 

GOEniNGJ.. LAMOLRT.K JacoU5 Lognoo.-ing Group, :r.c B9/C9/18 GOdo 
1 a C37- 51419.036 « k 


-09101 10053 nFL06»y 13020 Dolormnaficfl Ol unsaluraiQd hydraulic ccndjciivily Curve 
& caiP ffn^ mofatu'O rurvos for four rock sRiro'es of Wasalch formaiicn 
GQEniNG.T . l.A^J1UEnT.K Jacob-^ Fnqr.oonny Group, Ire 09/09/19 16 dd 
51410-037 514 10.052- 


-0910050384 00 5'fJ OJ-OO Cii^cufatror^ t/dd'nnecf fo'’ pormanon? silo dranaqe wilhn 
Esios Gii'ch disposal silo 

• Jacobs Englnoorino Group, Inc 69/00/19 l6pp- 51419 053 51419 060 

-6910050300 nn-5i/4 05.01 Ca/CLfoPron ftovofops probabto max procrprfaf on disfrituf-on 
roed^jd for Uosiyn of nil pnrrnpnor^i faciNlloH ai Esios Gulch d sposal siie- 
‘ f/orriaon-Km-dson Co . InC- 63/06/09- I6pp 51419 060 51410 004 


8910100130 Forwards pacNage fO' daAaier.ng elfort at Di.rargo thrcLO^ 090825 Dra* 
do-Vft CcnlntGs m all p-eiomoier/mcr/or wets OxCOpl fO/ MW3,My/7 * P2in which 
ro cha«^0 occurred 

J/ArTHeWS,ML- Neiw MbmCO. Stale ol 69/09/05 HAWKiNS t F Urar um necove-v 
FieldOfc. R4 22pp 51450:262 51453 296 

0910100140 Trip rep* cf 89JQC0 O7 v.sil lo Oid & New R f e procesJ-ir-P s-ies ra /evaw 
ol fma' fomeo al actio i plan 

DUNKELWAN.M Opotanor.s Branch 89/10/05 FliEGEL.M Operat ons Branch 9pp 


ptocessirg Silas re 


-8910100141 Trip rep* cf 090906 & 7 vis.l to 0‘d & Now R/ 
rov ew ol I nai remed at action plan. 

SPANE.F.A BaHe*“G Memorial Inslrttle, Pacilic Nortr.west LabO'a'cry 89/10/03 
DUNKELWAN,M- NRC No OG'ai'ed Aifila? on G >t?n 6pp 5146 1 - 233-5 > 461 ?33 


0910100145 tnforrr.s t^iaf procedures is re.T.ed^al aciicn i.nsp plan net adeqjaie to 
ns^ro lhai acceptable me siu'e/densJty testing has been performed h 5 sed on review 
Ol DC£ 090015 stbirjiiai, |pJo ocVmeU End 1 Shcj'd ba c-o ns vJered 
LOHAUS.P OporatiOhs Branch 09/ 10/05 MATTHEwS.M Er^ergy Depi c' 4no 
51457-296 51467-299- yy. u u 


-0910050391 Tntilo 6 1, ’‘Gonu'flJ SfO//n P/obaJJe Max P/ocfprJalron Co.rp:yfa/«)ns Icr 
Cc'[>ra<lo Rivor S Groat Rasin ’ 

' Morrlson-Knudson Co., InC- 00/03/30- 94pp 51410-005-5141<) 162- 

8010060149 Offurs no cornrnor^l on S-B-1563 ro proposod amonp io Soulhest ir.terstsJO 
low lovtjl rudwaslo mgi cofi^hoct 

DiAHA.JL Aes'slnni for Operations (Post 000205) 09/1Q/03 ROTHSClbLDT 
Offico or l*ui Gonoral Counsol (Poc.1 060701) Ip 51452 360 51462 360 

6010060163 Enprossos disag'oomonl w/conelgsions fo rioed for correciivo act-on at Ou* 
rnrijo/Dodo Curryon (linposal sito.pof NRC 000714 Itr concerning 
c'OundWQlor.RonnDd ol action guii in nrogross at silo 

-VATTHFV/S.M-L. Enorgy, Dopl of- 69/09/05 HAWKINS.E F Urantum Recove7 Field 
Of c. FI 4 2pp- 5l452:2<)2-5 1452 203 

0910000207 rofvrarijs radio'og.cal onQIinjormy ossoastnem for Ccrargo V:cinty Property 
UIJ. 614/046 for rowiow A conicurroncd W/o unci 

GARCfA,J. Enorgy. Oopi of OO/Ofl/13- nOSE.FI Uranu.m Rocovory Fie'd Ofc, fl4 Ip 
61430 000 6143(3 000 

6010080294 t:>prassus apfirociation lor Regulatory Publications (3ranch efforts n 
NUffC G • f 3 75 pti 0‘ica fren. 

SUFlM(:IER.J-J Tochn.cal Oranch- 00/10/05- MFYUR.O-L Ftogu’oto'y Pub’icat.ons 
firanch Ip. 6 1435 075*51435 075- 

09100803 18 r anvfl/dfl “Trannumn.c Soafed Sources Mfg by Monsanto nescarch Carp.'* 
ROlCS.G.W- flcnulaloty Drancli 89/10/03 OELL.MJ- Rogulotory Branch ip. 
51435001*51435074 


0910100282 Pnsv-des prppcsa's <o mod fy dreci-vo p'oceJjres per NRC 890713 & 0831 
Itra re ViC’hify Property Mgl & Implomenlat oh Manual Direci.ve E 5 
MAnHEVVSWL Energy. Gepi of 09 / 10 / 04 . LOHAUS.P.H. Operahcr.s Branch 3 pp 

51460 340 51460 350 - 

0910100286 Forwards Use cf Perlc'mante Ass 0 ssrr.cnt m Design of Spenl Fuel Stor- 
age & High Level Waste Roposi*C 7 Fac lhos ‘ presontoci m Japan m 198 ? Perlorn^- 
anco assessment integral part o? <ac iny design process 

NOnMAN,NA Bechtel Group, IrC- HLWfl 89 / 10/00 JUSTUS,PS NRC ■ No De- 
lailed Af til anon Gvon i 5 pp 51480 : 127 - $ 1480:141 

6910100294 Provides anhorpzalion to relsaso LN- 87 - 005 . NPf A). -Tcpicai Ropi for IN 

Compos'la me,” to por. 

MQO.NEy.JL. IN Techr^o'ogiAs Corp ('orrrorly London Nuclear Svcs. inc) lN 89 - 
0450 OA. 09 / 08/07 FRIDLEY. S NRC m Deiai'ed Affi iation G.ven ip- 51461 200 - 

51461 200 


6910100302 Yucca Mciinta r> Prc.ecl. Summary ol Technical Suppcft Aci.v/ es.Jan 
1907 10 Jure 1980, ' Vols l & 2 

’ W-Mln & Associates, (nc. HLWR 89/05/31 600pp. 51481 225 51403 060 

0910110061 Responds to 89D829 'tr re a'leged violations ol YMP Ba Oi /QMP 10*01 R 
NDA-1, during audit Ol USGS.conducied on 090814*18 & 2 1-22 For Isted rgasons.no 
p/ocedir'a> vro'aitons of awJ»f process noted Re>v unnocossery. 

GERTZ.CP Eno-gy. Oopi o* HLWR 89/10/05. lOUif.R R- Nevada. State of 3pp 
51480:160 51480:170 


-8910000322 “Tmasuramc BpaferJ Sou/coi» MIpby Mrjnsanlo Mespa/cb Cc/p" 
ROLES.Q.W. Division of Low*Lovoi Wflsio Monagornonl & Docomn’ission ng (Post 
0 /0413)- 00/09/30. 72pp- 51435 004*51435.0/4 

09 100603 2 S Aclvisus that DOE 000031 rosporiso lo NRC concorns ro aotobmonls & 
cond liona on proposod Groon Rivor romod-al action considorod incomptoio snee cn'.y 
ftddi (inlo A no roiioncto provided that addrossos conclusions reached 
LOHAUS.P-H Oporaiiona Brandi- 09/10/05- MATTHEWS.M Enorgy. Dopt- of. 2pp 
51452 340-61452 350 


0910060331 Roquosls ciarificallon to dispoaoi of se'oel wostoa ;n U m'll ta lings p.:es to 
romovo uncerialniy iliat oxisla concornng qjaniiiy.radioactivity & p'osonco of other 
rcrradioiofl col consliiuonls- 

OANGART.R-L. DiviS'on ol Low*Lnvol Wasio Wnnagoment & Docomm.ssloninQ (Post 
6704 13). 60/10/05- BAUDLITZ.J E- Enorgy, Dopt- of 5pp- 51459 026 51459 043 


-09 19060334 Roquosls Hr drnliod to DOC roquosflng ciorlf cation of position on abl.ty 
to loko lilto to rocialmod Tnio l( tailings piios conlotmng nonbyproduef mall. 
OANGART.R- NRC ♦ No Doiaitod Afli'lol Oh Glvon. 80/09/06- LOHAUS.P NRC ♦ No 
Dolo iod All I'OliOh Given 3pp- 51450:031-51459 033 

-6004290067 Requosls DOE doform nation ro accopfanco of ownarsfrp of U rrJl tori 
ihg-s Impound monis to rosoivo roquosls (or NRC oulhor*2ation to dispose ol ’’non-by* 
product rnaiis”- 

kNAPP.M n. Division of Low-Lovoi Woslo Managomenl & Decommisslonina (Post 
070413)- 00/04/14- QAU0Lir2.J.E. Energy. OopI of- 3pp- 5 1459:034 -5 (459-035. 

-8005100357 Advisos of (irooross in rosponso lo 000223 llr ro d.sp0S8l of nonbypro 
duel mall m U M.ll tailings NRC curronlly roviowlng final gonoric environ Impact siato- 
monc to oflsuro disposal of maff consfsionf w/provfous afflff eosrfrons- 
KNAPP.M.n. Division of Low*Lovel Wasio Management 8 Oecommiss'onr.g (Post 
070413) 08/04/14 MARTJN.R-D- Region 4, Ofc of Iho Director. 3pp- 51459 036* 
51450-030 


-6910060336 Urges loyal & policy doci&ion on auihori/alion lo dispose of nonbyproduct 

l^aslos In U ta-i ngs ponds __ , 

MARTIN.n.D. Uran um Recovery Fiold Ofc. R4- 08/02/23- IHOMPSON.H Office of 
Nvcioar hoionai Safety & Sa1&Qvafd3,Okeclot. 4pp. 51459:039 51459 043 


6910060339 Submils Yucca Mounto-n pro|ocl site repl (or Jul.Aug & Sept 1909 re 
OA, wasio peeVago & surfaco iBcHily acUvitios ,a»i i • r. 

GJinAV.j.W- NfTc • No DciaiioiJ AjkiiaHon Given HLWR- 69/09/21- LlNEH AN D 

v.slon of Hgh Level Waste Managemeni (Post 870413)- 12pp. 51436:115*51436.126- 


09fOf(6O0S Forwards menthiV iesuanco ct scheefU'es for sefactod UMTPAP sites re 
llectng current 8 future key pto.ed acirv iiea m aroas of charactenzation.NEPA 
con'p’iance.re.'ned a) action consi.design dovo'opmsr.i.cenificai on & '.icensir.g 
MATTHEWS.M L Energy. Oopi of- 89/10/02 LOHAUS.P NRC • No Detaied Aff.l- 
atfOrt Given 36pp 51*169 258 5 1469 324- 

0910110252 fobvards draft technical postion. “M n into m Low Level Shipmem Man: 
tests & f^eraion of Co.mputer Recordkeeptog Sys at Low Level Waste Storage & 
Disposal F^acriiles." for review & comrnent. 

e6LL.MJ Regulatory Oranch 89/10/05. LOHAUS.PH Operaions Branch 
SURMEIER.J J. Technical Branch SiLBERBERG.M- Waste Management Branch 
42pp. 51475:155 51475 l96 

6910110289 Advises 01 rev ow q( 090906 memo re calculations & proposed use of cer* 
tain specYic acivity values for depleted U & Cf-252 concornng decorpm-ssionuig 
ru'e Typo observed on Tabto ?. to: dcp'eied U. 

8ELL.M J. Regulatory Branch 00/ 10/05 BETTE NHAUSEN.L flog on 1. Ofc of the Oi- 
fectO^ 2pp 51468:043 -51 460.044. 

8910110312 Forwards 890926 meeing sum.niarv re cement slabuaatlon 
WO.E. 0.viston of low level Wasio Management 0 Decommissioning (Po-si 
870413) 09/10/05. SURMEIER.J J. Technical Branch 9pp. 51474.172*51474:180 

09 f Of 20027 f^onvards nol>c© of vpcorrtnQ NRC/ DDE lechnjcaJ/proorammaiic 
moetings ACNW moeimgs scheduled (cr 89101 M3 & 1227-29 in Bethosda.MD.NM5S 
briefing scheduled lor wk ol 89M27 m Hockvi fe.MD ro CNWRA aciwlios 
LINEHAN.J J R0pos.tcry Licensing a Ouai4y Assurance Project Direclorato (081120) 
ffLWR. 69/10/ fO NRC No Ooia^cd AfMiobon Given 2pp 51480 250-51400 269 

8910130154 Ack rece pi of 090815 Itr re NRC approach tor class-fying waste presenliy 
stored in Hanford double shell lankeinfo re corvtinued NBC oversighi at Hanford 
crtierfd for teofaLng hgf? tow?J vk3$Iq eocl 

DERNERORM. Offico of Nuclear Malarial Safely & Safoguards.Uirector 09/09/25 
HUSSE MAN, T. Wash ngtor». Slaieof 4pp. 51501 237-51501:240 

89I013O1S7 Forwards fnaf draft "Naiuraf Resource Assessment Methodctog.es for Pro- 
posed High Level Waste Repos Tory at Yucca Mo'jntam.Nye County.NV.’* for review & 
comment Fmel rept wi’l be provided 40 days atler lece pi of comments 
NORBERGJ.n. inlerlor. Dopl. of. Bureau of Mines FIN 0-1010. HLWR. 69/10/11. 
ABRAMS.C. NRC • No Oefatfed Affr* at on Givon. tp. 5H92 l38*5t4M. 3O0 






228 NONDOCKETED ITEMS 


..89,0130158 Cao 

U^M Wasie ncPOS.*Ofy 8' Vi-^’C-i o*® Vnes Fif,. D <O10 HLWrl 60/ 

5M93 306 

M, 0,30,69 Fcwarc, co,,~’>«'^3 03 NBC C all ler.r cal pos." o ’ cn iccow mete's m 
asscss-reniol V^'^0'05 Repos'io-T, Liccnsimj S 

?,::.‘^ L'.^To P°l^oc.C.cM 'OP. 51509.0« 5.609 039 

"^'6a^“MoV^Vo9^frUraa.a™i^'u':c«^^^ 

5i'03 ?60 

89.0,30,73 BO, per, C, -0 “f NP^C r^^ ?o%T^.ZTc! ^TX 

LLSEHAf^J J nepos.lo.'V L’CensnQ & Ouai ly P'C.e. D _^::'o^aio <uo 

hLWR 6y/l0/l0 STEiNR En6fg/. Dept o? jpp 51493 .u.r 

89,«,3«,75Ko..a;053Pe3'n39^mo^ 

51503 ses 

-89,0160,33 cem'oer's on rc.,.w o, Aa'i m >00? sobsia'-.ai.7 cc-rpolo cpo-an- 

^I;rar?;nc^ro4'o0 AOtalmn G,en «|r,0r03. A. TCMAHeo 

NRfp ^’0 DeiaKiJ Alli>a'.io»N<j ve'\ 2{iP 5toQ3 232 5 1508 233 

^8910130176 D.$cusses /eqj'C3 dal.=j for P'o^'a-n 

a^TOMare^BW. Of'LS ct fJj:i03f Waieiai Saiti^ & Sa*P9v»a»^itt.O’tocto» Jpp 
51500 204.515:8 236 

8910130179 FeryMa'as ILL Yucca Mci.m.Tn Pf0,oci masiot lis!3 cf coiltolucl tJocj* 

!E?rd:nElj La^.'orco Live'mco ^aio-na' tolw.^civ HLVVH M>,oro^ 
KENI-EOY.J NflC ■ K'o Do^a 'eO Af^ >ai on G von -Ipp 51503 0 j/ jl - 01 360. 

8910130181 A-vises thai Sid Off>co.nCy Repl 2r.6.f1ov O/Dsu tno 1'011 Yteca ‘Aiu'.l^A n 
pfoiod etc OA AtP* 8B C3 o' lASl.c 0'»t>d baswl t'.l^ venUttUon of cem 

£uLo^^ri."'6re^'Q5^D^^^^^ 60/10/03 HFnnST.flJ. Ica ^Mamos National 

labo/alnry 6pp 5l5Gfl 287-51509 292 

8910130183 Forwa'ds e'estre o' Sid Da'iPioi cy nt>pi 154, Rev fJ.foso'ing Ifom Yucca 
M0Lr>’3 n c'ciect Cfc OA Aoil l OB 04 of USGB , r 

WILMOT.E L Energy. Depi of HLWR. 09/10/03 H^WF.S.l R- 'r.ioncf, Oopi of. Goo 
'og.cal Su'vey llpp 51503 346-51503 ^^56 

0910130186 Fo.'wards Sid Dalcorcy Ropls 430 4'll,4d4 A 446.Hov 0, foWf.np IroTi 
Ytcca WoLoian P'O.ect ofc OA Audi 09 03 of Sai.d rt Honi>o&is t'’al co:/cc1pvo ac 
lens be lakon *o corroci de'.Ciorces .denMioo in rt»pi& oy rwi^oi.ug ijocke 't' 
VV'LMOT.EL Enc'gy. Dept of HLVVH B9/10/03 HUN1LR,T O Soid-a Nationa Ub 
oratones 29pp 51-03 316 5l503 345 

6910130180 Fof^va'ds EEG 42. Evaluation of OCE Plans let Hflcoaci.ve Expon-rorkis 
& Operational OeTonsrrQi.en ai Wasio Isoiaion P.'oi Piant " Hcpi focomrenda n*QM 
tflna pfCCO«.d evCCt.rrenis lo study oltoClivcn^^.s of mo'K to fOLOs-lcry 
NEILL. RH Cnv-romier.tai Eva uaiicn GrCup HLWR 09/10/05 LiNE1MN,J MRC • No 
D otai cd Affi lai on G ven. ip 515C8 293 51500 03^ 

-8910130191 EEG 42 Eva uation of DOF Plans lO' RaJioadvo Cuponmonig A Opot 
at.onal Demon sir at, on at Wasio iso'a^on Pilo* P'nni.'* 

ChATURVEDI.L Bnvifcrfronlal Eva'uolicn Grojp MLWH 09/09/30 l05pp 
51508 294 51509 039. 

89W16Q062 Noti1:aiion of 691026 technccl o>c'i3i‘0O w/DOfc'.SUilo nf NV, affeClnd 
focal govts 8 CNWHA n RocKvil.o.MD U discuss issues siitfCu''d ng sorocl'cn ol con- 
18 nor mails Agenda enci ^ 

ThO.MAS.B E. Reposilory I'corsing A Qjaiily Assufanco fVo.oci DiroclQ.'ato (UGl 120) 
HLWH 89/10/12 LiNcMAN.JJ Ropcsilo.^ t eens ng A Oual IV Assuronco PfOjncl Ci- 
reclorale (681 120) Bpp. 51505270 515D5 275 

8910160063 Forwards not-ce of upcoming NRC/COE locfinlcal/prog'flmfnalic meulifiyf* 
re NRC high level wastci mgt. 

LINEHAN J J Roposifcry Licons ng & Ojolity Assurance Pfn,cci C fuclcralo (8Bl 120). 
HLWfl 89/10/16 Ainiiaiion Nol Ass gnod 2pp. 51505 260-51505 269 

8910160161 Forwa'ds weakly activity fepi (cr wk arUro B90903 ro prctoiypn losiing. 
FflESTHOLT.PT. NRC - No Daiallod Alfralon Given MLWO 09/10/04. 

USEHAN.J J Uiv.son pi High-lovOl Wbsid lVAn0geT.on1 (Posv 070413) lOpp. 
51507 055 51507064. 

99 10160 155 Forwa'ds DOE weekly ropi (or vvk and nn 890D22 
PflESTMOLT.P.T NRC - No Ceiai'od Affil alien G.von HLWR. 00/10/04. 

LINEHAN,JJ Division of HgH Lovol Wasio k/anagomenl (Post 070413). 7pp 
51505 261*51505:267. 

8916160211 Advises lhai issuanco ol Std Oelcioncy Ropts 442 & 413 madvortently 
onviued two oiKi? CoirpiQVo paeXafte w1\1c1> 'rrf:'i,do& Wra tot ia i^ls 
WILMOT.E L Energy. Dapl of. HLWfl 69/10/10 GEniZ.C.P- E^nafny, Dopl of 1 1pp. 
51505245 51503 255 

8910160258 Fo.'wards PMPR 89-13. "CNWRA Program ManaQor Ponodic Ropi on Ac- 
i.vties ol CNWRA for Fiscal flopori.r.g Period Sopl 1069.” Prcprioiary cosi ol PI'/PR 
pod on trar^smdted under separaio cover. 

LaTZ.J-E Conier (or Nuclear Wasie Regulalory Ana'.ysos NRC 02-6 6 COS HLWR. 
89/10/12. FUNCHES.J L. O-vision ol Hjgti-Lovel Waste Managoment (Post 870413). 
ip 5^605.151-51505219. 


-89101G0261 PMPR 89 13 CNWRA Prog-am Manager Pefiotfic Ropi o-nActvtv‘S ol 
CNWRA /or Fiscal Repcrlng Panorf 690902-20- ' 

• Cerdor for Nuclea* Wasio Rogulalo'y Analysos FIM D- 1035 0 MLWH 59/lU/r2 IT* 
vs on ol H Qti l.&JCl Y/aste l/anogc.mo'xi t(>o%1 670413) 6?pp 51505 152-515'':5 2*0 

••8910160262 Forwards propnotary cost pcrlion ol "CNWRA Progrann M,lv.gu-r i’erkxtc 
Pept for PofiOd 13-FY1989 " Cost po.'licn withhultJ 

LAT?JE C'ontor lor Nuclea' Wasto Regulatory Analyses. NRC 02 86 0C5 Hl/vFl 
09/10/12 PUNCHESJl niv-so*! of Hig'i Level Wablo Managcn o'il (PusI 87C413) 
ip 51505 219-51505 219 

0910160270 Tnp ropi ol 590924 29 visi to 7u'ich,Sw,l/orldnil to i'* I m 

WerksUep on 1 io‘ci Scale Waiof 

ABAOCU.R. Contcf for Nudea' Waste Ro^uiaicry Analysos. HLWR. ( 
fCf Nuc’or' Wasio negjlafory Analyses 2opp 51506 220 51505 ?44 

8910160276 Forwards updato list of ibra'v conient af Las Vegas Klirary ,fi Slalo :MiV 
rRESTHOlTRT NBC - No Data led AfM alien Given HIWH G9/11)/'? TANA.L r> 
VIS on ol Miijii LovOl Waste Managomoni (Post 070413} 5pp 51005 2S6 5150) ZC-O 

8910160270 Forwards UCE weekly repl for wk ending 891016 
rnEblMOLT.P.T NRG - Uo ueialcd Al1il*a1on Gwnt> HLWR C'jriOM2 
LINEHAN.JJ Division of Higti-Levol Wasio Managomoni (F’osi 0794'C>} Cpp 
145 51505.150 


. 69/10/.I:* Cen c' 


8910169294 Forwards “NRC Stall Roviow ol DOE Silo ChoraciQi vai on (‘(..n.ViA : ! 
Mouildin S ! 0 ,NV R&O Aron.NV " ind vidjal sogrnonl of dociiment lnrl,.U'.n l |v>r 

oarn's ircni sIk i stc<l secl o.is. . . „ 

SiAUlEIN.K. NRC - No Dolai'ed Afluaiion Given 09/10/11 LiNF/lANJ N l:: N,> 

ColA'iGfl Alfiliat on G.von Ip 61500 131-5151 1 0/6 


.0910160290 NRt: Siafl Rov.ew ol OCE Sit© Chatacioriz.Ui(»n P|ar\yiK(a Aloufli-n 
S'lo.NV RSO A'oa.hV. ...... 

• NRC* No Doiai'od Afllancn Grven. 00/05/02 665fjf). 5 150-9 IIP 515' 1 0/6 


8910170290 Advises that onci Sid Delicior.cy Ropt 332, Bov O resuTr n l oir Ym :i 
M ountain p*o.(!Ct gfc OA Audit 89 O2.closed oasod on baiisfaciory vi nl-jiicn cl com 
D olod cO'reci*vo actens 

VvitMOTFl. Energy. Uept. of HLWR 09/10/11. CALOVINI.-K,. Mu’ir-.^ A 
Inc <lpp '51530 207-51530 305 

8910180060 'nlGr,ni Change KofCt) 2 lo Rev l to OMP 02 02. 'Oual fic.l'icn cl fJA - ro 
(I ram Audit Personnel W/rov.sed lab'e of contents 

^ yclmxo .Ap-plioaliona ItvlcrtinUonal Co'P Kormorty Sclurico Appl-c.i nc | 
HlWR ao/10/16 7pp. 5 1524. 162-51 524. 1G« 


89101002 S2 Oscussos ccrnmonis on T Romf‘.»)s fHcpoi'od papof. “CcrC' iil ^ .S - .*,. ' ,re 
of NRC P/cg'om Afct nortv.re " Paper sfioj'd bo <nja'ifou as pfos<jriin;i <.W . riui', 

concepts dial may change as oxpunonco gainod 

for TUNAS. NRC - No Doio'lod Alli laticn Givon HLWR (19/10/10. AlT(JJ.5\ll( .1* '.1 
Pfog'oni Manufjornoni. Polcy Dovulopnioni & Analysis Sinlf (PohI f!/0li3) ip 


8910100260 MOlificailcn Ol 091031 NRC/OOE inter acUP-n in Wnfil Vnl uy. NY r« oli^oi w 
don’cnsiraton losi run by DOE ro proioiypo liluh levol rndwasle ecWic..* 'a,, ‘y 
HCI.ONICH J .1. Muposilnry Liconsifig A O.inlily Assu'anco Trojonl tJ.r, .level ■> 
(001 120) 00/ 10/17. LrNEHAN.J J Rcpos-tory Liconsiry & Onalily Asr.‘..'oi '.o i*i.v ^ . 
U fOCtoraiO (03 1 1 20) 2pp 51543 360 51543 361. 


8910100271 NDlificalion of 09 1031. 1 101 02 lucJiniclal oxchango A ohii lo v,f l w /(>»>: ui 
Ins VuoasNV A Yucca Mt flilo to discuss range of b.’Clonic inodols ol Yver 1 
la-ii silo turn enn bo suppanod bv <:vjifOiMlv uxts\«\y duiu t^ar^o 
STAOLEIN K nopos.iory l iconsing A Oualily Assurance Projocl u.roulo/ii*i) g "* 1<\-) 
RO/10/1?. LtNEHAN.J J Repository Licensing & Ouftl.ly Assurorco fbc.ocl (m * 
(fiol 120) 2pp SI 545 193 51545:104 


8910160296 AJv.sos lhal NRC will ollond 001031 dernonslrallpn t09l nm o' piol Y|;-o 
mo;ior onslio.pof 091CCO rcquosl Some nigUl rhooso to aitor^c) 001101 ft 02 n 
Hirat'Ons ns well 

UflOWNiNGRC Ropostory L:consrg & OuoMy Assuronco PrcK:‘i li.ic*'tvnle 
(801 120). 09/10/17 STElN.n. Eneigy. Ocpi of 2pp. 51540. 192-51540 191 

8010100327 noRuusis supplemental CIS ro Uisposilon of U laiingn nt (i‘d'vl 

RUCK^L^^A Colotado West Mill Tnlinga Coalition RUCKEU.ll.A lli.rkci, RA CJr 
10/13 WATfHtWS.M Energy. Popi Of. 7pp. 51557 131-51657 137. 

8910190232 ForvvAids ova'ualion of foaponso lo Std Doficie.'icy Ho(il 4l»l, Rov Oiiiv.'t 
ini from Yucen Mounlalo Proiocl Ofc OA Audil 80 04 of USGS Heiiucs's I'mi ro 
eiKinao lo oddfoas slops to be mkon \o prevent rocunonco sbould bo anre-'-.b ^ 
VVILMOI.E L. Enoroy. Oopt. of 09/10/12 GERTZ.C.P. tnor{jv, Pcpl el *(■(> 
51603.100 51603:169- 


0910190235 forvroKls "Pfolocl QIC OA Aurfit ffenl for Yucca Mounian ProiuciC'c At>li 
or Snndin Audit 80 - 3 .CoritliJCied 09001 1-20 " Slxioon aid doficioncy ropn A cigf 1 ity 
by loam during audit 

Dept ol Hl.wn- 00/10/12, HUNTER.T-O. Sand n Naiio,i.il I at> 
121-51546 102. 

-69 10100239 “Prolocf Ofc OA Audit Ropt for Yucca Mounloln Projecl Ofc A'^M cf 
Son d-fl, Audit 6 9-3, Conducted 090911 ■20” tv 

DANAS n . HEDGES.D., WILMOT.E L. Sondia National LaborcHonoy 60/10/10 70vp 
61B40 123-51546.11)2- 


sorvoiions nonoratod I 
WILMOI.El, Enorgy. 
oratorios 2pp 5 1 546: 


8910190242 Trip ropt of 000028-29 vIsT to South MolhodiSl Unlv vnfulor cr.'LVaic^n 
seminar ir» Houston TX lo oblain info on vendor corhficallon concept. Ice- n rr,otrr>i cf 
imp’omoniotlon & deiermino if pads ol process will bo applied lo (3A n 
MAORITOB LATZ.JE. Contor for Nuclear Wasio Regulatory Analyses bOnO‘C5 
Cervtof for NiJC'oar Waste Rogufaiory Analyses. Opp 51558 24 G-5 1659 25B 

8910200090 Forwards commanis on drall ropi prepared under Sublask 1 30.’ Tcch'*^ 
Basis tor NRC Roviow ol High Lovol Vrfasio RoposKortes.'' NRC roco.mmo'4s 'J-Al f<i,% 
ho comoloioci as app er llr repl rather lhan riiain ropi 
BROOKS P Goose ofico & Sysiems Perlormanco Branch (Post 000011) 

HLWn 80 / 10 / 17 . OONANO.F.J- Sandia National Laboralonos 4pp 51H:5?7 
G1685-27Q 




S )J for Hai-fpr .‘tlO 

yAlTHEWS.V L Enc.-gy, Dtjpt of aO/09/26 MAWKINS.E P U'ari.rn F^osowory FiOld 
Gl:, RA 8f>p, 51565 335 51 S6B94P 

89)0200195 Fofv*afCls Vucca Mciinlam ijfo;OCl Ofc OA Aud i 09 <1 of USGS cn 6600 H 
?3 F.vo aiJ UoltciO''.Cy fcpifl & olgnl olisofvalons gct^e'aierJ cfu'fig c-OtfSo o1 
a-jc'.C.Refpo'isa fo Sfrf rtofiocncy ropt (oquastcO w.fhtn 20 c/dys of niorno o.ifo 
'AIL MOT, E L Eneray. Oepi of HLWFI. 89/10/16 GERTZ C P Fnorcjy Dopl ol ?PD 
51557 047-51687 C90 

8310200197 ArJviscjs ihai reauOSl for land access & pnviron con'pliarco 10 ro'leci wale?r 
(rcTi V/eilJ-13 aj:provad Cor.d.liotis of opproi/al tisiod. 

KAlSER.n.O- Ereigy, Dopl of. Hl.wn Q9/lO/iC CLANTON US FnQftjy, DepI Ol 
3pp 5I5G5 :i3iJ-5l565 334 

8910200202 Advisos of comploiion of envron cloarancos for tololion of 100 ga'^ors o< 
j i3 well waio'-DOE sl'OJ'd supply collociicrt conianufb & ass-jino f«ii fcsporsitity 
lor clean no cor.iamers 

BLANCHARD,^ B Er ecgy, Cf^pl ol. HLWR 60/10/13 PRESUfOLT.P.T. NRC • r>ro 
DGla''0d Aff I alion Given 2pp 51565 328*51665 320 

8910200207 Adv.ses ol Pacif.c Norihwosl Lab roquosl lo aa'nplo wplo: ircsm Woli J* 
13 Approval granlQd proviCfort that vOlvCLilar traffic rosiriciod lo rpa r> & serondarv 
'jjds to protrcl doion torlri^o 

GE^TZCP Ef^orgy, Dopl of HLWR H9/10/16. STFWAnT.I.D Lnorgy. Ucpl Of. 
2pp 51666 137-5156C I3Q. 

69102C0212 S»ibmis oPsorvofon on DOE OA ai;rl-1 of SatuJa on OUDJll-lfi Nol 
o^iOiKjh inplomonraiion at Sandia lo deiocnvino offoclivonoss of prcoram Samiio 
'ucJs 10 mr.foaso siau fo' QA lo onsuro sufficieni coverage cf aft aciivt oh 
2IMMERMAN.S NovadQ, Slalo of. HLWn 80/10/03 OL-LLIGATTIM Oivivon of 
HigMovoi Wnsio Managen’ont (f*osi 670413) SHFLOR.U, GKRIZ.C Energy. Dcpl 
ol app 51665 34-1.51565 346 

8910200218 Knrworris rosponsos lo EEl 080812 Ur ro silo charrtClQfi70|ion SllO p an/ 
ccnsi.ilatcn drefi Hosponsos should cianly Yucca Mou'Uam p'oiocl ole posiion fo 
con:0'ns roiHod 

GERT7.CR. Energy. Dopl of HLWR. 09/10/13 KHAFT.SP UlMy NiiCloa* Was!o 
Ma-iogenront Group. Opp 51567.001 51567.098 

8910200221 Fonva/dS Rov 0 to Sid Dafrf.foncy RopIS 450-455 r&SuU-f'g l/cvu f>A Auiiii 
09*05 ol Reyno'dS Eloclncal & Ennnooring Co. Ire 

WILMOT.E L. Erurgy. Copl of. HLWR. 99/10/13 F>HlTCimT f.R F h'rergy. Gopi ol 
2 1pp. 5166G 207 51566 222 

B910200235 WOhIh'y ropi for Sepl 1009 for PIN A l 165 Fmanc «i1 info «vaiaMr> n Coo 
:rdl Fi'as 

dCKANO.E J. Sancia NaiiCf^al laUoralonGs fin A Ub5. Hl.WR 89/10/16 
TIKTINSKY^n M, D-visipn of High l.nvol WqsIo Managoinoni |Fosl 67C/l)3> 16pp 
5156/ 327*51667 34? 

6916230119 D scussQS review of dfofl formal A conleni cog pude {F’CnG). per 091013 
roQuost I.evel of doiail of rCRG rioi comnionsu'alo w/tcchr.icfli ccirplox-ty o? spocihe 
safuT^ issuas as noted du'ing 090031 rnooiing 

QUNT:NG.JO Erg ncor.ng Branch (Post 0Q0011). 09/10/20 LINEHAN.JJ Hcposl- 
rc7 Licensing A Cua'ily Assuranco Pro|eci Drocicrole (801120) Spp 51690.169* 
51506 172. 

8910230123 Comments on proposed scope Icr Technical Position o’! Roposilory 
□oson-TEerma' Loads issued on 890901. Author needs lo cloady state purpose for 
pOiCicn & discuss bow purpose ro’atod lo cutroni DOE posliion on thormal leading. 
6'JCKLEY.J Enginoorng Branch (Past 0009 11) 09/10/20. THOMAS. B Ropository L'- 
censng A Oua'ily Assurance Proioci Dirocloraio {801 120). 4pp 51580 173 51500.175. 

0910230126 Forwards nol.co of upcomng NRC/DOF. tochricol/p'ogram malic nio&Ungs 
'or Ocl & Nov 1909. 

LINEMAN. J.J. Repository Uconsing A Oua'ity Assuranco Pro;ocl Diroctoralo (8B1 120). 
MLWn. 89/10/23. Aflihallon Nol Assigned 2po. 5t580.0M*515D0.015 

6910230141 SECY.B9.310 nocommonds approval ol plans to puisuo long to/m.ongoir.g 
evabalion of EPA slds by implementing bPA high level waslo disposal stds. 

TAYLOR. J.M. Ofc of iho Exocul.vfl Director for Opnralions HLWn 89/10/17 lOpp 
5103l;2an-51031 258 

6910230193 Fo.nva/ds revised pages tor Spoofi hna) remoda) action p*an re co'l dosfen 
changes described In PID 15*S 02.GfOundwalof complonce sirolcgy doos not roqulre 
fcvs 

MATIHEWS.M.L Energy, Dept. of. 89/10/10. LOHAUS.P H Division of low Lt>vol 
Waste Management A Oocom missioning (Post 870413) lOpp 51579 088*5 1570.097 

89 f 02302 to Discusses scoping paper on fechnfeaf foasibfily assesamonf of approach 
to provide nuanuialivo criteria in lieu ol ■substantially comploio cont0:nmon1 ” Agrees 
that fine) scop ng paper on proposed rulomaklng not appropnaio. 

BUNTING, J.O. Eng-nearing Branch (Posl 0809)1). HLWR 09/10/10. 
BROWNiNG.n.E Division of High Level Wasto Managomenl (Post 0704)3) Opp 
51577:300-51577:310. 

8910240107 Forwards “Drall Ropt on USGS Audit Observation Team Work 8908)4*23." 
lor fov ow.DiSlioite m ASCII format also end. W/o diskette. 

LAT2.J.E. Center for Nuclear Wasio Regulatory Analysos. HLVvn. 89/00/20 
MACE.M.H. Division ol Coniracls A Property Management {Post 800205). 2pp. 
51589 3 54*51509 359. 

•*09)0240109 ■ Draft Rept on USGS Audit Observal'on Team Work 860614 23." 
WABRiro.D.. GARCiA.HF Center for Nuclear Waste Regu'aiorv Analyses HlWR. 
89/03/28. 4pp. 51509-356-51509.359. 


• GofJer Asscc^a'fs HLWR 09/00.' 31 i?lpp. 51500 f32 5l59f 039 

89102402)4 Ad'.isos that enci Su Oel.c oncy Repl 229. Rev O.fosi.lHng rroi’i Yucca 
Mou'iian Proi Ole A-jd.t 89 C6 ol I LL closed based on salisfac*'>ry voulicai cn of com- 
c;lelc*> coTeciu e acl ons 

W.LUOT.EL Energy, Dnpi of WB5 1293 69/10/19 GGRTZ C Energy Cepi. ol. 
epp 51685 349 61565 356 

0910240216 FcrwcJ'ds DOE woek y repi fO' wk undng 001013 
PRF.STfCLTPT NRC No Do’a- e.r Alfiliaito<‘. G-von WOS // 1 2 9 i I 89/10/19. 
LINEHAN.JJ Mepcs.ic'V Licensing A Ci:aMy As-ju'ari;© PfO,«-ci C recic»alo (R81120). 
€pp 51588:348 51589 353 

6910240247 Fcnfta'ds SECY G5-3lD.f<;COmn'ondirig Con rTu&siO.T approvo p'ais lo 
pufS'jo :cr.g.»<.>frn.ongoir.g evalual cn ol ERA SM3 by inp'cxori'.ng ERA fi gb 'eve! 
■waste dspnsal sidsR.jVic maaiiog schedu eJ lof 69112) to b'ird Co-um ss'cn dt 
paper 

BnOWNfNG.n E Ofv sicn cf H^MovOf Waste yPosf 07O-ff3). HLWH 

89/10/23 Sie.N.n. Eno'gy. Copt Cl ip 61031 237-5)031 303 

•*001024027) lV(w:los dd.1i n'o tn NRC vows cn nip'omenial:^ cf high level 
'OdwastoNRC cersede's lhal specie performanco ot:)ocl vos o* IQCFRSO A olhei 
qua'iiai.vo cnio'ia would help assj'o npp op'ia'e tia<3rco lot license review 
flROWNING.n.E Dvlsion ol Wasis Managorenl 0704 13) HLWR. 85/011/11 
F-nA'..EY.H F ACRS * Advijory CcmnnMCO on MeactC' Siifuc;u6riJs 3pp 51031 25b 
51031 261 

*•8610280073 Conmoi’lS on ACHS 336*‘i muolirg cn 861010 12 rc ERA slds Icr bob 
'nvel r»i:lwus!a repository F^oconmvnds FPA aeopl quallel vo enter a su^'^gested hy 
NRC 

WARD.OA ACnS • Advsory C^onm-.noo on Header Sa'ogua'ds HLWR. 05/10/18 
PALLADINQ.NJ Ccmrnsscrcrs 9pp 5103) 262-51031.270 

•-B91024O273 Realfirms aeprova' Ol SECV*6G-272 m suppoft Of DOEEPA A NRC 
f.’jormont/dlion S-rggcsls ihai ACHS ccfKcrns bo aJd/cssccf wbon deveioptf'Q pazK 
ago to Cf*A Slds 

ZtCH.LVV Coimssiontirs HLWFl 85/10/25. CHIl K.S J Of'co oMro Suurolary of 
ll’O Corrm ssio.n )p 51031271*5)0,1)271. 

*•051 1210510 Sttrits adJI comrnenis iro-n ACRS 3t>7lh moot ng on 051 107-C9 ro lin 
pioineniathfi ol ERA strJs ler iiyii lovo' rndwQsio roposhO'YCon-O'n oxpresseci ro 
other dolour nation of Ktonsoo comp la-'cn w/EF’A slds can bo made 
V/ARD.DA ACRS • AdvSO'V CcmiuilGO on noaelor SfllQjjua'dS HLWR. 86/11/14 
FALLAOINO.NJ. Commss jnors 3pp 5)031:272*5103) 274 

-0910240276 Roaf' rrrs ap^nrovai cf SECV*66'272 dospiio ACMS cbjoci ons lo EPA 510 
(rcludmg most recent coiri^oni« proscniod n 65 1 1 1 4 ii' Also arjioos w/Con’in-ssionor 
Zneb & Crairnran lh«)l any roma rina ACFIS cor' corns bo pikfrossod u' ruloniak-nti. 
BEnNTHAL,F^M. Ccn'missicrers HLWR. 86/11/20 CHILK.SJ Olfico of tho Sec-'o* 
lary of ibo Cornn lsS‘On. ?pp 5)031 275 5103) <02 

-8910240276 Sttrrn'e roseonse fo ACRS cormotiis on EF’A f.ig.9 'c«/ waste S/dS fol- 
lowup ilcmg from 306lh i 307lh ACRS mool ngs 

DfRCKS.WJ. Ofc ol iho Evocjivo Dlreclor for Oporaifons HLWH 85/) 2/23. 
FflALEY.RF ACRS • Advsc7 Commitoo on RcaclCf Safoi^unrds 3pp 51031 293- 
610J1 303 

B9 10240304 ForwardH SECY 69 310. • Implonroniniion of EF^A High Lovol V/esie Dispos- 
al Stds *^ roqueallng Ccmmissicn approval o) sialf plana io pursuo coninuing eva'ua* 
lion of F.PA Bids by vray ol ruiomak rgs & inld.*aclions w/EPA stolf. 

OnoWNlNG.RE 0 vision o' H-gh Levol Wasio Mtinagomnn) (Post 870413) . 89/10/ 
23 GAI PIN.F Env-ronmonldl Proiocfi'.'n Agorcy. tp 5)590.01 7-51590 083 

8910240323 Fervards “Bafoly EvaiL.uinn fer Feix S Scisson of Nevada OA Pfonram 
Plan (OAPP 002) ■ Rov G lo p'an mods app^icab'o crilona ol Sjbpnn G lo lOCFROO 
S App 0 lo IQCFRSO A accept ablo 

LINF.HAN.J.J Repository L-Ccnsng 4 (Jual>1y Assjranco Pro;ocl Croctoralo (BBl )20) 
09/10/24. ST6IN.R Energy. Depl. o) 2pp. 6 1 589: 11 7*51689 122 

••8010240324 Saloiy Evalual on lor Keni< & Rcisson of Nevada QA Program Plan 
(OAPP 002).' Rov 6 10 plan rroois fogolremenis of Scbparl G lo inCFRoO 6 conla ns 
adoquaio roqcrrvments & p'annod & systcmalic conirols that addrrrss App B to 
lOCFRSO 

CONWAY.jT. KET^NEDY.J.E Repos.tory LlconsMg & Oual.ty Assurancu Project Di 
roctofato (60)120) 69/10/10 4pp 5)500:1)9*51569:122. 

6910240326 Forwards safety ovaljailon lor USGS QA program p'an (USGS OAPP* 
01. Rov 5). 

LINEHAN J J. Ropos tcry L conai.ng A Qua'lly Asstifinco Pfo;oct Di'ecio'alo (B81 120). 
HLWR 89/f0/24 STEJN.fl. UpotQy. Depl. of 2pp 51599.040 51590 054 

-0910240326 Saloiy ovdtualion re QA Pfogram Plan (USGS QAPP Dl.Rov 5). Based on 
dole led rovlow & evaluation ol program.NRC concluded that aderuiate roquiromonls & 
planned sysiornaticcontro's add*ossos each entona of lOCFRSO^ acccpiablo 
VERMA.T R . KENNEOY.J E Ropos. tory Licensing & Qual ly Ass-j'arco Pro.ee l Dircc* 
torate (88)120) HLWH. 69/fO/f I. 5pp 61589.050 5 159905 ■! 

09 10240330 Ferwards safely evaluation acc opting SANU QA p/egram p’an SLTR88- 
0001, Rev E per S*jbpaq G lo 10CFR60 & App D to 10CFR50 

LINEHAN.J.J HeposHory Licensing & Ouolily Assura'ica Project Oiroci oral o 1881120). 
69/10/24 STEIN.R Energy, Dept ol. 2pp. 51609 051-51589.056. 

-6910240332 Safely ovd'uaion acceping SAHL OA program p'an SLTR 00-000). 
HOOkS.K.. KFNKEDY,J.E. RoposMory licensing & Quahly Assurance Pro;ecl Oirecior* 
ato(031)2Q> 89/10/10. 4pp 51589 053 51589 058. 
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0910240334 Forwards Sflleiy fcvaluSlon fo* Lavifd-'ico hvormoro Nail Ub OA Prcgram 
Plan (LLNL OAPP OaG-VMP H) ■ F'an luly acc«;:lAt*a 

Llf^EHAN.j J Be^JOSvtcrv I conSf^ & Qgai ly Assi.rance Proleci D.'octo'aiG (001120) 
89/10/24 STElN.R Energy. Dep' of 2pp 51569 319 51599 024 

•‘8910240335 Sn^eiy evaluancn fO' Law force L.weffnore Wall Lab OA Program Plan 
(LLNL OAPP 033 YMP.fl) 

CONWAY.J.T KENNEDY.JE Repository Liconsng & Oja ily Assu'anco Pro;oct D. 
rectoratB (861120) 89/10/10. 4pp. 51583:321 -51 509 324 

0910250100 CLacvja Notice i la Pev i la v;asio Wgi Picked Ole Dja ly Met 

Procedjro GMP- 02-02. ‘Qua* licdlfO^ ol QA Aud ^ Pcrscn.ncl ’ 

* Science Applrcatons Inlefnaiior^at (^rp (fo'/rerly Seance App'ications. inC }. 
WMPO/B81. 63/08/31 5pp Si 593 345 61693 349 

891O2SO1O0 Ccin'r.0'*ls on d'afi repL Conporents cl Overa'l Peri&*rnanc0 Assess- 
ir.eni Weihodolofl/ " 

6HOO<S.P Gooscienco & Systems Perfornanco Branch (Posi 860911} FIN A-1165. 
69/10/23. DONAHO.E J Santl-a Na* ona Latxjtarones lp 51607 1 0S-5 1607 195. 

8910250145 Forwards reqjesi for add info on process control program lo be lol owed 
Dy Wesinghousa in waste cemenl so'id.* cal on oilcrts.per 891005 le'con bol/irecn G 
Boris & J Kano. 

TOKAR.W Tecl’n.cal Branch 89/10/19 ROV.B A West-rghpusQ Radio'ogicai Scrv 
ices. Inc 3pp 51612.030-516!3 032 

091O2&O1S3 Inlbims ol w.lf£ness to accompary OC3E rtwnrg s.t'veUanco & maini insps 
0l Cenonsbi.rg & Burrell UMTRA Siies on 691 l07-CBj)Of 691012 lG‘ccn 
LOHAUS.PH OpefelD-ns Branch 09/10/18 MATTHEWS.M Enorgy. Oopi ol. 1p 
51613.176-516I3 178 

6910250161 Ack recepl gl 830913 Itr re radiOdCtKO waste issues & forwards hlorma- 
tiD.nal bcokiot provdmg guda'ice o.n 1OCFR61 

BANGAHT.n L D.viSlon ol Low Levo! Waste Manaserrent a Occemm ssicning (Po^l 
S70413> 89/10/17. KRnKAUSV^Y.L SjsqueTHrma ScnpcV BTigbafr/.cn WY 2pp 
51612 100 51612 102 

-0910250166 Roque sts info re Stales plannrgol fow level rao waste 6 10 & maps sFow- 
inn where potential sgbts & ur.dergfou.nd water sys foceiod 

KITKAUSKY.L Susquohanne School. Bing'iaTiion. NY 89/09/ 13. NHC • No Dela ted 
AIM alien Given ip. 51612.102-51612.10? 

8910250169 Responds to 891034 1ir & concLfs w/ Changes & ccmnnlr^onls ol revised 
VPWIM Oiroci'vO B5. 

LOHAUS.P H. Oporai'Ors Branch 89/10/18. MATTHEWS.W.L Energy, Cepi. ol. 3pp 
51607 282 51607 284 

8910250256 Fo/wards inleraci-on rcco'd Irom 891004 icchrical exchange l:o>odn 
NRC.DOL & State of NY re exploralory shall fad ity 

LINE HAN. J.J fleposilory LiCG.n51.ng A Gja' ty Assurance Prcjecl Di.ecloraie (001120) 
89/10/23 STElN.H Energy. Oopi ol. 2pp 51612 136 51612 156 

-6910300154 Inlo-'action rcco'd for 891004 lechrical ovchange w/OOE & Stale of NV 
re oxjp 'oratory shaft fdcil ty list ol alien dona A OOE s' des orci. 
mClONCH.J.j Reposilory Liconsng A Quady Assurance Proioci Oreclo'eio 
(681120). REGNIEfl.E. Energy. Oopt of 89/10/10 Repos to-y Licensing & Quality 
Assurance Proved Drociora'e (06 1 120) i9pp 51612 138 51612 166 

8910250272 Forwards DCE/EA 0345, "Environ Assessment o? Romcdia’ Acion al 
Spook U Mill Ta I ngs Silo.Spook.WY ’ Bas s for Apr 1069 <JDtcririnAt<cn ihal prepara 
1 on of EIS not requi.'ed end in form ol 090406 r■'1:flnQ ol ro s gnil cam impaci. 
MATTHEWS.W L Energy, Depl ol 09/10/25. Aff.iialicn Not Assigned. 14pp. 
5t6l4:04l. 51614 368 

-8910250276 DOE/EA-0345 'Enveon Assessrront cl Remedial Achm ai SpooK U Mil 
Tarings S to, Spook. WY" 

’ Energy. Dopl. of 89/04/30 3l0pp. 51614 055 51614 350 

8910250329 Notifioat.o.n of 601107 meeting w/OOE.Siato el NY & al'dctcd local govts 
in Las Vogos.NV lo d scuss & sctioduie icchnical 1 Refactions bolwoe-n staff,00£ & 

f iartic pants -n high lovol wasie program 

iOlONICH.J. Repos tory Licens ng & Ouaiify Assurance Project Oiroclo.'ale (8611 20) 
09/10/24, LINEHAN.J J. Repository Licons nj& Oua'ily Assurance Project Oiroctoreie 
(681120). 2pp. 51599 317-S159Q.319. 

0910250354 Requests add! printing of NUREG 1347. '*NRC Staff Site Characlorizal on 
Analysis ol OOE S te Characierirat<on Plan, Yucca Mcuniafn Sito.Siaie of NV,” due lo 
suppV already e>hausied 

LINEHAN.J Repository l icensing A Quality Assurance Project Dirocio.*alo (881120) 
09/10/24. MEYFR.D.L. Regulato.'y PubicatJens Branch ip. 516 12:157-516 12. 157. 

0910260040 Respcrtds to toQuesi lor input to 1909 Dt/THAP anfioal siatus 
root Qoscripiion of sclviUes corrp*oted for proiocl during Oct 1800 • Sept 1969 oncL 
LOHAUS.P H. Operations Branch 89/10/23. .MATTHF.WS.M Energy. (Jept cf. 3cp. 
51624:287-51024:289. 

8910360056 (Concurs In prMosal lo pubish FR rotice solc-tmg comrrertte on proposed 
amended agrooment w/Slafo ol (JT Agroemeni explicitly excludes rog-j'a*ien of by 
product maiT resulung fronn exireedpn or conconlraiioncl source matt 
BERKEflCi.n.M. Olfxe ol Nuclear Material Sal ety & Sat©guard9,Oifeclo,'. 89/10/22. 
KAMMERER.C Slate. Local & Indian Tribe Prog 'am s ip 51624 250 51624:250. 

8910260106 Oscosses review of MOU between Nebraska Depi of Envron Conservation 
& Oop] ef Health re mutua' rospcnsioiiiilos for licershg & regj'aung bw level rad- 
waste d spesal fpe iity In State of ME. 

BANG ART. R.L Owls on of Low-Lovel Waste Management S Oecoir.ir.iss'oning (Post 
870413) 69/10/23 M-lLLER.V.L Ass slant Director for Staio Agreements Pronram. 
3pp 51624 247.51624 249. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 

8909200227 Forwards ccmmanis on "Eva'uaiion S Compilai-on (0 DOE Waste Package 
Tost Dale,” monlh*y Hr rept for Jan 19B9. investigator slxou*d provide details os te 
lost 3 planned .lost ‘tpodtriwis to bo used & cbjeciwa ot lesie 

PETERSON.C.H. Eng-neerlng Branch (Posi 880911) FIN A-4171. HLWR. 09/09/10. 
iNTERRANTE.C.G. Nabenal (nsitute ef Standards & Technology (formerly National 
Bureau of Standa 3pp 5 f 344: 140*5 1 344: 142 


0909280220 Forwards comments on "Evaluat>on S Complat o.n Of DCE Waste P 
Tost Data." monthly i*' ropl for Feb 1989. 

PETLRSON.C.H. Engir.eer.r’g Orarch (Post 800911) FIN A.4171 HLWR. 69/ 
INFERRANTE.C.G National Institute Of Standards & Technology (fcrmurly k 
B-J'eau of Slanda 2PP 51344 138-61344 139 

8909280229 Forwfl'ds commenis on 'Evdluat'on & Comp lot on of DCE Wasb » 
Fesl Data.'* monthly hr ropl lor Mar 1089 

PETERSON.C.H. fc'ngi-.Gonng Branch (Post 800911) FIN A.4171 HLWR 89^ 
1 NT 6 RRANTE.C G. National fnstitulo of Standards & Tectinology (formerly h 
Buoaioi Slaada. 2 pp 51344 136 51344 137 

89f 0110296 Rgquosis hydrogoo’ogist rovrew of hydrogoalogical aspects cl Gre-e 
ro.-nedal action plan & cost info lor Task Order 9, '^Short Torm Tecfn:C9l Ass 
fer U flocovery 

DEERiNG.L Techncal Branch FIN 8-2405. 09/10/08 BEHGERON.M Oai:t 
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BlENIAn2.PP 

BELL.S. 

8910160175- 

50-321 V 

BIRO.R G 

BELL.S. 

6910160161* 

50 410 V 

BIRO.R Q. 

BELL.S. 

6010160200 

CONTRACT 

Bino.R 0. 

BELL.S, 

6910160205* 

CONTRACT 

BIRO.R G 

BELL.S 

6910160228* 

CONTRACT 

BIRO.R G. 

BELL.S. 

8910160259* 

50 259 P 

BIRO.R G 

BELL.S. 

8910170099* 

CONTRACT 

BIRO.R G 

BELL.S. 

8910230063* 

CONTRACT 

BIRO.R G 

bellamy.rr 

8909270196 

70 020 

BIRO.R G 

0ELLAMY.RR. 

6909270252 

50-289 O 

BIRO.R G. 

BELLAMY.Rn 

8909280140 

50 271 Q 

BiRO.aG. 

BELIAWY.R R. 

8909290125 

70-371 

BIRD.R.G. 

BELLAWY.Rn 

8910040157 

50-219 O 

BIRO.RG. 

BELLAMY.flR. 

8910100143 

50 277 Q 

BIRD.RG. 

BELLAMY.RH 

8010100191 

70-371 

BISCHOFF.E.L. 

BELLAMY.RR. 

8910100346 

50-213 Q 

BISCHOFF.EI. 

BELLAMY.nR 

6910100352 

50-333 Q 

BITEL.J.S. 

BELLAMY.Rn 

8010110036 

50-423 O 

BinCB.S.D. 

BELLAMY.R R. 

8910110098 

50-322 O 

BinEB.S.D. 

BELLAMY.fl R 

8910110105 

50-220 F 

BUCK.S, 

BELLAMY.R R. 

89101 10107 

50-333 F 

BLACK.S. 

BELLAMY.R R. 

8910110123 

50 54 Q 

0LACK,S. 

BELLAMY.R.R. 

8910130177 

70-1100 

BUCK.S 

BELLAMY.R R. 

8910180069 

50 443 Q 

BUCK.S. 

BELLAMY, n.R. 

8910190076 

50-317 O 

BUCK.S. 

BELLAMY.R.R. 

8910180219 

70-1100 

BUCK.S. 

BELLAMY.R R, 

8910250062 

50-269 O 

BLACK.S. 

BELLAMY.R R. 

8910250066 

50-317 Q 

BUCK.S. 

BELLAMY.R fl 

8910250069 

70-1100 

BUCK.S. 

BELLAMY.R R 

6910250075 

70 398 

BUCK.S 

BELLAMY.R R 

6910250159 

50-353 Q 

BUCK.S. 

8ELLAMY.Rn 

6910260008 

70-371 

BUCK.S. 

8ELLIS.KM, 

8910250010* 

50-206 F 

BUCK.S 

BENEDEnO.AR 

6910050237 

PRM 

BUCK.S 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CAltaOBT 

6910C502J7 

PRW 


BLACK.S. 

8910260163 

50 2C0 

P 

B910040266* 

27-47 


BLACK.S 

8910260165- 

50 2CO 

P 

0910050390* 

50 341 

P 

BLACK.S C 

0910040200- 

50 250 

P 

8910170269* 

50 445 

H 

BLACK.S C 

8910110124 

50 2ljC 

1 

0910170292* 

50 445 

H 

BLACK.S C 

8910110120 

50 250 

O 

8910190279 

50 304 

S 

BLACK.S.C 

8910130072 

50 J27 

f 

8910240312 

50 295 

S 

BUCK.S C 

8910100132 

50 200 

o 

8910060039* 

70-925 


QLACKBUHN.T R 

09101301CO* 

50 314 

c 

8910120156 

50 336 

S 

blackdurn.t.r 

8910190271 

50 314 

S 

8910060267 

50 336 

s 

blackburn.t.r 

8910230204 

50 344 

5 

6910110248 

50-336 

s 

RlAMA.Jl 

8910020M5- 

rC'A 


6910120093 

50-336 

s 

QLAIIA.J L 

8910050242 

(;CM MISS 10*1 

6910040324* 

50 338 

P 

0LAHA,J L 

09 1 0060 1 49 

WASIL MOr 

0910050210 

50-250 

J 

DLAHA.J.L 

8910120008 

COMMISSION 

8910060021 

50281 

p 

OLAHA.J.L 

89101602GO 

COM MISS 10 

89100601 1 1 

60 339 

p 

QLAKE.J J 

09100302C2* 

50 :i03 

C 

89100602 1 1 * 

50 302 

p 

QUKE.J J- 

89100400U6* 

501' 10 

0 

8910130117* 

50-280 

p 

OUKE.JJ. 

8910200021* 

50 324 

tj 

8910180367- 

60-302 

p 

DLANCHARD.M B 

0910200202 

wash: Miu 

8910240226- 

50 302 

p 

dlanchard.r t 

Q0100403QO 

50 310 

s 

8910240233- 

50 302 

p 

DLIND.AA. 

Q9100303G1 

50 315 

S 

8909270055 

l&E 


BLIND, A A 

091012010? 

50 316 

s 

8910120168 

ISE 


DLIND.AA 

891016014B 

50 3 IS 

s 

8910240198 

l&E 


BLOCH.P B. 

0910040018 

70 25 


8909290198 

WASTE MGT 

0LOCM.PO 

00 10130025 

70 2f. 


8910320083 

WASTE MGT 

BLOCH.P 0 

091O1300C0 

70 2f. 


091C3CO172 

WASTE MGT 

QLOCH.P.n 

0010130093 

70 26 


6910120049 

ORG 


QLOCH.P.0. 

0910130132 

70 25 


B910I30164 

WASTE MGT 

QLOCH.P.Q. 

0010180109 

70 20 


8910230117 

40 3392 


dlockf.r,j.m. 

0910040200* 

50 400 

f 

6910260066 

WASTE MGT 

BLOSSCn.J. 

0910120161 

50 -103 

F 

8910040163* 

50-261 

0 

BLOSSER.J D. 

0900200170 

50 4fl3 

s 

6910250095* 

50-346 

Q 

DLOSSCn.J.D. 

09 10030 MO 

5l> -103 

s 

6910310155 

70 25 


BLOSSER.J.D 

0910030173 

60 403 

G 

6910030009 

TCPREP 


DLOSSGR.J.D. 

091016027? 

60 483 

r, 

6910240275* 

WASTE MGT 

ULOSSERJ D 

0910100080 

53 483 

fl 

6900270267 

50256 

0 

0LOUGIT.A.n 

0010020202* 

63271 

a 

6&002CO000 

50-255 

p 

BLOUGH.A.n. 

0010030515 

60 203 

c 

6910030189 

60 165 

p 

QLOUGH.A fl. 

8910200008 

50 203 

(\ 

8910100246 

50-255 

Q 

BLOUGH.A n 

0910230003 

r.O 203 

M 

G9I010024Q 

50255 

P 

OLUBAUGH.R.E. 

0910030240 

40 34!>3 


8910110054 

S0255 

0 

BLUBAUGILRE 

0010030305 

4Q 34ri3 


8910240124 

50 155 

P 

BLUBAUGH.R.E. 

0010030435 

40 3401 


8910190177 

60-29 

R 

BLUBAUGH.R.E. 

0010230145 

40 3401 


8910050280* 

CONTRACT 


BLUBAUGH.R.E. 

0010250223 

40 34r»'l 


6310250086 

ME 


BLUBAUGH.R.E. 

0910200201 

40 34f>1 


6310040203 

50-344 

J 

BLUMQEHG.N. 

0010230120* 

50 33ft 


8910040369* 

70- 157 


DOOO.J T. 

09100G00B7* 

50 413 

1 

8310040396* 

70-3057 


DODIE.U.H. 

001023023? 

PRM 


8910120124* 

70-1100 


DOGER.B.A 

0910160012* 

50 533 

(■ 

8910130174* 

70-1 100 


BOGER.B.A. 

0010100124 

50 2/2 

f‘ 

8910160097 

70 1257 


BOISSY.G.J. 

0010240151 

50 335 

T 

8910020166* 

CONTRACT 


BOLDT.Q. 

0010030410 

50 502 

1 

8910020174* 

CONTRACT 


DONANO.E.J. 

0010200235 

WASir M s 

8909200006 

50-293 

S 

BOOKEn.J.E. 

60 10060206 

60 45ft 

1 

8910020204 

50-293 

Q 

BOOKER.J.E. 

0010120210 

50 45ft 

s 

8910020267 

50-203 

P 

DOOKER.J.E. 

0010130046 

50 45ft 

s 

6910030003 

50-293 

S 

QOOKERJ.E 

001013010? 

50 450 

( 

8910030004 

50-293 

s 

BOOKER.J.E. 

8010100030 

50 45ft 

fl 

89100601 B2 

50 293 

s 

BOOKER.J.E. 

0010240250 

50 45ft 

s 

8910060191 

50 293 

s 

BOOKERJ.E. 

8010250106 

50 45» 

s 

89101101 16 

50-293 

S 

BOOKER.J.E. 

8010260041 

50 450 

o 

6910120146 

60-293 

s 

BOOKER.J.E. 

0010260144 

50 450 

r 

6910160304 

71-211 


BORDENICK.B.M. 

8010040102 

60 003 

u 

8910100143 

60-293 

s 

0ORES.H. 

8010100350* 

60 ?I3 

o 

8910200176 

50-293 

p 

BORES.R. 

001 0260003 * 

50 280 

o 

891024020? 

50 293 

S 

BORES.R.J. 

0000270100* 

70 020 


8910360063 

50-293 

F 

BORES.R J. 

0009270260* 

50 269 

t> 

891G02029& 

WASTE MGT 

BORES.R J. 

0000280142* 

50 271 

o 

8910030296 

WASTE MGT 

BORES.R.J. 

0010110046* 

50 423 

o 

8910040141* 

50- 10 

P 

BORES.R.J. 

8910130170* 

70 IKK) 


8900280082* 

50-445 

Q 

BORES.R J. 

0010260008* 

50 317 

o 

8910200166* 

50-445 

0 

BORES.RJ. 

0010200012* 

70 3/1 


8010030242 

50-32? 

P 

BORN5TE1N.R J. 

6010180029* 

50 322 

VI 

8910030262* 

50-327 

P 

DOSILJEVAC.F. 

0010050372 

WASTE MGT 

8910040046 

50-260 

P 

BOSTEO.C. 

8009200000 

50 307 

s 

6910040046* 

50-260 

P 

BOTSTEIN.P. 

6010100091* 

PRM 


6910040164 

50-259 

P 

BOUCHEY.G.D. 

8010260270 

50 307 

p 

6910040176* 

60-259 

P 

BOUDREAU.R.J. 

8010250302 

PRM 


69100501 10 

50-327 

0 

BOUDREAU.R.J. 

8010250302 

PRM 


6910100066 

50-390 

M 

DOUNDS.L.M. 

8010110283 

50 31& 

r 

6910130060 

60-327 

P 

BOURNIA.A 

0009200051 

50 205 

J 

8910130064* 

50-327 

P 

BOUnNlA.A, 

8010160079 

60 265 

p 

8910130107 

50-260 

Q 

BOYD.C. 

8910040097* 

CONTRACT 


6910240026 

50-327 

P 

BOVD.C.C 

8910170003 

70 024 


8910240066 

50 390 

A 

BOYD.JL. 

8910120130* 

40 0640 


8910240147 

50-259 

P 

BOYD.R.S. 

8910250180* 

50 463 

VI 

8910240148* 

50 259 

P 

80YNT0N.H.J. 

0910110132 

RGfiGD 



nn/M)FonD,wn 

8010030SS5* 

50-400 

0 

DRONS.J c 

DHADH^M.OS 

8009280056 

50-305 

R 

QRONS J c 

WWOHAMOS 

8000280 100 

50-305 

P 

onoNs.’j.c 

OPAOMAM.OS 

GflF 0020260 

50.395 

0 

BRCNS.JC. 

OPjflDf^AM.O S 

00 10030 ff2 

50-395 

P 

BRONS J c 

UfUDJIAMOS 

8010030129 

50-395 

S 

BROOKiS.P 

nnAO>IAMOS 

0010030^08 

50-395 

S 

brqoksp 

f:nACffAM,OS 

00100^0330 

50-395 

0 

BROOKS.P. 

CjPADHAM.OS 

00101 1012G 

50-305 

p 

DROWN. DE 

fl^ADMAM.OS 

Q0l01l0l3fJ 

GO-395 

0 

BRQWN.E J 

aMADHAM.O S 

ooioi70iafi 

50 395 

s 

BRQWN.E J 

UHACMAM O S 

091010000^ 

50 395 

n 

OROWN.Ej 

DflAClIAM.OS 

80102^0030 

50-395 

p 

DROWN.E J 

ORADHAHOS. 

0910250107 

50 305 

s 

BRQWN.J W 

UFIADHAM.W.K, 

00102'10250 

50-302 

F 

BROWN.M L 

fjnADLEV.D.P 

0910030210 

WASTE MQT 

BROWN.M L 

P;Wf>LCY.O.P. 

8010030432 

WASTE MGT 

QROWN.W D. 

tHAV.SO 

OOOOOQOOdO 

60-247 

Q 

DROWN.R.D. 

anAM s 0 

iiU0327a0i4 

50-24? 


OROWN.R E 

OlAM SB 

0909200010 

50 247 

R 

BROWN, SW 

0 

0009200250 

71-69 


OROWN.S W. 

OflAV<.SO 

0909200260* 

71-60 


DF-lOWNiNG.fl E 

Df»AS^.SD. 

0910020029 

50-247 

Q 

BROWNING.R E 

OPAMSO 

0910020035 

50-247 

0 

OnOWNlNG.n E 

OflAV.S B 

0910020002 

71-00 


BROWNING, n E 

GnA»A.5B. 

0910020200 

50-247 

s 

BROWNING.R E 

PnA‘A.S 0 

0010030130 

SO-247 

F 

BROWNING.R E 

tr>AM,S B 

DU100J0150 

50-247 

F 

BRUCHMANN.G W 

OHAM.S Q 

0010040300 

50-247 

0 

BRUNET.JR. 

nuAM.s n 

0910110306 

00-247 

P 

onuNET.jn. 

GUAM s u 

O9JOJ20173 

50-247 

P 

BRUNET.JR 

DRAM S 0- 

0010250200 

50-247 

Q 

OR/AN.DC. 

HFW.sn. 

0010250241 

50-247 

Q 

BUCCARELLI.M 

DllAVEnWAN.J. 

0000250021* 

50-286 

P 

BUCCARELll.M. 

UReCHA,0 

60 100001 30* 

CONTRACT 


DUCCARELLI.M 

BRCNNAW. 

0009200227 

CONTRACT 


BUCM.W.H. 

BR1}NNAM.P 

flOlOOOO'lOP 

CONTFTACT 


OUCHANAN.D.R 

BHLNMAN.n. 

6010170007 

50-400 

V 

OUCMANAN.O R 

OPRNNAN.P A 

00002P0036 

CONI PACT 


UUCKLEY.O.C 

QPENNAN.P A 

600Q200111 

CONTRACT 


DUCKLEY.O C. 

OFFCNNAN.PA 

0010030053 

CONTRACT 


BUCKLEY.OC 

nn CM NAN .PA 

0010030063 

CONTRACT 


BUCKLEY.8.C 

DriCKNAN.FFA 

8910030250 

CONTRACT 


nUCKLEYj 

GRCNNAN.PA 

0010040300 

60-202 

V 

BUCKMAN.F.W 

fiflGNNAN.PA 

0910050091 

CONTRACT 


BUCKMAN.f.V/ 

BFieNNAN.P-A 

0010060303 

CONTRACT 


OUGGS.E D 

nnCNNAN.P A 

6010120150 

60-271 

V 

BUNDV.H.F. 

DRL'NNAN.PA 

8010100107 

50-317 

V 

OUNTINQ.J.O. 

OnENNAN.P A 

O01O1GO17O 

60 443 

V 

BUNTING.J 0 

GPRNNAN.PA 

0010160174 

60-321 

V 

BURDICK. T.M 

DI^ENNAN,F\A 

0910100170 

50-410 

V 

fiURDOlN.J.F 

nnENNAN.P.A 

0Q1O1G0227 

CONTRACT 


QURGESS.D L 

OnETTNK. 

0910050000 

50-255 

F 

BUflGESS.B.L 

BBEY.ll L 

OG09290274 

71-6346 


BURGESS.Bl. 

flRGY.FiL 

0010110114 

71 6346 


BURGESS.B.L 

ORILEY.S 

0910030167 

50-237 

s 

BURGESS.O. 

DfUEY.S 

0010300037 

50 237 

5 

BURGIN.D.S 

DF1ILI..P il. 

0910270240 

PRM 


BURGIN H E. 

efMLL, 0 .n. 

80 102/0246 

PRM 


OURGIN.B E. 

BF^INK.D 

0910100120* 

60-445 

G 

OUHGIN.R E 

OniNKO 

0910250201* 

60-445 

Q 

CURKE.KJ. 

OniNKMAN.DS 

8900270244 

60-247 

P 

burkhardt.l 

on NKMAN.DS 

89100G0036 

60-247 

P 

BURKHARDT.L 

OPJNKWAN.OS 

0018060117 

50-24 7 

P 

ourkharot.l. 

BRiNKMAN.DS 

80 10060241 

50-247 

P 

BURNAM.L. 

OniNKMAN.DS 

6910180011 

50-24 7 

P 

QURNAM.L. 

GR/NKMAN.DS 

60 fOl 00267 

50-247 

P 

eURNETT, P.T 

OFIINKMAN.OS. 

8910100276 

50-247 

0 

BURNEn.P.T. 

CRFNKMAN.P S. 

6910260127 

50-24 7 

P 

BURNETT, R.F. 

OniNKFirtAN.P S 

8910260209 

60-247 

P 

DURSKI.R.f. 

enocK.M 

0910260042* 

50-443 

G 

BUnSKI.R.F. 

8nOCK,MT 

8910250011 

50-443 

G 

QURSKF.R.F, 

BnOCK.MT 

8910260011 

50 443 

G 

BURSKI.R.F- 

OROCK.MT 

0910250011 

60 443 

G 

BURSKI.R.F 

OnOCK.MT. 

8910250000 

50 443 

Q 

BunSKI.RF. 

BDOCKMT 

6910250D60 

50-443 

Q 

BURSKI.R.F. 

BROCK,M T 

8910250060 

60-443 

G 

BURSKI.R.F. 

8ROCKMAN.K.6 

8909270127* 

60-424 

0 

aURT.RW. 

BROCKMAN. K.E. 

8910040153' 

50 321 

0 

BURT.R.W. 

BROCKMAN. K.E. 

0910250139* 

60-424 

0 

aUTCHER.RC 

SROCKMAN.K G. 

8010250200* 

50-321 

Q 

butler. W. 


1 VMHVI4I 

8910110186 

8910160088 

0910100033 

OU-JJJ 

50-286 

50-333 

50-333 

P 

P 

P 

BUTLEfl.W.R 

BUTIER.W.R 

BUTlEaw.R 

bynum.jr 

8910060127* 
8910160052 
0010160054’ 
89092601 79 

50-277 

50 277 

50 272 

50 259 

P 

F 

P 

5 

8910240053 

0910240290 

B910130171 

8910200090 

50-333 P 

50-286 O 

WASTE RES 
WASTE RES 

Bynum j r 
BYNUM.JR 

Qynum.j r 

6900280216 

8909280219 

6910030163 

6910040244 

50 259 

50 259 
50-259 
50-259 

S 

S 

s 

s 

8910250108 

WASTE RES 

6VNUM.J R 

8910050130 

50 327 

s 

8910240161 

XPCRrt;C 


BYNUM. JR 

69100S0135 

50 328 

s 

B9 10050304 

ORG 


BYNUM,J R 

8910120097 

50 260 

s 

0910050366*’ 

ORG 


BYNUM.J R 

B91013O133 

50 298 

s 

8010250235 

60-325 

P 

BYNUM J R 

8910160007 

50 259 

s 

B9 10250238* 

50-325 

P 

BYN'JM.J b 

8910170073 

50 328 

s 

8910190263 

PRM 


BYNUM J.R 

69101901C4 

50-259 

s 

8910270233 

PRM 


BYNUM.J.R 

8910190290 

50 328 

s 

8910270233 

FRM 


BYflAM,R C 

8910160319 

50-308 

s 

6910250035 

50 289 

F 

BYRAM.R G 

8910030130 

50 308 

s 

8910199079* 

50 275 

P 

QYRAM.R G 

8910180076 

50 387 

s 

6910160072 

50 213 

F 

Byramrg 

8910230193 

50-387 

s 

6910030357 

50 322 

J 

BYRAM.R G 

8910240274 

50 308 

s 

8910250142 

50-322 

T 

BYBNE.JJ 

8909200063 

50-320 

p 

8909290032 

WASTE MGT 

CABALLERO, C 

8910260013 

PRM 


8910050131 

WASTE MGT 

CADO.=F.l H. 

8910260154* 

paoj 


8910183296 

waste MGT 

CAGrjEY.WC 

8910200226 

14E 


8910240247 

WASTE MGT 

CAHILL.W.G 

8910230012 

50-445 

A 

8910240371* 

WASTE flGT 

CAH IL.W. J 

B9Q927O04 t 

50445 

A 

8910240304 

WASTE MGT 

CAH-LL.WJ 

69C9270268 

50-445 

A 

G909290104* 

FOIA 


cahill.w.j. 

8909260087 

50 445 

A 

8010020007 

50-255 

F 

CAH'LL.WJ 

890Q280135 

50 445 

R 

8910190106 

50-255 

F 

CAH ill. W J. 

B909260193 

50-445 

S 

0910190213 

50-255 

F 

CAHltt.WJ, 

8910020234 

50 445 

P 

8910020018 

FOIA 


CAHILL.W J 

8910030034 

50'445 

0 

8910240261 

XPORTLIC 


CAH tl.W J 

69 10030070 

50 445 

A 

6910240263* 

XPORTCC 


CARIIL.WJ 

8910030076 

50-445 

A 

0910240265* 

XPORTLIC 


CAHILL.W J 

8910030078 

50 446 

A 

80101001 SB 

50 246 

F 

CAHU.WJ 

B910030C89 

50-445 

Q 

8910020027* 

£0 320 

P 

CAHILI.WJ. 

8910030137 

£0 445 

A 

6910250175* 

50 320 

P 

CAHILL.W J. 

8910030203 

50 446 

S 

8939280066 

60260 

P 

CAIUl.WJ. 

6910040109 

£0 44 5 

A 

B91QC60017 

£0260 

Q 

CAHILL.W J. 

8910040115 

50-445 

S 

8910130114 

50 283 

P 

CAHILL.W.J. 

8910100066 

50-445 

S 

8910200133 

50-280 

P 

CAHILL.W J. 

6910100079 

£0-445 

3 

8910230123 

WASTE MGT 

CAHpLL.WJ 

0910100087 

50-445 

0 

8910240125* 

50-155 

P 

CAHILL.W J. 

6910170076 

£0-445 

F 

0910240126* 

60-155 

P 

CAHJLL.WJ 

8010170080 

$0-4-15 

s 

8909280204* 

50-259 

H 

CAHILL.W J 

6910170061 

50 445 

s 

8910230174’ 

50-496 

0 

CAHILL.W J. 

8910180150 

50-445 

s 

8910230110 

WASTE .MGT 

CAH.'Ll.W J. 

8910200045 

50-445 

s 

8910230210 

WASTE MQT 

cahill.w.j. 

8910200048 

£0-445 

0 

6910120120 

50-205 

O 

CAHIIL.WJ 

0910200101 

50-445 

A 

8910110063* 

50-528 

o 

CAHLUW.J 

8910200193 

50 445 

Q 

8009270167* 

50-315 

o 

CAHILL.W.J. 

8910230143 

50-445 

0 

G9 10020263’ 

50-255 

o 

CAHJLL.WJ. 

69102301 ;0 

50445 

s 

8910100150* 

50-265 

Q 

CAHiU.W J 

6910240013 

50-445 

A 

8910180042* 

50 315 

O 

CAfN.C L 

0910040375* 

70-167 


8605160108* 

FOIA 


CAIOWELL.H H 

8910200187* 

WASTE MGT 

8910030289 

60 272 

F 

CAL DWELL. J L. 

B9 100 30223' 

50-338 

0 

8702250021* 

fo:a 


CALVO J A. 

8910050007 

REVIEW GR P 

8702250030* 

FOIA 


CALVO.JA, 

0910170047 

TOPflEP 


8910100293 

FOIA 


CAUVO.JA 

8910250002 

REVIEW GR P 

6910300046* 

50 443 

P 

CAMERON .D. 

6910110143* 

60 54 

0 

8903290238 

50-410 

V 

CAMFOELL.TG 

8910040234 

50-313 

p 

8910020196 

50-220 

0 

CAMPEAU.RJ. 

8910250311 

PRM 


891026CO79 

50-410 

0 

CAMPEAIJ.R.J 

8910250311 

PRM 


8010180171* 

50-445 

G 

CAN'ANO.R J. 

8910030349 

l&E 


8910250204* 

50-445 

G 

CANIANO.R J. 

0910040015 

l&E 


6910190264* 

80-400 

0 

CANNON, JR. 

8910100042 

71-111 


8910200132* 

SO 62 

0 

CANT.G. 

8909270221 

l&E 


6910120206 

NUREG 


CAN7RELI.F 

8910030559 

50-364 

s 

8909270173 

50 382 

R 

CANT REEL, F.S 

8910040078* 

£0-395 

0 

6910030176 

50-362 

P 

CANTRELL .F.S 

8910260260* 

50 348 

Q 

6910030365 

5D302 

P 

CAPRA.R A. 

6910030440’ 

50-333 

P 

6310100263 

50-382 

0 

CAPRA. RA- 

8010030462 

60 3 

J 

6910130101 

50-302 

P 

CAPRA.RA. 

8970050107 

50-220 

P 

8910180261 

50-382 

s 

CAPRA.R.A. 

89101 10320* 
69101300/5' 

50-206 

P 

6910230046 

50-382 

0 

CAPRA.R A. 

50 333 

P 

8910250038 

50362 

R 

CAPRA.RA 

89107 70096* 

50-333 

P 

8910260289 

PRM 


CAPRA,R.A 

69101902B3' 

50-220 

P 

6910250289 

PHM 


CAPflA.R.A 

8910200127' 

60-206 

P 

891C03O283* 

50-250 

0 

CAPRA .R. A. 

8910250285* 

50-333 

P 

8910110066* 

60 277 

P 

CARLILE.TS 

8910030175 

40-7580 



236 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CAHULEJ S 

8910110-003 

40- 7500 

CAHLILE TS 

6910180037’ 

kportlic 

CARNES, V 

8910100038’ 

contract 

CARN5,r;S 

8910100016 

5CJ13 0 

CARPENTER on 

8910200123* 

5C-259 0 

CAPP.K 

89091 1C043 

50312 U 

CAr-RKU 

8903130362 

CCM MISSION 

CARR.K M 

8909210166 

COMMISSION 

CARR K M 

89C9220144 

50 336 H 

CARR.k M 

6909220154 

50-322 F 

CARR.K M 

B9C927&045 

COMMISS'ON 

CARR,K M 

6910060175 

COMMISS'ON 

CARR.K Kk 

89100602T6 

50 220 P 

CARR.K M 

89100€01B1 

50-338 U 

CARR.K M 

8910060192 

COMMISSION 

CARR.K M 

8910060103 

COMM SS ION 

CARR KM 

8910060109 

COMM SSION 

CARR K M 

8310050205 

COMM. SS ION 

CARR KM 

89100603TT 

COMMSSlON 

CARR KM 

B910100I02 

COMM.SSfON 

CARR K M 

8910160028’ 

59-322 H 

CARR K M 

6910170169* 

CCMMISSON 

CARP K M 

6910180002 

CCMMISSON 

CARR K M 

6910180101 

CCMMISSON 

CARR KM 

6910240105* 

CCMMISS ON 

CARR K M 

&910240IC6' 

CCMMISSON 

CARR.K M 

8910240100’ 

cgmmiss on 

CARR.K M 

6910240110* 

CCMMISS ON 

CARR.K M 

6910240113* 

CCMMISS'ON 

CARR.K M 

6910240114’ 

commission 

CARR.K M 

6910240110’ 

COMMISSION 

CARR.K M 

6910240120’ 

COM.M SSlON 

CARRAEQ J LLO.J 

8910310001 

PRM 

CARRASQU ILO.J 

8910310001 

PRM 

carrehap f 

6910260105 

PPM 

CARRETTAR F 

6910260105 

PRM 

CARflOlL.K 

6910190177 

50 29 R 

CAPROLL.R E 

6910260030 

SO 4C0 s 

CAR SOS. L 

8910180323’ 

50 344 Q 

CARSON.L C 

6909270029 

50 206 P 

CARSON.LC 

8910130022’ 

50 206 0 

CARTER.! M 

8909260008’ 

50 331 Q 

CASTLE S P 

8910030220 

40 6905 

CASTLE. S.P 

8910040009 

40 6903 

CASTLE S.P 

891005022? 

40 6905 

CAS lO.C A 

6910190030* 

50-424 V 

CASTO.C A 

6910200043* 

50 -ADO V 

CATCHPOLE.G J. 

6907060025 

40 0956 

CATCHPOLF.GJ. 

6910030326 

40-6926 

CATCHPOLE.GJ 

8910030397 

40 6013 

CATCHPOLE.G J. 

8910030466 

40-8358 

CATCHPOLE.G J. 

8910080240 

40 8081 

CATCHPOLE.G J 

8910080272 

40 0981 

CATTANEO.L- 

8910230095* 

50 354 P 

CATTANEO.L T 

8910190107 

60-2/2 S 

CAY'A'OOO.L 

6900290271 

71-9070 

CENIOLANZI.P 

6909270173 

60-382 R 

CENFOLAN2I.P 

69 10250036 

60-382 R 

CHAFFEE.AE 

6910160304 

50-275 0 

CHAFFEE.AE. 

8910160305* 

50-275 Q 

chaffee.a e. 

8910180312 

60-344 0 

CHAFFEE.AE. 

8910160314* 

50-344 Q 

CMAFFEE.AE. 

8910240045 

60-361 V 

CHAW3ERLAIN.D 

6910030538* 

' 50-382 0 

CHAMGERIAIN.O 

6910180299* 

60-302 Q 

CHAN.E I 

8910310032' 

rOrA 

CHAN.TL. 

6910040038 

60-52B P 

CV^AN.TL. 

8910040105 

S0-52S J 

Chan, T 1. 

8910260222 

50-528 0 

CHAN.TL. 

8910560225 

50-528 fl 

CHANEY.O.A. 

6910050073 

REGGD 

CHAO.G H 

6910180087* 

* 50-254 P 

charnoff.g 

0910200136 

50-255 M 

CHAnNOFF.G. 

8910200136 

50-25S M 

CHARNOFF.G. 

8910200136 

50-255 M 

CHASE.G- 

8310030249 

40-8452 

CHASe.G 

6910040089 

40-8452 

CHASE, P-J 

B9 102 7023 4 

PPM 

CHASE.PJ 

6910270234 

PRM 

CHATURVEDVL. 

801013019V 

’ Vi?ASTE MGT 

chaorard.m. 

8309260111 

50-256 f 

CHEN .D K. 

8910120119 

* WASTF MGT 

CHENG,!. 

8910240176' 50-260 0 

CHENQ.TM 

8909270207 

’ 50-260 0 

CHENG.T.M 

8910050389 

’ 50-260 0 

CHESNUTT.S.W 

8910020205 

50 267 S 

CHESNurr.s.w 

8910110028 

50 267 S 

CHcWNING.H W 

6910030061 

50 499 S 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

CHEWN.NG.n W 

8916040297 

50 499 

S 

CMEYrfNlNG.n W. 

8910160050 

50 499 

5 

CMEV;NlNG.n W 

0910250181 

50 498 

P 

chewning.rw 

8010260346 

50490 

S 

CMEWNINo RW 

8310270113 

50 499 

S 

C*- LOS.WV 

8910110023 

50 3J3 

S 

Cl- LK.SJ 

891003023B 

ICCFR 


Ch LK.SJ 

6910040020 

50 803 

G 

C*- LK.SJ 

8910050122 

PH 


LK.SJ 

8910050192 

PH 


CrIiLK.SJ 

691C060287 

lOCFR 


CHILK.S J 

8910050288 

lOCFR 


CHILK.S J 

8910130005 

50-271 

G 

CHILK.S J 

8010183091 

50 443 

G 

CHILKSJ 

8910183109 

50 443 

(] 

CHILK.S J 

8910180212 

10CFH 


CHILK.S J 

8910250C67 

50 445 

G 

CHilK.SJ 

8910250C80 

50 443 

G 

Cr-. LK.SJ 

6910260231 

XPCRTLlC 


C^iCKSH' N c 

6910100306 

NUPEG 


C-CULES.N C 

0909280008’ 

60 331 

0 

ChOwohuRV a H 

8909290210 

WASTE MGT 

christians.r 

8910040123 

50 409 

n 

CHH2ANOWSKI.R 

B910170I06 

50 454 

P 

CHRZANOASKl.n 

8910170191 

50 454 

P 

ClCOTTE.G R 

8910100505’ 

50 312 

Q 

ClCCnEGR 

8910120150' 

50 206 

0 

clark.c a 

6910030457’ 

50-528 

0 

clark.l b 

Q910130C07 

50443 

G 

Clark. L 3 

8910183045 

50-443 

G 

clark.r j. 

8910040401 

50 352 

P 

Cl ark.h j 

8910050282 

50-353 

P 

CLARK.R J 

6910050289 

50-352 

P 

CLARK.R J 

6910060261 

50352 

P 

CLARK.R J 

8910110113 

60 352 

J 

CLAV E L 

6910190168' 

50 424 

0 

ClAV.G \V 

89I0C6C307* 

50 413 

1 

CL'NEi.W E 

6901240340 

50-200 

Q 

CL'NF.WE 

890927015? 

50369 

Q 

CLINE. WE 

69092C0044 

50 20? 

0 

CLINE.VVE 

8909290093 

50-160 

0 

CLINE.WE 

0909200100 

70-2/ 


CLINF.W E 

8909290196 

50-335 

(} 

CtiNE.W E. 

8910030270 

70-1201 


CLiNE.w e 

0910030552 

50 238 

0 

CtlSF.WE 

0910360231 

50 324 

0 

CLISE.WE 

6910120160 

50-400 

Q 

CLINc.WE 

8910130011 

5029? 

0 

CLISE.WE 

8910130026 

50-261 

Q 

CLINE.WE- 

8010160145 

50 250 

F 

CL.nE.WE 

8910190153 

50 424 

Q 

CLNE.WE 

8910190162 

50-424 

F 

CL NE.WE 

891023018? 

ORG 


CLINE, W.E 

0910240073 

70-1113 


CLINE.WE 

8910240093 

70-143 


CLINE.WE 

B91 024011 7 

50 238 

P 

CLINE.WE 

8910240119 

50-160 

P 

CLINE.W E 

8910240121 

60 02 

P 

CLINE.WE 

8910240123 

50 297 

P 

CLINE.W.E 

B91025C387 

70-143 


CLINE.WE 

8910250325 

70-1201 


CUNE.W E 

8910260139 

70-1151 


CLINE.WE 

8910260174 

70-824 


COCHRANE. MH 

8910030156’ 

50 286 

P 

COCKFi£lO.OW 

8910040224 

50 344 

P 

cockfielo.dw. 

8910040249 

50-344 

0 

COCKFlELDD.W 

8910040334 

50-344 

Q 

COCKFlElO.DW 

891C050115 

50-344 

P 

cockfield.dw. 

8910100075 

50-344 

R 

COCKFiELO.DW 

6910100061 

50-344 

Q 

COCKFlELDD.W. 

B9101 10016 

50-344 

F 

COCKFIELO.DW, 

8910110081 

50 344 

0 

COCKFIELO.DW 

B91O13O120 

50-344 

K 

COCKFIELO.DW. 

8910160144 

50-344 

F 

COCKFIELO.DW 

8910190200 

50-344 

0 

COCKFIELO.DW 

8910190201 

50-344 

0 

COCKFIELD.DW. 

8910203004 

50344 

Q 

COCKFIELO.DW. 

8910230202 

50-344 

Q 

COhEN.S. 

8909290084’ 

CONTnACT 

colburn.t g. 

8910040088 

50 440 

P 

COlBURNJ.G 

8910040190 

50 440 

J 

CQLE.RE 

8910190039 

50-458 

R 

cole.r f 

8910IBQ381 

50.443 

O 

COIINA.1 R 

8910030067’ 

contract 

COLHFR.B 0. 

6910270248 

PRM 


COLIIER.BO 

6910270248 

PRM 


COLLINGS.S P. 

6910030199 

40-8829 


COLLINGS.SP. 

8910030537 

40-8829 



AUTHOR 

ACCESSION 

suo.Ecr 



NUMBER 

CAIIQOSII 

COLLINGS.S P 

69l0040pni) 



COLllNGS.S.P. 

80101C6DSD 

AH i.j 


COLLINGS.S P 

8910100132 

4'J 1 * 


COL LINGS. W J 

8Q10I70052 

411 R/,M 


COLLINS.O M 

8yoq?vcOB',» 

•a 1 4i 1 

f 

COLLINS.O-M. 

8D09270I 72 

/n rl.M 


collins.dm. 

000U2OOIO5 

7il '4 1 


COLLINS.D M 

0910020061 

/ij 1^1 


COLLINS.DM 

80100302/6 

' : 1 -1 1 1 

ti 

COLLINS.DM 

8910030286 

M -n 1 

li 

COLLINS.D M 

09100400 13 

fd UiH 


collins.dm. 

09100400511 

L8 4 in 

0 

COLLINS.DM 

091O1OOUH1 

n 1/4 


COLLINS.D M 

09l0l00l0:i 

!; ) 410 

ii 

COLLINS.DM 

0010100104' 

f;*! nr- 

ii 

COLLINS.DM 

89101902/4 

50 1/1 

if 

COLLINS.D M 

0910200605 

Ml i 1 1 

o 

COLLINS.DM 

09102603:j4 

/O 1 1 ' 1 


COlUNS.O M 

00 10260? /:i 

Ml 14.1 

(} 

COLLINS.D T 

89101001110 

I’ONlli*' 1 


COLLINS.J L 

0010100307 

N.' 1 U 


collins.s.j 

891011)01 1*3 

! f **■ 1 

1' 

COLLINS,! 

89101200/0’ 

1 J ^ . 1 1 

o 

COLLINS. I n 

00002110106* 

/'> Ml 


COILINS.T n 

69 100302 7U* 

'.'‘111 

41 

COLtOPY.T J. 

QQ101B032I 

/n Ml 


COLLOPY.T J 

8910230152 

Ai 


COLVIN.J V 

001035011111 

Ml 


COLVIN.J F 

891011)01 H) 

Ml Vii W . 

r 

COMLEY.SB 

OOlOimHOl’ 

f-“ M 1 

< 1 

COMLEY.SO- 

OOlOlUOlLii* 

•U AA I 

1 1 

CONLON.T E. 

09I0041)0!j:>* 

r.o '/I 

1 i 

CONI-ON.T e 

8010200013* 

i.n.i 1 

o 

CONNEL.L 0. 

0910160255 

/ 1 . • 1 


CONRAD.II F 

09101 102/0 

fl -1 III 1- 


CONROY.P. 

89101602115* 

A -h 

n 

CONSTAOLE.G.L 

8910020182* 

•.;i -1 1- 

f 

CONTE.RJ. 

81)10050400’ 

Ml 


CONTE.n J. 

601Q10U2’T3* 

'.‘I ‘M 


CONTE.RJ 

89101 UO 103 

Mi: «' 


CONTE.nj 

89102501511* 

I* -1 


CONTE.RJ. 

0910200002 

' :i . i 1 


CONWAY .J T 

09101 loom 

! '1 11. 

'• 

CONWAY.J.T- 

8910240324' 

WA.li 1- 


CONWAY.J T. 

09l0?403:il‘»’ 

WAS'i »’ 


CONWAY, W.F. 

on 10920 i:i:i 

"/fl 

i 

CONWAY.WF. 

09100303:10 

* ii '/rl 

k 

CONWAY.W F 

091003034 1 

' ■) ’./fl 

- , 

CONWAY.WF. 

091003114011 

VJ './n 

• , 

CONWAY.W F. 

001004011)3 

'lO ii 

’ ' 

CONWAY.W F. 

80101 100!>/ 

SO * * 11 


CONWAY.WF 

boioifioonij* 

M) ' . A 

« 

CONWAY.WF 

0010 1001 Of) 

Ml ' . O 

1 

CONWAY.W. F. 

0910100146 

Ml ' ; 0 

i 

CONWAY.W.F 

0010200204 

Ml ».L'\ 

k 

CONWAY.W F. 

00I02DOI lU 

*.C1 '•/ > 

i 

CONWAY.W F. 

0010200004 

Ml 1 

1. 

CONWAY.W F. 

001026020? 

1 

. 

COOK.J. 

OOlOlflOlli/ 

Ml ;i 1 \ 

f 1 

COOPER.J A. 

0910260300 

ri'Ki 


COOPER, J A 

0910250300 

I'liM 


COOPER.R.W. 

001011014/ 

f.o 4ni 

■ ; 

COOPER.RW 

onioi 10102 * 

f.fl lAl 

' J 

COOPER.R.W. 

89101301 1 1 

ro .‘4 1 

’ * 

COOPER.R.W. 

09101 70 V3U 

!■> 


COOPER.R.W. 

0010170240 

53 ;■’/ 

1 j 

COOPER.RW. 

00101/0246 

5-1 ... 1 

'J 

COOPER.T. 

0910200003* 

50 :i' ) 

'J 

COPELAND.n.A 

G9I005DOOS 

TCI Ilf o 


COSS.HD. 

0910040390 

f/O i 1 / 

i 

COSS.H.D. 

0010100050 

50 )»/ 

« 

COSTELLO.F.M 

8910130174* 

/(] M(*1 


COTTER.B.P. 

8910130050 

60 <V) 

1 

COTTEfl.G.P 

3910130001 

60 ?'-*> 

1 

COHLE.W.T. 

09092701/0 

r.o 4 1 0 

fa 

COTTLH.W.T. 

890020010(1 

60 410 

* 

COTTI.H.W.T. 

0910020132 

fiO 4 1 ft 


COTTLE .W.T. 

0010030037 

50 lift 

> 

COTTLE ,W.T. 

B9\004020<i 

5Q 41A 

i' 

COTTLE.W.T. 

6910110112 

50 IIA 


COTTLE.WT. 

0910190057 

fiO 410 

J 

COTTLE.W.T 

0010190121 

50 Am 

• i 

COTTLE.W.T 

0910190183 

fK) AIA 

* 

COTTLE.W.T. 

0910200120 

50 4 1 A 


COWOILL,C 

0910100101 

SO 


COWGILL.C, 

8910250037' 

50 21 9 


COWG1LL.C 

0910260300 

60 2-16 

s 

COWGILL.C. J, 

8910100023* 

50 1 1 1 

i 


champtonIs a 
f-'lAVprON.SA 

ugioGvio^so 

0910D50104 

e3r0050329 

COrjTPACT 
50-259 P 

CONTRACT 

DArkE j 
DARKE. J. 
OAVIS.A 0 

CnAK^t>TON S A 
CPAS F. A 

CPASe.A 
CPAWFORO A C. 
CnAVVFOf^D.A c:. 

yoioj }o?9o 
6910170154 
6010170157 
6009P6Q037 
0910040002 

CONTRACT 
/I -9200 

7 1 -9073 

50 267 Q 

50 207 R 

DAVIS.A.O 
DAViS.A d. 
OiW(5.A0 
OAVIS.A 0 
OAvtS.AB 

cpAV^FcncrAc 
CPAWFOnC] A c. 

CnAV/FORD,A C. 
CPAVVf ORD.A C 
CriAWFCRDA c 

8910100107 

6910100102* 

8010100241 

8910100242* 

89l02000:i7 

50-207 

50 267 

50 267 

GO 287 
GO'2G7 

P 

P 

P 

P 

P 

DAVJS.A B 
OAVIS.A 0 
DAVIS.AM 
DAVfS.L P 
DAVIS.M S 

aiA^VrORD.AC 
CRAVVf OF^D.A C 
CRAVSFOnDAC 
CilEFP.J n 
cnnEL>,j H 

8010200041* 

8910250262 

0910250263* 

0010170150* 

0010250207* 

60-2G7 

50.267 

50-2G7 

50-155 

50 263 

F’ 

P 

P 

O 

0 

UE AGA710.A 

DE AGAZIO.A 

DC AGAZIO.A 

OF AGAZtOA 
OCAGZIO.A 

cneeiG c 
C^Feii.GC 
CPEEL.GG 
cneRL.Go 

CRFf/L.G C 

0009270209 
0909200172 
0010020170 
091OQGU108 
«9 10160027 

50-317 

50-317 

50-317 

50 317 
50-317 

P 

P 

0 

p 

Q 

DGAN.W 
dcan.w 
occKcn.j. 
DECKGR.T r 
DECKC n.TR 

CREFl-.O.C 

CnKFL.G.C 

CMFIIL^GC 

CnG^5CEN;^O.F 

CnF- WS.J L 

60 >0160032 
0010170137 
00JOI9OJ n 
0910100341* 
0OlO?4O:i5t’ 

50-3(7 

50-317 

50 317 
50-353 
50307 

P 

0 

0 

0 

o 

OFCKGR.T R 
DECKERJ R. 
DEDOGNSJC 
DEDDF.NSJ C. 
DEODENS.J.C 

CPIDDF.T E 
cniuDE.T e 

CIllOGE.T F 

cn OPE. r fc‘ 
CaOfiE.T E 

0010020273 

0010030405 

6910160103 

0910230133 

0910P40105 

GO 270 

50 277 
fiO-278 
50-277 
50-277 

s 

s 

s 

s 

s 

DEELSYNDrR.L 
OEERING.L 
OEFAYEnC.n 
DEFAY ETTE.n 
DEFAYEHE.RW 

CniMMlNS.TM 
tnisi.M 1 . 
CFU.CNJAK.Il. 
CRLENJAK.n. 
CIlLL-NJAK.n.V 

0010130009 

0910240274 

001004C042* 

0010J900M* 

091OD3O2GO 

50-272 

50.360 

GO 302 
50-302 
50-302 

s 

0 

0 

0 

OELAWREKCE.J 
DELIA RATTA.A. 
DELLA RATTA.A 
OELLlGAni.MS 
nELMED:CO.J 

CMLENjAK.n V. 
CnOFT.D Y 

cftorr.e Y 
cnori.Q Y 
cnOYCOEnGtff.o 

0010100043* 

6010100002 

09 102503 50 
0910250356 
8910050263 

50-335 

PRM 

F»HM 

PPM 

50-210 

Q 

p 

DELMEUICO.J 
DELMEDiCO.J. 
DEMARCO.O 
DENARDO.O L 
OENARDO.S J 

rno^FOEnGFR.D 

CRONCOEncjuno 

C^^Q5S.n 

CROSS.R. 

CnOWL.D 

0910100215 
0010170205 
D01OIOOOOI 
0910100110 
09101 10273 

602(9 

50-210 

60-344 

50.397 

60-374 

0 

p 

V 

V 

s 

OENARDO.S J 
denion.hr 

OEWEASEJ.G 
DEWFASE.J G 
DEWt’ASE.J G. 

cnowLEY.D.n. 

C<l(INK,S.l 

CRUNK.S.L. 

CRurcMnetD.o 

CnUTCHFlELU.O 

0010030202* 

0910170105 

6910190071 

0000200202 

0910020011 

50.369 

50-312 

50-312 

60-250 

one 

0 

p 

R 

11 

DEWGASE.J.G 
DEXTER.T W. 
OICK.G.F. 
DlCK.G.F- 
D'.CK.G-F 

CnUTCRFIEtD.D 
CnuTCHFlfclD.O 
aiincHriELO.D 
Ct^LDF.RSON.OG. 
CUS,tMINS.J E. 

0910030371 

6910030372* 

6910000240 

0010100004 

0910040171* 

50-327 

BO‘327 

60-259 

70-135 

60.445 

Q 

Q 

P 

0 

DICK.G F. 

D.'CK.G F 
DICK.G-F, 
0JED£RJCH,0J 
DIEDERICH.G-J. 

CUNNINGHAM.E M 
CUN^^'NGHAM.n E 
CUNNfNGrfAM.n E 
CURTIS.F 0. 
Cti'RT(SS.J.n. 

0010160001 

0910190020* 

6910190072* 

6010100039 

89(0160026 

CONTRACT 

PRM 

PRM 

71-336 

50 322 

H 

Oieoer:ch.o j. 
diederich.g J 

OiEDERICH.G.J 
DIGGS.R M. 
OfGNAN.TG 

nuRTiss.j.a 

CUTTEn.A.D 

CUlTEn.AD 

CUTTEn.A.O. 

currEn,A.B. 

0010160030 

8909270027 

6910030)19 

0010060165 

8910170144 

50-203 

60-324 

60-261 

60-400 

60-324 

U 

P 

P 

P 

P 

OIGNAN.T.G. 

DIGNAN.T.G 

o:gnan,t.g 

DIGNAN.T.G 

OIGNAN.TG 

CUTTEB.A 0. 
CUTTEIVA B. 
CUTfER.A 0. 
CUTTEH A 0. 
DAGOTIS.SJ 

8910170276 

8910170305 

6010180135 

8910250146 

8910020030 

50-261 

50 400 
50-324 
60-324 

FOIA 

P 

P 

P 

P 

DIGNAN.T.G 

OIGNAN.TG 

DIGNAN.T.G. 

OiGNAN.r.G 

OIGNAN.TG. 

DAHLGEnOK 

OAMHAN.JR 

DAMRONJ.n. 

OANA.S.n. 

OANCE.HC 

8910260093 

89i09S0S?6 

0910250276 

8910190239* 

0910030062* 

60-220 R 

PRM 

PRM 

WASTE MGT 
50-324 O 

DIGNAN.T.G. 
ODANNP.D. 
OIIANNI.O.C 
DIIANNLDC 
DIIANNI.O C. 

DANCE.HC 

OANCE.H C. 

□ANCE.H C 

8910030472* 

6910030555* 

8910040090 

50-261 

60 400 
50-324 

0 

Q 

S 

DIIANNLDC. 

OIIANNI.O.C 

DfpneroRO.RS. 


r f 

8910300206 

09)03)0019 

6010030640 

FOIA 

FO,'A 

50-295 

O 

DODSOM.M 
DOERFLEIN L 
dofrflgin.l 
dcerplein.l T 

89103101 12 
6910100341* 
6910130180 
6909290221 

70 36 

50-353 0 

50-277 S 

50 2 7 7 Q 

8910170017 
6910170 1 41 
Q91019C090 
6010100237 
6910250065 

SO 315 

50 440 
50-266 
50-296 
50-374 

O 

o 

0 

V 

p 

OOERFLEIN.L 7 
DOEHFLCIN.L T 
DCERFLFjN.L T 
dcerflein L T 
DOERN.J, 

8910020215* 
89(0050274* 
8910200024* 
89)0200060 
B9 102 70025 

50 277 0 

50352 0 

50-322 0 

50353 P 

50 353 S 

89I026C343 

6910260044* 

8910200060 

8910240215 

69)0030435 

50 282 

50 282 
400007 
PRM 

40 3453 

0 

Q 

DOEni(;G J 

DCLE.E 

DCLEChECK.D 0. 
DONAT ELL L 

DO V,\£tLY, AM 

0910050140 

8310160130* 

8910250016 

8910250341 

8910250327 

50-352 F 

COMWlSSlOfJ 
50-254 S 

50 601 A 

PRM 

8903260001 

8910060273 

B91012C01Q 

8910260250 

8910240002 

50255 

50255 

50255 

50-255 

50 255 

P 

P 

0 

J 

p 

DO/iNrLLy.A .M 
OONNELLY.L J 
DO.NOHEW.J N. 
OONCHEW.J N. 
DOQltY.MA 

83(0250327 

8910100024 

8909270179 

8910170252 

8910260166 

PRM 

CRG 

50259 P 

50-327 P 

50 4)0 S 

8910040307* 

6910190096 

0910040198’ 

50 116 
7(-295 
50-344 

V 

0 

doruff.ma 

dof^w.ck.kc 

dragovjn.t. 

8910240223 
89101 10267 
6910100144* 

REGGO 

50 373 S 

50 277 Q 

8910320064* 

6910040020* 

70 (43 

70 1201 


DFfACOlJN 1 
DROMERICK.AW 

69(0250163* 

8909280195 

50 353 0 

50-219 J 

8910C40C61* 

50-416 

Q 

DRQMFR.CKA W 

891003-3229 

50 219 P 

8010190192* 

70-824 


OnCMERlCK.A W 

B9101G0103 

50-2 1 9 P 

8910060296 

50-458 

F 

OROl^ERlCK.A W 

8910160112 

50 219 P 

6010110050 

50-459 

0 

DROSTE.J B 

8910120102 

50315 S 

60(0240050 

50-456 

Q 

OnOJN.MT 

8910060347 

50 416 P 

8910180021 

50-254 

n 

DROUiNMJ 

8910060349 

50-416 P 

6910110295 

WASTE RES 

DRUG A. n J 

8910120011 

50 334 R 

8910170175’ 

50-346 

0 

ObSDSE.O- 

8900280224 

CONTRACT 

8910170168* 

50-305 

o 

OueOSE.B J 

8909270103 

CONTRACT 

8910170312* 

50-463 

o 

OUBOSE,B J 

89092S005B 

CONTRACT 

6910103275 

50 213 

s 

DLBDSe.B.J 

8909290098 

CONTRACT 

0910110143* 

60 £4 

Q 

DU&OSE.BJ. 

8910020042 

CONTRACT 

8910190221* 

70 1100 


DUBOSE.B.J 

89100502(6 

contract 

6010050334* 

WASTE l/GT 

DueosE.a.j. 

8910060247 

CONTRACT 

690929 3122 

tSE 


DbSOSE.QJ 

8910050261 

CONTRACT 

6909290102 

lAE 


OU0OSE.B J 

8910060286 

CONTRACT 

8910150350 

l&E 


DU BOSE.B J 

60)0120)31 

CONTRACT 

8910110050 

CONTRACT 

DUBOSE. BJ 

8910160255 

50-259 P 

8910250203 

pm 


DU0OSE.B J. 

0910330061 

CONTRACT 

8910250361 

PRM 


DUBOV SKY. G.V. 

8910190266 

PRM 

8910250361 

PRM 


duoley.n r. 

8910250253* 

50443 0 

8910170046* 

40-2061 


ougstad.o. 

6910190166 

50-282 R 

B9\0UO2O9 

50382 

P 

DUNCAN.J J. 

8910170211* 

ORG 

6910200112 

50-092 

P 

DUNDEK.K 

8910120182 

50 4 SB S 

3910200116 

5(3-332 

P 

OJNKtLMAN.W 

6909290076 

27-46 

8910200122 

50-362 

P 

DUNK El. MAN, W 

8909290081 

27-48 

6910110102* 

50322 

0 

OUNKELMAN.M 

8909290086 

27-40 

8910050340 

50498 

P 

ounkelman.m 

B9I0100140 

WASTE MGT 

8910110104 

50498 

J 

OUNN.G A 

8910030299 

50-440 S 

6910160001 

60 498 

P 

DUNN.G A 

8910100063* 

50-440 S 

0910160106 

50-498 

P 

OUNN.G A 

8910190084* 

50-440 S 

Bm\7O026 

50-468 

P 

DUN *4.0 A 

8910100(04 

50-44C R 

6910200081 

50 493 

P 

DUNN.G A. 

B9 10240299 

50-440 S 

3910030113 

50-374 

s 

DURR.J. 

8010030)96 

50-423 S 

8D10I 10257 

50-373 

s 

DURR.J P. 

8900280158 

50 317 0 

69101 102 73 

60-374 

s 

DURR.JP. 

8900280174 

50-317 Q 

8910190060 

60-373 

R 

DURR.J P, 

B910100108 

50-334 0 

8910190165 

60-373 

Q 

DURR.J P. 

8910100156 

50-271 Q 

6910060185 

60-206 

H 

durr.jp. 

8910230120* 

50-336 0 

8010130017 

50 443 

G 

DURRJ P. 

8010260005 

5CI-272 0 

3010130017 

50443 

G 

OVV/VeDY.K.K. 

8010060074* 

50.338 P 

8910180020 

50443 

G 

OYKSTPA.S 

891024D255 

PR 

8910180029 

50443 

G 

D2IAOOS2.D 

8910250943* 

50330 P 

8910(80036 

50 443 

G 

DZIADOSZ.D 

8010260311* 

50-280 P 

6010180038 

50 443 

G 

eakin.w j. 

8910160072 

50-213 F 

8910250054 

50-443 

G 

EASLICKJ.A. 

8910050408* 

50-352 V 

6910250054 

50 443 

G 

EaNETER.S 0 

6909270148 

50-261 Q 

6910310174 

50 443 

G 

EBNETEn.S.O. 

8909280115 

50-335 0 

8010310174 

50-443 

G 

E9NETER.S 0 

8909260122 

50-302 Q 

8910310203 

50443 

G 

EBNETER.8 0. 

8909280123’ 

50-302 Q 

6910310203 

60 443 

G 

EBNETER.S.D. 

6910020051 

50-260 0 

8910250044 

50-202 

J 

EBNETER.S.O. 

0910030073 

60-346 P 

8910020013 

50 282 

P 

EBNETER.S.D. 

8910030093 

50-413 Q 

8910020016* 

50-282 

P 

EBNETER.S.D. 

8910030204 

50-335 0 

8910050410 

60.202 

P 

EDNETER.SO 

89 10030208* 

50335 Q 

8910050418* 

60-232 

P 

EBNETGR.SO 

89(0030266 

50 4(3 O 

8910230235 

50262 

O 

EBN6IER.SD 

8910030277 

50-302 O 

80(0030072 

Pf? 


EBNETEfl.S 0 

89)0030471 

50-28 ( O 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORV 

EBtJETEB.SO 
EB^ETEn.5n 
EENEIER.SO 
ebnetcr S 0 
EOhETER.SO 

89T003356A 

89^00^0022 

6910040027* 

8910040037 

8910I00C55 

50 332 Q 

50 261 0 

50 261 O 

50 302 Q 

50 260 0 

EBNETER SO 
EENETERSD 
EBNETEn.SD 
EBNETER^S D 
EBNETER.SO 

6910^00060* 
69101 t02t7 
6910170229 
8910170232 
6910170234 

50260 0 

50-280 0 

50-095 P 

50 348 P 

50 269 P 

E0NETER.SD 

£3NETEaSD 

EBSteiER.SO 

EBNEIERSO 

E9NETER.SD 

6910180361 

6910200001 

6910200002* 

8910200027 

8910200095 

50360 Q 

50369 0 

50369 Q 

50369 Q 

ISE 

EesJETER.SD 

EBNEIEn.SD. 

EBNEIER.SD 

EBNETEn.SD 

E0NE7F.R.SD 

8910200100 

6910200106 

8610230004 

6010230156 

8910250165 

50250 0 

50 281 P 

50-280 0 

STATE PROG 
50 261 0 

EBNETER.SO 

EBNETER.SO 

EBNETER.SO 

EBNETER.SO 

ECKERT.E.C 

8910250277 

B910260136 

69102&0171 

6910260187 

8910230105* 

50 302 O 

50-34 B 0 

50250 F 

50424 P 

50374 S 

ECONOMOS N 
ECDYJD 

ECOy.JO 

EOGE.WE. 

EOGEWCRTH.P. 

0910200021* 

8910230015 

8010240051 

8909270170 

8910020186* 

50-324 0 

50 155 F 

50-155 0 

60 416 R 

CONTRACT 

EDGEWCRTH.PJ 

EOGEWCRIM.P.J 

EOGtVrfORlH.P.J 

EOGEWORIH.P.J 

EOQEWOHIM.P.J. 

6909270105* 

8903280053* 

BOO >2991 94* 

8909290219* 

8609290229* 

CONTRACT 

CONTRACT 

contract 

contract 

contract 

EOGEWORTH.P-J 
FOGEWOmH.P.J 
EOGEWORTH.P J 
EOGEWORTH.P J. 
FOQEWOnTH.P.J 

8909290241* 

8910020022* 

8910020130* 

6910020135* 

6910020169* 

contract 

contract 

contract 

CONTRACT 

CONTRACT 

EDGEWOHTH.P.J. 
60GEWORTH.PJ 
EDGEWORTH. PJ. 
EDGE WORTH. PJ 
EDGEWORTHP.J 

6310020227* 

8910020246* 

8910030023* 

8910030033* 

8910030227* 

contract 

CONTRACT 

contract 

CONTRACT 

contract 

EDGEWORTK.P J 
EOGEWORTH.P J 
EDGEWORTH.PJ 
EOGEWORTH.P J 
EDGEWORlH,P J 

8910030318* 

891003035B* 

8910030479* 

8910040010* 

8910040084* 

CONTRACT 

contract 

CONTRACT 

CONTRACT 

CONTRACT 

EDGEWORTH.PJ 
EDGEWORTH.PJ. 
EDGE WORTH.?. J. 
EDGEWORTH.PJ 
EDGEWORTH.PJ 

6910040097* 

8910040114* 

8910040129* 

8910040254* 

89100501C6* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
50-259 P 

EDGEWORTH.PJ 

EDGEWORTH.PJ. 

EDGEWORTH.PJ 

EDGEWORTH.PJ 

EDGEWORTH.PJ. 

8910050114* 

8910050177* 

8910050194* 

8910050209* 

6910050233* 

CONTRACT 

contract 

CONTRACT 

contract 

CONTRACT 

ECXjEWORTH.PJ 
EOGEWORTH.PJ 
EDGE WORTH, P J 
EDGEWORTH.PJ 
EOGEWOHTHPJ 

6910050230* 

6910050280* 

8910050332* 

8910110174* 

8910110193* 

contract 

CONTRACT 

contract 

contract 

CONTRACT 

EDGEWORTH.PJ 
EOGEWORTH.P J 
EOGEWORTH.PJ 
EOGEWORTH.PJ 
EOGEWORTH.PJ 

0910130043* 
891016G1 10* 
8910170152* 
8910200038* 
6910230087* 

CONTRACT 

CONTRACT 

CONTRACT 

CC^NIRACT 

CONTRACT 

EDiSON.G.E. 
FCISON.G.E 
EOWAROS.Ol-. 
EOWAHOS.DL. 
EDWARD S.D L. 

6910050214 

6910130037 

6910030435 

8910050092 

8910060209 

60250 P 

60250 P 

400463 
40<J453 
403463 

EEHIGENBURG.E 

EENIGFNBURG.E 

EENIGENBURG.E. 

eckigenburg.e 

EHERT.R, 

8010030187 

8910180330 

891020000B 

6910300037 

8910250035 

60237 S 

6010 R 

60-237 S 

60 23? S 

60-289 F 

EINFALT.T. 
ELLEMANTS. 
ELLERSHAW.L E. 
ELLIOT.8 J. 

ELLlOT,B J. 

0910250232* 

8910260276 

8910030532* 

8910250178* 

6910250178* 

NUREG 

50-297 P 

60 462 0 

60 250 G 

50 250 Q 

ELLIS.C M. 

ELLIS.DW 

ELIIS.OW. 

6910190017 

8910060191 

8910190143 

XPORTLIC 

60 293 S 

50-293 S 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORV 

eujs.j 

e9l(JG401l6 

50 445 

A 

elms.al 

8910170224 

50-423 

R 

FLBCDS A 

6910160043* 

50 335 

0 

ELTCN.WJ 

6910250316 

FRM 


ELWARD.T W 

8910160230 

50-155 

R 

ENDRISS.CR- 

6910050414 

50 352 

S 

ENORlSS.C R 

6910193032 

50 352 

S 

ENORiSS.C B 

0910240270 

50 353 

s 

endr-ss.c r 

8910270025 

50 353 

s 

ENGEL. AW 

6910020277 

tcphep 


ENGEL.J.D. 

8910130079 

71-212 


engelmarot.r E 

6900290283* 

WASTE MGT 

ENGLAND L A. 

6910120216 

50458 

s 

GNGLAND.L A 

6910240256 

50 458 

s 

ENGLE.l. 

6910040430 

50 330 

0 

ENGLE.L 8 

8910040318 

50338 

p 

erickson.u j 

6910020302 

PB 


erickson.p. 

8910110184 

50 171 

J 

ERICKSON.P-D 

8010160055 

50 171 

p 

ERiCKSON.P.B 

8910160066* 

50 171 

p 

erickson.p.b. 

8D1D160101 

50-267 

p 

ERNSTES.M E 

0310200043* 

60 400 

V 

ESELGflOTH.P. 

83101 10141' 

50 244 

V 

ESFLGROIH.PW 

69092701 10 

50 29 

V 

ESEIGROTH.P.W. 

631C030248 

50 289 

V 

ESEIGHOTH.P.W. 

6910050279 

50 166 

V 

ESELGROTH.PW 

6910200174 

50 423 

0 

ESELGROTH.PW. 

8910250253* 

50 443 

0 

EVERS.K.H 

6910030292 

50-305 

n 

EVERS.K H 

6910030533 

50 305 

p 

EVERS.KH 

8910100245 

50 305 

f 

EVERS.K.H 

8010170196 

50-305 

B 

EW.WG.EC 

8909200038 

50 313 

s 

EWiNG.EC 

8909290180 

50 360 

S 

EWiNG.E C 

8910320131 

50-313 

S 

EWiNG.E C 

6910033154 

50 313 

S 

EWING.E C. 

6910030207 

50 313 

0 

EWING.E C 

8910100348 

50-308 

s 

EWING.EC 

8910160018 

50 313 

H 

EWING.EC 

8910160108 

50313 

0 

EWING.E C 

0910160254 

50-368 

r 

EWING.E C 

6910160264 

50-313 

s 

BWiNG.e.C 

8910190259 

50313 

s 

FAiR.Jfl. 

8910050396* 

50260 

0 

FAiRTitEA* B 

891002C036 

50271 

p 

FAIR Til E.MO 

8910350050 

50 271 

J 

FAIRTILE.MO 

8910160305 

50-271 

p 

fairhlf.md 

6910170041 

50-271 

p 

FARNELANT.M 

8910260094 

PRM 


FARVER.WS 

89101 2C007 

NUREG 


FARWER.W.S 

8910120103 

NUREG 


FAULKNER.M n 

8910120161 

50 483 

f 

FAV7.fi E 

8918170272 

5D-1D8 

R 

FAWCEHO 

B9 10050223 

50354 

F 

FAWCETT.D. 

8910160047 

50-272 

F 

FAWCCn.H 0 

8910300194 

PRM 


FAWCET7.H D 

8910300194 

PRM 


FAY.C.W. 

8910030141 

£0 266 

p 

FAY.C W 

8910030529 

50-266 

s 

FAV.C.W 

8910040173 

50 266 

Q 

FAY.C W 

6910040186 

50-266 

p 

FAY.CW 

8910050206 

PR 


FAY.C W. 

8910110205 

50 266 

0 

FAY.CW 

8910120082 

50-266 

p 

FAY.CW. 

8910120204 

50-266 

F 

FAY.C W. 

8910160196 

50-266 

F 

FAY.C.W 

8910170296 

50 266 

Q 

FAY.CW. 

8910180006 

50-266 

R 

FAY.C.VL 

8910190099 

50265 

F 

FAY.CW. 

8910230218 

50-266 

P 

FEfGENBAUM.T.C. 

6909270083 

50 443 

n 

FEIGENBAUMJC 

8910020005 

50-443 

s 

FElGENBAUM.T.C, 

B9 10020 106 

50 443 

p 

FEIGEN8AUM.TC. 

8910020221 

50 443 

F 

FEIGEN0AUM.T C 

8910170274 

50 443 

s 

FEIGEN0AUM.T.C. 

8910250101 

50-443 

p 

FEIGEN0AUM.T C. 

6910250104 

50-443 

J 

FEIGENBAUMJ.C 

6910260269 

50443 


FElNROTH.H 

6910160084* 

CONTRACT 

feltz.oe 

6910170316 

50-128 

P 

FEROlNAND.B 

8910330230 

40-6905 


FERDINAND B 

8910030241 

40 8905 


FERDINAND B. 

8910030377 

40 8905 


FFHDINAN08 

8910040110 

40 8768 


feroinano'b 

9910100136 

40 8905 


FERD-NANDB. 

6910230136 

40-8905 


FERGUSON JC. 

8910030461 

40 4492 


FERGUSON.JC 

8910030643 

40-4492 
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FERGUSON.JC 

8910040203 

40 *402 


FERGUSON.JC. 

8010060031 

40m'>2 


fernandez.w 

0910020103 

50 d t i 

c 

FERNANCE7,Vi/ 

69101 10023 

50 5;>:i 

5 

FERNANDEZ.W, 

0910100197 

fiO 333 

c- 

fernande^.w. 

09102.50269 

60 333 

c 

FERNANCE7.V,/ 

6010250321 

60333 

c 

FERNANDEZ.W, 

8910250330 

60-333 

c 

FERRELL.CM 

891027024 7 

NUHr.ll 


FEfiRlS.AJ 

0910300191 

14 IM 


FERRIS.A J 

8910J0D1G1 

PHM 


fey.f.l 

8910180105 

SO 702 

r 

FJEDLER.PD 

0010160313 

50 710 

V 

FICLDS.J. 

090D20003 1 

CONIIIAC * 


FIELDS. J. 

0939280101 

CLJ'HHAi.r 


FJELDS.J 

0009290007 

CnrilMAi T 


FIELDS, J 

QQQ9200Q92 



FIELDS.J 

8910920047 

cxiMriAi.i 


FIELDS, J S 

8910040055 

50 3(1/ 

H 

FIELDS.J S 

8010260105 

53 307 

H 

F1F.LDS.W 

0910130033 

50 445 

A 

FIELDS.M 

8910240090 

50 445 

A 

FIES.C L. 

8910120102 

50 337 

S 

FIES.C L. 

89I016010U* 

50 3J7 

S 

FISCHLR.DC 

0909290002 

ME; VI 

FISCHER.DC 

0010U20000 

IT'IG 


FJSCHER.DC 

8910040373 

OH(i 


FfSCHER.D.C 

0910250970 

Hi VlI.WnK P 

FISH.H C 

8010250269 

60 i 1 1 


FISH.HC 

0910260321 

LO 1 1 1 

s 

FISH.H.C 

0010250338 

f.0 3H 

s 

FiSM.n.F 

0910040043* 

6031? 

') 

FISHRF 

6910250000 

(.0 ;• ViV 

1 

FlSfCARO.J J 

09092U0247 

1,0 ■ri! 

1) 

FISICARO.J J 

8910030074 

50 Tin 

p 

FISICARO.J J 

001003007/ 

to nai 

1* 

FlSlCAfiO.JJ. 

8910030479 


1* 

FISICARO.J J 

09100:10481 

M) u:i 

1* 

FISICARO.J.J 

8910040000 

50 113 

1* 

FlSlCAnO.J.J 

0910100031 

50 C'Qll 

I* 

FISICARO.J J. 

0010170112 

f,u Tin 

■ > 

FISICARO.J J 

8010250239 

f.tl 113 

I' 

FlSrCARO.JJ. 

H0102G03C5 

60 313 

i} 

FisiCAno,j.j 

8010280101 

50 .113 

J 

FISICARO.J J 

69102G0190 

60 H I 

■ 1 

FISICARO.J J 

091026021 1 

LI) T'-JI 

■ i 

FISK.R.H. 

8019260307 

XI'C'UI 1^1 


fitzpathick.e. 

0900200045 

63 2IU 

y' 

FIT2PATR1CK.E 

Goiooiooeo 

r/J 710 

‘i 

FITZPATHICK.E 

0910120D84 

50 710 


riTZPATRlCK.E 

89101701 10 

50 210 

1“ 

FITZPATHICK.E. 

0010100170 

50 210 


FITZPATRICK.E. 

8910190202 

50 210 


FITZPATRICK, E 

001023Q040 

5l>2Ml 

O 

FITZPATRICK.E 

0910230108 

G321U 

o 

FITZPATRICK.E 

8010230171 

fiO ?ilJ 


FITZPATRICK.E. 

80 10260183 

50 21U 

M 

FITZPATRICK.R. 

0010170000* 

50 275 

1 

FiTZPATflICK.R. 

0010100128* 

50 275 

1 

FlEENOn.C M. 

6010110160 

t:L)NniA: 1 

1 

FLEMING.RF. 

891010014/ 

L0 2 

1 

FLOREK.D. 

0910100200* 

to 3M 

* 

FLORESTANO.r.E. 

0010310205 

I'OiA 


FLORIE.C M. 

0010040244 

5(1 2 M 


FIORIE.CW 

8010190104 

5(1 250 


FLOWERS.F D 

0010030400* 

xi'oinii-: 


FLOWERS.F D 

0910030430* 

xpoHin-; 


FLOWERS.F.O 

0910170025* 

xpijinn-; 


FLOWEHS.F.D. 

8910170030* 



FLOWEHS.F.D 

0910170031* 

ii. 


FLOWERS.F.O 

6010260105* 

70 1113 


flynn.m j. 

0910000100* 

conmiam 

r 

FIYNN.M.J, 

0910100103* 

CONTRA'. 

r 

FLYNN, M.J. 

0910100332* 

<;ONTRav 

r 

FLYNN.M.J. 

0910160208* 

contra: 

1 

FLYNN.WJ. 

B910170070* 


1 

FLYNN.M J 

8910230173* 

CONIHAI 

T 

FOGARTY.E 

0010050140 

50 052 

1 

FOQAnTY.F..D. 

0910020301 

PMM 


fogarty.e.p. 

0910030061 

50 052 

t 

FORNEY.W.l. 

0909290057* 

60 315 

o 

FORTUNA.S 

80101802&2 

WAStr M 


FOSSEY.F.G 

891023014? 

4 0 8084 


FOSTER.J. 

8910100174* 

50 440 

t) 

FOWLEH.TK. 

09 10060329 

50 224 

r 

FOX.E.F. 

0910180073* 

50 44.1 


FRALEY.R F. 

890714014 7* 

50 247 

t'i 

FRANCE.GM 

6910240016* 

?0 36 



i-r-tt VAN.W O, 

09J004C064 

40 0766 


FFEEMAN.P A 

8010040354 

50 423 

s 

FFrCMAN.n H 

8010250175* 

50 320 

P 

0 1 

8010370230 

PRM 


FR EDMANO 1 

8910270230 

mtA 


FR SCM.n R. 

8010030068 

50 255 

0 

FROST M 

8010080275* 

50 445 

H 

FUQA^f^^l.E □ 

8010080144* 

CONTRACT 

FUJ TANU Y. 

0910060300’ 

50-341 

P 

FIILIEH.C.H, 

OD10D20205 

50-207 

s 

FULLEH.C II. 

80 10100272 

50-267 

r 

rj^i.cri.cii. 

89101 1C028 

50-26/ 

s 

F Lit. LEM. a E. 

8910100278 

SO -30 7 

s 

runiA J. 

8910100350' 

50-213 

0 

ruiiA J 

8910250063* 

50-200 

Q 

rijMO.P.s. 

8010100227 

50-317 

s 

rLPio.as. 

U0101GU071 

50-317 

s 

FYnTCM.S 

8010240280* 

TOPRLP 


F rr TCM.s 

89102402«1>’ 

TOPREl> 


OAOniE.K. 

0010100202 

50-255 

F 

gagliaroo.j f. 

001003055-r 

50-490 

0 

gaoliardo.je 

Ut) 100401 Vi* 

50-445 

0 

CiAllO.n.M. 

8010050403 

50-352 

V 

fiAUO.n M 

88)0100292 

50.354 

V 

GAllO.RM 

8010110329 

50-289 

0 

GAllO.R.M 

8010110130 

50 244 

V 

OAUO.n.M 

801020010.3* 

50 277 

Q 

GALLO.n.M 

8010250162 

50 354 

V 

GrtM(?I.E.n. 

891030018/ 

PRM 


OAMDLE.D. 

O91CJOOI07 

[>ilM 


GAMDi.n.o a 

8010030188 

/I 210 


GARCIA.C. 

000020(1031 

50-133 

S 

GARCIA II F 

0010240100' 

WASTE MGT 

RAR(/'A.J 

n9lC0(»0207 

WAS IE MGT 

UAnC'A.(>..l. 

8010020290 

40-2259 


0ARGIA.(> J 

0910030002 

40 0902 


GARCIA F» J. 

0010040432 

40 8907 


GAIK'^IA F».J. 

O91U050070 

40 800? 


0AiU:iA,P J. 

9010240102* 

40- ODD? 


OARCIA P J. 

00102RU030' 

40 0022 


OAROE 0 P. 

9900200 rfj.l 

50-446 

H 

GARDE.O P. 

9000200153 

50-445 

M 

GAMni.U P. 

00100301 10 

pn 


RAiinr.n (». 

09 100304 10 

50-445 

Q 

GARDE. 0 P. 

0910030410 

50-445 

G 


0010103338 

TOPREP 


GAfinP.R.P. 

0010100338 

TOPREI’ 


GAMDGS.GH 

0010100100 

PROJ 


GARONER.n N 

001011010/* 

50-401 

0 

GARDNER.n N 

0910170142' 

i>0-200 

O 

GARNEn.L W. 

Q0100:i0472' 

50-261 

Q 

GAfiniSON.O.L 

0010030554* 

50-400 

Q 

GALMEn.Q.n 

0910100008 

y\\?2 


GAUTMAMAN.KG 

0910240241 

MEGGD 


GAVULA.J A. 

<1910170240* 

GO 262 

O 

QEARS.Q E 

0010100000 

50-260 

P 

GEARB.GE 

0010100130* 

50 2«0 

P 

OEDOES.P 

C9 10300050 

60-205 

S 

arjuENSON.s 

0010020081* 

FGIA 


GEJDENSON.S 

0010020109* 

FOIA 


GtOnQl-.A 

8910050200* 

60'333 

0 

GfOnGIEV.G 

0910080024* 

60-390 

0 

GERUNQ.M J 

8000260097* 

60 255 

p 

G^m7„C P 

8910920261* 

WASTE WOT 

GERT^.C P 

89101 10061 

WASTE MOT 

GEmz.cp 

0010200207 

WASTE MGT 

oenrz.cp. 

8010200216 

WASTE MGT 

OIAWDUSSO.A. 

8910050188* 

60-333 

Q 

aini30NS.D.n. 

0010020116* 

70-304 


GIBSON.A.F 

8910030200 

50-369 

0 

GIOSON.AF 

8910040135 

30-250 

Q 

G'QSON.A.F. 

0010200020’ 

50-360 

0 

GDSON.J 

8D10I70011 

50-330 

H 

GlEniCH.T. 

0010030550 

BO 454 

S 

Q'QLlOTTl.n J 

0010100200* 

70 371 


O'iJtlOTTI.M J 

89)9180)16 

70-371 


G:GLlOTTI,n J 

0910100310 

70-371 


GIQLIOTTI.R J 

8610230109 

70-371 


GiTien.j 

0010160317 

60-316 

Q 

G-ITTERJ 

8D10170139 

60 315 

0 

GliTTFR.J G 

0909270204 

50-315 

f 


GLOVER. R M 

8918330030 

I'UIA 

50 413 

s 

GLOVER.H M 

0910120172 

50-413 

s 

GLOVER.R M 

8910)70)24 

50 413 

s 

GLOVER.n M. 

8910170127 

50-4)3 

s 

GLOVER. RM 

89 10 <70132 

50-4 f 4 

s 

GODKNECHT.M. 

0910230171 

50-219 

s 

GOOY.A T 

0910040102 

50-305 


GOOY.A.T. 

09(0250224 

50-305 

o 

GOERING.T, 

8910050375* 

WASTE 

MGT 

goeriwg.t 

8910050379' 

WASTE MGT 

GOERING.T. 

0910050301 ’ 

WASTE MGT 

GOERING.T 

8910110052* 

WASTE MGT 

GOLOOERG.OP 

8910250320 

PRM 


GOLDOERG.JM 

8009283044 

6D-350 

p 

GOLDBERG.JH 

OQ092B0127 

50-250 

n 

GOLDBERG. J H 

0909260140 

50-250 

H 

GOLDSERG.J H 

89 10030257 

$0-250 

F 

GOID9ERG.J.H. 

6910030528* 

50-250 

0 

GOLDBERG JH 

09)0060228 

50-250 

P 

GOLDBERG.JH 

8910060337 

50 250 

P 

GOLDBERG.JH 

8910100071 

50-335 

p 

GOLDOERG.JH 

89(0(00(52 

50-250 

P 

GOIDBERG.J.H 

601010010S 

50-335 

P 

GOiOQEnaj H 

891012005-1 

50 335 

P 

GOLOBnnG.JH 

8010130053 

50251 

s 

GCl.DBERG.JH 

8910170055 

50250 

n 

GOL08ERG.J H 

0910170155 

50-250 

s 

GOl.DBERQ.J H 

0910160132 

50-250 

F 

GOLOEN.J C 

8010190114 

50-10 

F 

GONZALES.n.O 

8910020300 

WASTE MGT 

GONZALES, RO 

891 02f: 0338 * 

40-6904 


GOOD.G M 

8910040043* 

50 312 

0 

GOOD.G M. 

6910100345* 

50 312 

0 

GOODEN, A. 

0910190195* 

50-4 10 

Q 

GOODWIN, W.L 

09 10160099 

70-1151 


QOnALSKl.G. 

8910(60222 

50 255 

n 

GORDO.N.C Z 

6910130174* 

70 1100 


GORDON.C 2 

6910100100* 

50-31/ 

0 

GOTTSCHALK.A 

6910300200 

PHM 


QOnSCMAlK.A 

0910300200 

PRM 


grace.s n 

6909270021* 

40 6057 


GRACE.S.R 

6509290171 

40 0904 


GRACE.S n 

0910020276 

40-6904 


grace, s.n 

0910030007’ 

40-0904 


grace.s r 

0910030046 

40 6763 


GRACE.S.R. 

0910030106* 

40-8594 


GRACE.S.R. 

&91C05024 5’ 

40-8904 


GRACE.S.R 

89)0060312 

40-8760 


GRACE.S R 

0910160204* 

40-0601 


GRACE.S R. 

0910)80003 

40 8760 


GRAMM.n 

8910100216’ 

50-341 

Q 

GRANT.WB. 

0910110214* 

50-263 

O 

GRASMAW.TD 

09)0230100 

71-330 


GRAVES.D.N 

0910110259* 

50 382 

V 

GRAVGS.n. 

0910060336 

40 8027 


GREDEL.T L 

0910020269 

60 323 

s 

GREBEL.T.L. 

6910030097 

60 323 

s 

GREOEL.T.L 

0910100176“ 

50-275 

s 

GREBELJ L 

09101C0177* 

50-275 

s 

GREBEL.T.L 

6910100170* 

50275 

s 

GnEOELJ.L. 

09 10 100 179* 

50-275 

s 

GREOEL.T.I.. 

8910160)27 

50-323 

s 

GREEN.W.K 

8010230105* 

50-374 

s 

GREENMAN.FG. 

m9270tQ2 

50-341 

p 

GREENMAN.E Q 

6909290055 

50-316 

0 

GREENMAN.E G 

8910020006 

56-456 

0 

GREENMAN.E.G 

6010020056* 

50 456 

0 

GREENMAN.E.Q 

6910020232 

50-255 

Q 

GREENMAN.EQ. 

6910D30546 

50-3)6 

p 

GREENMAN.E.G. 

0910040005 

50-315 

p 

GREENMAN.E.Q 

0910040340 

50-255 

o 

GREENMAN.E.G 

0010040343 

50-331 

p 

GREENMAN.EQ. 

6910130127 

50-295 

p 

GREENMAN.E.G 

8910170039 

50-341 

p 

GREENMAN.EQ 

8910170043 

50-263 

Q 

GREENMAN.E G. 

D9I01 70206 

50-2BD 

S 

GREENMAN.E.Q. 

69)0170264 

60-440 

P 

GREENMAN.E.G. 

8910240164 

60-346 

O 

GREENMAN.E G. 

8910250180 

50-440 

O 

GREENMAN.E.G. 

691026024 7 

50-454 

o 

GREER, L 0. 

6910130020 

50 443 

G 


GREQanx n 
GPEQEn.L n 
GREGtn.L fj 
GREGER.L R 

GREGERX R 
GREGER L R 
GREGER.L R 
GREGER.l R. 
GREGER.L R 

GREGERX B 
GREGER.l R 
GREGER LR 
GREGER LR 
GREGER.L H. 

GREGER.L R 
GREGER.L H 
GREGG,n.J 
GREGOR V.E 
GRESICK J 

GRfFFfN R L 
GRIEFIN R L 
GRiFfjN.H I 
GRIFF N.R L 
GRFF.N.R L 

griffin, R I 

GRIFFIN.R L 
GRIM.B P 

gbimes.c I. 

GR'MES.C I 

Gn.MES.C 1 
GRIMES.C I 
GR^MES.C L 
GRIMES.C I 
GRIMSLEY.D H 

GBiN^SLEY.O H. 
GRIMSLEY.DM 
GflfMStEY.D H 
GRIMSIEY.DH- 
GR WSLEY DH 

GRIMSLEY.DH 
GRIMSLEYDH 
GRIMSLEY.DH 
GR MS LEY, OH 
GRtMSLEY.OH 

GRIMSLEY.DH 
GHIMSIEY.DH. 
GRIMSLEY.O H 
GRIMSLEY.D H 
GRIMSLEY.DH. 

GR‘MSLEY.0 H 
Gn.MSLEY.O H 
GRIMSLEY.D.H. 
GRIMSLEY.D.H. 
GRfMSLEY.O.H 

GRiSASLEY.D.H. 
GRIMSLEY.D.H. 
GRlMSLfcY.D.H. 
GRIMSLEY.O H, 
GRMSLEY.DH. 

GRIMSLEY.O H. 
GRIMS1.EY.0 H. 
GROS5.L.B 
GUSERSKJ.J. 
GU8ERSKI.J. 

GU8ERSKI.J.D 

GUBERSKI.J.O. 

GUGER5KI.J.D. 

GUFNrHEP.E. 

GUIKN.P.R. 

CaNN.PB. 
GUNTRUM.BC 
HAGAN.J.J 
HAGAN.J J 
HAGAN.J J. 

HAGAN.TF 

hagemanjp. 

hageman.jp. 

HAGEY.H. 

HAGEV.H 

HAGEV.H. 

haoins.ee 

HAIRSTDN.W-G 


6^1 00202-1 7 
6910040067 
6910040076 
69 1 004024 1 

6910040292 

8310040303 

6910t00l14 

8910100172 

89l0n02l4’ 

89I0I600C6 

6910160198 

6910170140 

69lOrei3C46 

8910180C61' 

8910240244 
891025029 7* 
B910050105 
691018015? 
6910250095 

8910180U6 

8910180146 

89l0ia0l5l' 

8910180151' 

B910250191 

8910250191 

3910250191 

89I0230I05' 

8910030359 

8910060124 

8910110200 
8910160168* 
89l0 160171* 
8910160169* 
8900200133 

8910020024 

8910020034 

8910020043 

B91002G054 

8910020074 

8910030338 
B0 10 060008 
691010029? 
8910100320 
6910110035 

6010160068 

6910160067 

8910190146 

6910190156 

6910200025 

8910200Q5B 

89(0200070 

69I020C076 

8910200099 

8910240293 

8910240302 

8910240318 

8010300045 

8010300228 

0910300244 

8910310037 
8910310288 
8910240280* 
B9 10230061 
8810240166 

8910160188 

8910230208 

8910240282 

6910250253' 

8002130604* 

6910110043* 

6910050037 

8910050397 

8910240159 

89102G013D 

8910110169' 

8909290222 

8909200279 

8010060187 

8910100329 

8910230167 

8910180063 

tl90929D130 


50 483 Q 

50 255 F 

50-341 F 

50305 Q 

50 454 F 

50-341 Q 

50 254 O 

50 440 Q 

59 263 O 

50 456 O 

£0-282 F 

50-155 O 

50-186 Q 

50-237 O 

50-295 0 

50-263 0 

70-371 

ORG 

\&E 

50-445 G 

50-445 G 

50-445 G 

50-445 G 

50-445 G 

50-445 G 

50-445 G 

50-374 S 

50-445 O 

50-445 A 

50-445 A 

50 445 A 

50 445 A 

50 445 A 

FOIA 

fOlA 

FO)A 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

406724 

FCIA 

FOIA 

FOIA 
FCiA 
FOIA 
FOIA 
70- 1 1 13 

FOJA 

50-443 Q 

50-220 S 

50-277 O 

FOIA 

FOIA 

roiA 

50-443 P 

FOIA 

FOIA 

FOIA 
FOIA 
TOPHEP 
6D-344 S 

60-334 5 

50 344 S 

50-344 S 

50344 S 

50.443 O 

FOIA 

FOIA 

50 458 S 

50 354 S 

50-354 R 

50-354 R 

CO.NTRACT 
WASTE MGT 
WASTE MGT 
CONTRACT 
CONTRACT 

CONTRACT 
50-443 G 

50348 O 
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NUMBER 

CATEGORY 

HAlRSrOn.iVG 

890356013? 

50-348 

0 

HA^RSTOtl.'WG- 

&900283ie6 

50-366 

P 

HAlRSrCN.wG 

89tC02Cl3e 

50 424 

V 

HA RSTO.N.WG 

&9 10030091 

50-424 

P 

HAIRS TON .W-G 

8910030096 

50 424 

F 

HAIRSTON, WG 

0910030115 

50 424 

P 

HAIRSTON, WG 

0910030161 

50 356 

S 

hairston.vvg 

0910030261 

50 348 

P 

HAIRSTQN.WG 

0910030270 

50 424 

P 

HAIRSTON.VVG 

0910030280 

50 321 

s 

HAIRSTON.VVG 

0910030360 

50 424 

s 

HAinSTON.WG 

0910040077 

50 425 

p 

MAIRSTON.W'G 

0910040083 

50 424 

p 

HAIRSTON.W-G 

0910040273 

50 348 

p 

HAIRSTON ,WG 

B9 10040396 

50 366 

s 

HAIRS TON. W-G- 

8910060016 

50 425 

s 

HA'RSTON W.G 

8910060257 

50-348 

0 

hairstcn.wg 

0910100230 

50 425 

s 

HA IRS TON .W.G 

BQ101 10236 

50 346 

Q 

HAinSTON.WG 

6910110250 

50-424 

0 

HA'RSTONWG- 

8910110261 

50-321 

P 

hairstcn.wg 

8910120061 

50-424 

F 

hairston.w.g 

B910120117 

50.340 

P 

HAinSTON.W G 

B9 10130135 

50-304 

0 

HAlRSTON.W G 

B910160329 

50*384 

R 

hairstoh.vj q 

8910170114 

50*346 

tt 

hairston.w.g 

89101 7023B 

50-321 

V 

hairston.w.g 

8910170241 

50*364 

S 

HAlRSTON.W G 

8910170244 

50-321 

n 

HAIRSTON.W.G. 

aoioia^uB 

50-366 

s 

hairston.w.g. 

8910100175 

50-424 

s 

hairston.w.g 

8910103177 

50-424 

n 

HAinSTON.WG. 

8910103203 

50.364 

p 

hairston.w.g. 

8910103370 

50-348 

p 

HAIRSTON.W.G 

8910100018 

50-340 

0 

HAlRSTON.W G 

B9101&02B2 

50-364 

s 

HAIRSTON.W.G. 

8910240240 

50-424 

0 

HAinSTON.WG 

8910240257 

50*348 

s 

HAIRSTON.W.G. 

0910560218 

50-321 

0 

HAinSTON.WG 

0910250255 

50-424 

F 

hairston.w.g 

6910250351 

50-321 

F 

hairston.w.g. 

8910260131 

50*424 

F 

HALt.CJ, 

89 1002 001 2 • 

50-445 

0 

HAVe.M.W. 

8910193134 

50-400 

R 

HAIL, OP. 

8909500020 

50-461 

P 

HAIL D P. 

8909500074 

50-461 

0 

HALL.O P. 

8910160149 

50*461 

K 

HALLJ R 

8910030516 

50-331 

J 

HALL.JR 

8910103205 

50*331 

P 

hall.R e. 

8909270019 

40-8857 


HALL, RE. 

8309293137 

WASTE MGT 

hall.R E. 

8909290150 

40*1341 


hall.r.e. 

69C9290»52‘ 

40-1341 


hall.R e. 

8909290163 

40*0102 


HAIL.R.R, 

09C929O164* 

40-0102 


HALt.R R. 

6910020145 

40*8681 


NALl.n E. 

8910020147* 

40*8561 


HAIL n E. 

69 10020 149* 

40-8661 


HALL.R E. 

8910020151 

WASTE MGT 

hall.R r. 

8910020150 

40-8903 


HAll.R.E. 

6910020165 

WASTE MGT 

hall.r.e 

8910020165 

40-1341 


HALl.n.E 

891002023? 

40-299 


HALL .R E 

8910020257 

40-6943 


HALL.R.E 

8910020294 

40-6943 


HALLRE 

8910020266 

40-2259 


HAIL.R.E. 

8910030002 

40-6902 


HALL^n.E 

8310030005 

40-8904 


hall.r.e. 

8310030006* 

40-8904 


IfALt.n.E. 

8310030013 

40-3453 


hali.,r.e 

6910030020 

40-2259 


hall.R E. 

0910030051 

40-8786 


HAl.L.n E. 

8910030149 

40 8584 


hall.R e 

8910030153 

40-1162 


HALL.R.E 

8910030165 

40-1341 


hali.r e 

8910030170* 

40 8564 


HALL.R E. 

8910030235 

40-1162 


hall.R e. 

8910030254 

40-6902 


hall.R e 

B3 10030267* 

40 0902 


hall.r.e. 

0910030347 

WASTE MGT 

hall.R E. 

a9 10030356 

40-8584 


hall.R E. 

0910030366* 

40 6564 


MALL.RE 

8910030376 

WASTE MGT 

hall.R e 

8910030364 

40 4492 


HALL.R C. 

6910010366' 

40 4492 


MALI 

0910030390 

40-0627 


hall.R e 

6910040427 

40-0905 


hall.R e. 

6910040429* 

40 8905 



AUTHOR 

ACCESSION 
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NUMBER 

CATEGORY 

hall.R e 

8010040431 

-10 B698 


HALL R E 

G910350Q56 

40 8904 


-HALL.n G 

B91005C059* 

40 6904 


hall.R g. 

8910050068 

40 1341 


MALL.RE. 

8910050072’ 

40-1341 


HALL R E 

Q910050144 

40 8064 


hall.R e 

09100501-17 

WASTE MG r 


hall.h e 

0910050201 

40 3453 


hall.R e 

09100502-13 

40 6904 


hall.R e 

0910060168 

-10 6102 


hall.R e 

0910C60174* 

40 8102 


hall.R e 

0910060176 

40 4492 


HALL.RG 

0910030179’ 

-104492 


hall.R E. 

8910060215 

40 6659 


hall.R e. 

8910060217* 

40 6659 


HALL.R E 

8910060311 

40 6902 


hall.R E 

8910060315’ 

40 8002 


HALL.R E 

0910160212 

408620 


HALL.R E 

0910170303 

40-1162 


HALLRE 

091D17O321 

4DB502 


hall.R e 

8910170326* 

40 8502 


hall.r.e. 

0910180001 

40 1162 


HALI.R E. 

0910100002* 

40 1102 


MALL.RE 

0910180158 

40 2259 


HALL.R.E. 

0010180196 

408681 


HALL.R E. 

0910180200* 

40-e6Bl 


hall.R e 

0910180210 

40-0943 


hall.r.e. 

0910180342 

40-3453 


hall.R E 

0010160343* 

40 3463 


HALL.RE 

0910180346 

40 0601 


hall.R e. 

8910160349 

40 3453 


hall.R E 

6910190001 

40 3453 


hall.r.e. 

8910190003 

408760 


hall.R e 

6910230156 

408905 


hall.r.e. 

B9 102401 90 

40 0902 


hall.R e. 

6910240192’ 

40-8902 


hall.R E 

6910250319 

40 8904 


hall.r.e. 

6910250323* 

40 6904 


HALL.RE 

8910250373 

40 6622 


HALL.R E 

8910250378* 

40 6622 


hall.R e 

8910250381* 

406622 


hall.r.e 

8910260039* 

406622 


HALL.S L. 

8910170230 

50-309 

n 

haller.v^ k 

9910060323 

50-413 

S 

halwan.e l 

8910160060* 

FCIA 


halwan.e l 

8910160297 

CCN tract 


HAIMAN.EL 

60101603CO* 

contract 


HALTiWANGER.J. 

091019C094 

50-395 

R 

HALVERSCN.no 

8909290246 

71-105 


HAVON.O A 

8910160087* 

50-254 

P 

HAVRICK.J.S. 

0909290195 

40 8661 


HAWniCK.J.S 

8910030219 

40 6661 


HAMRICK.J.S. 

8910030526 

40 0681 


HAMPICK,J.S 

8910060172 

40-0661 


HAMRICK.J.S. 

8910200170 

40 6681 


HAMRICK.J.S 

8910240COS 

40 6681 


HANDSCHUHJ A 

8910060230* 

50250 

P 

HANt.EV.R J 

8910300046* 

50 443 

P 

HANNGN.R l. 

8910020268 

50331 

S 

HANNEN.R L 

8910100160 

71-9233 


HA1,K£N.R 1 

8910260170 

50-331 

R 

hannon.j n 

8910030176’ 

50346 

P 

HANNON.J N 

B91004C079* 

50-463 

P 

HANNON.J.N. 

0910040091* 

50 440 

P 

HANNOH.J.N 

0810050127* 

50-346 

P 

HANNON.J.N. 

6910110300* 

50-346 

P 

HANNON.J.N 

6910100207* 

50 331 

P 

HANNON JN 

0910200194 

50 483 

P 

HANSELL.J.B 

8909270042 

50-387 

F 

HANSON.H.D. 

0910250160* 

50-354 

V 

HANSON.l 

8909270001 

71.11 


HARQO'JR J. 

8910130061 

50-250 

G 

HARBUCK.CC 

8909270199 

50-313 

P 

HARBUCK.C C. 

891C030430 

50313 

P 

hardgrovej.w 

8910830411 

40-2259 


HARDGROVEJ.W 

09 10050342 

40-2259 


HARNESS. J L. 

6909260084 

50324 

F 

HARNESS. JL. 

6910020161 

50-324 

Q 

HARKtSS.J.L. 

B9 100301 20 

50324 

S 

HARKS SS.J.L. 

0910050013 

50-324 

0 

HARNESS.J L. 

0910130039 

50-324 

s 

HAnNESS.J.L. 

0910160205 

50-324 

s 

HARNESS J L. 

0910160299 

50-324 

s 

HARNESS. J L. 

6910160325 

50324 

n 

HARNESS.J L. 

0910170225 

60-324 

s 

HARNESS.J L. 

091O1QO1O8 

50-325 

s 

HAROIO.L T. 

891C040362’ 

50 397 

Q 

HAHRlS.J.n 

8910200013* 

50-269 

Q 
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NUMBER 

CATEGORY 

HABRIS.K N 

B009260 1 20 

50 250 

O 

HARRIS.K ti 

0910100333 

60-250 

S- 

HAHHIS.K.N 

6910190123 

50 251 

s 

HARRIS.K N 

8910240212 

50-250 

s 

HAnniS.K N 

8910240294 

50-251 

s 

HARRIS K N 

8910260106 

59-251 

s 

HAnniS.H E 

6909270031 

59-209 

F 

harris.R E 

8910230239 

50 ■209 

F 

HARRlS.n.H 

8909280104* 

50-317 

0 

harris.t. 

6910160260 

50-324 

S 

HARRISJ 

8910190106 

50-325 

s 

harrison.f 

6910160325 

50-32-1 

M 

HARR ISON. G W 

6910120036 

CRG 


MARRISON.G W 

8910120040* 

ORG 


HARTY.n 

6910030367 

50 320 

P 

HAFU2.CE. 

6010160253 

50-275 

P 

HARVEY.S.P. 

6010020210 

50 499 

r 

HASTY.C W. 

09101 10283 

50 316 

F 

HAT7NER.H S 

0910260007 

PHM 


HATTNER.HS 

891O2B00D7 

pm 


HAUGHNEY.CJ 

6900270152 

50 370 

s 

haughney.c j 

890920014*/ 

50 313 

s 

HAVERKAIVP.D 

09 100301 96 

W420 

s 

MAVERKAMP.D 

0010250300 

50-245 

s 

haverkamp.dr 

8910100100* 

50 213 

0 

HAWKlNS.e F 

8900270021* 

40 0057 


HAWKINS.E f 

0909290166* 

-10 8102 


HAWKINS.E.F. 

0909200171 

408004 


HAWKINS.E F 

09100201 10 

408820 


HAWKINS.E F 

6910020172 

40 eu20 


HAWKINS.E #■ 

8010020309 

WASIE m\ 

HAWKINS.E.F. 

B91003C007* 

40 GOOl 


HAWKINS.E F 

6U10030095 

40 209 


HAWKINS.E F 

8910030108* 

40 666-1 


HAWKINS.E F 

8910030379 

40-1341 


HAWKINS.E F. 

0910040314 

-10-1311 


HAWKINS.E F. 

0910040432 

40 8907 


HAWKINS.E F. 

891005CC62* 

40 nool 


HAWKINS.E.F 

8910050076* 

40 1341 


HAWKINS.E F 

0810050079 

40 6002 


HAWKINS.E.F 

0010050085 

40 0102 


HAWKINS.E F. 

0010050121 

40 UG2D 


HAWKINS.E F 

0010050161 

40 0452 


HAWKINS.E F 

0910050154 

40 0502 


HAWKINS.E F 

8910050245* 

40 0001 


HAWKINS.E F 

8010060220 

40 3-152 


HAWKIHS.G r 

RQ103G0312 

40 87^ 


HAWKINS.E F. 

8910060320 

40-1341 


HAWKINS.E F 

0910060330 

40. 0502 


HAWKINS.E F 

8910160214* 

40-0820 


HAWKINS.E F 

09101B0003 

40-0004 


HAWKINS.E.F. 

0010100058 

40-0357 


HAWKINS.E F. 

8010180154 

40 299 


HAWKINS.E F 

8910250336* 

40-6991 


HAWLEY.AL. 

6910180170 

50-210 

s 

HAYDEN.R. 

0910250227 

00-200 

f 

HAYES.JJ 

89002800/2 

50-305 

0 

HAYES.J J 

0910050018 

50-305 

V 

HAYES.J J. 

8910050264 

50-305 

J 

HAYES.JJ 

0910050284 

50-395 

p 

HAYES.JJ 

89102400DI 

50-395 

p 

HAYES.JJ. 

6910240142 

50 595 

f* 

HAYNES.J G. 

0910030101 

50-533 

H 

HAYNES.J.G 

0910030143 

50 526 

s 

HAYNES.J.G. 

0910040200 

00520 

p 

HAYNES.J.G. 

8910040300 

50 520 

V 

HAYNESWORTH.V. 

8910100163 

50-261 

R 

HEBDON.F J 

6900270138* 

50 302 

p 

HEBDON.F.J. 

890D2Q0101 

50 J02 

p 

HEODON.F J. 

8910030-133* 

50 313 

V 

HEQOON.F J. 

8910180Q6G* 

50 450 

p 

HEBDON.f- J. 

6910160314 

50 313 

0 

HEHOON.F.J. 

6910170313 

50 102 

i’ 

HEQDON.F.J. 

8010200143* 

50 360 

p 

HEBDON.F.J 

8910260219 

50-302 

p 

HEDGES.D. 

8910100239* 

WASTE MGT 

HEDGGS.D 

8910200187* 

WASTE MGT 

HEHL.C.W 

8010030282 

£0250 

0 

HEINLEIN.D E 

8910030173 

60-163 

s 

HEINLEIN.D.E. 

0910160272 

50 403 

s 

HEINS.GL. 

8910240125* 

60-165 

p 

HEINS.G L 

8910240126* 

50-155 

p 

HEITKEMPcR.R M 

8910120108* 

CONTRACT 

HEITNER.K.L 

8910060041 

60 287 

p 

HEITNER.K.L. 

0010170067 

£0-267 

p 

HElTNtR.KL. 

8910260004 

50 267 

0 

HELLMAN.R S 

8910270250 

PPM 


HELLMAN.n S. 

8910270250 

PRM 



cnOT.A u 

00002 701 2/1 * 

50 424 

0 

HOPKINS J B 

tPDT.A n 

091 00-10 19Q 

50 424 

Q 

HOPKINSJ.B 

EPDT.AH 

00100-10139 

50 413 

Q 

HOPKINS. J B 

triDT.AR 

00100-101-19 

50 321 

0 

HOPKINS. PC 

FiHDT.Afl 

Q9100<103?5 

50-369 

0 

NOPKINS.P C 

troT A n 

09101000-15 

50 209 

O 

HORN.G R 

rnoT An 

00 102000 IQ 

50 413 

Q 

HCRN.M. 

EnOTAfl 

0910200107 

50-369 

Q 

HORN.M 

[nDr.A rt 

0010250127 

50 424 

0 

HOSLER.CL 

EPorAft. 

0010250133* 

50-424 

0 

MObLERCL 

EfforA n. 

0010250207 

50 321 

0 

HOU.S 

LPtMN.n w. 

0910170000 

50-280 

P 

HOUSE.JE 

w. 

0010170072 

50-209 

P 

HOUSE.W.n. 

rRfJAN.M W. 

0010190220 

50-209 

0 

1 lOUSF-.W.Q 


ftoforeoiofi 

50 261 

S 

KOUSLEY.OA. 

AFT, SI. 

00 100501 BO 

PM 


MOUSLGY.OA 

‘ATT S U 

09 10050 mo 

rn 


HOYLE. A 

.CKWAN J 0. 

fl,9?oiaom-j 

.50 481 

P 

HOYLF.A 

IOK^/AN.J.a. 

0910100121 

50 461 

P 

MOYLE. A. 

ICKWAN.J B. 

Q91O1U0HO 

50 461 

P 

HOYLE, A 

i3GlNi>,W.M 

0910030129 

50-395 

s 

HOyLE,A 

lUGINS.W.n 

0910030-100 

50-305 

s 

moyle.a 

iGGr^s.w.n 

0910170130 

50 105 

s 

HOYLE. JC 

IGHFILI..K L 

0909200157 

50 203 

R 

MOYLE. J C. 

IQ-riLL KL. 

00102-10037 

GO 203 

R 

HOYLEJF 

LOENUnANB.P 

091C0-10105 

40-0057 


Hsmcs. 

IDENUnAND.P 

09100-10300 

40-6057 


HUGBARO.J.W. 

iDLNnnAND.r* 

091OOGOO-13 

40-0857 


HUBEM.M P. 

LOCNOnAND.P 

0010000247 

40 0057 


hudspeth.j.b 

EL K J 

(1010050409 

50-254 

S 

HUDSPETH.JB 

a T C. 

09 1 02000/0 

PPM 


HUDSPETM.JB. 

.E.rc- 

0010200070 

PMM 


HUDSPGrH.J.n. 

SOS.J T/ 

0910020009’ 

50 458 

Q 

HUDSPETH.J El. 

NDS.J U 

0910100005* 

50-205 

0 

HUOSE’ETH.J.P. 

KOS.JM. 

0010200243’ 

50-205 

0 

hudspeth.jp. 

SNA‘vlT.CS 

0910040201’ 

60 400 

r 

HUEY.F.n. 

PP.G A 

0010170973 

50-328 

s 

HUEY.FR 

IISCM.M 

0910250232’ 

NUnFQ 


HUEY.F.M 

XK,/JD 

ooiooaw;^}!} 

50-287 

M 

HUGHES. A 

[^DQOON A.P. 

0910040113 

40-2081 


HUGHES.A 

C:^Q[XvNAP. 

091C040140 

40-2C61 


HUGHES.A 

DOODONA r>. 

0010250130 

40.206) 


HUGHES, A 

3DGe5.MW 

OOOOIOOOOO’ 

DO 443 

p 

HUGHES.A 

OOQSS.M W 

0010230110 

60338 

Q 

HUGHES.A. 

DOaCSM.W 

09102301 lO* 

50-336 

0 

HUGHES.A 

TMAN.n.P. 

0010040143 

50-255 

K 

HUGHES.A. 

DfFMAN.D P 

0010240125* 

50-155 

P 

HUGHES.A. 

Xf MAN.O P 

00 102401 20* 

50-155 

P 

HUGHES.A. 

DFMANN.P. 

0010030424* 

CON TRACI 


HUGHE S.A 

O'^MANN.P, 

0910030424’ 

CONTRACT 


HUK1LL.H D 

OGAN.W.T. 

0910040110 

50-223 

P 

HUKILL.H.D 

OCiGC.A J. 

0010100041* 

50-270 

Q 

HUKILL.liD. 

OISINCiTON.O. 

0000270040’ 

COMMISSION 

HUKILL.H.D 

dlaman.o.^a 

0010100213 

50-341 

Q 

HUKILl.H D. 

XANHAN.GM 

0910230081 

50-267 

F 

MUMPHREY.G.J 

XOCN.L.e 

GO 10 130001 

PR 


HUMPHREY.PQ 

O.OCnDAUM.DF 

0910100020’ 

60.408 

P 

HUNGEM.G A. 

Ou’FlELO.C D. 

00 10100330 

50-355 

S 

MUNGER.Q.A. 

OLLAND.WE 

0010100081 ' 

60-200 

0 

HUNGER.G.A 

Oi.Ecn.ej. 

8910020169 

50-480 

S 

HUN$ADBP,SC. 

OUHR.e J 

0910020102 

60 402 

P 

HUNSAOER.SC 

OLLEfl.e J. 

0010030544’ 

60 400 

0 

HUNS TAD. A A. 

OlLCn.G J. 

99 10 180330 * 

50 402 

0 

HUNSTAD.A A 

OLLEn.E J. 

0910260067* 

50 498 

Q 

HUNSTAD.A A 

OLLINQSED.M. 

0010100204 

60-205 

S 

hunstao,aa 

DLLCMON.r.J 

6910170102 

50-327 

R 

HUNSTAD.A A 

OLLOWAY.C J 

0910260046* 

71-D103 


HUNT.A. 

O^MAN.n. 

8910200036 

60-10 

F 

hunt.k.w. 

CLMES J 

6010170142* 

50-266 

0 

HUNTER.D.n. 

OLMES RAY.P. 

0910040042* 

60-302 

0 

HURT.R 0. 

OLMESRAYP. 

0010190014* 

50-302 

0 

HUSSEINY.AA 

CLONiCH.J 

091025Q320 

WASTE MQT 

HUTCHINSON.L B 

OLONICH.JJ 

8910100260 

WASTE MOT 

hutsedaut.j 

OLONlCfiJ J. 

6010300154’ 

WASTE MGT 

HurroN.s.M. 

OU^MAN.n B 

0010020251* 

60-403 

0 

huyakorn.p.s 

OLTZWAN.ne 

6910240240’ 

50 205 

Q 

ikeoa.m. 

OLTZ^CiiEn,Ol 

6009280192 

50-461 

V 

fKFOA.M. 

OLTZSCHCn.Dl 

0910030322 

50-461 

V 

IKEDA.M 



1 1 Mti I 

IHV.NG.SA 

8910100245 

50 603 

A 

6910020308 

60424 

P 

IRVING S A 

8910180260 

50 503 

A 

6910030010 

8910250269 

£0 424 

50 424 

P 

P 

ISBELL. R.G 
ISBELL.RG 

691 0300 16Q 
6910300169 

FRM 

PR^A 


0810040078’ 

50-395 

O 

ISRAEL S. 

6910050097 

ORG 


891026003S* 

50 395 

Q 

ISRAEL. S- 

6910050099* 

ORG 


6910183100 

60 29B 

R 

IVORY.O.J 

8910030253’ 

CONIRACT 


6009263088 

70 26 


JA9GCUR.K N. 

0909200 199 

50-369 

0 

6910050060 

70-26 


JABBOUaK N. 

8910040184 

60-413 

P 

0910100168 

50 5 

S 

JAB30UR.K N. 

6910170133 

50-413 

P 

8910040C52 

60 5 

R 

JABBOCR.K N 

0910240007 

50-413 

P 

6910240178’ 

50260 

0 

jablon.h a 

89101 10(42 

50-255 

M 

6910040304’ 

50 341 

0 

JABLONSKI.FJ. 

8900260088’ 

50-331 

Q 

0310040352 

27 47 


JACKIW.I.N. 

8910020096' 

50-263 

0 

8910040255* 

27-47 


JACKpW I N 

8910020239’ 

50-331 

0 

8009280179 

50-259 

S 

JACKiW.1 N 

8910020245' 

50-156 

Q 

691 0160087 

50-259 

S 

JACKS J D. 

8909290033 

£0-313 

S 

B91 00601 30 

CONTRACT 


JACKS J D. 

8310190259 

50-313 

s 

69(0060133’ 

CONTRACr 


jackson.g 

8009290259’ 

71-69 


8910060136 

CONTRACT 


jackson.g 

6910050002 

71-9236 


891C06O13G* 

CONTRACT 


jackscn.g 

8910190269’ 

71 175 


89H>CGOMJ 

CONTRACT 


JACOBSON J 

8310(00216' 

£0-141 

O 

09 10060144’ 

CONTRACT 


JACOB Y.O L 

8906290137 

WASTE MGT 

091005C040 

PR 


JACOBY.O L 

8G09290166’ 

40 8102 


891C050093 

PR 


JACOB Y.DL 

B910160154 

40-299 


6910040362* 

50-39? 

o 

JACOSY.OL 

0910250335' 

40-090-1 


0900260216 

£0259 

s 

JAFFF D M 

6609280066 

£0 423 

P 

8010060391 ' 

50 413 

1 

JANGJC. 

6909270259* 

60-289 

Q 

8010170250* 

50 203 

Q 

JANGJC 

6909280142’ 

50 271 

0 

69 10060269 

50-348 

F 

JANG.JC 

6910250060* 

50-317 

0 

8910160232 

50-340 

F 

JANUSKA A G. 

8910100117* 

£0-254 

O 

8010250162 

50348 

F 

JAFE.F. 

6909270006* 

50 369 

Q 

8010260160 

60340 

F 

JAnniNE.L J. 

6910130170 

WASTE )MGT 

8910280246 

50-348 

F 

JEHlE.P 

8910040103 

50-260 

G 

0910030135 

£0346 

F 

JEHIE.P 

091O25O16B 

50-250 

G 

8010160090 

50 364 

F 

JEMISON K 

6910200010* 

50 327 

Q 

601003D467* 

60 520 

0 

JENSEN H 

89(0240169 

50-354 

R 

D9lOnO003* 

60626 

0 

JENSEN.H 

891 0200 134 • 

50354 

FT 

89101 10072* 

50 628 

Q 

JE2:C.DV. 

6910270236 

PRM 


0909290165 

CCN TRACT 


JB^IC.DV 

09)0270230 

PRM 


601C03002? 

CONTRACT 


JOE JOHKSON.R. 

6910160269’ 

50-259 

P 

0010030310 

CONTRACT 


JOHANS EN.J 

8910040007 

l&E 


69)0940092 

CONTRACT 


JOHANSEN.J 

6910120074 

40-3453 


891C040120 

CONIRACT 


JOHNSON. A 

8910100030 

50-244 

J 

0910050111 

CONTRACT 


JOHNSON, AG 

8910170192 

£0-243 

R 

0910050173 

CONTRACT 


JOHNSON B 0 

8910020003 

50-255 

R 

8910050205 

CONTf^ACT 


JOMNSON.e D. 

0910240052 

50-255 

5 

0910110173 

CONTRACT 


JOH.NSCN.B D 

8910240196 

50-255 

R 

8910130020 

CONTRACT 


JOHNSON.6.0 

0910250111 

£0-255 

S 

8910230CB5 

CONTRACT 


JOHNS ON.C S. 

80100S0400* 

CONTRACT 


8910110234 

50-289 

P 

JOHNSON.e.R 

0910250216* 

TOPREP 


0910110237* 

50-289 

P 

JOHNSCN.G.W. 

0910230165 

71-226 


8010130046 

50-280 

Q 

JOHNSON JM. 

8010 1901 14 

50-10 

F 

0910170254 

50-289 

0 

JOHNSON, JR 

69IC02020-0 

50-271 

Q 

8910240033 

60-289 

R 

JOHNSON. J R. 

89101 80C62 

50-443 

0 

8910170197* 

50-443 

U 

JOHNSON J R 

6610190065 

50-244 

0 

0910030)24* 

50-300 

0 

jaHNSON.P. 

6909200056 

54J.397 

s 

8010190035 

50-352 

P 

vOHNSON.P.H. 

8910240351’ 

50397 

o 

8910230038 

50-353 

p 

JOHNSON P.M. 

8910260137’ 

50-397 

0 

B9 10250240 

50-352 

F 

JOHNSON .R.J 

6910050106’ 

50 259 

p 

0910030290 

50-456 

P 

JOHNSON.S C. 

8910180134 

70-143 


0910240284 

50 456 

R 

JOHNSON SC. 

6910ID013& 

70 143 


001G030518 

60-282 

S 

JOhNSON.S C. 

8910180240 

70-143 


8010120199 

50 282 

S 

JOHNSON.SC 

8910180313 

70-143 


0010120202 

50-282 

S 

JOHNSON, SC. 

8910200155 

70-143 


8910170243 

50 262 

S 

JOHNSON.SC 

8910200(53 

70-143 


8910240253 

60-282 

S 

JOHNSON.W.O. 

89092600B2* 

50-445 

0 

8910250305 

PR 


JOHNSON.W.O. 

8910200188’ 

50-445 

Q 

80(0050344 

71-9015 


JOHNSON.WJ 

6906260004 

TOPREP 


B9 10030554* 

50-406 

Q 

JOHNSON.W J. 

B010030492 

TOPREP 


6910060007 

PROJ 


JOHNSON.WJ. 

8910040311 

TOPREP 


6910170202* 

contract 


JOHNSON.W J. 

0910120113 

60 601 

A 

6910190082 

50397 

R 

JOHNSON.W J 

8910190048 

TOPREP 


6910920271 

50-295 

S 

JOHNSON.WJ. 

8610100245 

50-313 

S 

0dror 10233’ 

5<>440 

P 

JOHNSON.WJ. 

69)0240122 

TOPREP 


6910130003* 

contract 


JOHNSTON .J R 

6910160230 

50-155 

R 

6910230160* 

XPORTLIC 


JONAS.S.A 

6010040066 

50 443 

G 

6910250202* 

XPOHTLIC 


JONES.B.Q. 

69 10050064 

50-358 

F 

8910250203* 

XPORTLIC 


JONES.O.W, 

6910100234 

PR 



242 PERSONAL AUTHOR INDEX 


AUTHOi^ 

ACCESSION 

SUPJEC! 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CA!£GORY 


NUMBER 

CATEGORY 


NUMBER 

CA3EGOBV 

JONES.J 

100301 36 

50 312 

S 

KASUN.D J 

0910200140 

70 1 100 


KNAPP.M n 

030510035?* 

WASTE MGT 

JONES.N-K. 

6910200003 

60 27? 

P 

KA2UKYNAS.! 

8910100351 

50 213 

S 

KNAPP.M R 

8009270100 

£3 566 0 

jCNES.P 

B9l0l30i;6* 

VMS TE MGT 

KbiMlG.nn. 

0910110102’ 

50322 

0 

KNAPP.M H 

6910120058 

50 0 

JONES.S 

091020 005 7 

50 445 

A 

k6(M!G.RR. 

0910110143’ 

50 54 

Q 

KNICELEY.J R 

0910170158* 

50 155 0 

JO/JES.T M 

83101 70??5 

50 324 

S 

KEIMiGRR 

0910190221* 

70 1100 


KNIGHT. B F 

8910100274 

70-143 

JONGE0LOED,n 

6910170030 

60 322 

n 

KE SER.H w 

6910030201 

50307 

F 

kn.ght.s p 

8910020150 

43-8327 

JCRDAN.E L 

fl9l00&0307 

CRG 


KEISERH W 

0910030744 

50 396 

P 

knight.s P. 

8910030237 

4O0-92? 

JOPOAN.E L 

0910230082 

REVIEW GR P 

keiser.hw 

0910030266 

50307 

0 

KNIGHT.SP. 

6910040187 

40 0027 

JOROAHE 

saiossocso 

REVIEYJ GR P 

KEISER.HW 

8910030305 

50 38? 

P 

knight .SP 

8010040289 

40 6027 

^CRDAW.T J. 

6910260201 

50-408 

R 

KEiSF.n.HW. 

8910D50370 

50 387 

H 

KN GHT.S P 

8910C60146 

•10-8027 

JOYCE,! P. 

0910020271 

50 295 

S 

KEISCR hw 

6910060102 

50307 

P 

KNIGHT.SP 

0910060242 

46 -6927 

JOYCE T P. 

8910120105 

50-304 

S 

KEISER.HW 

0910060167 

5038? 

P 

kkight.sp 

89l0i>0024.1 

40 

JOYCE.! P. 

8310190023 

50-295 

S 

KEISER.HW 

0910100063 

50 387 

0 

KNIGHT.S P 

Q9102C0129 

40-8027 

JOYCE.! P. 

8910190279 

50-304 

s 

KEISER.HW 

0910100084 

60 397 

H 

KNIGHT.S P 

691025021 7* 

40 0027 

JOYCE.! P. 

8910240312 

50-295 

s 

keisehhw 

0910110192 

50307 

P 

knighton.g W 

691004004 1 • 

50 52a P 

:OVCE.!.P. 

8910300060 

50-295 

s 

KElSERHW 

0910110197* 

50 387 

P 

KNfGHTON.G W 

Q91005C061 

50 206 J 

joyrjER.JH 

8910130170 

70- 11 CO 


KEISER.HW 

0910130031 

50 337 

P 

KNIGHTON.G W 

09101601 1 7* 

50 275 P 

JOYNER 

89 to 130 174’ 

70-1100 


KEISER H W 

0910160138 

50 307 

F 

KNIGHTON.G W 

8910180160’ 

50.101 P 

JUDAY.H A 

8910030247 

40-6659 


KEISER.HW 

8910160246 

50308 

P 

KMGHION.G W 

8010180215’ 

50-31? P 

juday.fi a 

8910050063 

40-6C59 


keiser.hw 

8910260214 

5O-307 

F 

KNIGHT O.N.GW 

0910100221* 

£0-397 P 

J'JUAN.C A 

8909270160 

50-338 

o 

KEISER ,HW 

6910260C52 

59357 

P 

KNIPP.S L 

09Q926O1O6* 

50 oW A 

vU-lAN.C.A 

8910030165 

50-324 

0 

KEISER.HW 

8910260055* 

50 307 

P 

KNOP.R.C 

8910030426 

50-341 0 

JUl-IAN.CA 

8910030473 

50-324 

0 

KEISER.HW 

6910260123 

50-30? 

Q 

KNOP.R C 

0910170174 

50-346 0 

JULIAN.CA 

8910040048 

50-324 

0 

KEISER.HW 

0910260173 

5038? 

R 

KNOP.n C 

8910170186 

50-305 0 

JUUAN.CA 

8910040106 

50-302 

0 

KEISER. hV^. 

0910260185’ 

5036/ 

R 

knop.hc. 

8910170300 

f^4a3 O 

JUL'AN.CA 

8910040336 

50-201 

0 

KELLER. RN 

0910190151 

50423 

S 

KNOX E 

8909200049 

CONI MAC 1 

JUL'AN.CA 

8910040346* 

50-261 

0 

KELLEY.OL. 

8910050554* 

50 493 

0 

KNOX.E 

8909290226 

CONTMAC* 

JUL'AN.CA 

8910190260 

50-400 

o 

KELLOG.P 

8910040163* 

50 261 

D 

KNOX.B 

8909290234 

r,ONTl>A(,* 

JUL'AN.CA 

8910190268 

50-369 

0 

KELLOGG.PJ 

09C927O149* 

50 261 

0 

KNOX.E 

8910020134 

contract 

JUL’AN.CA 

89102C0012 

50-269 

0 

KELLOGG PJ 

6910250C95’ 

50 346 

0 

KNOX.F 

B9 10020 103 

CONTRACT 

JUUAN.CA 

8910200023 

50-324 

0 

KELLY.J A 

6910120052’ 

50-313 

0 

KNOX.F. 

891001022G 

CCN TRACT 

JUL>AN,CA 

8910200029* 

50-369 

0 

KENNEDY.t E. 

6910030332 

40 6903 


KNOX.E 

0010040081 

CCN TRACT 

JUL‘AN.CA 

8910200068 

50-324 

0 

kenneoy.e C 

6910050254 

40 0903 


KNOX.E 

0010040100 

CCNr(>ACT 

JUL'AN.CA 

8910200110 

50-369 

0 

KENNEDY ,E E. 

0910060199 

40 0903 


KNOX.E 

0010050181 

CONTRACT 

JUL'AN.CA 

8910200150 

50-62 

0 

KENNEDY.E E. 

6910100009 

400903 


KNOX.E 

Q91C05023I 

CO.NTIlACT 

JULIAN.E L 

0910160157 

50-443 

G 

KENNEDV.F b. 

0910100058 

408903 


KNOX.E 

8910050235 

C0NTn7u:r 

JURV.H R. 

6910030472’ 

50-261 

Q 

KENNEDY E E, 

6010240262 

PR 


KNOX.F. 

8910170146 

mnm'w 

KAHLE.J.B 

0910250088’ 

70-143 


KENNEOy.J.E 

0910240324* 

WASTE MG! 

KNUD r SON, K 

0910190023 

59 205 S 

KAMN.P- 

8910500165 

FRV 


KENNEDY J.E 

6910240328* 

WASTE MGT 

KOEPKE.UH 

8910160193* 

£926(1 Q 

KAhN.D 

8910300185 

PRV 


KENNEDY J.E 

0910240332* 

WASTE MG! 

KOHL.C N 

8Q1013U081 

70 25 

KA‘SER.H.D. 

B910200197 

WASTE MGT 

KENNtOY.J E 

8910240336’ 

WASTE MG! 

KCHL.CN. 

0910310160 

50 413 G 

KALMAN .0 

B910040205 

50-312 

J 

KENT.AP 

8910260201 

50-490 

R 

kohn.s m 

8910240291 

fOIA 

KALMAN, G 

8910240054 

50-312 

P 

kent.g j. 

6910110002* 

50344 

0 

KOKAJKA.L E 

8010100183 

60 301 r* 

KAMWEREP.C. 

B909270097 

CRG 


KEPPLER.P 

D91CD20014 

40-6020 


KOKAJKA.l E 

8910180192* 

50 301 P 

KAMMEHER.C 

6909200040 

S!A1E PROG 

KERCH HW. 

8909200194* 

50 317 

0 

KOKAJKO.L E 

6910230138 

63 313V 0 

KAMMERER.C 

6909290121 

S!A1E PROG 

KE5SEL.RM 

0010170113* 

50-322 

P 

KONWiNSKi.G.n 

8910020172 

40 0020 

KAMMEREn.C 

0010100044 

S!A!E PROG 

KESSNER J 

8910100036 

50220 

H 

KONWINSKI.G.R 

8019030370 

40 1341 

KAMWERtH.C 

8910110034 

S!A!E PROG 

KEUlER.on 

0910030018 

50 312 

P 

KONWINSKI.G n 

8910050085 

40 810? 

KAM^/EHER.C 

8910160020 

S!A1E PROG 

KEOTFR.OR 

8910030136 

50 312 

s 

KONWINSKI.G R 

0910050121 

408023 

KA^M 0 D 

0909290215 

WAS7E MG! 

KEUTERO-R 

6910040270 

50312 

p 

KONWINSKI.G R 

6010050151 

40 8452 

KANA.OO 

B90029021S 

WASTE MGT 

KEUten.DR 

6910110227 

50 312 

p 

KONWINSKI.G R 

801C050154 

40 0502 

KANE.G b* 

G010120I84 

50-330 

s 

KEUTER.DH 

6910110235 

50 312 

p 

KONWINSKI.G n 

8910000203 

40- 1 34 1 

KAUE.W-F 

69-392702U 

50 443 

Q 

keutgh.or 

0910170207 

50-312 

V 

KONWINSKI.G R 

0010060226 

40-045; 

KANE.W.F, 

6010020209 

50-277 

0 

KEUTER.DR 

0910170221 

50-312 

Q 

KONWINSKI.G R 

6910100214* 

40-082’J 

KANSLERMR 

B91C020144 

50-281 

S 

KEUIbR.oa 

8910170222 

50-312 

S 

KONWINSKI.G n 

8010170303 

40-1 ITp? 

XANSLERMR 

691C030276 

50-280 

S 

KEUTbR.OR. 

8910190031 

50 312 

P 

KONWINSKI.G n 

801017031 1 

AOV>G50 

KANSLER.M R 

8010020285 

50-200 

5 

KEUTER.DR 

8910240279 

50 312 

s 

KONWINSKI.G R. 

8910170327’ 

40 0502 

KANSLER.MR. 

8910120121 

50-230 

S 

KEUTER.DR. 

8910240264 

50 312 

J 

KONWINSKI.G n 

6910170331 

40 11957 

KANSLER.M n 

8910160223 

50-201 

S 

KEUTFR.OH 

8910240285 

50-312 

p 

KONWINSKI.G n 

0910100003 

40 Uriel 

KANSLER.M R- 

8910170161 

50-281 

S 

KEUTER.DR. 

8910250051 

50 312 

r 

KONWINSKI.G.R 

6910180058 

40-0657 

KANSLER.MR, 

8910170199 

50-281 

S 

KEUTER.DR 

8910250353 

50312 

p 

KONWINSKI.G R 

6910180158 

40-2259 

KANSLER.M R 

8910170261 

50-281 

S 

KEUTFR.OR 

6910250353 

50-312 

p 

KONWINSKI.G n 

6910180349 

40-3451 

KANSLER.M R 

891018C019 

50-281 

S 

keyes-stewart 

6910050103* 

50 275 

s 

KONWINSKI.G.R. 

0910190001 

40-3451 

KANSLER.M.R 

8910180179 

50-261 

s 

KING.L P. 

0910030223’ 

50-338 

Q 

KOTTAN.J J 

0910110046* 

50 42J C 

KANSLER.M R 

8910240130 

50-281 

s 

KINGSLEY.O-D 

6910170021 

50 250 

P 

KOVACH. T J. 

8010170080* 

50-237 r 

KANSLER.M R 

8910260034 

50-281 

s 

KiNTNER.E E. 

8910030107 

PROJ 


KOVACH,!. J. 

8910180071* 

50 373 r 

KANSLER M R 

8910260245 

50-261 

s 

KliNTNER.E E 

0910030107 

PROJ 


KOZUP.C-S- 

8910020007 

50-265 r 

KAfNTOR.F. 

6910260040’ 

50-443 

G 

KINTNER.E F. 

8910260299 

PROJ 


KOZUP.CS 

0910050000 

50 255 r 

KANTOR.F. 

6910250040’ 

50-443 

G 

KINTNER.LL 

8910050256 

50 416 

P 

KQ2UP.es 

G9 10240052 

50 255 S 

KAPLAN.A 

B9002G0148 

50-440 

S 

KINTNFR.L L 

8910230134 

50416 

P 

K02UP.C.S. 

8910250111 

50 265 t 

KAPLAN.A. 

8910030296 

50-440 

Q 

kintner.l l 

8910240331 

50416 

P 

KRAINIK.A 

6010240239* 

50 528 r 

KAPLAN. A. 

8910030299 

50-440 

S 

kinther.sb 

B9101C3083 

71.9333 


KRAINIK.A K. 

8910200097* 

5052^ ^ 

KAPLAN.A 

0910040337 

50-440 

5 

kippen.t a 

6910059141 

40-1102 


KHASNOW,A 1 

0910270252 

PRM 

KAPLAN A 

0910050022 

50-440 

F 

KIRSCH.O.F. 

8909280017 

50-528 

V 

KRASNOW.A Z 

0910270252 

PRM 

KAPLAN.A. 

3910110230 

50-440 

P 

KIRSCH.D F 

8910330042 

50-275 

V 

KRAUSE.C.W 

8910180006 

60260 F 

kaplan,a 

8310160024 

50-440 

P 

KIRSCH.D F 

6910030191 

50 312 

V 
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8910170161 

Sl£0ERJD. 

8910170153 

SicBER J 0 

6910240029 

SiEOERJO 

8910240236 

SIBBER JD 

8910240238* 

SlEBERJO 

89102403C5 

ElsDERJ.O 

B9 10240307* 

S15EER J 0. 

6910250023 

SIcBER.J 0. 

8910250024* 

EllADY J A 

8910040203 

SILADY.J A 

8910040246 

eilaoy.j.a 

B9 to 1200/0 

SILADY.J.A 

6910100056 

S'LADY.J a 

6910190006 

s lady.j a 

8310250314 

Silvern 

8910040382 

S'LVER.H 

B9 10050249 

S b.VERH 

6910060011 

SILVERN 

8910060016* 

SHVER.H 

0910060208 

5LVER.H 

8910W195 

SiLVER.H 

0910180356 

S'LVER.H 

8910190248 

S-LVER.H 

6910240224 

SILVER.H 

8910240231 

SlLVER.H 

0910260207 

S MPSON.D.P 

8310000256 

SiWPSGN.D.P. 

8910030352’ 

SIWPSON.F B 

6909010003’ 

SiNKULfc'.MV 

0910030213 

SlNKU.E.W-V 

8910030216* 

SINKULE.M V. 

6910030536 

SlNKULE.M V 

8910190011 

S'NKULE.M-V 

8910190012’ 

S'NKULEM V 

8910190040 

S'NKULE.M V 

8910200056 

SINKULE.M V 

0910200064 

S-PE.A 

0909290019 

S'PE.A 

0910020071 

SPE.A 

891C020076 

S' PE. A 

8910020157 

5IPE.A 

6910030239 

SI Pc .A 

6910100128 

SI Pc A 

8910120064 

SI Pc .A 

8910160295 

SI Pc .A 

6910160310 

SlPe.A 

6910240132 

SiPc A 

6910240141 

SIPE.A 

8910240267 

SIPE A 

8910250328 

SISCO.C 

8910250158* 

SISUL.J J 

8910130042 

SiSUL J J 

6910130044 

S'SUL.J J. 

8910130050 

SJOfiEEN.Al. 

6910100289 

SKARiTKA.J. 

8910040313’ 

SKIERKOWSKI.P 

6910250296 

SKINNER PH 

6910190049’ 

SKOI-NICK.P 

8910130115 

SKOLNICK.F. 

6910310078 

SKCLNICK.F. 

6910310078 

sle:gh.m 

6910240286 

SLEMMONS.DD 

6910190077’ 

SLOSSONI.M M. 

8910030451 

SLOSSON.M M 

6910040214 

slossqn.m W 

6910190233 

SLOSSON.M M 

6910190280 

SLOSSON.M W 

8910190289 

SMEOL6Y.R W 

8909290109 

SWITH.BK. 

8910020266 

SMITH.C. 

8909270005* 

svrtvi.d. 

8910060024* 

smith, D-A 

8909200107 

SMITH.O.W 

8909290016 

SMITH.O.M 

8910020273 

SMITH.D.M 

8910030495 

SWITH.DM 

8910160183 

smith, DW 

8910230133 

swith.d W, 

8910240195 

smith.d m. 

8910260205 

smith.g, 

8910050375* 

SMITH.H. 

6910110193’ 

SMITH, J A 

8910170208’ 

SMITH.JC- 

8910200215 


SUBJECT 

CATCGORV 

AUTHOR 

SO-412 

E 

SMlTHJf- 

50-334 

F 

SMIThP. 

50 334 

0 

SMITH.P 

50-334 

P 

SMITH.P 

50-334 

P 

SMITH.P 

50-334 

0 

SViTH.P 

50-334 

n 

SMITH.P 

£0 334 

p 

SMITH.P 

*0 334 

p 

SMITH.P. 

50 334 

p 

SMITH.P 

50 334 

p 

SMITH.P A. 

50-334 

p 

SM.iTH.PM 

50 334 

p 

SMITH.P V 

50 237 

p 

SMiTH.fl E 

50 237 

p 

SMITH.R E 

50 237 

p 

SWiTH.RG 

50254 

p 

SMITH.R H 

50 237 

p 

SMIIH.S 

so 249 

Q 

smith.s h 

50 302 

P 

smith.wg 

50-302 

P 

SMYTH.CW 

50 302 

P 

SNELL. W. 

50 302 

P 

SNIEZEK.JH 

50 302 

P 

SOFFER.L 

50-302 

Q 

SOMMEBMEYER.S 

50-30? 

P 

SORENSEN.G.C, 

50-302 

P 

SCRENSEN.GC 

50-302 

P 

SORENSEN.GC 

50-302 

P 

SORENSEN.GC 

50-302 

P 

SORENSEN.GC. 

50-413 

F 

SOREHSEN.G C. 

50-413 

F 

SORENSEN.GC 

50-461 

P 

SORENSEN.GC 

50-338 

0 

SORENSEN G C 

50-338 

0 

SORENSEN.GC 

50-302 

0 

SORENSON K B 

50-302 

0 

SOUDcRJ. 

50-302 

0 

SOZ2I.G L 

50-335 

0 

SPANE.F A 

50-250 

0 

sparling 0 K 

50-335 

Q 

S«>ARLING.OK 

50-369 

S 

sparling.o K 

50-369 

S 

SPENCER.M 

50-369 

S 

SPiEGLGR.EJ 

50-370 

S 

SPOND.O F 

50-369 

S 

SPRARAGEN.SC 

50-370 

S 

SREN'AWSKI.D 

50-369 

S 

SREniAWSKI.D j 

50-369 

5 

SRENIAWSKI.OJ. 

50-369 

S 

SRENIAWSKI.D J 

50-369 

5 

STAOlElN.K. 

50-370 

S 

STABLEIN.K. 

50 369 

S 

STAONICK.S. 

50-369 

S 

STAFfOnO.K E 

50-354 

40-2061 
40-2061 
40 2061 
NUREG 
TOPREP 

V 

STAf.G.J 

STANG.J 

STANG.J F. 
STANG.J f 
stang.j F. 
stansberry.w.w 

50 112 

P 

STARKEY.R B 

60 269 

0 

starkey.r b 

50 320 

G 

STAUTF.fl.JC 

60-320 

G 

STAUTER.JC 

50 320 

G 

STEIGEP.WE. 

60 263 

S 

SIEIGER.W.E. 

60275 

P 

STEIGER.W.E 

60-320 

P 

STEIGER.W.F. 

60220 

J 

STEIGER.W.E 

60 220 

P 

STElN.n. 

60 220 

P 

STEIN.SJ 

50 320 

0 

STELLO.V. 

50 355 

p 

STF.ILO.V. 

60 331 

s 

STEILO.V. 

50-369 

Q 

STEUO.V 

’ 50-300 

0 

STEILO.V. 

50-322 

S 

STELLO.V. 

60 377 

V 

STELLO.V 

50 370 

s 

STELLO.V. 

50-27? 

s 

STFLLO.V 

£0 270 

s 

STELLO.V. 

60-277 

s 

STELLO.V 

60 27? 

S 

STELLO.V- 

60-277 R 

* WASTE MGT 

STELLO.V 

STELLO.V. 

’ contract 

STEPHENSON, JO 

■ 50-289 

40 6622 

5 

STEPHENSON JO 
STERNCA 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


6910170250’ 

50 263 

0 

STERN.C.A 

8910030238 

CONTRACT 


STETKA.T F. 

8910030243* 

contract 


STF.VEN5.S 1 

8910030422 

CONTRACT 


STEWART.R.C 

8910100035 

CONTRACT 


STEWART.RC 

891010D03Q’ 

CON TRACT 


STEWART.W.L 

09101 20C59 

CONTRACT 


STEWART.W L 

8910120060’ 

CONTRACT 


STEWART.W L 

8910130198 

CONTRACT 


STEWART.W L 

8910130109* 

CON TRACT 


STEWART.W L 

8910170086 

CO-N TRACT 


STEWART.W-l. 

0010030358* 

CONTRACT 


STEWART.W L 

8910100298 

NUREG 


STEWART.W L 

8910120050 

50 244 

P 

STEWART.W.L- 

8910120053’ 

50 244 

P 

STEWART.W L- 

8910190147 

50 410 

S 

STEWART. W-t. 

8910040417 

proj 


STEWART.W L 

691 0060 198 

406629 


STEWART.W L 

6910040262 

50 324 

P 

STEWART.W L- 

6910020021’ 

50 315 

P 

STEWART.WL- 

8910240033 

50 239 

R 

STEWART.W.L- 

6910160007' 

50-486 

0 

STEWART.W.L 

8910160262 

50 438 

H 

STEWART.WL 

8910270247 

NUREG 


STEWART.W.L 

8910160136 

50 409 

F 

STEWART.WL 

8909280186 

50397 

P 

STEWART.W.L 

8909280039 

50-397 

P 

STEWART.WL 

89C9380107 

50 397 

P 

STEWART.W.L 

89100200C8 

50397 

P 

STEWART.WL 

8910040359 

50 397 

0 

STEWART.W.L 

8910050134 

50-097 

P 

STEWART.WL 

8910120141 

50397 

Q 

STEWART.WL 

8910180300 

50307 

V 

STEWART.W.L. 

8910190131 

60-506 

A 

STICE.D L 

8910270033 

50-397 

K 

STOHR.J P. 

891036C037 

REGGO 


STOHR.J P. 

8910030432 

CONTRACT 


STOHR.J P. 

8910160087* 

50-264 

P 

STOHR.J P. 

8910100141* 

WASTE MGT 

STOHn.J.P. 

8910030219 

40 6681 


STOHR.J.P. 

8910100076 

40 6681 


STOIBER.C. 

8910240005 

40-0681 


STOLS.H. 

8910130032* 

CONTRACT 


STOLS.n 

8910240009 

PRM 


STOLS.R 

6910050157 

TCPREP 


STOLS.n 

8910240238 

PRM 


STOLS.R. 

8910030373 

70 36 


STOLS.n. 

8910020112 

70-364 


STOL2.J.F. 

6910020116’ 

70 364 


SrOLZJ.F 

8910240018’ 

70 36 


STOLZJ.F. 

8910160294 

WASTE MGT 

STOL2.J.F. 

8910160271 

WASTE MGT 

STOLZ.J.F. 

8910040367 

50-336 

S 

STOLZ.JF. 

8910170208* 

50-289 

S 

STOLZ.J F. 

8910060237 

50 341 

P 

STOLZ.JF. 

8910230241 

SO 16 

J 

STOLZJ.F 

8909290009 

50 341 

P 

STOLZ.JF. 

8909290035* 

50 341 

P 

STONE.JC 

8910200108 

50-341 

P 

STONE.J.C. 

8909270158* 

50069 

Q 

STONE.JC. 

8910040215 

50 324 

V 

STONE.J.C. 

8910240062 

50-324 

V 

STONE.J.C. 

8910100151 

714070 


STONE.J.C. 

8910250210 

70-925 


STOR2.L.F. 

8910030542 

50 322 

P 

STOnZ.L.F. 

8910040295 

50 322 

P 

STOnZ.LF 

0010130088 

50 322 

V 

STOTZ.J.C 

8910130094 

60-332 

F 

STOTZ.J.C. 

0910170345 

50-322 

0 

STOUT, B.J 

891026013b 

PROJ 


STOUT.B.J. 

8910100317 

FOIA 


STRAMBACK.G D. 

8807290170 

SECY 


STRAMBACK Q.8 

8905090061 

SECY 


STROH.D. 

6907110286 

SECY 


STROSNjDEn.JR. 

8910040001 

40 8943 


STR05NIDBR.J.H. 

B910170177 

50-443 

u 

STRUCKMEYEFl.R. 

S9 101 701 78* 

50 443 

u 

STUUDS.G E 

6910170180* 

50 443 

u 

SUH.G.Y. 

8010170183’ 

60 443 

u 

SUH.G.Y. 

0910170183* 

50-443 

u 

SUH.G Y. 

8910170185’ 

60-443 

u 

SUH.G Y, 

8910170107’ 

50 443 

u 

SULIWAN G F 

89 101 70189* 

50-443 

u 

SULLIVAN.Q F 

8910170194’ 

50 443 

u 

SUNDSMO.T 

8910170195* 

50443 

u 

SURMElER.J.J, 

8910030065 

50-302 

F 

SURMEIER J J 

8910340201 

50-302 

F 

SURPRBNANTEL 

8910300182 

PRM 


SURPRENANT.E L. 


ACCESSION 

NUMOER 


09 io.icoie? 

8U 10260151* 
0910270033* 
0910030532* 
0910120072* 

09^ 0020213 
09 10020224 
0910030493 
0910040310 
0010040323 

0910040308 
0910040370 
8910000072 
00 1 006C079 
0010060101 

0910060180 
0910100309 
69101 10134 
8910120057 
09I01201Q6 

B0101201Q9 

6910170226 

Qoioinoie? 

6910160235 

6910230097 

6910230140 

6910230161 

6910230235 

6910250236 

0910250242 

8910260005 

6910260205 

8010260310 

6010250040 

6909270155 

6010130016 

6910100206 

6010200020’ 

0010200222 

6010260027 

6910230201 

6010100261 

6010170024 

8010170062 

6910180077 

6010 1 00230 
0010160247 
0900260070’ 
0910030446’ 
691C030470 

69 1005004 J* 
6910060076 
6910130100 
8010130112* 
8010100100 

69 10 100250 
69 1 U2G0 1 70 
8000280007 
6910030360 
0010040104 

6910040400 

6010000303 

8910100050 

6910170323 

6910240202 

6910250020 

0010170323 

6010240202 

6910260161* 

0910280222* 

Q9101001SQ 
0010160316 
89 10050250 
8900280194* 
6910100110* 

6910100303 

6910160034* 

8910040117 

6910050062 

6010050162 

8910170227 

8910200044 

0910200047* 

6910180053* 

0909200211 

6910060204 

8910260262 

6910260262 


SLfDJECT 

CATEGORY 

PHM 

60 496 0 

SO 3D? < 

50 402 O 

50 267 Q 

50 200 

50 260 li 

50 336 P 

50 336 0 

50336 P 

60 336 p 

60 3 30 K 

50 330 <» 

60 330 P 

50 n:in o 

60 260 P 

63330 O 

50200 O 

50200 O 

60'338 t 

50-200 y 

50-200 P 

60 336 P 

50 336 O 

50 260 R 

50260 P 

50-330 V 

50 330 I’ 

50-330 Q 

50 330 P 

flEGOR 
50 330 R 

50-203 I* 

50-205 R 

50 400 O 

50-260 0 

50 321 O 

70-1113 
50 200 f 

50 200 a 

pnoj 

50 251 I* 

5()-237 P 

00 251 P 

50 251 P 

50 251 0 

50 254 

50 42J P 

60 334 I' 

50 209 J 

50 412 (’ 

50 210 I 

50 303 A 

50-30:i A 

50 329 P 

50-245 J 

50-210 V 

50 272 P 

50-272 P 

50 2/2 P 

50 272 P 

50 2/2 J 

50 2/2 P 

50 340 

50 341) S 

60 349 R 

50-340 S 

50 340 S 

PROJ 
PMOJ 

P121 
TOPFliP 
60 450 S 

50 317 0 

50 334 0 

Nunco 

50 203 U 

60 352 P 

50 352 0 

50-352 

50 352 i) 

40 0724 
40 0724 
50 620 V 

WASTE WGf 

WASTE WOT 

PRW. 


Wb ri^NU.P D 

6909280150 

50-368 

Q 

WIRJJ 

89 10020063 

50603 

A 

WJFT.J J. 

0910040^121 

40 2061 


YLVESlEn F. 

8910100099 

50-317 

S 

y tvrA,a n. 

8910020031 

50341 

0 

hYLVJA 3 R 

8910020123 

50-34 1 

P 

VtVW 3 f? 

8910040342 

50-341 

f* 

YLVIA 3 n 

0910050117 

50 341 

P 

VLVM.0 R 

8910250320 

50-341 

F 

SLViA,Q n 

0910260072 

50-341 

P 

ZCZcPANicC.A 

BD 10 100270* 

50-3R9 

Q 

AOOB.W 

8010030201 

50-307 

F 

AtVVAM.P 

3009200057* 

50-305 

n 

AW.PS- 

0009200191 

HtVIEW GH P 

AM.PS 

0009200262 

50-334 

j 

AW.PS 

8010030441 

50. 334 

p 

AWP S 

GO 100403 12 

50-412 

p 

AW.PS 

0010040307 

60 412 

p 

AW.P.S 

0910040410 

50-334 

p 

AW.PS 

0010040419* 

50-334 

p 

AM. PS 

0010050030 

50 412 

p 

AM. PS 

0910050204 

60-334 

p 

AM.PS 

0010110314 

review GR P 

AM.PS. 

DO 10120034 

REVIEW OR P 

AW.CP. 

QQW0GQO30 

TOPREP 


AILW J. 

0010240306 

50-275 

n 

AYk.Cn.JM 

8000270075* 

50-360 

0 

Avion JM 

8010240283 

TOPREP 


AYlOnJM. 

8908150020' 

Acns 


AYlOn.JM. 

0908150040* 

FOlA 


AViOflJM 

8900250319 

SECY 


AV^.OR.JM. 

8900010300 

SECY 


AVLOfI J W. 

8000120355 

50 324 

H 

AVtOP.J M 

eQ0Q220i63 

50-155 

H 

AYLOn.J M 

8009220208 

SECY 


AYlCn JM 

0D0Q28O025 

50-445 

U 

AYlCRJM 

0910050170 

SECY 


AV^OflJ M 

0010080176 

70-36 


AYLOn.j M 

6010000274 

80-445 

It 

aylorj M. 

6010110000 

PR 


AYlOn.JM. 

8910160156 

80-446 

A 

AYtOn.J^A 

0010100251 

50-443 

0 

AVLOn.JM. 

8010170055 

50-247 

0 

AYlOaJM. 

0910170200 

one 


AYLCn J.M. 

6010170256 

ORQ 


AYlOn J.M 

8010170200 

50-445 

11 

AYLOn.JM 

6910100162 

60-313 

p 

AYLOn.J M 

B0101Q0100 

00-200 

p 

AYLCM JM 

8010100202 

G0302 

p 

AYLOn J M 

8010180210 

00-312 

p 

AVi.On.JM 

8910180230 

00-346 

p 

AVLOR.J M 

8010100242 

PR 


AVtOn.w'M. 

8910180244 

50-209 

p 

AVLOn.J M 

00 10230076 

ORQ 


AVlOR.J M 

8010230141 

SECY 


AV{.CR.JW. 

8910030519 

60-409 

fi 

AVlOaJW. 

8010040123 

50-409 

R 

Avion jw. 

8910170082 

60 409 

P 

AV10R.LA 

8910020131 

60-313 

S 

AVtOn.LA 

8910030154 

60-313 

s 

eAGJE.j.e 

8910190150 

PT21 


eoflOkvj 

6910100014* 

50-302 

0 

EIEPAK.FIJ 

8910240234 

PRM 


eiiAj 

8909260060* 

50*331 

0 

EiAOS.CJ. 

6010050001* 

71-0230 


£N3^00K.W.K. 

B910 130022* 

50*206 

Q 

EFIAO.0 

0909270207* 

50-260 

O 

ERAO.D 

6010050369* 

60-260 

Q 

£HA0.0 

0910050395* 

60-260 

Q 

CnA0.0 

8010060024* 

60-300 

0 

ERAO.O 

8910240178* 

50-260 

Q 

ERAUDS.V. 

6910030420 

40 8007 


ERC.^J M. 

6910240342* 

60*285 

0 

£finV.C£> 

6910050253 

60-220 

0 

ERRYCD 

6910060064 

60*220 

P 

ERRYCD. 

8910110229 

50-410 

P 

ERRYCO 

8910170213 

50 410 

P 

reflRY.co 

0910170216* 

60-410 

P 

WDANI.A 

8908160322* 

50-395 

P 

rHAOANLMC. 

8910040124* 

60-352 

P 

fHADAMl M C. 

6910110109 

50*307 

J 


THOM A, JO. 

0910060026* 

1 

50-201 

r' 

f> 

TMOMAS.0 E. 
THOMAS.O.T 

091OI6OC62 

8910130032- 

WASTE MGT 
CONTRACT 

THOMAS.C-O 

6910120100 

ORG 


TMO.MAS.EW. 

8910050251* 

50 483 

p 

TIIOMAS.J A 

e9l0?60l75* 

50 330 

p 

THOMAS.W. 

6910100144* 

50-277 

Q 

THOMPSON.D.M 

6910060234’ 

50-334 

0 

TMOMPSOM.G 

8910120144 

50-410 

s 

THOMPSON.H.L 

6907100054 

SECY 


THOMPSON.H.L 

69lOlGOC6?‘ 

PRM 


thompson.h.l. 

69I026C057 

50-603 

G 

THOMPSO.Y.J.E. 

6910180100 

50-298 

R 

THOMPSON. J.n 

8910170057* 

40-2061 


tmorne.ce 

8910060092 

X PORT Lie 


THORNE.C E 

6910100015 

XPORTLIC 


THORNTON.J s 

6910060074* 

50 330 

P 

THORNTON.T E- 

0910130073 

71 £09 


TMUNSTEDT.JW 

0910190060 

60-373 

R 

TILLACK.B. 

6910250265 

60 336 

R 

TILLMAN, A 

6910130018* 

50 250 

Q 

riPPS.S.G 

6910030161 

68-366 

s 

TIPPS.S.B 

891C03D280 

50 321 

S 

TIPPS.S8. 

e9l0O4O3g& 

50 366 

S 

TlU.S 

6910270244 

PRM 


TIU.S. 

6910270244 

PRM 


T08IN.W J. 

8D0I24O35G* 

50-280 

0 

TOrilN.W J. 

6000230200* 

50335 

0 

TODD.Q.A. 

6910120164* 

50 400 

Q 

TOUD.G.A. 

6010130012* 

50-297 

0 

TODO.G A. 

0010200051’ 

70-1113 


TOKAR.M. 

6910250146 

WASTE MGT 

TOMPKINS.O A 

6010130119 

50 320 

G 

TOMPKINS.G.A. 

6910130120 

70-25 


TOMPKINS.O A. 

8010130124 

70-25 


TOMPKINS.O A 

8010310072 

50-443 

G 

TOMPKINS.O. A 

6910310149 

50-443 

0 

TOMPKINS.O.A. 

6910310175 

50-443 

G 

tourigny.e.g. 

8910050255 

50*324 

P 

TOURIQNY.B-G 

8910050310 

50-324 

P 

TOURlCiNY.E G. 

8910160127 

50-324 

0 

tourigny.e.g. 

6910230052 

50-324 

P 

TOURIGNY.E.G. 

6910240000 

60-324 

P 

TOWNSENO.J.D. 

6910030108 

50 275 

R 

TOWNSEND.J.D. 

6910100182 

50 275 

P 

TOWNSENO.J.D 

6910260116 

60275 

R 

TRACE.OA. 

8910260243* 

60 330 

P 

TRACE. DA. 

8910260311* 

60 280 

P 

TRAFICONTE.J. 

6910040233 

50443 

G 

TnAFICONrE.J. 

8910130002 

50443 

G 

TRAFICONTE.J.M. 

8910310150 

50 443 

G 

TRAMMELL.CM- 

6910240003 

50206 

P 

TRAMMELl.J.W. 

89 100402 13 

40 209 


TRAN.L 

8910060232* 

£0335 

P 

TRAPP.J.M 

8910250253* 

50 443 

0 

TRAUGER. r.C 

6010110142 

50255 

M 

TRAVIS.J.R. 

891010030? 

NUREG 


TRGM8LAY.LA. 

8010170326 

50 271 

P 

TREMOLAY.L-A 

6910240146 

50 271 

J 

TREVOR5.G.A 

8909200026 

50-293 

f 

TREVOnS.Q.A. 

6909260119 

50 293 

P 

TREVOnS.G A 

6910020154 

60-299 

Q 

TREVOnS.G A 

6910030206 

50-298 

P 

TREVORS.G-A. 

8910040073 

50*290 

0 

7REVORS.G.A. 

8910119011 

50-290 

0 

TREVORS.G A. 

6910110241 

50-298 

P 

TfiEVORS.G.A. 

8010170045 

50-298 

s 

TREVORS.G.A. 

6010200240 

50-298 

0 

TREVORS.G A. 

8010230122* 

50-299 

V 

TREVORS.G A. 

8010240179 

50-298 

J 

TREVORS.G.A. 

B910250227 

50-298 

F 

TROSKOSKI.W. 

6910120070 

60-344 

Q 

TROSKOSKI.W 

8910260253 

50-202 

0 

TROSTEN.l M. 

69 10050190* 

60 333 

Q 

TROSTEN.L.M. 

6910950106* 

60-333 

0 

TROUP.G.L. 

8010030274* 

70-1201 


TROUP.G.L. 

8010260177* 

70-024 


rRZVNA.G £. 

691G030id3 

50-295 

P 

TRZYNA.Q.E. 

8010100092 

50205 

P 

TRZYNA.G £ 

8910100246 

50 295 

Q 

TUCKER.H 8. 

6909270031 

50 269 

F 


lUCKER.H B 

6910030106 

50 269 

F 

tucker.h b. 

8910030121* 

50 269 

F 

TUCKER.H Q. 

B910030193 

50 269 

P 

Tucker H d. 

6910030225 

S0 269 

P 

tucker.h 0. 

6910030233 

50 3t9 

P 

TUCKER.H B. 

6910030256 

50 413 

F 

TUCKER.H G. 

831CX530330 

50-370 

S 

Tucker.h a. 

8910030334 

50 370 

S 

TUCKER Mb. 

391003034B 

50 413 

F 

Tucker.h B 

6910030370 

50 369 

F 

Tucker.h 0 

8910050005 

50 413 

0 

TlCKERHB 

6910060081 

50 413 

1 

TUCKER MB 

8910060264 

50 269 

P 

Tucker.h B 

8910100026 

50 269 

P 

TUCKER. HB 

6910110100 

50 414 

0 

TUCKER. H.B 

0010110156 

50 363 

p 

TUCKER.H B 

5910110163 

50 369 

F 

TUCKER.H B 

8910120062 

50 269 

P 

TUCKER.H e 

8910120174 

SO- 369 

F 

TUCKER H 9 

B910120201 

$0-269 

P 

TUCK6R.H B. 

8910160026 

50-270 

O 

TUCKER.H B 

8910160039 

$0 270 

0 

TUCKEn.H B 

8910160092 

SQ-270 

P 

TUCKER.H B 

8910160204 

$0-269 

S 

TUCKER.H B. 

6910170005 

$0-269 

P 

TUCKER.H 0 

8910170012 

$0-413 

o 

TUCKER.H B 

S9 10160 103 

50-269 

F 

tucker.h B 

6910190166 

50-269 

R 

TUCKER.HB 

6910190170 

50-369 

R 

TUCKER H.B 

8910190185 

50-413 

fl 

TUCKER.H B 

6910190198 

50-269 

P 

TUCKER.HB 

66 10 2000 15 

50-269 

0 

TUCKER.H.B- 

8910230175 

50-369 

P 

TUCKER H.B 

8910230239 

50 269 

F 

TUCKER.H B 

8910240019 

60 287 

O 

TUCKER.H B. 

B91 0240042 

50 269 

P 

TUCKER.H 0. 

8910240044 

50 269 

P 

TUCKER HB. 

6910240046 

50 369 

P 

TUCKeR,H B. 

0910240242 

50 269 

0 

TUCK6R.P 

8909290219* 

CONTRACT 


TURK.SE 

8910040194 

«>443 

0 

TYIER.C 

8910110059’ 

CONTRACT 


U0Y.AC 

6909140269* 

50 461 

p 

UOY.A C 

6909 150 162* 

50 335 

p 

UDY.A C 

8909150162* 

50 335 

p 

ULIE.J M 

8910110167* 

50 461 

0 

ULMER.EJ. 

6910170019 

$0-344 

R 

UMSEL.O M 

8910100319 

contract 


USI,A A. 

8909140030 

50 317 

F 

USZLER.J.M. 

8910250344 

PRM 


USZIER.J.M 

89102C0344 

PRM 


VALENTINE.L. 

8910120089 

50-263 

F 

VANDOOnN,K. 

B9 10200003* 

50*369 

O 

VANDUSEN.K 

091D2OOO92 

STATE PROG 

VARGA.S A 

8910040269* 

50-293 

P 

VARGA.S A 

8910230020 

50-277 

H 

VA\JGHAN,Ch^. 

691021)0053* 

70-1113 


VAU3HN.QE 

8909280061 

50-49B 

P 

VAUGI1N.T.L. 

6910110106 

70-607 


VELASQUEZ. J a 

0909290099 

70-020 


veLASQUEZ.J R. 

6910200096 

40B907 


VELASQUEZ. J R 

8910230106 

70-820 


VERMA.T.R. 

6910240320* 

WASTE MGT 

VERNETSON.WG 

6910030214 

5083 

K 

VERNE TSON.WG 

6910060216 

50 83 

S 

VERNETSON.WG 

8910060219* 

50-83 

s 

VERRELLIO M. 

8910030075 

50-395 

Q 

VERRELLI.D M. 

6910030553 

50-400 

0 

VERREULl.O M, 

8910040072 

50-395 

0 

VEnRELLl.D.M. 

8910040101 

50*324 

s 

VEBRELLI.O.M 

6910040121 

50*324 

s 

VERRELLI.D.M- 

6910200121 

50-400 

0 

VERREU.f.O W 

8910260033 

50-39S 

0 

VEBRELLI.DM, 

6910260258 

£0-348 

0 

ViRGONA,JE. 

0910040034 

WASTE MGT 

VIRGONA J.E 

6910040044 

WASTE MGT 

VIROSTEK.C 

8909270222* 

70-13$ 


VIROSTEK.C. 

B909270227* 

70-135 


ViniR-A 

8910250202 

PRM 


ViTTI.fl.A. 

8910250262 

PRM 


VOIN.R. 

8910160225 

TOPREP 


VOLMEaCJ. 

B909270061 

TOPRFP 



S!Eeen„fO 

SEBEHJO 
SIEBER.J D 
S'EBER.JO 
S'.i^oyjA. 
siu^oy.J A 

S'LADV.J A 
5 'J^DV J A 
SllADY.J A 
SILAOY.J A 
S'LVER.H 

SbLVER.H 
SILVER H 
SILVER, H 
SILVER.H 
SILVER. 

SILVER.H 
SILVER.H 
SILVER H 
SILVER.H 
SILVER H 

SIWPSON.DR 
SlWFSON.DP- 
SIWPSOM.F t3 
SINKULE.W.V 
SISXLILE.M.V 

SISKULE.M.V 
SISKULF.M.V 
SIS^ULE.'^.V 
SiSKyLE.'A.V 
SISKULE.M V 

SISKULE.M.V 

SIPE.A 

Sl=e.A 

SPE.A 

SIPE.A 

SIPE.A 

SIPE.A 

SiPc.A 

S|Pc,A 

SIPc.A 

SIPg.A 
SIPc A 
SiPc.A 
S;PE A 
SISCOC 

S‘SUL.J J. 
SSUL.JJ. 
&SUL.JJ. 

sjcreenai 

SKARiTKA.J 

skierkowski.p 

SKINNER.P.H 

SKOLNICKf. 

SKOLNICK.F. 

SKOLNICK.F. 

SLEIGMM 
SLGWMQNSOe 
SLOSSON W-M. 
SLCSSON.W.M- 
SLOSSON.M.M 

SLOSSON.M M. 
SLOSSCN.M M. 
SWECLEV.n w 
smiTh.d.k. 
SVllH.C 

SMITH, D 
SMITH.O A 
SMITH. O M. 
SWlTH,O.W 
SMIIH.D.M 

SW.lTH.Q M 
SWITH.D.W 
SMrTH.D-W 
SMITH.O W 
S.MITH.G. 

SMITH.H. 

SMITH.JA 

SMITM.JC 


69 10240305 J 34 

K 



8910240307 * 

50334 

P 

SMITH.P A 

8910170086 

B 9 10250023 

50334 

P 

SMITH.PM 

8910030360 ' 

8910250024 * 

50334 

P 

SMiTH.P.V- 

8910100298 

8910040200 

50237 

P 

SMiTH.R E 

8910120050 

B 9 10040248 

50-237 

P 

SMITH.R E 

8910120053 ' 

8910120070 

50237 

P 

SMlTH.n G 

6910190147 

aoioieoosfi 

50 2 S 4 

P 

SVlTH.n H 

8910040417 

B 910 190005 

50 237 

P 

sv.nii.s 

8910060196 

6910250314 

53 249 

0 

SMITH.S H 

8910040262 

8910040362 

50 302 

p 

SMITH.WG 

8910020021 ' 

8910 C 5 O 249 

50 302 

p 

SW.YTH.CW 

8910240033 

6910060011 

50 332 

p 

SNELL.W 

8910160007 * 

8910060015 ' 

50 332 

p 

SNIEZEKJ H 

69101 80262 

8910060208 

so 302 

p 

SOFFER.L 

8910270247 

63101601^5 

SO 302 

Q 

somvermeyer S 

8910160136 

8910(60356 

50 302 

P 

sorensfn.c.c. 

8909280186 

B 9101 & 024 B 

50-302 

P 

SORENSEN.GC 

8909260039 

6910240224 

50-302 

P 

SCREN 5 EN.GC 

8909380107 

6910240231 

50-302 

P 

SORENSEN GC 

8910020009 

8910260207 

50 302 

P 

SORENSEN GC 

8910040359 

8910030256 

50 413 

F 

SORENSEN.GC. 

6910050134 

0910030352 ' 

50-413 

F 

SORENSEN.G C 

6910120141 

8909010006 * 

50.461 

P 

SOHENSEN.G C. 

8910180300 

6910030213 

50-336 

0 

SORENSEN.GC 

8910190131 

B 9 l 0030 ?ia' 

50-338 

0 

SORENSEN.GC 

891027 C 033 

6910020536 

50-302 

0 

sorenscn.k B 

6910260937 

6910190011 

50*302 

Q 

SOUOHB.J 

6910030422 

8910190012 * 

50-302 

0 

SOZZI.G L 

6910 I 60 C 87 ' 

6310190040 

50-335 

Q 

SPANE.F A 

6910100141 * 

89102000 S 6 

50-250 

0 

SPARLING.D K 

8910030219 

8910200064 

50-335 

0 

SPARLING.O k 

8910100076 

8909299019 

50-569 

S 

SPARLING.D K 

8910240-305 

8910020071 

50-369 

5 

SPENCER.M 

8910130032 * 

0910020076 

50-369 

S 

SFIEGLER.E J 

8910240009 

8910020157 

50-370 

S 

SPCNO.D F. 

6910050157 

6910030239 

50-369 

S 

SPRARaGEN.S C 

6910240238 

6910100126 

50-370 

S 

sreniawskio 

6910030373 

6910120064 

50369 

S 

SHENlAWSKi.DJ 

8910020112 

6910160295 

50-369 

S 

SRENlAWSKi.OJ 

8910020116 * 

6910160310 

50-369 

S 

SRENIAWSKIO J. 

8910240018 * 

8910240132 

50-369 

S 

STABLE:N,k 

8910160294 

6910240141 

50 370 

S 

stable^n.k 

8910180271 

8910240267 

50 3 G 3 

S 

STAONiCK.S 

8910040367 

6910250326 

50 369 

5 

STAFFOnO.K E 

8910170203 * 

6910250156 * 

50 354 

V 

STANG.J 

8910060237 

691013004 ? 

40 2061 


STANG.J- 

8910230241 

6910130044 

40 2061 


STANG,J F 

8909290009 

6910130050 

40 2061 


STANG.J F. 

8909290035 * 

B 91010 Q 269 

NLREG 


STANG.J F 

8910200108 

6910040313 * 

TOPRF.P 


STANSBERRY.WV/. 

8909270158 * 

89102 S 0236 

50 112 

P 

STARKEY.n B. 

8910040215 

6910190049 * 

60 269 

Q 

STARK 6 Y.R B 

3910240062 

8910130115 

50 320 

G 

STAUIER.J C. 

8910100151 

6910310078 

50 320 

0 

STA\)TER,JC 

8910250210 

8910310078 

50 320 

G 

STElGFfiWE 

6910030542 

8910240266 

£0 263 

S 

STElGEfl.W E 

8910040295 

891 Q 190077 * 

60 275 

P 

STElGEH.WE 

8910130088 

8910030451 

£0 220 

P 

STElGEfl.W.E 

B 91013 D 094 

6910040214 

£0 220 

J 

STEIGERWE 

69101 7034 S 

8910190233 

50 220 

P 

STEIN.R 

8910260135 

8910190260 

60 220 

P 

STElN.SJ 

8910100317 

6910190269 

60.220 

Q 

STELLO.V. 

6007290170 

6909290109 

60 255 

P 

STELIO.V 

8936090061 

8910020266 

50-331 

S 

STELIO.V 

8907110288 

89 C 9270 D 06 * 

’ 60.369 

0 

STELIO.V. 

6910040001 

8910060024 ’ 

’ 50 3 SD 

0 

STELIO.V. 

8910170177 

8909230187 

50 322 

S 

STELLO.V 

8910170178 * 

8909290016 

60277 

V 

STELLO.V 

8010170160 ^ 

8910020273 

60 278 

s 

STELLO.V 

8910170 IB 2 * 

8910030495 

50 277 

s 

STELLO.V 

8910170183 * 

8910160183 

60278 

s 

STELLO.V 

8910170185 * 

6910230133 

60277 

5 

STELLO.V. 

8910170167 * 

6910240195 

60277 

S 

STELLO.V 

B 910170189 ' 

6910250205 

60277 

R 

STELIO.V. 

8910170194 ' 

8910050375 

* WASTE MGT 

STELIO.V. 

89 l 0 l? 0 l 95 ' 

6910110193 

* CONTRACT 

STEPHENSON J 0 

6910020065 

8910170206 

• 60269 

S 

STEPHENSON. J 0 . 

8910240201 

8910200215 

40 6622 


STERN.C A. 

8910300182 


CONTRACT 


STEWAHT.W.L. 

01 > 10 (M 036 G 

50 ■yj '^1 


CONTRACT 


STEWARTAV.L 

001 0040370 

50-338 

K 

NUREG 


stewart.w.l 

OEH 0060072 

50 330 


50244 

P 

stewart.w.l 

00100 G 0070 

50 330 


50-244 

P 

STEWART.W.L 

0010 Q 601 Q 1 

50 ( 5(1 

0 

50 410 

S 

STEWART.W.L 

ooionfloino 

50 -?f 0 

p 

PROJ 


STEWART.W.L 

0010100300 

60 3 30 

<7 

408820 


STEW ART. W L 

8010110134 

60 283 

<7 

50 324 

P 

STEWAHT.W L 

8010120057 

60 ?83 

C 

50 3(5 

P 

STEWART.W L 

001012010 Q 

50 3, 16 

r 

50-239 

B 

STEWART WL 

80 1 0 1 20 1 00 

00 2 fl 3 

( 

50-450 

0 

STEWART.WL 

001017022 G 

00 ?J-:) 

f 

50-430 

H 

STEWART.W L 

8010100162 

00 310 

f- 

NUREG 


STEWAHT.W L 

8010180235 

00 riJil 

O 

50409 

F 

STEWART.W, 1 .. 

801023009 / 

00 2 no 

II 

50 397 

P 

STEWART.W.L 

0010230140 

00 ?l ’.0 

T- 

£0 397 

P 

STEWAHT.W L 

8010230101 

00 330 

1 - 

50 397 

P 

STEWART.W L 

0010230230 

00 330 

1 - 

£0 397 

P 

STEWART.W L 

8010200236 

00 '.1 11 

O 

50 397 

0 

STEWAHT.W L 

09 1 025024 ? 

60 3 'II 

1 - 

50 397 

P 

STEWART.W L 

8010260005 

iHitU'ill 


50 397 

0 

STEWART .W L 

00102602 G 5 

00 '.nd 

u 

50 397 

V 

STEWART.W I- 

891020031(1 

00 ?<'0 

p 

50 508 

A 

STICE.DL 

8010250040 

00 230 

II 

50 397 

K 

stohr.jp 

0009270155 

00 40(1 

o 

REGGD 


STOHR.J P 

0010110016 

03 200 

(J 

CONTRACT 


STCHR.J P. 

00(0190206 

53324 

(7 

50 254 

P 

STOHR.J P. 

0010200020 * 

70 1113 


waste MGT 

STCMR.JP 

01 ) 102002 ?? 

0 O 2 ilO 

f 

40 8631 


STOHH.J.P. 

001026002 / 


C 7 

40 8631 


STOIBER.C. 

00102.30201 

riiDj 


40 8681 


STOL 5 .R 

8010100201 

0 O -254 

V 

CONTRACT 

STOLS.n 

00101/0024 

00 23 7 

\> 

FRM 


STOLS.R 

001017000 ? 

00 204 

r 

TOPREP 


STOLS.n 

0010180077 

60 204 

(' 

FRM 


STOLS.n 

01)10180230 

Ul- 21.4 

o 

7036 


STOLS.R 

001010024 ? 

‘>0 204 

(7 

70 364 


STOLZ.JF 

onoo?oco 7 o’ 

50-423 

P 

70364 


STOl-Z.J.F 

001003044 5 * 

rn 334 

P 

70 38 


STOLZ.JF 

00 10030470 

‘ 0 261 ) 


WASTE MGT 

STOLZ.JF. 

0010050343 * 

50 412 

P 

waste MGT 

STOLZ.J F 

0010360075 

!i 0 ?I 9 

[ 

50-326 

S 

STOLZ.J.F. 

0010130109 

00 303 

A 

50 289 

s 

STOLZ.JF. 

001013011 ?* 

50 3113 

A 

50 341 

p 

STCl Z.J F. 

0 O 1 O 1 UO 1 UI) 

00 3?0 

P 

50-16 

J 

STOLZ.J F 

0010190250 

00-245 

J 

50 341 

p 

STOLZ.JF. 

0010260170 

00 219 

v 

50-341 

p 

STONE, JC 

000020000 / 

00 - 27 ? 

p 

50 341 

p 

STONE.JC. 

0010030360 

00-272 

p 

50 369 

0 

STONE.JC 

0010040104 

00 27 ? 

p 

50-324 

V 

STONE.JC. 

001 C 040400 

00-272 

p 

50-324 

V 

STONE.J C. 

0 O 1 COOO 3 Os 3 

00-272 

J 

71-9070 


STONE.JC. 

00101 Gcosa 

00 272 

f 

70925 


STOnZ.L F. 

0010170323 

S 0 O 34 C) 

s 

50 322 

p 

STORZ.L F. 

0010240202 

60 340 

s 

50 322 

p 

STOFZ.L.F, 

0910250020 

60. 340 

It 

50 322 

V 

STOiZ.J.C. 

8010170323 

CO 346 

s 

50-322 

F 

STOT 2 .J.C. 

0010240202 

60 340 

s 

50 322 

0 

STOUT.B.J. 

0010200101 * 

PIIOJ 


PROJ 


STOUT.B.J. 

0910260222 * 

PliOJ 


FOIA 


STBAMBACK.G B. 

0 O 1 O 16 O 1 GO 

PT 21 


SECY 


STRAMBACK,fl B 

0010100316 

TOPptP 


SECY 


STHOH.D 

00100 5025 U 

60 406 

0 

SECY 


STROSNIDBR.J R. 

0000200194 * 

60-317 

c 

40-0943 


STROSNIDER.J.R. 

0910100110 * 

CO 334 

i. 

50-443 

U 

STfllJCKMEYEn.R. 

0910100303 

NUPEa 


50443 

U 

STUODS.G.E 

0010160034 * 

60-203 

L 

50 443 

U 

SUH.G.Y. 

6910040117 

60-362 

1 

50 443 

U 

SUH.G.Y 

6010050002 

60-302 

t 

50 443 

U 

SUH.G.Y. 

6910050102 

CO 302 

1 

SO 443 

u 

SUH.G.Y. 

6310170227 

50-302 

1 

50 443 

u 

SULLIVAN.G.F. 

6 Q 10200044 

400724 


50 443 

u 

SULLIVAN.G.F. 

0910200047 * 

40 0/24 


50 443 

u 

SUNOSMO T 

6310100053 * 

60 520 

1 

' 50 443 

u 

SURMEIER.J J. 
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8910200221 

waste MGT 

WAnNlCK.R F. 

8910040168 

50-445 

0 

WiDELL.fl C. 

8910160259 

71-332 

WILMOT.E!, 

8910240214 

WASTE MGT 

WARHlCK.Rf. 

89102Q0179 

50-445 

0 

WIDELL.PC 

8010190168 

50-302 n 

WILSON.0.A 

891G030109 

50-390 Q 

WARNlCK.RF- 

6910200184 

50-445 

Q 

WIOELL.RC 

6010270215 

50-302 S 

WJLSON.B A. 

8910030116* 

50-300 0 

WARN'CK.R F 

6910200165' 

60-445 

0 

W.E6E.J.S 

8909260002* 

50 445 0 

WiLSON.BA 

8910030145 

60-260 V 

WARREN.L A 

8910020224 

50-280 

R 

WIEBE.J S 

8910020240* 

50-445 O 

W11S0N.8 A 

8910030463 

50-250 Q 

WAPSINQ.OS 

8910200032 

PT21 


WIE8E.J S 

8910020270* 

50-445 O 

WILSON.B A. 

8010040036 

50-259 V 

WATSON, L J. 

8910200010' 

50-327 

0 

WJE0E.J.S. 

8910020201* 

50-445 0 

wilson.b a. 

8910040093 

50-300 0 

WATSON.R 

8910120047' 

ORG 


WIEBE.J S 

0910200186* 

50-445 Q 

WILSON.BA. 

0910040093 

50-300 0 

WATSON.RA 

8910040196 

50-324 

P 

WIEDEMAN.DG 

0702250016* 

FOIA 

WILSON.B A 

8010040112 

50-327 0 

WEAVEfl.J A. 

8910300193 

PRM 


WIENS, LA. 

89101G0042 

50-269 P 

WILSON.BA. 

8010040276 

50-259 P 

WEAV6R.J A 

6910300193 

PRM 


WIGNS.L.A 

0910170115 

60-260 P 

wilson.b a. 

6910060009 

50 327 F 

WE8ST6R.es 

8910100307 

NUREG 


WiENS.L A. 

8910250371 

50-269 Y 

WILSON.BA. 

8010200007 

50-327 a 

WEHRING.BS. 

6910050136* 

50-356 

P 

WIESE MANN.R a 

0909200005' 

TOPREP 

WILSON.BA 

0010200009* 

50-327 Q 

V»6HRV.fiR 

8910180078 

50307 

s 

WlESEMAt^N.n A 

0910030512* 

TOPREP 

WILSON.BA. 

6910200007 

50-250 Q 

WEINS.LA 

8910180024 

50289 

p 

WIES6MANN.R A. 

6910120114* 

50 001 A 

WILSON.BA. 

8010200115 

50-259 0 

WEISMAN.RM 

8910040170 

50-346 

G 

W/ESEMANN.R.A. 

6910190025' 

50 498 P 

WILSON.BA. 

8910200110* 

50-259 Q 

WE<SS.A J. 

6910270282 

^■UREG 


wiggins.e j. 

8910020166* 

CONTRACT 

WILSON.BA. 

09102G0102 

60 259 0 

WElSS.O. 

6910120200 

TOPREP 


WIGGINS.E.J 

8910060154* 

CONTRACT 

Wilson.b a. 

8910260104 

60269 0 

WEISS»0. 

8910160104 

60-312 

P 

WIGGINS.E J 

8910060171* 

CONTRACT 

WILSON.K.R. 

8909270202 

60-302 Q 

WEISS.SM 

69101 70106* 

60-185 

P 

WlGG'NS.Ei. 

8910100211* 

CONTRACT 

wilson.k.r. 

6909280100 

60 302 P 

WEI5S.SH. 

6910240021 

60-267 

P 

WIGGINS.E J. 

6910100327' 

CONTRACT 

WILSON.K.R. 

8910030040 

60 302 S 

WELLMAN.G-W. 

8910260037 

REGGD 


WIGGINS.E J 

6910100328* 

CONTRACT 

WILSON.KR. 

8910040376 

50302 S 

V^eilS.AH. 

0910020050 

71-9225 


WIQGINS.E.J 

8910100330* 

CONTRACT 

W11SON.K.R. 

6010170271 

60-302 S 

WELLS.AH. 

6910170263 

PROJ 


WIGGINS.E J. 

6910110059* 

CONTRACT 

WILSON.R.C. 

0010260167* 

OA09d 

WELLS.RO- 

6909260197 

50-320 

S 

WIGGINS.E J 

8910120004* 

CONTRACT 

WINGER.M.A. 

6910240029 

50-334 R 

WELT.A M. 

8910190144 

FOIA 


WiGGiNS.EJ 

6910130003* 

CONTRACT 

WINN.R S. 

0010300213 

PRM 

WELT.AM 

6910200063 

fo:a 


WIGGINS.L-.J. 

6910160084* 

CONTRACT 

WiNN.n.S. 

8910300213 

PRM 

WELT.AM 

6910240297 

FOIA 


WIGGINS.EJ. 

8910170002* 

CONTRACT 

WINSLOW J.P. 

0010170140 

70 11 13 

wenslawsklf. 

8910180323' 

50-344 

Q 

WiGGeNS.E.J. 

89101700B8* 

CONTRACT 

WINSLOW .T.P. 

6910200134 

70-1113 

WENSLAWSKI.F, 

8010250015 

60-224 

S 

Wiggins.e J. 

8910170162* 

CONTRACT 

WINSOR.M, 

8910240239* 

50 528 P 

WENSUWSKI.FA. 

6910040386* 

50-326 

Q 

WIGGINS, E.J 

8910170202* 

contract 

WISHAM.CL. 

0910130113 

70-734 

WENSLAWSKt.F.A 

8910100305' 

50-312 

O 

WlGGltlS.J.l. 

8910040080 

60220 H 

WISSINX.RG. 

891020D233 

REVIEW GR P 

WENSLAWSKI.F A. 

8910120159' 

50-206 

o 

WJGGINS.J.T 

0910190212 

60 330 O 

WiTHERS.B.D. 

8909270159 

50-462 P 

WENSLAWSKI.F A 

6910130022' 

50-206 

0 

WIGG'NS.J.T. 

8910250061 

50-220 T 

withhrs.b.d. 

09101201 10 

50-482 V 

WBNZINGER.E 

6910030196 

SO-423 

s 

WIGGINS,J.T, 

8010250253* 

50-443 O 

WITHERS.B 0. 

8910190136 

50-482 R 

WENZINGER.E. 

6910250034 

50-219 

0 

WIGGINS.J.T. 

6910250369 

60-286 O 

WITT.F J. 

0909270081 

TOPREP 

WENZINGEfl.E.C 

8910100017 

50 334 

Q 

WIGGINTON.D 

6910050078 

ORG 

Win.H.E, 

8910100137' 

71-110 

WEN2INGER.E,C 

6910100107 

50-213 

Q 

WlQGlNTON.Dt 

89092 70 IBS 

50-392 P 

WONG.M.K. 

6910160237 

xportlic 

WERT.L.O- 

6910190040* 

50-269 

Q 

WIGGINTON.D t. 

8910020002 

50-382 J 

WONG.MK 

8910240157 

XPOFTLIC 

WESLEY.O.P, 

8910260292* 

40-3453 


WILBORN.L 

8910100127* 

50-302 Q 

WOODHEAD.C.P. 

8910130009 

50-320 n 

WESSMAN.R H. 

8909290167* 

50-293 

P 

WILBORN.L 

6910230099* 

50-267 Q 

WOODLAN.DR- 

8910020156 

70-3057 

WESSWAN.RM. 

8910920037* 

50 271 

P 

WILF.LH. 

6910230240 

PRM 

WOODLAN.D.R- 

8910230012 

50-445 A 

WESSWAN.R.H. 

89I0OG0O97* 

50-293 

P 

WILKIMSON.I.E. 

8910160201 

50-387 S 

WOOLUMS.J. 

8910040258* 

CONTRACT 

WESSMAN.R H, 

8910260129 

50-293 

P 

WILLI AM,S.E. 

8910040230 

50-280 F 

WRIQHT.F.N. 

6910190276* 

60-321 Q 

WESSON.n.L. 

8900270105* 

CONTRACT 

WILLI AMS. J.C. 

0910160177 

50-424 R 

WRIGHT.G.C. 

80 1 0020226 

50-340 P 

WESTERWAN.T F. 

8910030162' 

50-287 

Q 

WILLIAMS.JG. 

8910060310 

50-356 n 

WRIGHT.G.C, 

0910030549 

50-316 V 

WeSTERMANJ F 

8910030585' 

50285 

Q 

WiLUAMS.M.G 

6910020069 

60-482 S 

WRIGHT.G.C. 

6010040305 

&0-1 16 V 

WETHV.CM. 

8910240151 

50-335 

F 

WiLLIAMS.MG 

0910040166 

50-462 S 

WRIGHT.G.C 

6910170032 

50-186 V 

WETZEL.N 

B91013D158* 

WASTE nes 

WILLIAMS.M.G. 

0910190136 

50-462 n 

WRIGHT.G.C. 

0910170035 

60-331 V 
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AUTHOR ACCESSION SUBJECT 
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WYMAMJ.ie 

801C050130- 

50-356 

P 

YA<S»I M C 

6910060159 

7f-9225 


YANOElL.L a 

6910050413’ 

50-202 

P 

VAMICH-COS f: 

6910040223' 

50-286 

P 

'iF.AZEl.A 

6910190241 

PROJ 


yopk.j w. 

8910100061* 

50-280 

0 

YO*-NCvOE. 

8010030146 

50-403 

S 

YO.NG.F, 

6910100101 

50-320 

S 

YOUN3.K A 

6010260173 

60-387 

n 

YOJN3.M A 

0910040161 

50-443 

G 

YOJNn MA 

801025C043 

50-443 

G 

YOONO M A 

6910250112 

50-443 

G 

YCUNQ T 

6910030329 

FOIA 


VUIAS,GP 

0009200 M3 

50-397 

Q 

>^UHAS,GP 

0010030573 

50-344 

0 

>^UHASO P. 

8010040220 

50-133 

0 

^UmASGP 

8010100345’ 

50 312 

0 

Yl/HA5.n P 

6910120157 

60 206 

O 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

YUHAS.G P 

8910130019 

50 208 

0 

YUHAS.G P 

8910130 IC6 

50433 

Q 

YUHAS.G P 

8910180320 

50 344 

0 

YUNDT.C P 

8910030125 

50-344 

S 

YUNDT.C P. 

6910030443 

50 344 

F 

YUNDT.C P 

89100S0225 

50-344 

f 

YUNDT.C P 

8910110170 

50-344 

S 

YUNDT.C.P. 

8910120030 

50-344 

F 

VUNDT.CP 

8910120170 

50-344 

F 

YUNDT.C P 

8910130024 

50-344 

S 

YUNDT.C P 

8910130150 

50-344 

S 

YUNDT.C P 

6910160186 

50-344 

S 

YUNDT.C P. 

B910 170019 

50-344 

R 

YUNDT.C P 

8910190271 

50-344 

S 

YUNDT.C P 

0010200214 

50 344 

S 

YUNDT.C.P 

B9 102 30051 

50 344 

s 

YUNDT.C.P. 

8910230204 

50 344 

s 

VUNDT.CP 

G9102302C8 

50 344 

s 


AUTHOR 


YUNDT.C P 
YUNOT.C P. 
VUNDT.CP 
ZECh.LW 
2ECKL W 


ZECH.LW 
2ECH.L W 
2ECH.L W 
2ENGER.G H 
2ENGER.G H 

ZIEGIER R S 
ZIEGLER.RS. 
2IEGLEH.RS 
2IEGLER.RS 
2-.EGLER.R S 


2IMV.ERVANR 
ZIMWERV-A'J.R P 
Z'WMERWAN.R P 
ZiMMERWAN.R P. 
ZIMVERMAN.S 


ZiN<E.GA 


ACCESSION SUBJECT 
NUMBER CATEGORY 


6910240186 

6910240202 

691025025B 

6910020090' 

891002C094* 


60-3:14 S 

50 344 S 

60 344 S 

FOIA 
FOIA 


8910020103- FOIA 
8910170057* 40-2061 

891024D273* WASTE MGT 
8910000207 PRM 
69103002Q7 PRM 


6909290202 -40-8902 
6909290264 40-8902 
6910030065 40 8902 
6910030179 40-8902 
8910200059 40-6002 


8910180052 50-528 V 
8910040197 60-344 Q 
8910110071 60-528 O 
6910200074 60-39? P 
6910200212 WASTE MGT 


8910190121 50 41B R 



ineni unaer wmcn the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


Subject categories for nondocketed items are also 
entered In this column by symbol; for example, 


AUTHOR affiliation 


■cAiiSOl^lo codo .. 

Far Eftst, Ltd 
Ak GooConvoh, Iric 
AL*n LHly Sloodra 
AXOX. Inc 

ATAT IrJoffTfilton Syslomv 
Accu NVo8*,hor, Inc 

Ccf? 

A^ancod Modlcal Syaiams, Inc. 

A:^&nced t<ijcioar Fuels Corp (tormody 
tjoto*' Kucicar Co.. Inc.) 


Afjhama Conservancy 
AJaba/na Povto* Co. 


A/a tana. Univ. of, fJPm noham, AL 


Afbsr.f Medical Center. Albany. NY 


ACCESSION SUBJECT 

NUMBER CATEGORY 


7)910060171* 

CONTRACT 


0010060100* 

MISC 


8910060167 

PR 


39 10030 TO 7 

PROJ 


8010020014 

40-0020 


0010030033* 

CONTRACT 


8010050272* 

CONTRACT 


0910100103* 

CONTRACT 


G910T00006 

71-205 


0010100317 

FOlA 


8909270061 

TGPREP 


0000270066* 

TOPREP 


0000290069 

rOPREP 


0910040107 

70 1257 


0910040305 

70-1257 


0010050065 

TOPREP 


0010240220 

REGGD 


0010100268* 

50 438 

H 

0009200130 

60346 

0 

0000200130 

50 340 

Q 

0900260132 

60-348 

0 

0900200132 

50-348 

Q 

6000200136 

50-340 

F 

6000290130 

60 340 

F 

0010030136 

60 340 

F 

0010030135 

60-340 

F 

0010030201 

50-340 

P 

6010030261 

50-340 

P 

8010030264* 

50340 

P 

0010030204* 

50-340 

P 

0010040170 

50 348 

G 

8910040170 

50-348 

G 

6910040273 

50-340 

P 

0010060257 

50340 

0 

8910060257 

50 340 

0 

0010060269 

60-346 

F 

59)0060270* 

$0-346 

0 

8010110230 

50 340 

0 

8010120117 

50-348 

P 

0010120127* 

$0-340 

P 

8010130135 

50-304 

Q 

5010)30)37* 

50 364 

0 

0910160329 

60-364 

R 

8010170114 

50 340 

R 

0910170163' 

50-348 

n 

0910170167* 

6034B 

R 

80 lOT 70241 

60-36-1 

S 

091O1B000O 

50 304 

F 

0910180203 

60304 

P 

8910160232 

50 340 

F 

6010180370 

50-348 

P 

8910190010 

50348 

0 

89t0l900l0 

5034B 

0 

6910190282 

50-364 

s 

0910240257 

60-348 

s 

60102&01B2 

50-346 

F 

0910250182 

60-346 

F 

8010260160 

60-348 

F 

8010260160 

60-348 

F 

8010260246 

50 340 

f 

8910260246 

50348 

F 

0010100263 

PRM 


6910190277 

PRM 


8910190266 

PRM 


6910190287 

PRM 


0910240006 

PRM 


8910250292 

PRM 



AUTHOR AFFILIATION 


(formerly Albany MediCal Center* Hoap ) 


All Chemical Isolope EnnchrT.e-nl, lf.c 


A'logheny General Hosp . Pitis-bjrgh, PA 
(formerly A'legbeny Heai'h. Ed jca*Jor> & 

AiJeniown Hosp Lahign valley Hosp 
Conlof. Al'entOiiirn, PA (forme'iy Al epio 
A'iod inapaclon Services, Inc. 

Alpha Omega Techno'ogy. In^c 


A'.ta f Hescurces, me 

Amencan College cl Nuclear Ph>s clans 

Amer.can Nuclear Corp 


Amercan Pharmaceulica* Association 
Amofsham Corp 


Analysis & Weasurerr.e'il Services Corp 

Anchor/Darlrg valve Co (subs o? 
Anchor/Oa'Lng Industries, inc ) 
Anderson County Bank 

Ann R% A Associates 
Aptech Eng noenng Services 
Argomp Nat onai Laboraforv 
Afirone Public Service Co (lormedy 
Anzena Nuclear Power Pro,ect) 


255 


ACCESSION SUejECr 
NUMBER CATEGORY 


&& 1 0250306 PRM 

SOI 025031 7 PRM 

&91 026001? PRM 

6910040050' 50 603 G 

0910170247 50 603 

0910180245 50-603 

6910180280 50 603 

8910260097 PRM 


8910270220 PRM 

0910230189 71-J30 

8910190144 FOlA 

8910200063 FOlA 

6910240297 FOlA 

0910030328 40-8926 

0910190002 PRM 

8910030461 40 .w] 492 

8910030543 40-4492 

B9 100 4 0293 40-4492 

6910060031 40 4492 

89 101 90054' PRM 

6909280206 71-9160 

8909260217 71-9039 

091OO5O3B7 71-9128 

0910170084 PT21 

B9101 70159 71-40 

8910240223 REGQO 

8910250377 719163 

6909290101' CONTRACT 
8910170162' CONTRACT 
6910050100* 50-275 

6910160326' 50-603 

8910100332* CONTRACT 
6910100328' CONTRACT 
09)0040146' 40-2061 

8910020133 50-528 


8910030101 50-530 
8310030143 50.528 
B910030339 50 626 
8910030341 60 528 
8910030345 50.530 

6910030489 50-528 
8910030505 50 628 
8910040193 50 528 
6910040289 50-526 
8910040289 50-528 

8910040303 50-528 
8910100116 50-528 
6910ID0103 50-526 
8910100133 50-528 
8910100133 50-526 

8910110057 60-526 
8910110057 50-528 
89101)0057 50-528 
B910 110146 50-530 
B9 10 120140 60 529 

8910160119 50-529 
8910170023 50-529 
8910)80089* 50-528 
6910160169 50-528 
8910180344 50-528 

8910190148 50626 
8910190148 50-523 
8910190)40 50 526 


-o-o-D cn-n<wO cpwOOO OOOcn< tj-oOwO cnO'OWtA 7) > w >>> 


256 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


A'lroia, Ui'.v- of, Tucsoi. A2 


A'lcansas Pcwor & Ugf’l Co. 


Army. 0 -opi. of. Aimv Er.girioer Walerways 

Expofimoot Slallofi 

Arrow TanX 4 ErgirioofinQ Co. 

AHanVc Richfield Co. (ARGO) 


Allas Cofp- 


AulofTkaiioo Mar^agemenlConsuHaois, lac. 


0 aw Fuel Co. 

BPB Inalfumsnta, Inc, d/b/a 0 PB Wirelir.a 
Serv.cos 


ACC£SStON 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORy 

8010190149 * 

50 528 

P 

Udbcock 8 Wi’cox Co 

B 909270075 * 

50 -nC 9 

8910190119 * 

50-520 

P 


8909290126 

70-27 

B 91019014 <J* 

50-526 

P 


0909290127 * 

70 - 2 / 

8910200014 

50-528 

S 


8910030202 

70-27 

8910200091 

50-529 

S 


8910030300 * 

70 -K 15 

09 I 020 C 397 * 

50-529 

S 


8910050044 

70 - 2 ? 

0910200204 

50.528 

F 


8010100 C 04 

70 135 

8910200204 

50-528 

F 


6910170013 

70 - 2 ? 

OD 10200204 

50-520 

F 


0910170003 

70-824 

0910240203 

50-528 

n 


B 9101 70343 

70-27 

8910240203 

50-528 

R 


89101 B 0337 

70-27 

09 1024 0203 

50-528 

R 


0910230114 

70 - 2 / 

6910240205 * 

50-528 

n 


8910240193 * 

50-346 

BO 10240206 * 

50-526 

R 


0910240289 * 

TOPREP 

6010240237 

50-526 

p 

OcbCOCK & Wilcox Oporating Plants Owners 

8910050157 

TOPRFP 

0910240237 

50-528 

p 

Group 



8910240237 

50-528 

p 


8910050165 * 

TOPREP 

0910240239 * 

50 528 

p 


0910240283 

TOPREP 

89 10240 251 

50-530 

s 


0910240289 * 

TOPREP 

6910250119 

50 529 

p 

Backus. Moyor & So’omon 

8010040125 

50-443 

8910250121 * 

50 529 

p 


8910040125 

50-443 

801 02600 D 4 

50-528 

n 


0910040134 * 

50-443 

8910260202 

50 528 

J 


0910040134 * 

60-443 

8910260202 

50-520 

J 


8910310090 

50-443 

8910260202 

50 520 

J 

Bo’ch. 0 ngham, Hawlhorr.e. 

0910040170 

50-348 

8910260242 

50 530 

p 

Wil’ianis A Ward 



8910260244 * 

50 530 

p 

Ball Mo-nonal Hosp . Muf C'd. IN 

0702250037 * 

FOIA 

8910030001 

60 1 13 

p 

Galiimo'o Gas 8 Eioctnc Co 

8909140030 

50-317 

8910030055 * 

50 113 

p 


8900270209 

50 317 

891 C 03 C 05 D* 

50-113 

p 


0900270200 

50-317 

0900290039 

50-3 1 3 

s 


8000200172 

50-317 

6909290160 

50068 

s 


8900200172 

50-317 

8900200247 

50-066 

0 


8909290174 * 

50-317 

89100201 D 1 

50313 

s 


8910020170 

50-317 

8910030074 

50 013 

p 


091003012 ? 

50-317 

8910030074 

50-313 

p 


0910030275 

50 317 

891 C 03 C 077 

50 368 

V 


89 10030275 

50-317 

6010030154 

50 313 

s 


0910040204 

60 317 

6 <F 10030207 

50 - 3 1 3 

0 


8910040204 

50-317 

6910030470 

50 313 

p 


0010040399 

50 3 17 

6010030470 

50-313 

p 


0010040423 

60-317 

6010030401 

50 313 

p 


0910040423 

50-317 

0010040006 

50-313 

p 


0910080100 

50 317 

8910040234 

50 313 

p 


0910060100 

50 317 

0010040235 * 

50-313 

l> 


0910100227 

50-317 

8910100016 

50-313 

0 


0010120112 * 

50-317 

0910100031 

50 368 

p 


8910120112 * 

50 317 

8 U 101 00346 

50-368 

s 


0910160027 

50 317 

601010 C 016 

50 313 

hi 


0910180032 

50 - 31 ? 

6010160016 

50 310 

H 


0010160071 

50-317 

60101 G 01 C 0 

50 313 

Q 


8010160126 

50-317 

B 9101 G 01 CB 

50-313 

Q 


0910160182 

50 317 

6910180254 

50 368 

P 


8010160162 

50 317 

6910160264 

50-313 

s 


0010170137 

50-317 

6910170112 

50 313 

o 


8010190059 

60-317 

89101002 CD 

50-313 

F 


8010100111 

50-317 

6910100256 

50 313 

S 

Daliollo Momorlal Institute. Cclumbus 

8010050095 * 

CONTRACT 

0910250230 

50-313 

P 

Laboraionos 



8010250366 

50-313 

o 

Battol-'e Momcrial Institute. Pacif c 

8910030367 

50-320 

0010260181 

50 313 

J 

Norlhwest Laboratory 



0010260160 

60 313 

n 


0010100141 * 

WASTE MGT 

6910250211 

50-368 

R 


0910270253 

NUREG 

6910020044 ’ 

CONTRACT 


Bear Crook Uran um Co. 

8910030249 

40- 8452 





6010040069 

40-8462 

8909270001 

71-11 


Bcchtol Corp. 

0910030000 

TOPREP 

8909200202 

40 8002 


BoctUel Group. Inc. 

0910050251 * 

50-403 

8909200264 

40 8902 



8010100286 

WASTE V(( 1 T 

8910030065 

40-8002 


Bochfol Power Corp. 

0910240014 * 

50-445 

891 C 030170 

40 6002 


0 shop. Cook, Purcell 8 Reynolds 

0910130126 

50-460 

8910050328 * 

40-6002 


Bo so. ID 

8910120132 * 

CON T RAC r 

8910200059 

40-8902 


Boston Collego, Woslon. MA 

8910100298 

NUREG 

8910030246 

40-3453 


Boston Edison Co 

8900280157 

50-203 

8010030365 

40-3453 



0900200005 

60-203 

8010030435 

40 3453 



8909290006 

50 293 

8910050092 

40-3453 



8910020204 

50-293 

6910060209 

40-3453 



8910020267 

50-293 

8010230145 

40 3453 



8910030003 

50-293 

6910250223 

40-3453 



8910030004 

50-203 

8910280281 

40-3453 



8910040365 

50-293 

6010270001 * 

40-3453 



8910060102 

50-293 

6910310292 * 

FOIA 



0910060191 

50-203 

8910310295 * 

FOIA 



0910110116 

50-203 

8910310296 * 

FOIA 



8910120146 

50-203 

8910310299 * 

FOIA 



0910160304 

71211 

e 9 l 03103 X* 

FOIA 



B 910190143 

50-203 

0910310301 * 

FOIA 



8910200176 

50-203 

B 310230185 ’ 

60 369 

p 


6910240037 

50-203 

8910170160 

71-266 



0910240207 

50-293 





8610260063 

60-203 


G 


P 


G 

G 

G 

0 

8 


f> 


0 

F 

F 

F 

P 

P 

F 

F 

F 

P 

l» 

s 

p 

p 

0 

p 

s 


s 

s 

s 

s 

p 

R 

S 

F 


OtACAZS 0> *3 *0 0 -T*0 n TIW) 



6 tjc^€>o Sled Casimgs (subs ol Duckeye 

C^P Te cprona Co ot Maryland 
CBi ^J^Con Inc 

Ca'joas SC'VJ Nuc‘00f & Vascu'ar Contar, 
Caguas, Ffl (Coniro Sena Nucioar y Vascu 
Ca^^OTfra PoMQd«njc S?alG Univ . San 
Lms Ot CA 

Ca’«*wna. Slate oi 

Ca:-iCKn a. U'-.v. ot Ecfkeloy. CA 

Ca'<^Ofna Jnry. ot. Da'/.s, CA 


Ca'.fiyria L/nev. Of, Los Angoios, CA 

Ca" f:nr’a. iJr v. ol. San Francisco. CA 
Ca' forr.a. Urv. of. Santa Garbara. CA 
CaNeil Co.'^ty. MD 

Camecc (fomerly EiOcrado Nuclear, 
-id 'Eljoretlo nosoorcos. Ltd. 


DariO" e ervironr.Gnial Servicoa. tne 
Isijts o^Cancr’ o. inc y 


Capital X Rev Snrv.ee 
Carotra Po*sr& Light Co 


tjyiuioui <?<■ i-* 


69 lOiOOt 2 P 

71 110 


801010313 ?* 

71110 


G 91 C 06017 ?’ 

CONTRACT 


0910270258 

NUREG 


8910200013 

PRM 


8910110031 * 

CONTRACT 


80101 1017 / 1 * 

CON Tf^ ACT 


0 O 1 CO 3 O 3 / 1 / 1 ’ 

fo:a 


0910060320 

50224 

P 

0010250361 

PRM 


891026031/1 

PRM 


8010320187 

50 142 

P 

8010110050 ’ 

CO.N TRACT 


Q 9102 GC 007 

PRM 


8000290120 * 

CONTRACT 


8910030 / 12 / 1 * 

CONTRACT 


0 Q 051 G 0107 * 

FOIA 


0805160108 ’ 

FOIA 


86110 - 10353 ’ 

FCIA 


8910050142 * 

40.1162 


Q 9102 C 0171 * 

40 1162 


8910260202 ’ 

40 3453 


0010230195 

71. 220 


090927 C 027 

50 324 

P 

8009270027 

50 324 

P 

8900270328 * 

50324 

P 

8900270028 * 

50 324 

P 

8009280004 

50 324 

F 

800928000/1 

50 324 

F 

0000200000 

5 O 4 C 0 

O 

0000200112 * 

60324 

F 

8909200112 * 

50324 

F 

09002001 14 ’ 

50324 

F 

8909200074 

50 400 

P 

8909200077 * 

604 CO 

P 

0010020137 

50 400 

S 

0910320164 

50 324 

Q 

8010020184 

50324 

0 

8910030110 

60 201 

f> 

8010030120 

50-324 

S 

8910340163 

50 324 

P 

8010040103 

50 324 

l> 

8010040105 * 

50324 

P 

8910040105 * 

60.324 

P 

8910040196 

50 324 

P 

8010040216 

50 324 

V 

8910040215 

50 324 

V 

8910040262 

50.324 

p 

8010040284 * 

50324 

p 

8010040204 * 

60 32.1 

p 

8910040278 

50400 

F 

8910040280 * 

504 C 0 

F 

0010040201 * 

50 400 

F 

0910050004 

50-324 

P 

6910050013 

50-324 

O 

0910050013 

60-324 

o 

6910050050 

50-324 

F 

8010050050 

50 324 

F 

8910060165 

60 400 

P 

8910060186 ’ 

50.400 

P 

8010110049 

60 261 

F 

8010110175 

50 400 

P 

8910130039 

50-324 

S 

8910160275 

60-261 

O 

8910160205 

50-324 

s 

8910160299 

60-324 

s 

8910160325 

50-324 

PI 

6910160326 

60-324 

R 

8910170144 

50-324 

P 

8910170144 

60-324 

P 

0910170225 

60-324 

S 

8910170276 

50 261 

P 

8910170278 * 

50 261 

P 

6910170262 

50-400 

S 

8910170305 

50 400 

P 

0910170300 * 

60 400 

P 

0910180135 

50-324 

P 

8910100135 

50-324 

P 


Carrotla. R F.. MO 

Cenle' foi Nuclear Rnsponsibi ty 


Coi'-tcr fo' Njdear Wasfo Rcgu'aioiy 
Anatyses 


Ciiembor ol Ccmmerce, Huntnglon Tcwns‘»ip 
NY 

ChotieioogaHair .Ion County A«,' Pc luib 
Conlto*. B’jrea-J. Chatlarooga. TN 
Chom Njc:oar Systems. Inc 


Chcniolron Invosimonis. Inc 


C.mar#on Corp. 

Ciricinnaii, Univ. of. f/oJica’ Comer, 
Cincinnati. OH 

Cn^lcham Inc 

Ci: ^on 3 AsscoaLCn fc' Sound Enoigy 


Ctl 2 cn 9 lor Aliornswes lo Radiodci.ve 
Dumping 

Ci 1 * 2 ons for Fa r Ul' .ty Regulai on 


CEoarwaier tmag ng Assoc dies, Oe‘! 06 lr« 
FL 

Clevoland Electric Ilium noting Co, 


8910200125 

50 400 

V 

89 10240062 

50-324 

V 

8910240131 

50-261 

F 

8910250146 

50-324 

P 

8910250146 

50-324 

P 

B 910250149 ’ 

50-324 

P 

8910250149 ’ 

50-324 

P 

B 010260105 

PRM 


8910130060 

50-250 

G 

6910310189 

50-250 

G 

8910310109 

50-250 

G 

8910310190 * 

50-260 

G 

8910310190 ’ 

50-250 

G 

8910310193 

50-250 

G 

8010310196 

50-250 

G 

6910310197 ' 

50-250 

Q 

8910310197 ’ 

50-250 

G 

8009290215 

WASTE MGT 


8909290216 

WASTE MGT 


0309290222 

WASTE MGT 


0039290279 

WAS 1 b* .MGT 


6609290281 

WASTE M.GT 


8009290283 * 

WASTE MGT 


8910020118 

WASTE MGT 


8910020125 

WASTE MGT 


0910030495 

WASTE MGT 


e& 10050320 

V 7 ASTH MGT 


BD 1 01 63259 

WASTE MGT 


6010160261 * 

WASTE MGT 


6910160262 * 

WASTE MGT 


091 O 1 CO 27 O 

WASTE MGT 


8910103242 

WASTE MoT 


8910240107 

WASTE MGT 


0910210103 * 

WASTE MGT 


0910160029 * 

5 D 322 

M 

0010100251 * 

CONTRACT 


8910040252 

27 47 


8010040255 * 

27 4 7 


8910040267 * 

27-47 


0910040261 * 

27-47 


0910040263 * 

27 47 


0910040265 * 

27-4 7 


8910040266 * 

27-47 


8910040271 * 

27 - 4 ? 


8910040274 * 

27-47 


89101000(10 

71-9233 


OD 10200044 

40-8724 


G 0 10200047 ’ 

40 0724 


8910100151 

71-9070 


0910250210 

70-925 


0910250315 

PRM 


0010110105 

70-607 


8906 2901 S 3 

60-446 

H 

8910030410 

60-445 

Q 

8910040119 

eO -445 

A 

89102503(^5 

PR 


8910180146 

50 445 

0 

8910180146 

50 445 

G 

0910180151 * 

50 445 

G 

8910100151 * 

50 445 

G 

8910250191 

50 445 

G 

8910250197 * 

50-445 

G 

8010250167 * 

50-445 

G 

8910250201 * 

60-445 

G 

0910260201 * 

60-44 S 

Q 

8910300227 

PRM 


8906200140 

60-440 

S 

B 9 10030296 

60-440 

Q 

8910030299 

60 440 

S 

8910040337 

50 440 

S 

0910050022 

50 440 

F 

8910110230 

50-440 

P 

8910110233 * 

59-440 

P 

8910160024 

50-440 

P 

8910100034 

50 440 

9 

8910100043 * 

50-440 

P 

8910160063 

60-440 

V 

89101 Q 0081 

60 - 4/10 

S 
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AUTHOR AFflLIATIOM 


Ci-eve'and X-Hoy Inspocl'cn. Inc 

Coaiii on fcf Shorehem 

Coa'iion tot the Ea\/ironmonl, St Louis 

Ro^ioa 


Cohen. M.‘si&in S HauSlOltf 
Colorado West M ri Ta>i ngs Coa'ition 
Colorado. State of 


Conr bus lion Eng.r earing. Inc 


COTiOx Corp. 

Corrihonweallh Ed son Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


6910190063’ 

50 440 

S 

8910190064* 

£0 440 

S 

8910190164 

50-440 

n 

8910240299 

50-440 

s 

8910250126 

50-440 

o 

8910100039 

71-336 


8910160029* 

50-32? 

H 

8910310062 

70-36 


8910310215 

70-36 


8910180000 

50-271 

G 

8910180327 

WASTE MGT 


6910020205 

WASTE MGT 


8910020290 

•WASTE MGT 


6910260026 

PR 


8909270044 

50 4 70 

A 

8910030174 

50 470 

A 

8910030500 

70-1100 


B91O10OO15 

pnoj 


8910100114 

70-1100 


8910170005 

70 1100 


8910170101 

70-1100 


89I031Q193 

70 36 


89 1005 0230* 

CONTRACT 


6909270163 

50-373 

F 

0909290007 

50073 

0 

8909290053 

50373 

0 

6909200053 

50373 

O 

8910020033 

50-237 

F 

0910020176 

50295 

R 

0910020271 

50-206 

S 

8910030113 

50-374 

s 

0910030183 

50-206 

p 

8910030103 

50-295 

p 

8910030184* 

50-205 

p 

B91 0030 184* 

50 -296 

p 

0910030187 

50 237 

s 

0010030290 

50-450 

p 

8910030450 

60 456 

ft 

8910030550 

50-454 

s 

6910040122 

50-10 

p 

091 0040 122 

5010 

p 

8910040122 

50-10 

p 

8910040141* 

50-10 

p 

8910040141* 

50-10 

p 

0910040141* 

60-10 

p 

691C040200 

50-237 

p 

8910040200 

50-237 

p 

8910040202* 

60-237 

p 

8910040202* 

50-237 

p 

8910040240 

50-23? 

p 

8910050016 

50-456 

F 

8910050028 

50-237 

0 

6910060028 

50-237 

0 

8910050253 

50-456 

s 

89100 50 4CG 

50-264 

s 

8910050400 

50-254 

s 

8910060115 

50-254 

F 

8910100090 

50-205 

s 

8910100092 

50-295 

p 

6910100092 

50-295 

p 

091OICSO94* 

50-295 

p 

6910100094* 

50-295 

p 

8910100097* 

50-237 

p 

8910100276 

60237 

p 

8910100278 

50-23? 

p 

8910100276 

50-237 

p 

8910100276 

50-237 

p 

0910100276 

50-237 

p 

6910100276 

50 237 

p 

0010100276 

50-237 

p 

8910100281 

50-254 

p 

6010100281 

60254 

p 

0910110207 

50-373 

s 

8910110273 

50-3 74 

s 

6910120070 

50-237 

p 

0010120086 

60 264 

F 

6910120182 

60-456 

s 

0910120185 

£0 304 

5 

6910130091 

PR 


0910160019 

60-457 

S 

0910160021 

60 264 

R 

6910160059 

50-295 

F 

8910160059 

50-295 

F 

8910I7C014 

£0-264 

S 

6010170024 

50-23? 

P 

0910170053 

50-454 

n 

0910170060* 

50-237 

p 

8910170060* 

60-237 

p 




Conam Ktspeef-on 

Conferonce ol Rad atloo Conirol Program 
Direclors, Ire. 

Cofinecticul Yanltee Atomic Power Co 


ACCESSIOM 

NUMBER 


GQtOl 70062 
C0l0i70062 
69lOt70lOB 
8910170108 
89l0t 70100 

09l0l70t08 

0910170108 

8910170109’ 

8910170109* 

8910170109* 

8910170109* 

0910170109* 

0910170171 

8910170171 

8010170191 

8910170193* 

8910170233 

8910170233 

0910160036 

0910180036 

8010180040* 
8910100056 
8910 1 0007 1* 
8910100077 
8910100077 

0910100083* 

0910180004* 

0910160004* 

0910180230 

8910180246 

8910100246 

8910100247 

8910100330 

O91O10O33S* 

0910190005 

8910190005 

0910190005 

8910190007* 

6910190007* 

8910190007* 

8910190007* 

8910190007* 

0910190009* 

091O1OOOD9* 

0010100009* 

6010100009* 

8910100009* 

8910100023 

8910100060 

8910190114 

8910190114 
8910100114 
8910190114 
09101901 14 
0910190165 

0910100279 

0910200008 

0910200036 

8910200230 

8910230099 

8910230102* 

8910240197 

8910240246 

8910240204 

8910240308 

8910240312 

0910240353 

0910240353 

0910250016 

0910260314 

0910260001 

6910260032 

8910260032 

8910260051 

8910300037 

6910300050 

8010030180 

8910040258* 

8910020260 

8910050239 

8910050241* 

6910060195 

6910100100 

8910100193 

0910100193 

0910100193 

8910100193 

8910100193 


SUBJECT 

CATEGORY 

50-254 

50-254 

50-454 

50-454 

50-454 

50-454 

50-454 

£0-464 

50-454 

50-454 

50-454 

50-454 

50-295 

50-205 

50-464 

50-454 

50-254 

50-254 

50-373 

50-373 

50-373 
50-254 
50-373 
50 254 
50 254 

50-254 

50-254 

60-264 

50-254 

60-295 

60-295 
60-254 
60-10 
50-10 
50 237 

50 237 
60-237 
50-237 
60-237 
50-237 

50-237 
50-237 
50-237 
50 237 
50 207 

60-237 
50-23 7 
50-295 
50-373 
50 10 

60-10 

60-10 

60-10 

60-10 

50-373 

50-304 
50 237 
50-10 
50-454 
50-374 

60-374 

60-454 

60-456 

60-466 

50-466 

60-2D5 

60-373 

60-373 

60-254 

60-240 

50-254 

60-266 

60-295 

50-264 

50-237 

50 265 
71-216 
CONTRACT 

60-210 

60-213 

60-213 

60-213 

60-213 

60-213 

50-213 
50-213 
60-213 
60 213 


P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

F 

F 

P 


F 

F 

F 

F 


WJ-nOO-n OwOOv? co-n-nww D-n-n-n-ri -nJCeu-p-o "0*0"0'0*0 "0*0*0*0*0 -oaJSOO OO-o-a-o -tj-o-o-o-o ■d-d3>3)'d 
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AUTHOR AFFILfATlON 


t/nlv. of, Hoaffh Caniof, 

CT 

Fif son Co of New Vofk, Inc 


-firs Power Co 


ACCESSION SUBJECT 

NUMBER CATEQORV 


6010100264 

50 213 

F 

0910 f 00275 

50-2 Is3 

8 

8910100351 

50213 

S 

6810} 1018^ 

50-213 

P 

69101 10194 

50 213 

P 

8910110194 

50213 

P 

8810110184 

50.213 

P 

8910110194 

50 213 

P 

B910120148 

50-213 

F 

8910160065 

50 213 

P 

89101600/2 

50-213 

F 

8D10160076 

50^213 

F 

8910160076 

50 213 

F 

6910160076 

50-213 

F 

8910160076 

50-213 

F 

0910160070 

50 213 

F 

0910170034 

50-213 

P 

0910170190 

50-213 

R 

8910100050 

50-213 

P 

0910180050 

50 213 

P 

8910180050 

50-213 

P 

8010180050 

50-213 

P 

8910180050 

50 213 

P 

091Q1B0147 

50 213 

0 

8910180147 

50-213 

0 

0910100147 

60-213 

Q 

6910100147 

50 213 

0 

8910160147 

50-213 

o 

8910230007 

50-213 

F 

0910250286 

50 213 

s 

8910240268 

PRM 


Q90600C040 

50 247 

Q 

6909270014 

60-247 

F 

8909260019 

50-247 

n 

6909200256 

71-69 


6009290260* 

71 69 


8910020029 

50-247 

o 

8910020035 

50247 

Q 

GOT 0020062 

71-69 

8910020299 

50-247 

S 

6910030130 

50-247 

F 

6910030150 

50-247 

H 

8910030152* 

50-247 

F 

6910040380 

50 247 

Q 

69101 10305 

50 247 

P 

8910110307* 

50-247 

P 

69 10120173 

50 2-17 

P 

8910250206 

50 247 

Q 

8D1Q2502A1 

50-247 

0 

801 0260230 

50-3 

F 

8910260230 

50-3 

F 

eenoiono* 

60-3 

F 

8911010110* 

50-3 

F 

8000270267 

50 265 

O 

8000280000 

50 255 

P 

89092BO002* 

50-255 

P 

B900230097‘ 

50-255 

P 

B909280100* 

50-255 

P 

8909280102* 

50-255 

r 

8909290109 

60-255 

p 

0009200110* 

50-255 

p 

0910020003 

50-255 

n 

6910020007 

60-255 

F 

8910030008 

60-255 

Q 

69 10030 180 

60-155 

p 

8910040143 

60 255 

K 

8910050008 

50-255 

F 

6910100246 

50 255 

0 

8910100249 

60 265 

P 

8910110054 

50-255 

o 

8910100066 

50-265 

F 

8010160222 

50 266 

R 

8910160230 

60-165 

R 

89101Q0196 

60 265 

F 

B910190197 

50-255 

F 

6910190202 

50-265 

F 

8910190203 

50 256 

F 

B910100213 

50-255 

F 

8910200136 

50-255 

M 

6010230015 

60.155 

F 

8910240051 

60-155 

Q 

8910240052 

60 255 

S 

8910240124 

50-155 

P 

6910240124 

50-155 

P 

8910240124 

50 165 

P 

0910240125* 

50-155 

P 

8910240126* 

50-165 

P 

8910240126* 

50 165 

P 


AUTHOR AFFJUATIOM 


Cooper Industtids. Inc. 

Coryc f Momof-al Tlosp . Gatesvi,io TX 
Crysial River, FL 

Oeiryland Power Cooporaive 


DebO'flh nescaxU insilj'e. B'ov/ns Mi’s 
NJ (fofrTief,VOetiorah Cafftrovasculer Ho 
Do tense, Oapi ol. Do'ense Nuclear Agenc 

DciroT Ed son Co. 


Dodson, M.T. 

Dow. Lohnes 4 A’bortson 
Dtlto Power Co 


ACCESSION SUBJECT 

NUMBER CATEOOfly 


8910240198 

50-255 

n 

6910250111 

50-255 

s 

6910050037 

50 450 

s 

6910250327 

PRM 


69 tp 100033* 

CO// TRACT 


6909290173 

50-403 

F 

6910030519 

50 403 

n 

0910030521* 

50-409 

R 

0910040123 

60-409 

n 

0910160136 

50-409 

F 

8910170082 

50-409 

p 

8910170123* 

50-409 

p 

8010240232 

PRM 


0910030333 

50-170 

V 

6909290010 

50 341 

s 

59392 D0034 

50 341 

F 

B9C 92 00242 

60 341 

K 

8903290257 

50-341 

K 

8910020031 

61)341 

0 

0910020059 

50-341 

F 

8910020123 

50-341 

p 

0910030421 

50-341 

s 

39TC040342 

63 341 

p 

8910050053 

60-341 

F 

09100601 17 

50 341 

P 

6310050120* 

SO 341 

P 

0010050202 

50-341 

P 

6010120173 

50 341 

S 

6910160031 

50-84 1 

s 

8918160256 

50 341 

F 

69 1024034 3 

50-34 1 

F 

6910250320 

50 341 

F 

03 10260031 

50 341 

n 

8910260072 

50 341 

p 

6910310112 

70-36 


6910250)47’ 

50-322 

T 

6909270031 

50-209 

F 

6909270031 

60-269 

F 

69C9270073 

50-369 

Q 

6909270073 

£0-369 

0 

B999270077* 

60-369 

Q 

B9D9270077* 

60-36B 

0 

0909280048 

60 369 

P 

8938200040 

60-369 

P 

0900290010 

50 360 

s 

8910020071 

50-069 

s 

8910020076 

60369 

s 

0910020157 

50-070 

s 

8910020000 

£0 269 

F 

8010020300 

50 209 

F 

B91C0203C0 

50 269 

F 

8010020300 

50-269 

F 

8010020300 

50-269 

F 

8910020300 

50-269 

F 

6910020300 

50-269 

F 

6910020338* 

50-269 

F 

6810020306* 

60.260 

F 

6010020308* 

50-26D 

F 

0910020306* 

50-269 

F 

8910020300* 

50-260 

P 

89100203QB* 

60-269 

F 

8910020306* 

50 260 

F 

8910020306* 

59-209 

F 

G910030011 

50 350 

Q 

8910030011 

50 369 

0 

B91003C058 

50-4 1 3 

n 

8910030080 

50-413 

n 

8910030090 

50 413 

s 

0910030092* 

50-413 

H 

0910030104 

50-370 

P 

0910030106 

50-269 

F 

€910030121* 

60 263 

F 

6910030121* 

£0-260 

F 

6910030121* 

£0-260 

F 

60 100301 21* 

eO-263 

F 

8910030121* 

50-269 

F 

80 10030 121* 

$0 269 

F 

8910030121* 

50 260 

F 

8!H0030f2r 

50-260 

F 

0910030193 

60-260 

P 

8910030193 

50-269 

P 

8910030 IM 

50-269 

P 

BG10030195* 

GO- 269 

P 

8910030195* 

60-280 

P 

8910030195* 

,50-289 

P 

6910030107* 

50 260 

P 

891CC30225 

50-269 

P 

6610030225 

60269 

P 



260 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATIOM 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


69iC0::0;>25 

50 283 

P 


0910190190 

50-269 


e0l0030?33 

50-369 

P 


6910190198 

50-269 


6910033233 

50 369 

P 


001020001b 

SO 259 


6910000233 

50 369 

F 


8910200015 

50 269 


891C030233 

5036!) 

S 


8910200015 

50-269 


8910030256 

50-413 

F 


69102301/5 

50 369 


8910030330 

50 370 

s 


0910230175 

50 369 


8910030334 

50 370 

s 


09102301/5 

50 369 


891C0203via 

50 413 

F 


0910230239 

50-269 


8910030352' 

50 413 

F 


6910230239 

50-269 


8910030362* 

60 4 13 

F 


6910290239 

50 269 


8910030370 

60 369 

F 


R910230239 

50269 


6910030370 

60 369 

F 


6910230239 

50-269 


6910030376' 

50 369 

F 


0910230239 

50 269 


8910033376' 

60 369 

F 


6910240019 

50-207 


8910050005 

50 413 

Q 


8910240042 

50 269 


esico'^ooos 

50413 

O 


8910240042 

50-269 


6910C50081 

50413 

r 


0910240042 

50-269 


8910060CB1 

50413 

1 


0910240044 

50-269 


8910060196 

50269 

p 


6910240044 

50 269 


6910060106 

60-269 

p 


8910240044 

50-269 


6910060196 

50 260 

P 


8910240046 

50-369 


8910060201’ 

50-269 

p 


09102400-16 

50-369 


8010060201* 

50269 

P 


8910240120 

50-370 


891 006020 r 

50-269 

P 


6910240129 

50 369 


6910060264 

60 260 

P 


0910240132 

50-369 


8010CS0264 

50-269 

P 


0910240141 

50 370 


8610060264 

50-269 

P 


0010240242 

50-260 


8910060323 

50 413 

B 


6910240242 

50260 


89 TO 100028 

50-269 

P 


8910240242 

50 269 


8910100028 

50269 

P 


891024026? 

50 369 


8910100028 

50-269 

P 


0910250326 

50-369 


8910100037* 

50-269 

P 


0910300086* 

60-2G9 


8910100037* 

50-269 

P 


6910300006* 

50-269 


6910100037' 

50 269 

P 


0910300006* 

50-269 


89101C0128 

50-370 

S 

Duauosno Light Co 

89 10020263 

50-334 


89101 lOlOO 

50-114 

0 


89100202G5* 

50334 


69101 10159 

50369 

P 


0910020266* 

50-334 


6910110163 

60-369 

F 


0910020270 

60-334 


8910110163 

60 369 

F 


8910030291 

50412 


8910110164* 

50 369 

F 


0910060216 

60-334 


8910110164* 

60 369 

F 


8910060221 

50 412 


89 101 1025 7 

60 369 

P 


8910060236 

50334 


891011025? 

60 360 

P 


0910100343 

50-412 


0910110260' 

60 369 

P 


6910110021 

50-334 


6910110260* 

60 369 

P 


8910110046 

SO 334 


8910120062 

50-209 

P 


0910120011 

50-334 


6910120062 

60-2G9 

P 


0910130053 

50334 


6910120062 

50-269 

P 


0910170118 

50 412 


6910120063* 

50-289 

P 


0910170151 

50-334 


8910I20C63* 

50-209 

P 


0910170163 

60-334 


8910120063* 

50*269 

P 


0010100015 

50-334 


8910120064 

50*369 

S 


8910100096' 

50 334 


8910120172 

50-413 

s 


8910180229' 

SO 334 


8910120174 

50*369 

F 


0910240029 

50-334 


6010120175 

50*269 

P 


0910240296 

60-334 


6910120201 

£0-269 

P 


8910240296 

60-334 


8910120201 

bO-260 

P 


0010240208* 

50 334 


8910120201 

50-269 

P 


09 10240288* 

50-334 


091016C336 

50-270 

O 


8910240300* 

50-334 


8910160039 

50*270 

o 


8910240300' 

50 334 


6010160041’ 

50-270 

o 


0910240305 

60-334 


6910160002 

50-270 

p 


8010240305 

50-334 


6010160204 

50-269 

s 


8910240307* 

50-334 


69 10160295 

50-369 

s 


0910240307* 

50-334 


8910160310 

60-369 

s 


6910240309* 

60*334 


8910170005 

50-260 

p 


6910240309* 

50-334 


8010170005 

50-269 

P 


6910250023 

50-334 


89 10170005 

50 269 

p 


8910250024* 

60-334 


8910170012 

50 413 

0 


6910250026* 

50-334 


8910170124 

60-413 

s 


8010260193 

50-334 


8910170127 

50 413 

s 

Dynamic Concopls, Inc 

0910020246* 

contract 


8910170132 

50-414 

3 


0910230087* 

CONTRACT 


0910180103 

50-269 

F 

EGaG Idaho, Inc. (subs, of FQ&G. Inc.J 

6909140269* 

50-461 


0910160103 

50 269 

F 


8909150162* 

50-335 


6910160103 

£0-269 

F 

Ef Inter nal'onal. Inc. 

0910020227* 

CONTRACT 


6910100166 

50-269 

R 

ERC Envifonmonlai & Energy Sofvices, Jnc 

0909280036* 

contract 


6910193168 

50-269 

R 

EarthFax Engln oaring. Ino. 

8910240219 

PR 


6910190I60 

50-269 

R 

Ediovv inlernational Co. 

8910260307 

XPORTLIC 


8910190170 

50-369 

R 

EJocirlc Poiiror Rosoarch insliluio 

8910110155 

REGGD 


0910190173* 

50-269 

R 

Emarging Technology, Inc. 

8910240313 

FOIA 


6010190174* 

50269 

fl 

Emory Un v , Awanvo. GA 

0010260003 

PRM 


0910190170* 

50369 

fl 

Emp.ro Sieal Casings. Inc. 

8910190090 

71*172 


0910160176* 

50-369 

R 

Efiorgy. Oapl. oi 

0908080127 

WASTE MOT 


0910160176* 

50-369 

R 


0908000131* 

WASTE MGT 


0910190165 

50-413 

R 


0909110114 

WASTE MGT 


8910100166* 

50-413 

R 


0909110305 

WASTE MGT 


0910190167* 

50-413 

R 


6909270060 

WASTE MGT 


0010190196 

50-269 

P 


0909290207 

WASTE MGT 
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AUTHOn AFFILIATION 


O^-pl o\. rcfa^o Operalions Oflic 
>riT«nla' Evaluation Group 

laTtertaf Profaction Agency 

I Ecnpfoymdnt Cpportunity Commission 
si M flora's Corp 


■\Corp 

lx. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFlirATION ACCESSION SUBJECT 

NUMBER CATEGORY 


OnOQ29025<1 

WASTE MGT 



89D9230252* 

71-105 

0909290266 

WASTE MGT 


FHAMATOME 

8910180225 

TO^'HEP 

090929D276 

WASTE MGT 



8910180220* 

TOPREP 

«909^90P77* 

WASTE MGT 


FSM leas nj, fnc. 

89I00600CB 

F0:A 

991C020184* 

WASTE MGT 


Fans’eel Mc-ials (subs cf Fa'&teoi. nc 

B9101100C3 

40-7500 

0910020201* 

WASTE MGT 



8910100037* 

XPORTl C 

6910020264’ 

WASTE MGT 


Fanslo&l “rc 

B9100J0175 

40-7680 

3910020200 

WASTE MGT 


Fode'a' Erro-gercy Manage ~ieni Agerty 

8910050101 

50-408 

6910030134 

WASTE MGT 



3910050102* 

50-490 

89100.10151 

waste MGT 



8910060150 

50-520 

0910030156 

WASTE MGT 



8910060150 

50-528 

691003016'! 

WASTE MGT 



8910060150 

50-520 

091 0030 166 

WASTE MGT 



0910060152* 

50-528 

0910030172 

waste* MGT 



0910050152* 

50-520 

6910030265 

V7ASTF. MGT 



8910060152* 

50-528 

8910030316 

WASTE MGT 



89101 70CS9 

50-334 

8910030413 

WASTE MGT 



80101 70C94’ 

50-334 

6910030415 

WASTE MGT 


FO’rel EicftlOfalion Corrp-a'-.y of NeSraSil'a 

6910030199 

40-0029 

8910340034 

WASTE MGT 


Inc. 



8010340344 

WASTE MGT 



6010030537 

40-6029 

6910040167 

WASTE MGT 



0910040206 

40-0029 

6910040346 

waste MGT 



8910100050 

40-6029 

6010040352 

waste MGT 



89101C0I32 

40-6029 

6910050033 

WASTE MGT 


Fieri Ja Povwor 8 L gUl Co. 

8909200044 

50-250 

8910050036’ 

WASTE MGT 



0909203127 

50-250 

8910050108 

WASTE MGT 



69C026O127 

50-250 

6910350123 

WASTE MGT 



6009260129 

60-263 

6910050120 

waste MGT 



6909260129 

50-260 

89 10050334' 

WASTE MGT 



6900260146 

50 250 

6910050353* 

waste MGT 



8910030267 

50-250 

691005037? 

WASTE MGT 



6910030267 

50-260 

8010080153 

WASTE MGT 



0910030528* 

50-260 

6910060204’ 

COMMISSIO 

N 


6910C40177 

50-250 

liOtOOGOPQ? 

waste MGT 



6910050073 

REOOa 

6010100202 

WASTE MGT 



B9 100802 26 

60-250 

09101 10C01 

WASTE MGT 



60IC060226 

50-260 

6010110085 

WASTE MOT 



8910060226 

50 260 

001013C062 

71. 6357 



8910060226 

50 250 

8010130136 

71-9096 



8910060230* 

53 250 

89I0IJ01C9 

WASTE .MGT 



89WC€0337 

53 250 

80IU130181 

WASTE MGT 



6910060048* 

50 250 

0910130163 

WASTE MGT 



6910060048* 

50-250 

6910130186 

WASIE MGT 



6910060045* 

50 250 

6010160211 

waste MGT 



6910100071 

50 535 

8010170200 

WASTE MGT 



6910100152 

50 250 

0910190232 

WASTE MGT 



6910100152 

50 250 

0910190235 

WAS IE MGT 



6918100165 

50-335 

0910200102 

WASTE MGT 



6910100197* 

50-335 

0910200187’ 

WASTE MGT 



8910120054 

50 335 

0010200100 

WASTE MGT 



6910130063 

50 251 

6010200195 

WASTE MGT 



5910170085 

50260 

0910200197 

WASTE MGT 



5910170155 

50 260 

6910200202 

WASTE MGT 



5910180333 

50 253 

6910200207 

WASTE MGT 



5910180330 

50355 

00 102002 10 

WASTE MGT 



89101GO123 

50 251 

0010200221 

WASTE MGT 



8910190132 

50-250 

0910230198 

WASTE MGT 



8910190132 

50-253 

6910240061 

OHG 



8910230006 

50-335 

8910240134 

waste MGT 



5910230000 

50-335 

0910240136* 

WASTE MGT 



8910240161 

50-335 

0010240214 

WASTE MGT 



0910240212 

60-250 

0010250272 

WASTE MGT 



8910240212 

B0-2G0 

09102502/6* 

WASTE MGT 



0910240217 

50 335 

8910260135 

pnoj 



0910240294 

60-251 

0010260155* 

PROJ 



0910260010 

50 335 

0010300154* 

WASTE MGT 



0910260010 

50335 

0910190241 

PROJ 



0910260193 

50 251 

69)0130108 

WASTE MGT 


Florida PoAfer Corp. (subs. o1 F!c.'i(fa 

6GOQ270202 

50 302 

0910130191* 

WASTE MGT 


Prog’O^-3 Corp ) 



69fC05O2T5 

'ioem 



0009200 T<?9 

50-502 

6910060212 

40 0007 



691002C065 

50-332 

0910100118* 

COMMISSIO 

N 


8010020067 

50-502 

0910200060 

40.8907 



891C020140 

60-302 

0910200167 

40-8907 



6910020153 

50-302 

8910100106’ 

COMMISSIO 

N 


8910020282 

50-302 

8010040105 

40 0857 



6010030040 

60-302 

0910040220 

40-8857 



5910030116 

50 302 

0910040200 

40-8857 



891C03041B 

60-302 

0910040300 

408B57 



8910040370 

50-302 

8910060043 

40 0057 



8910050003 

60 303 

0910060044* 

408857 



8910050032 

50-302 

0910060160 

40-8857 



8910050007* 

50-302 

0010060247 

408057 



0910050090* 

50 302 

6910250221 

40 6857 



8910050004* 

60 302 

8900290199 

40 0102 



0910050336 

50 302 

8910030045 

40-8102 



B9 10 110308 

50 302 

8910030040' 

40-8102 



6910120009* 

50 302 

8910240246 

PR 



6910120165 

50302 

8909290246 

7M05 



6010170271 

50-302 


-oyo-O-DOJ CAWO*^"" "o OzflO “n-n-n-n-rr cnci3(/>CD3) CO'^'O'C'D *D'0*DT)T} 'O'DTJ'DTJ "D OO’:: 'nXQOS XT) -n-ri n -n ti titi tj - n h 


262 


CORPORATE SOURCE INDEX 


AUTHOR affiliation 

ACCESSION 

1 SUBJECT 



NUMBER 

CATEGORY 


89 «0\ 70263 

50 302 

9 


8910160258 

71 33? 



6910190163 

50302 

R 


89102^0201 

50 302 

F 


8910240250 

50 302 

F 


8910270215 

50302 

S 

Florida, Uoiv, ol. Gair.esvr©, Fl 

8910030214 

5063 

K 


6910030222' 

5083 

K 


8910060218 

50 63 

S 


8910060219* 

50 03 

S 


8910230240 

PRM 


Food & Drug Adm nistrahon 

8910230063’ 

CONTRACT 


Fort Wofih Siar Toiegra.'n. Fort Wort^ TX 

8910200057 

50-445 

A 

Foster Wheeler Constructors, tnc- 

8910050333 

71.99 



8910190117* 

71.684 


Foster Wheeler Energy Corp 

6910190106 

71.6B4 


Foxboro Corp 

8910170111 

50-267 

P 


8910180101 

PT21 



6910100118 

PT21 


Future Resources Associates, Inc 

891005024a’ 

(XINTRACT 


Gamma Engireenno 

8910 160084* 

CONTRACT 


Ge’S nger Med-cal Group CAPS. WiM Ha'i 

89 10270246 

PflW 


PA (formerly Geisinger Medical Center} 




General Accounting Office 

8910160040* 

CO.MM'SSO 

N 

General Alomes (formerly GA TechnologiQ 

8909280222 

71.30 


s, lnc /Go,"ierar Atomic Co J 





891G030412 

XPORTLIC 



8910030416’ 

XPOflTllC 



8910030464 

70.734 



8910030467’ 

70 734 



8910030545 

70 734 



8910060210’ 

70.734 



6910130113 

70-734 



6910160130 

70734 



8910170098 

70-734 



8910170239 

70-734 


General Defense Corp. 

8910120130’ 

40-8049 


General Electric Co. 

8910030085 

OA9g9 



8910030140 

TOPREP 



6910030406* 

XPORTLIC 



0910030436’ 

xpohtlic 



6910050390* 

50-341 

P 


6910130079 

71-212 



8910160158 

PT31 



8910160193* 

50-260 

0 


6910160316 

TO PREP 



8910170025* 

XPORTllC 



8910170030* 

XPORTtIC 



6910170031* 

XPORTLIC 



8910170140 

70 1113 



8910180087’ 

50-254 

P 


6910160217 

50 605 

A 


8910160231* 

SO 60S 

A 


8910100160 

n21 



8910200053’ 

70-1113 



6910200134 

70.1113 



8910230105* 

£0-374 

S 


8910250105' 

70-1113 


General Public Utilities Corp • GPU 

Service Corp 

6909280045 

50-219 

P 


8909280083 

50-320 

P 


8909280091* 

50-320 

P 


8909230096* 

50-320 

P 


6909260197 

50 320 

S 


8910020026 

50.320 

P 


8910020027* 

50-320 

P 


6910020199 

50.209 

F 


8910030107 

PROJ 



8910030294 

50-320 

P 


6910030498 

50-320 

P 


0910040060 

50-219 

O 


6910040236 

50-289 

F 


6910050263 

50-219 

P 


6910100215 

60-219 

0 


8910110036 

50 320 

P 


B9101 10234 

50-289 

P 


6910110237* 

50-269 

P 


8910110238* 

50-289 

P 


8910120084 

50-219 

P 


6910130046 

50 209 

0 


8910160143 

71-334 



6910160313 

60-210 

V 


8910160313 

60-210 

V 


6910170033 

60 320 

p 


8910170036* 

60-320 

p 


8910170038’ 

50-320 

p 


6910170119 

60 210 

p 


6910170122* 

50-219 

p 


8910170254 

50-2BO 

0 


AUTHOR AFFtLIATION ACCESSfON SUBJECT 

number CATEQOFIV 



8910170285 

9010170301 

0910160153 

0910100170 

9910190087 

50-219 

50-320 

50-320 

50 219 

50 320 


8910190139 

0010190202 

6Q1023004C 

0010230160 

0910230171 

50-200 

50-219 

50-219 

50-210 

50-210 


8910240033 

6910240140 

6910250035 

0910250172 

8910250175* 

50-200 

60-320 

50-2B0 

50-320 

50-320 


091 0260 1B3 
0010260204 
0010260204 
8910260299 
0010310102 

60-210 

50-280 

50-280 

PROJ 

50-320 

Genera! Sorvicos Adm‘ni$(raf on 

Georaa Insblufe of Techno’ogy. Ailania 

GA 

Georgia Co. 

0010000190* 

8010100080* 

0910100224 

8009200100 

CONTRACT 

COMMISS'O 

50-100 

50-366 


0000200167* 

0010020130 

8010030001 

0010030091 

Q0100300D8 

60-360 

50 424 

60 424 

50 424 

50 424 


8010030000 

0910030115 

0910030101 

BO 10030270 
0010030270 

60-424 

60-424 

50-306 

50-424 

60-424 


0910030200 

0910030300 

0010040077 

0910040003 

0910040083 

50-321 

50-424 

60-425 

50-424 

50 424 


09 1004000? • 
0910040007* 
6910040300 
0910060010 
0010100230 

60 424 

GO- 424 
60-380 
50-426 

50 425 


B9 101 10250 
6910110261 
6010110201 
6910110263* 
00101 10263* 

60-424 

60-321 

60-321 

50-021 

60-321 


6010120061 

6910170236 

0010170244 

0910100149 

6010100176 

50-424 

50-321 

60-021 

60-306 

60-424 


8910100177 

8010240240 

8910240240 

B0 10250210 

BQ 10250265 

50 424 

60 424 

60 424 

50-321 

60-424 

Georgia. Slate of 

Gese'lschafl fur OKologischo Forschung 

8910260255 

8910250361 

0010260131 

0010030006* 

0910250232* 

60 424 

60-321 

60 424 

50 424 
NUREG 

und Geralung nibti 

Globe X Ray Servicas. Inc. 

Goldbero. O.p . WD 

Go'der Associatoa 

Greater Oallimofe Med'cal Center. 

B0101B0251 

0910250326 

0910240139* 

0910270230 

71-140 

PPM 

WASTE WOT 
Pm 

Galhmora. MD 

Gnlfia. R.L. 

0010180146 

0910180146 

0910160151* 

8910180151* 

60 445 

50 446 
50-445 
60-445 

Gulf Statoa Ufi'itles Co. 

8910250191 

8910060296 

0910110050 

0910120210 

8910130048 

60-445 

60-450 

50 460 

60-468 

60-450 


80101 30058 
6010130162 
0910100030 
6910240090 
6910240266 

50 466 

50 458 

50-458 

60-4 58 
50-458 

MRl. Inc. (Hydro Resources, Inc ) 

8910250196 

8910260041 

0910260144 

8910040118 

60 456 

50 458 

60-458 

40 6968 
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Hn ih & Human Servicea. Dopi. oi 
Hca ih a Human Scr/icos, Dopl of, u s 

PutliC Hoa'ih Serv.co 

Hgh SlOol SifLCluros, (nc 
HflTolocomCo, 

HoToaiako M ning Co 


Hop I T r-bo 
HopKinsons, Lid. 
Hojsp or Hop 


H>uso Of Hop., & fnsufar Affair 


ttMSQ or Rep.. Rules 
Hpua:cn inspocUon, inc. (fotmorly 
Hausfon (rap Sorv.cos d Houston In&n 
Housion Lighting a Powoi Co 


ft mans Hosp. Audubon, Loursvf'fo. KV 
I l/u'O -On 0 mooring 

f|^ii;cGoo)og,c. fnc 

JCFjAc. 

fNPjr. Inc. 

iNienA Tochnolog es. Inc 

’d8^o National Eng-neering laboralory 


ffrr?o*S Powof Co. 


ii'inols. Stale o1 


iiinols, Univ. of. Chicago IL 
Illinois. Llnvv. of. Urbana, iL 


Indiana Michigan Po'^er Co (formerly 
led ana & Michigan Eieciric Co ) 


a.9 1 0050223 • CONTRACT 

U9 10 190091* PRW 


89 1031000 f PRM 

8910160130 7MG6 

89T0050200* CONTRACT 

8910030203* 40-8903 

8910030332 40-Q903 

6910050254 40-0903 

8910060169 40- 0903 

6910100009 40-8903 

8910100050 40- 8903 

8910240262 PR 

0910050353* WASTE MGT 

891012004?* ORQ 

8906070046* 50-443 u 

8910050210* SO 220 P 

8910160034* 50-293 u 

0910170211* ORQ 

8910170257* ORQ 

8910020001* FOIA 

8910020100* row 


8910060202* 

COMMJSSJO 

N 

8910060275* 

50-445 

H 

8910130139 

71-124 

6909280061 

50-408 

P 

B9092B0061 

50408 

p 

8909260003* 

60 498 

P 

890D280063* 

50-408 

P 

0910030031 

50-499 

s 

09 J 0040297 

50 409 

S 

09 »0f 00058 

50-408 

p 

8910160050 

50 409 

s 

0910180136 

fiO-408 

p 

8910180140 

50-498 

p 

8910180354 

60-406 

a 

8910180354 

60-490 

0 

6910190024 

50 408 

p 

0910100024 

50 498 

p 

6010190069 

50 498 

p 

8910100076' 

50 490 

p 

8010250181 

60-400 

p 

8910250340 

50-498 

s 

6910260349 

50-498 

p 

8910260201 

50 498 

R 

6910270113 

60-409 

s 

8910300207 

PRM 


8910240255 

PR 


6910130003* 

CONTRACT 


6910040129* 

CONTRACT 


6910030227* 

contract 


8910020049 

FOIA 


890926021 1 

40 0904 


8910050221 

40-8004 


6900010009* 

50-461 

p 

8909150162* 

50-335 

p 

6909260020 

50-461 

p 

8909260074 

50-461 

0 

8909200192 

50-461 

V 

8910030322 

SO-461 

V 

8910030408 

50.461 

p 

0910160149 

60-461 

K 

0910160150* 

60-461 

K 

8910170078 

50-461 

0 

8910170310 

50-481 

0 

8910100006* 

50-461 

K 

6910190214 

50-461 

F 

89101 D0D42 

40-2061 


8910130044 

40-2061 


8910130050 

40-206 f 


0910170057* 

40-2061 


8910190124* 

PRM 


8910050064 

50-358 

P 

8910060067’ 

50-356 

P 

0010050074* 

50-356 

P 

8910050077’ 

60-366 

P 

8910050138* 

50 356 

P 

8910060310 

60 358 

R 

6909280054 

50.315 

Q 


Indiana Ur.(v Medical Cenier, indianapcl 
fs. (N 

Indiana Univ., School ol Medicine 
Evansvrfe Center for Medical Education 

Indiana (jniv.. School of Wed-cioe 
Indianapoi a, IN 
/nddbinaf Lanofaionea. Inc 
Ingerso i fland Co 

fn'orior, Oopt of. Bureau ol tndan 
AffaTs 

fntoiiof. Oepi of. Bureau of Mmes 
fnionor. Oepi of. Fish 6 w.idiite 
Service 

inierior. Oopi of. Geological Su'vey 

fntornaiional Cortirrisson on Rad-o’ooical 
Proteclion 

Interneiionat Techrxal Services, he 
Iowa Electric Lighi & Power Co 


fowa Siaie Univ , Ames. (A 
Iowa. Univ. of, fOwa City, lA 
JRA Associates 
Jacksonville Shipyards. Inc 
Jacobs Eng’neermg Croup. Inc 


James l Gram Associates. Inc 
KEMP Corp. 

Kansas State Umv., Manhattan. KS 

Kansas. Univ of. Kansas Citv. kS 
Kansas. Umv of. Lawrence, KS 
Kansas, Umv. of. Modicei Center. Kansas 
Oty. KS 

Kennedy Memorial Hosps., Cherry H-.l, 

Stratford & Washington Townships. NJ 
Kenrob & AssocraJes^ Inc, 

Kerr-McQee Corp 


Keyboard CommuiT'Cations. inc. 
KisW W-iOY CoBhiion to Save Our 
Children 


B9092902j6 

71 6574 

8910020021 

* 50 315 

B910030361 

50 315 

B910040208 

5^0315 

B9 1004020a 

50-315 

B9 10040212* 

50 315 

8910040212* 

50 3J5 

8910050047 

SO 315 

89l(Xi50047 

50 315 

6910100113 

50315 

8910110254 

50 315 

8910110254 

50.315 

8910110256* 

50 315 

6910110256* 

50 315 

8910110283 

50-315 

8910110283 

w 315 

B9 10 120055 

50 315 

B910120102 

5-3 315 

6910160148 

50 315 

6910160287 

50 315 

8910160287 

50-315 

0910160322 

S03IS 

091O1BO345 

50315 

8910250130 

50 315 

6910250134* 

50 315 

6910250171 

50 315 

6910250263 

PP.U 

8910260082 

PPM 

B9 10260061 

PRM 

B909280221 

71 257 

8910190256 

71 119 

0910050225 

40 0982 

0910200076 

40 6902 

8910130157 

waste res 

691013015B* 

waste pes 

6910060177 

5a?37 

0909270105* 

contract 

6910190079* 

50275 

6910110193* 

CONTRACT 

6910170088* 

CONTRACT 

8909260196 

50 331 

8910020260 

50-331 

B910100160 

71 9233 

8910120213 

50-331 

6910130023 

50331 

6910160185 

50-331 

8910170340 

50-331 

8910260170 

50-331 

891010034? 

50-116 

6910250307 

PRM 

8910300185 

PRM 

8910160057 

FO'A 

8910190152 

FOIA 

6910130073 

71-209 

6910030420 

40-8907 

8910050373* 

waste MGT 

8910050375* 

WASTE MQT 

8910050379* 

WASTE MGT 

8910050361* 

WASTE MGT 

8910050384* 

WASTE MGT 

8910110052* 

WASTE MGT 

8910250211* 

70925 

8910100327* 

CONTFIACT 

8910170272 

50-186 

8910260268 

PRM 

8910030056* 

contract 

8910250338 

PRM 

8910270234 

PRM 

8910050266* 

CONTRACT 

8910160004 

701193 

B91018014I* 

701193 

8910300047* 

70925 

8909290090* 

CONTRACT 

8909270222* 

70-13S 

8909270227* 

70 13S 


P 

S 

p 

p 


P 


P 


P 


P 

s 

F 

P 

F 

F 

ft 

V 


R 
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264 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Kohn. Koh.T & Colap nio. P C (ro.meri/ 
Kohn & Associates} 

Kcpelman & Paigo 

Kulka Cor.suuction, 'rc 

LN Toc^no'ogias Corp (forme' ly londoo 

Njc'ear Svcs. Inc ) 

La Crosse, Wl 
Labor. Oept of 

Leber. Dept of. Occupal onal Safory & 
Hoallo Adm n 

Lane & ^*11(000011 
Latham & Watkms 

Lawrence Livormo'e Nat onal Leborato'y 
LoHoeuf. Lamb. Leiby & MacRao 
Lows. M. 

Lim torguo Corp 

Long Island Lighting Co 


Lon on. J 


Lens ana Power & Light Co 


LowoH. Uniy. of. Lowolf, WA 
Lower Coijmbia Patholog sis PS 
Conirai-a. WA 

Loyo'a Univ. of Chicago. Chicago, IL 


WAT Chomicals, Jrc 


WITflE Corp 


MK-Ferguson Co. 

Mflme Yankoo Alomic Power Co. 


Malapai nosources Co 


WanagementConcMts. Inc. 

Maryfand. Uny of, CoHega Park. .WO 


Massachusotis, Commonwaallh of 


ACCESSION SUBJECT 
NUMBER CATEOORV 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8910240291 FOIA 

89IOI3C013 50-443 G 

8910160029 ’ 50-322 H 

B9 10 100294 WASTE WGT 


8910130002 50 443 G 
8910130020 50-443 G 
8910130020 50 443 G 
8910180133 50-443 G 
8910250011 50 443 G 


6910030243* 

CONTRACT 


09 10 1801 30* 

COMMISSIO 

N 

891004005B 

40 8027 


8910200226 

tAE 


6910300242 

FOIA 


6910130179 

waste MGT 


6910050196* 

50 333 

0 

8910030086 

PPM 


8910160201 

50367 

S 

8910200032 

pr2i 


8903280187 

50 322 

S 

8310030542 

50-322 

P 

6910040295 

50 322 

P 

8910130086 

50 322 

V 

6910130094 

50 322 

F 

6910170090 

50-322 

R 

8010170113’ 

50-322 

P 

8910170345 

50-322 

0 


Weiofia‘3 Er.gineef.ng Assoc^alcs, fnc 
Valeria : 3 Testing labor alory. Inc. 

Mayo Cfin'c, Rochester. WN 
WcGean Boheo. Inc. (lormerfy VcGeon 

Cnem cal Co . Inc J 

Watfica’ Col'ego of Wisco.ns n. W.lwaukee 

Wl 


8910250011 50 443 G 
8910250042* 50 443 G 
8910250042* 50 443 G 
8910250060 50 443 G 
8910310150 50 443 q 

8910310150 50-443 G 
8910310188 50443 O 
8910310188 50 443 G 
8910310109* 50-443 0 
8910310199* 50443 G 


8909290095* CONTRACT 
8910100042 71-111 

8910100051* 71.111 

8910270233 PRW 

8010170052 40 0724 


8910270248 PRW 

8910270250 PRM 

8910270252 PRM 


B91013C068 50-250 
8910310189 50-250 
8910310189 50-250 
8910310190* 50-250 
8910310190 * 50-250 


G Morrptiis T«si no Services. Ire. 

G Weial Faslanor Supply Co., inc 

G M chigan S*aio Unlv.. East Lansing. Ml 

G 

G Michigan, Slate of 


8910040100* 50-344 

8910180118* ORG 
891027022G PBM 

8910300200 PRM 

B9092DOI34* FOJA 


Q 


8910310196 50-250 

6910310196 50-250 

8910310107* 50 250 

8910310197* 50-250 

0909270173 50-382 


G 

G M cMgan. Univ. of. Arri Arbor, Ml 

G Mch gan. Uaiv of. Hosp Ann Arbor, Ml 

G MicfdlOJown, CT 

R Wifiln a Assoclaies, inc 


8910110132 REGGD 

8010100147 50-2 P 

B9 103001 79 PRM 

0910100043* CONTRACT 

0910100302 WASTE MOT 


6909260173 50 382 
8910030178 50-362 
8910030365 50 382 
8910050326 50-382 
0010100263 50 382 


F 

P 

P 

S 

O 


M noraJfi Ej^pforalion Co fsirbs. of Union 
Oil Co. of Catif0rn‘d} 

Minroapo’is. MM 

M:n.'ieso1a Min ng A Manufecluhng Co., 3M 


0010030320 40-8584 

8910060144* CONTRACT 
0910200233 REVIEW QR P 


8910110209 50-362 
8010110211* 50 382 
B9 10 120010 50>3fi2 
8910130101 50-382 
8910130104* 50-362 


P Wnnoseta. Univ. of. Mnneapoks, MN 

P Missouri, State of 

P Mitsui A Co (USA), Inc. (Subs, of Milsu 

P SCO. Ltd) 


8010250302 PRM 

8910040010* CONTRACT 
0910250116 70-38 

8910230160* XPORTL'C 


6910100261 50-382 
8910200112 50 382 
8910200114* 50-3B2 
8910200116 50 362 
8910200110 * 50 382 


S 

P 

P Modeling A Computer Sorvicos 

P Morayah, SJ . MD 

P WoMison-Krudsen Co , Inc. 


8910200122 50-302 

8010200124 * 50-332 

691020021? 50-382 

69 16230046 50-302 

8910250038 50*382 


P 

P 

S 

O 

R Werrison-Knudsen Engineers. Inc 


8010040119 50-223 

89102 50316 PRM 

8910230230 PRW 

8910260016 PRM 


Morton F. P«ani Hosp.. Clearwater, FL 
Ml Stnai Hosp , Hartford, CT 
NFS Services. Lid 
NPS lr.dJ8lr:o8, Inc 
National Acaefomy of Sc<ences 


6910240261 
6910240263* 
8910240265* 
8909260033* 
69 10 160205* 


XPORTIIC 

XPORTLIC 

XPOniLIC 

CONTRACT 

CONTRACT 


National fnsiituto of Sinndards A 
Tecbno'ogy (formerly National Bureau of 

Naiionaf Organizaiion of Test. Research 
Training Reactors 


8910250202* 

XPORTLIC 


8010250203* 

XPORTLIC 


B01012C004* 

CONTRACT 


8910260101 

PRM 


8910040426 

50-327 

S 

6910040428 

50-327 

s 

8010050380* 

WASTE MOT 

0010050391* 

WASTE MOT 


8010130035* 

50-327 

5 

8910120119* 

WASTE MGT 


0010270230 

PRM 


0010300196 

PRM 


8910050363 

71-4940 


8910160265 

PT21 


891003035B* 

CONTRACT 


0900280225* 

CONTRACT 


8910260077* 

70-398 


8910170091* 

COMMiSSlO 

N 


8910030210 WASTE MGT 

6010030432 WASTE MGT 

8910020146 50 3 09 F 

6910130123 50 309 P 

6910170196 50-306 B 


8910170230 50-303 

8910260140 50 309 

8900290186 40-8684 

6910030190 40 8502 

8910030206 40 B502 


R 

F 


8910030444 40 8602 
6910030452 40-8502 
6910030458 * 40-8502 
6910040126 40-6664 
0010040145 40-B502 


891005026? 

6910060124 

6910200101 

8910040097* 

8909230249 


40 8502 

408502 

40-8502 

CONTRACT 

50-160 


H 


8910260042 50 166 

6910040086 50-443 

8910040233 50-443 

8910040233 50 443 


S 

G 

G 

G 


Navy. Oopl. of. Naval Soa Sysloms Common 

Nebraska Pubic Power 0>str|ct 

0910130051 

8910130059 

8910130067 

8909280026 

8909280110 

71-225 

71-61 

71-0032 

60-208 

50-290 


0910020164 

6910030205 

8910040073 

8910100339 

0910110011 

60-298 

50-208 

50 298 
50-298 
S0-P9B 


8910110241 

6910130121 

6910160131 

0910170045 

0910160100 

60-298 

50-298 

50-293 

50-298 

50-290 

Nebraska, Stale of 

8910200240 

0910230122* 

8910240179 

8910260227 

8910060198 

50-298 

50-298 

50-298 

60 298 
406629 

Meutren Proriucis, Inc. 

Nevada, Sfata of 

Nevada. Urirv. of. Las Vegas, NV 

Nevada, UnV. of, Reno, NV 

8909280210 

8910200212 

8910060227* 

8910160002* 

71-5930 
WASTE MGT 
CONTRACT 
CONTRACT 


^(.<0 OtjOtjO 
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author affiliation 


V Coa' ?ioo on Nuclear 

luKn 


V Sti 3 ‘ 6 nd Otiacor.ess Hosp Corp . 
,ion. MA 

f yo'soy, SiafQ 0 ^ 


i Ven'Co, Staid of 


I YoiK Power Aulhorjly (foroiOfly Powo.' 
■ofity of ihd Siaio of Now York) 


York Wocflcaf Conlor, Now V'ork. 


MA 

ran & Holizingor 
i'o Mofiawk Powor Corp 


i Carolina Eloclric Membership Corp. 
I Caroi;na Murticipal Powor Agencies 

I Carolina Siale Umv., Raie-gh, NC 

I Carol na. Stale of 

ieaat Nuclear Energy Co. (subs, of 

■east UMiiies] 


ACCESSION SUBJECT 

NUMBER CATEQOnV 


0910190077‘ 

60275 

P 

8D1 01 30020 

50443 

G 

0910100133 

60 443 

G 

0910250011 

50 443 

G 

8910250060 

50 443 

G 

8910260070 

PRM 


00fOffiO3Of 

£0272 

P 

091019010? 

60272 

8 

6910230095' 

50 354 

9 

89)0030220 

40 0905 


0910030390 

40.0005 


0910040089 

40 0903 


6910050009 

40-0002 


091005022? 

40 0905 


6910060223 

40 0966 


0910100130 

WASTE MGT 


0910200061 

40 3903 


0909200059 

50 333 

P 

0909280073 

50-2BQ 

P 

6909280111 

60-280 

K 

8910020193 

60-333 

Q 

0910030148 

50-206 

P 

0910030156* 

50-206 

P 

0910040221 

50-200 

P 

0910040400 

60-333 

Q 

0910040410 

50-333 

P 

0010040420* 

50-333 

P 

09)0040422* 

50-333 

P 

0910050106* 

50-333 

Q 

891005O2C0* 

50-333 

0 

0010100315 

50-206 

P 

09101)0023 

50-33D 

S 

0010110180 

50-206 

P 

09 10 160000 

50-333 

)> 

09)0)6002) 

50-206 

r 

0010170145 

50-266 

Q 

0910180107 

60-333 

n 

QD 10190033 

60 333 

p 

0910240053 

50-333 

p 

0910240290 

60 206 

Q 

0910240333 

60-260 

0 

0010250209 

60-333 

s 

6010250321 

50-333 

s 

8910250330 

60-333 

s 

69 f 0270230 

PRM 


0910270244 

PR)^ 


8910130013 

50-443 

G 

0910040177 

50 250 

G 

0910310193 

70-30 


8909 1 30033 

50 410 

R 

8909180395* 

50.410 

R 

0900100397* 

50-410 

R 

8009270115 

50 410 

R 

0900290238 

50 410 

V 

0910020100 

50-220 

O 

0010050010 

60-410 

s 

8910050253 

50-220 

o 

0910060004 

SO-220 

P 

0910110018 

50-410 

s 

8910110135 

50-410 

s 

8910110229 

50-410 

p 

0910120144 

50-410 

s 

8910170213 

50-410 

p 

0910170215* 

SO-410 

p 

0910170216* 

SO-410 

p 

6910190145 

50-410 

s 

0910190147 

50-410 

s 

8910190273 

50 410 

s 

0910250200 

60 220 

s 

8910250290 

50 410 

B 

6910260079 

60 410 

0 

8910260093 

€0220 

R 

8910260166 

60-410 

s 

6910260186 

60 410 

s 

0910060091* 

60 413 

1 

89100BOOB7' 

60 413 

1 

8910260270 

50-297 

H 

8910260276 

50-297 

P 

6910030318* 

CONTRACT 


89092900)5 

60 336 

0 

0910030306 

50 423 

V 

89)0030326 

50 245 

0 

8910030502 

50-336 

F 

0910040315 

50-245 

0 


AUTHOR AFFILIATION 


Northeast Ub' (fea 


ACCESSION SUBJECT 

NUMBER CATEGORY 


891C0J0354 60 4i?3 S 
G91CD40356 50 S 
8010040360 SO-336 S 
8010040367 50 338 S 
0010040411 60 33G P 

8010060260 60 423 S 
0010060267 60 326 S 
OD1010C013 60 245 F 
flOtOtOOfSS 50 245 F 
OD1010015& 60 245 F 

8910100103 50 213 F 
ogtorcoT^j S0 2f3 F 
09101C0193 60213 F 
B9l0n0l27 50-335 S 
6910110194 50-213 P 


0910110194 60 213 

0910110104 60 213 

0910110195' 60.213 

6010110248 50 326 

8910110249 60 423 

be 10110285 50 245 

8910129093 50-336 

8910120156 59-33B 

8910120171 59245 

8910120171 59 245 

B91012017I 50-246 

6910129176 50-423 

8910130144 50-336 

8910160023 50-336 

6910160076 50213 

8910160076 50213 

8910160076 50210 

8910160225 00245 

8910170009 50-245 

8910170011 50 336 

6910170056 50 245 

6910170220 50423 

6910170224 50-423 

691018C050 50-213 

6910180050 50 213 

6910160060 50-213 

8910100088 50-245 

8910100093* 50-245 

6910100147 50-213 

6910180147 50-213 

8310180147 50-213 

0910180226 50-245 

69)0180227* 50-245 

0910180364 50-245 

8310100151 50-423 

6910200172 50-245 

B010230D19 £0-423 

6910240135* 60 336 

8910250103 60 423 

S010250194* 50 423 

0910260036 50 245 

89102600B7 50 423 

801026000)* 50-423 

6910260252 50 423 

8giO26OPG0* 50 423 

B00927G04?* C0K*M:SS10 

6909270040* COMMISSIO 

8909290016 50 336 

6910030306 50-423 

691C030326 50-245 

0910030502 50-336 

B91G04031B 50-245 

3910040317 * 50-245 

0910040354 50-423 

0910040350 £0-245 

6910040360 60-336 

6910040307 60-336 

0910040411 50-336 

0910050239 50-213 

8910060195 50-213 

6910060260 50 423 

8910060267 50-338 

6910100100 50-213 

8010100103 50-213 

0910100193 £0-213 


8910100193 50-213 F 
0910100264 50-213 F 
8910110127 50-336 S 
0910110194 50-213 P 
8010110104 60-213 P 

6910110194 50-213 P 
09101 10240 £0-336 S 
8910110249 50 423 S 
09 10 110265 50-246 P 
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266 


CORPORATE SOURCE INDEX 


AUTHOn AFFfLIATION 


Northorrt Cal fornia Counc i of QIack 
Professiora! Efigincofs 
Non horn Slates Power Co 


Northwest Ai/lines, Inc 
Nuclear Assurance Corp. 


Nuctear Energy Accoun lability Pfojeci 


Nuclear Energy Senricos (NESj Manufactur 
Ing 

Nuclear Energy Services, Iric 


Nuclear Fuel Services. Inc. 


Nuclear intorr^ation & Records Management 
Aesociaiion. inc. 

Nuclear Management & Roscurces Council 
(NUMARC) (formerly Nucfear Utility Mana 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8910120093 

50 336 

S 

691 01201 56 

50 336 

S 

0910120171 

50 245 

F 

8910120171 

50-245 

F 

8910120171 

50-245 

F 

B9 101 201 76 

60-423 

V 

89101 6G023 

50-33G 

P 

8910160076 

50-213 

F 

6910160076 

50-213 

F 

6910160076 

50-213 

F 

8910160225 

50-245 

0 

6910170011 

50-336 

n 

8910170034 

50 213 

p 

6910170056 

50-245 

R 

8910170220 

50 423 

P 

8910170224 

50 423 

R 

6910160060 

50-213 

P 

60 to 160050 

50-213 

P 

8910160050 

50 213 

P 

8910180088 

50245 

V 

6910160147 

60-213 

0 

80t0l60l47 

60 213 

0 

8910160147 

50 213 

Q 

8910180226 

50-245 

P 

8910160364 

50 246 

0 

89101D0151 

50 423 

S 

8910200172 

50 245 

P 

8910230C07 

50 213 

F 

8910230019 

50-423 

0 

6910230021* 

50 423 

0 

8910240135* 

50-336 

Q 

8910250193 

50 423 

P 

8910260030 

50-245 

F 

8910260087 

50-423 

P 

8910260252 

50-423 

P 

8910030320 

FOIA 


6909260154 

50-263 

0 

8910020274 

50-263 

s 

8910030518 

50-282 

s 

6910030520 

50-263 

s 

89 10040351 

50-202 

F 

6910040351 

50-262 

F 

891C04O363* 

50-202 

F 

8910040353* 

60-262 

F 

6910050036 

50-263 

P 

8910050401 

50-263 

S 

8910100233 

50 263 

Q 

6910110159 

50-263 

0 

8910120069 

50 263 

F 

8910120069 

50 263 

F 

8910120181 

50-263 

0 

8910120199 

50 262 

S 

8910120202 

50-282 

s 

6910170223 

50 263 

S 

8910170243 

50-262 

S 

8D101 70249 

60-263 

P 

8910180105 

50-282 

F 

8910190140 

50-263 

S 

8910190188 

50262 

R 

8910190191 

50-263 

fl 

6910240253 

50-282 

S 

6910240266 

50 263 

S 

8910250106 

50-263 

s 

8910050338 

71-16 


8910020050 

71-9226 


8910060150 

71 9226 


8910170263 

PROJ 


8910180068 

50 250 

G 

6910310125 

50 250 

Q 

6910100293 

FOIA 


8910200049’ 

40-8724 


8910200050* 

406724 


8910200052* 

40-0724 


891 01 801 34 

70 143 


8910180139 

70-143 


8910100240 

70-143 


8910180274 

70-143 


8910180313 

70-143 


8910200155 

70 143 


8910200158 

70-143 


8910230107 

70 143 


8910190272 

PR 


8910030236 

REVIEW GH 

P 

6910060109 

PR 


69101601 10 

REVIEW GR 

P 


Nuclea' Medicine Consbltanis. San 
Frarcisco. CA 
Nuclear PacLag ng. Inc 
OaK flidgo Associated Unvs 


Oak Ridge National Laboratory 


Ohio Cilizons for Responsible Energy 

Oho Slate Un.v.. Columbus, OH 
OHaboma, Univ. of. No'^man. OK 
Omaha Piib'iC Powor Oistnct 


Orogori Stale Un v., Conrfliiis. OR 

Ofogon. Stale of 
PARAVcTEfl, Inc 


Pacil'c Gee & Electric Co. 


Pacific Hosp. of Long Goach, Long Beach, 
CA 

Pacific Nuclear Systems. Inc. 


Palisades Gonoraling Co. 

Parker Industrial X-Ray Laboraiory 

Parsons Br^nckerhoff Ma nlenance 
Services, Inc. 

Paihl nder Mines Co-rp. 


Pennsylvania Power & Lfghl Co. 


8910250333 PRM 

0910130040 71-9236 

0910060039' 70 025 

0910180095 70 1103 

8910040154' 50-440 

0910100289 NUREG 

0910100307 NUREG 

8910100312 NUREG 

89100501 BO PR 


B910130036 50-150 
8910250296 50-112 
8909270100 50 285 
8910050415 50-205 
89 100601 57 50-205 


8010100022 50 205 p 
0910100027* 50-205 \> 
09101 10006 50-265 j 
0910130087 50-205 Q 
0910160252 50-205 P 


8910190224 
8910100264 
0910230009 
89 1 0230026 
8910230227 

8910230229 

0910240355 

0910250040 

8910260047 

0910170192 

091OOSOO51 

0910020130* 

6910040084* 

80101C0268* 

8910170079* 

0010230173* 
00092B01 16 
6910020017 
8910020017 
8910020023* 

0910020023* 

8010020025* 

G910D20025* 

8910020269 

0910030097 

6910030108 

0910030362 

8910030362 

8910030364* 

0910030364* 

8910100176 

0910100176 

0910100176* 

8910100177* 

6910100178* 

6910100170* 

89101001B2 

6910130090 

6010130090 

8910160127 

0910170307 

6910160012 

8910160253 

0910240163 

8910260138 

0910260116 

0910260282 

8910040417 

0910050001* 

8910200136 

8910200176 

8910200192* 

8910110169* 


6910030411 

8910030414* 

8910060342 

0910000166 

8910200215 

6910260219 

0909270042 

0909270042 

0910030130 

6910030201 

8910030201 

8910030244 

8910030255 

8910030305 


50 205 
50-285 
50-205 
50-205 
50-265 

50-265 
50-205 
50-205 
50-205 
50 243 

WASTE MQl 

CONTRACI 

CONTRACT 

CONTRACT 

CONTftACT 

CONTRACT 
50-276 
60 275 
60-275 
50-275 

60-2/5 
50-275 
60 275 
50 323 
50-323 

60-275 
50-275 
60-275 
50 276 
50-275 

50-275 
60-275 
60-275 
60 275 
50-275 

50-275 
60-275 
50-275 
50-275 
50 323 

50-275 

50-275 

50-275 

50-276 

60-323 

50-276 

PRM 

PROJ 

71-9230 

50 255 
71-136 
71-136 
CONTRACT 


40-2259 
40 2269 
40-2259 
406622 
40-6622 

406622 

50-387 

60-387 

60-308 

50-387 

60-387 
50 388 
50-3B7 
60-307 


S 

f 

H 

P 

n 

r 

n 

p 

(\ 


K 

P 

P 

P 

P 

f> 

I* 

-s 

s 

n 

r 

r 

r 

F 


'DO' 3 -n •nr.D-n-n E ^ «f>-0'C*0U5 



AUTHOR affiliation 


fania Siotd Univ., Uri'vorsity 


1.CS Co (lormo/ly Geity/Polrolom 


Eiectnc Co. 


Intdrnallonal 
Rescarcti. fnc 
t Municipal Power Agency 

3.A.. MD 

J ological Associaios Columb'a. 

Resourcoa. Ltd. 

1. MA 

Genorat F.locinc Co. 


CORPORATE SOURCE INDEX 267 


ACCESSION 

1 SUBJECT 


author affiliation 

ACCESSION 

SUBJECT 


NUMBER 

CATE 00 RV 


NUMBER 

CATEGORY 

8910030305 

50 387 

P 


8910C40249 

50-344 

Q 

8910030312' 

50 38/ 

P 


091CO4O334 

50-344 

Q 

89100^0055 

50- 387 

R 


8910050115 

50*344 

P 

B9 10050370 

50 387 

H 


8910050228 

50-344 

F 

B9 10050370 

50-387 

M 


B910100D75 

50-344 

n 

8910060102 

50 307 

P 


8910100081 

50-344 

0 

0Q 10060 102 

50 387 

P 


3910100188 

50-344 

P 

B0 10060 167 

60-307 

P 


8910110016 

50-344 

F 

8010080167 

50-307 

P 


83101 1OC0I 

50-344 

0 

8010060173* 

60-307 

P 


8910110082* 

50-344 

Q 

B9 100601 73* 

SO- 387 

P 


8910110170 

50-344 

S 

0910100063 

60-387 

O 


8910120030 

60 344 

F 

8910100063 

60-307 

0 


8910120170 

60 3-14 

F 

891010008-1 

60-387 

H 


8910130024 

50 344 

S 

691010008-1 

50-367 

R 


0910150123 

60 344 

K 

891011019? 

SD-307 

P 


8910130)50 

60 344 

S 

8010110192 

50-387 

P 


0910130160' 

50 344 

S 

8010110197' 

50 307 

P 


6910160144 

60 344 

F 

8910110197' 

50-367 

P 


8910160186 

60 344 

S 

8910110202* 

50 367 

P 


89101 7C0 19 

50 344 

R 

8910110202' 

50 387 

P 


8910180032 

50 344 

F 

89101D003J 

50 387 

P 


8910190200 

60-344 

O 

8010160138 

50 387 

F 


6810IG0201 

50-344 

O 

0010100246 

50-300 

P 


B910190271 

50 344 

s 

6910100319 

50-388 

S 


8010200004 

50 344 

0 

8910180070 

50 387 

s 


6910200 tee 

50344 

F 

8010230193 

50-387 

s 


8910200214 

50-344 

S 

8910240274 

50 368 

s 


e9l0?30051 

50 344 

s 

8910250214 

50 307 

F 


89 10230202 

50344 

0 

8910260052 

50 387 

P 


8910230204 

53-314 

s 

8910200052 

50-387 

P 


6910230206* 

50 344 

0 

0910260055* 

50-387 

P 


6910230206 

SO 344 

s 

0910260055* 

50-307 

P 


8910240186 

50334 

s 

8910260059' 

50-387 

P 


0910240282 

£0-344 

s 

8910260059' 

50-307 

P 


6910250258 

50 344 

s 

8910260128 

50-387 

0 

PubSc Service Co cl Coiofajlo 

8909280037 

50*287 

0 

8910260173 

50-387 

n 


8909590274 

71-6346 


0910200173 

50-307 

n 


8910020205 

50-267 

s 

89 10260185 

50*387 

R 


0910030060 

50*26? 

H 

8910260185 

50-387 

n 


891OC4OC02 

50-267 

n 

B9 10260180* 

50 307 

n 


6910100167 

50-267 

p 

8910260186* 

60-387 

R 


6910100192' 

50-26? 

p 

0010040052 

50 5 

R 


8910100241 

50*26? 

p 





091010-3242* 

50 267 

p 

0910180108 

50 5 

s 


0910100243' 

60-267 

p 

8910030247 

40 6609 



0910100253* 

60 267 

p 





8910100272 

50-267 

F 

0910060063 

406659 



6910110028 

60267 

S 

8910050347 

40 6659 



8910110114 

71-6346 


0909200004 

50352 

R 


8010U0II?* 

7) -6048 


eOOOPDOOiS 

SO 277 

V 


6910190252 

50-267 

P 

8910020273 

60-270 

s 


8910200037 

50-267 

P 

8910020301 

PRM 



6910200041* 

50 267 

P 

8910030061 

50 352 

F 


8910200042* 

50-267 

P 

8910030495 

50 277 

S 


6910250282 

50-267 

P 

6910050140 

50-362 

F 


0910250260* 

50-207 

P 

0910050344 

7h9015 



6910250264' 

50*267 

P 

8910050414 

50-352 

S 

Pubi c Sorvico Co of Now Hampai* ro 

6909270083 

50 443 


8910130149 

50-353 

P 


0910020005 

50*443 

s 

8910160183 

50*278 

s 


8910020106 

60-443 

p 

8910180219 

50-352 

n 


8910020)03' 

60443 

p 

8910190032 

60-352 

s 


8910020221 

60 443 

F 

0910190035 

5C-352 

p 


8910100316 

50 443 

F 

8910190035 

50-352 

p 


B910100316 

CO-443 

F 

8910190037* 

50-352 

p 


8910130017 

50 443 

G 

8910100037* 

50-352 

p 


0910130017 

50-443 

0 

8910100041 

60 277 

a 


0910)70274 

50-413 

S 

8910200104' 

50-277 

0 


8910180029 

50-443 

G 

8910230038 

£0353 

p 


8910180038 

£0-443 

Q 

8910230043* 

60-363 

p 


8910250054 

50 443 

□ 

8910230133 

€0-277 

s 


8910250101 

50-443 

P 

8910240195 

60-277 

s 


6910250104 

50*443 

J 

8910240270 

5Q-353 

s 


9010260269 

50*443 

n 

8910250240 

50 352 

F 


0910300046* 

50 443 

p 

8910260205 

50*277 

R 


8910310174 

50 443 

G 

8910260250 

50-352 

H 


8910310174 

60 443 

Q 

6010270025 

50-353 

S 


00 1031 0203 

50-443 

G 

8910130032* 

CONTRACT 



0910310203 

50 443 

G 

0910170002* 

CONTRACT 


PtibWc SorWce Eiecir/c & Gas Co of Now 

890-9270007 

50-272 

R 

8910060084* 

50-4 »3 

I 

Jersey 




8910240240 

PRM 



8909270011 

50 311 

R 

8910230232 

PRM 



6910020101 

CO 354 

P 





8910020102' 

50-354 

P 

89 10030259 

40-8698 



B91 0020263 

60-311 

P 

8910040357 

50-293 

H 


89)0020265' 

50-311 

P 

8910120060' 

CONTRACT 



8910020258 

60-311 

P 

8910030125 

60 344 

S 


8910020258* 

60-311 

P 

8910030443 

60-344 

F 


8910030258 

50-272 

F 

8910040224 

60-344 

P 


6910030256 

50-272 

F 


268 


CORPORATE SOURCE INDEX 


AUIHOR ArFtUMtON 


oc Sorv.cos. rnc. 
Ouiv<ra M'n ng Co. 


HmJ AVottl, Santa Fti, NM 


ACCE&StOH 

SUBJECT 


NUMBER 

CATEGORY 


d 9 tOa 30 ?S 6 

50 - 2;2 

F 

8910030256 

50*272 

F 

8910030289 

50272 

F 

6810030289 

60*272 

F 

68 10030269 

50-272 

F 

6910030280 

50*272 

F 

8910030436 

60-272 

F 

8810030436 

50*272 

F 

S 9100401 S 6 

50*272 

F 

8910040156 

60*272 

r 

6910040156 

50*272 

F 

6810040153 

50*272 

F 

8910040176 

50-272 

S 

8910040176 

50 272 

S 

6910050026 

60*354 

F 

6910060035 

60*272 

f 

89100 S 0035 

50*272 

F 

8910050035 

60 272 

F 

8910050035 

60*272 

F 

6910050163 

50*272 

F 

86100 S 0163 

50*272 

F 

6910060223 

S 00 S 4 

F 

8910050396 

50-272 

2 

89100503 G 6 

50272 

P 

6910050397 

60*354 

S 

6910050398 ' 

50*272 

P 

6910050396 * 

50*272 

P 

8910060002 

50272 

S 

8910060281 

50*272 

P 

8910060261 

50*272 

P 

8910060263 ' 

50*272 

P 

6910060263 * 

50*272 

P 

6910060290 

50 272 

P 

891006029 Q 

50*272 

P 

8910360293 * 

69*272 

P 

8010060293 ' 

60*272 

P 

69101 10079 

60-272 

P 

6010110079 

50*272 

P 

6910110091 * 

60*272 

P 

8910110091 * 

50*272 

P 

8010120155 

60*354 

P 

8010120200 

50*272 

F 

6910120200 

60*272 

F 

6910130089 

50*272 

P 

8910130089 

50*272 

P 

8910133092 * 

50*272 

P 

8910180047 

60*272 

F 

8910180047 

60*272 

F 

8910180063 

60*311 

5 

8910160099 

60*272 

P 

6910160208 

50*272 

0 

89 10 160220 

50*272 

R 

8910160220 

60*272 

R 

8910160267 

60*272 

S 

6910160266 

60*364 

fl 

8910170236 

60-354 

P 

9910170285 

60-272 

P 

6910160165 

60-272 

P 

6910160165 

50-272 

P 

8910180167 * 

60-272 

P 

8910160187 * 

60-272 

P 

8910160194 

80*354 

P 

8910160196 ' 

60*354 

P 

6910200224 

60*272 

P 

6910200224 

60*272 

P 

6910200227 * 

60*272 

P 

8910200227 * 

60*272 

P 

6910230055 

50*354 

P 

8610230127 

60*272 

s 

8910240127 

50*272 

p 

6910240127 

60*272 

p 

6910240144 

50*272 

p 

6910240144 

60*272 

p 

6910240145 * 

50*272 

p 

8910240145 * 

80*272 

p 

8910240159 

50*384 

R 

6910250160 ' 

60*364 

V 

6910260130 

60*364 

n 

6910260134 * 

60*354 

R 

6910260142 

60*272 

0 

8610270129 

60-311 

s 

8910190265 

71*175 


8910030230 

40*6905 


6910030241 

40*6906 


6910030377 

40*6905 


8910040110 

40*6788 


6910100136 

40*8905 


8910230136 

40-8605 


8910250276 

PRM 



AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

Ra^Mology Conau lenis Qroanvilio. SC 

6010260313 

PRM 

Hammiy L'lsinoenng Co 

6002140136’ 

FOIA 

Ruadjtig Moap & Modical Cunlo/ RoatJirg.P 

6910300213 

PHV 

Roi-tf A 0 

6910050024 

406943 

Roanarch Uedcal Coniar Kanaas Cliy. MO 

8910260089 

PRM 

Roaoufco rochn-cel SafVicaa. Inc. 

8910030023* 

CONTRACT 


0910030470’ 

CONTRACT 

R‘0 Altpm Mining Ccrp 

8910030177 

40 B064 

891004C064 

40 8769 


6010060023 

40 8084 


8910060025* 

40 8064 


6910200065 

40 6094 


6010230142 

40*6084 

Risk Fngina6fir.g. Ire 

8010060164' 

CONTRACT 

Risk Mnnaadmant Aasoclatoa 

09 10020 108' 

CONTRACT 


8910020174' 

CONTRACT 

RoancKo MomoMal Hcapa . Roanoke. VA 

6010300226 

PRM 

RoUnaon. Roiilnaon. Polo/aon Berk. 

8900290163 

50*446 

Rurfoich c^roaa 6 Oa'da 


8910030110 

PR 


6910030410 

50 445 


8910060376' 

60 462 


8910100036 

TQPREP 

Rochnaior Gas 6 E'oet^'C Ccrp. 

890D280071 

50 244 

B9 10060305 

60*244 


6910120050 

60*244 


8910120053* 

60 244 


8910200177 

50 344 


8010250226 

60*244 


B0 10250228 

50 244 


091O25O3D3 

50-244 

RQC^o^ilef. NY 

6910050400' 

CONTRACT 

RocVwn‘1 rntornailonal Corp 

6910040410 

70 25 


8910160046 

70 25 


8910170020 

70 26 


0910170214 

70-25 


0910170263 

70 25 


8910180202 

70-25 

Ro ling Hill Hoflp Diagncailc Contor, 

89 10 190281 

PRM 

ElHns PiitK. PA 

Ropira & Ci»ay 

8010130017 

50 443 

09 10100029 

50*443 


0010180038 

50 443 


0010250054 

50 443 


0910310174 

60*443 


8910310174 

60 443 


8910310203 

60-443 


89 103 10203 

50 443 

Roaomouni. Inc 

0910100142 

PT21 

Roaoninal, A S. 

0910160300* 

CONTRACT 

Roaov 1 u Heap , Rosavl'Q, CA 

6910260106 

PRM 

Roy F WoSlOft. Inc. 

6910200065' 

40*6902 

flucKel. H A. 

8910100027 

WASTE MOT 

RuaaoP. Siraub A Ky:o 

8910100116* 

ono 

SC&A, Inc 

B9092B0064* 

CONTRACT 

SMC O’-Penne 1 A Asaodatos, Ino. 

0010050233* 

contract 

iloimstty O'Oomeii A Aasodaiaa. Ino.) 

ST SyaiOTS Corp. 

6910020039 

FOlA 

Sas^emenio Municipal Ut My DiBlfiCt 

6910030016 

60*312 

6910030136 

60*312 


8910040270 

60*312 


6010110227 

60*312 


8910110235 

60*312 


0910170105 

60*312 


0910170207 

60 312 


6910170221 

60*312 


0910170222 

60*312 


8910190031 

60*312 


8910190071 

60*312 


6010240279 

60*312 


8010240264 

60*312 


8010240286 

50*312 


8010250051 

50*312 


0010250363 

50*312 


0910260360 

60*312 


0910260200 

60 312 

Salofy Light Corp. 

0910160191 

XPORTUC 

0910170261 

XPORTLIC 


0910100031' 

XPORTLIC 


0910190160 

XPORTLIC 

Sand a National i.aboraiotiaa 

6610060347 

50*4ie 


6910060349 

60*418 


6910100230* 

WASTE MQT 


0010200235 

WASTE RES 


6910260037 

REQQD 


0910270256 

NUREO 

San In Monica Heap. Medical Contor. Santa 

0910250344 

PHM 

Monica. CA 

Snrgnni A 1 undy. Ino. 

0910270256 

NURFO 


act JtM. 0.0.0.000 tr OOCOO OOO Q.a.Q.Q.> oioo-tno 



AliTHOR AFFILIATION 


Science & Engfreerng Asscaa^ea. Inc 
Scionco Applications Iniofnationai Cofp 
llorrtdtlv ScJenco Appi cations, Inc ) 


Soacoasi Ani. Polluion LOaguo 


Strife 


Serial p, Appropriations 
SonaiP. Govrornmonial Affairs 
So^t.or:l Computer Sv^siems. Inc 

Ssqjoyah Fuels Corp (subs of Korr-McGo 
^ifuclear Ccfp> 


Sha*. Fitiman. Polls & Trowbrldgo 


S'tonka Rosoarch Associates, Inc 

Shofoham, NY 
Srorra OUt 

Small Buslnoss Adrninisuelion 


Soda tv ol Nuc'oar K^.ediCino 
Sondi/sia. Inc. 


South Carolina Eloclrlc & Gas Co. 


South Carolina, Unlyi. ol. Colurnbla, SC 
Southern Catiforriia EdiSon Co 


CORPORATE SOURCE INDEX 269 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


691 033006 r* 

COWTRACr 


Q 9 10020022 ’ 

CONTHACT 


09100200 ^ 0 * 

CONTRACT 


B 9 10020 186 ’ 

CONTRACT 


8910020254 

WASTE MGT 


0910060347 

50-416 

P 

8910060349 

SO 416 

P 

8910130043 ’ 

CONTRACT 


8910160110 * 

CONTRACT 


0910180060 

WASTE MGT 


8910200088 * 

CONTRACT 


8910250100 

WASTE MGT 


8910040125 

50 443 

G 

0910040125 

50 443 

G 

8910040134 * 

50 443 

G 

8910040134 * 

50-443 

G 

0910130020 

50-443 

G 

e 9 f 0 t 60 l 33 

50-443 

G 

0910250011 

50-443 

G 

8910250060 

50-443 

G 

8910310090 

50-443 

G 

89 lOf 70 N) 7 * 

50-440 

U 

8910170210 * 

50-317 

H 

8910170289 ’ 

50-445 

H 

8910170292 * 

50 445 

H 

8910180030 * 

50-317 

H 

8910050394 ’ 

60 317 

P 

8910020113 * 

FOIA 


89 W 02003 Q 

ro/A 


8910020150 

40 8027 


091 CO 3 O 237 

40-6027 


8910040187 

40 8027 


891 0040286 

40 8027 


8910060 146 

40 8027 


8910060242 

40 6027 


8910060244 

40 8027 


8910060330 

40 8027 


0910200129 

40 8027 


8910250217 * 

40 8027 


0910200093 

50 277 

P 

8910200136 

50-255 

M 

0910310102 

50-320 

Q 

6910100211 * 

CONTRACT 


8910060138 * 

CONTHACT 


0 OTO 25 Of 9 f 

50-445 

G 

8910250204 * 

60-445 

G 

8910020246 ’ 

CONTRACT 


8910030253 * 

CONTHACT 


8910040129 * 

CONTRACT 


8910050266 * 

CO.NTRACT 


8010130032 * 

CONTRACT 


09 fO 170088 * 

CONTRACT 


8010230007 ’ 

CONTRACT 


8910190002 

PHM 


8909290228 * 

CONTHACT 


8910050404 * 

CONTRACT 


0910160169 * 

8910170099 ’ 

50 317 
CONTRACT 

V 

0909280058 

50 395 

R 

8909280190 

50 395 

P 

8909290243 

50395 

F 

09 10020260 

60-395 

O 

R 9 10030 1 12 

50-395 

P 

B 910030114 * 

60-395 

P 

8910030129 

50-395 

s 

8910030468 

50-305 

s 

B 9 10040330 

50-395 

0 

8010110126 

50-395 

p 

8910110138 

50-305 

<3 

8910170130 

60-395 

S 

8910190094 

50 395 

R 

8910240030 

8910240039 ’ 

60-395 

P 

60-395 

P 

8910250107 

60395 

s 

0909280057 * 

60-395 

n 

8909270010 

50361 

p 

6909270010 

50-361 

p 

8909270087 

50 361 

p 

8909270087 

50 361 

p 

8909270039 * 

50 381 

p 

8909270069 * 

50-361 

p 

6909290026 

50-206 

p 

8909290028 

SO - 208 

Q 

8909290028 

50-206 

0 

8910020249 

50-361 

S 

6910030192 

60-361 

s 

8910040162 

50-206 

p 


AUTHOR affiliation 


Southwest Research irstitjie 
Southwestern Doll TolephoaeCo 

Spiogei & h/cO aim J 
Sprarager^. SC . MO 
Sf Agnos Mosp . Bafiimoro, MO 
St Johns Morey Modicai Center. St 

LOu 8 . MO 

Si vlosoph’8 Hosp . Tampa. FL 


Si Paul Raaology. Profcsslonaf 
Aa.sociaticn 

SI Vincont Mosp , Worcostar. Wa 
S late, Oepi of 

State. Oopt of. Ouroau of Ocesns S foV 
Environ ft Sc entif c Affd'ts 


Susquahnma School. Oinghamton. NY 
Susquehanna \ra‘|oy Ailianro, lercasier, 
PA 

System Aulomaticn Corp 
System Energy Resources. Inc. 


TLG Engineering. Inc. 

TU Electric Cformetly Texas ur.i*ie$ 
Oenerat-rg Co > 


ACCESSION SUBJECT 

NUMBER CATEGORY 


6910050017 

£0 361 

V 

S 9 10 100338 

60-361 

V 

8910100330 

60 361 

V 

8310110093 

60-361 

p 

09101 10178 

60 361 

V 

0910110176 

50-381 

V 

8910110185 

50-361 

p 

0910110185 

50 361 

p 

6910110253 

50 361 

p 

6910110253 

50-361 

p 

8910110272 

50 206 

p 

8910120066 

50-381 

s 

6010120120 

50 206 

F 

6910120154 

50-361 

V 

8910120154 

50-361 

V 

6910130145 

50 205 

p 

8910130148 

50 351 

s 

8910170100 

50-352 

s 

8910170103 

£{?-205 

s 

6310170270 

50 362 

s 

B 910100155 

50-205 

V 

6910100167 

50-361 

V 

0910190167 

£ 0-381 

V 

891020011 1 

50 - 2 DG 

Q 

0910230149 

50-206 

s 

6910240041 

50-206 

s 

8910240200 

50-361 

s 

0910260010 * 

50-206 

F 

8910260032 

50-206 

P 

8910250176 

50-361 

P 

8310260175 

50-361 

P 

0010250177 ’ 

60-361 

P 

0910250177 - 

60 361 

V 

8910250179 ’ 

50 361 

p 

0910250179 ’ 

60 351 

p 

B9l02d0t9? 

50 3 QI 

R 

8910260277 

50 - 2 C 6 

S 

6910300035 

50 - 3 B 1 

S 

8909290215 

WASTE MGT 


0900290194 * 

CONTRACT 


6910110142 

50 255 

M 

801 O 24 O 23 B 

PRM 


6910240003 

PPM 


8910130076 

pm 


891 0300 182 

pm 


6910300187 

PRM 


8910300180 

PRM 


8910300191 

FRM 


0910250322 

PPM 


B 910260094 

PRW 


0010230201 

PROJ 


09100-60092 

xPOflrL;c 


0910100015 

XPORTLiC 


0910250166 * 

WASTE MGT 


6910310078 

50320 

G 

B 9 C 9200 166 * 

CONTRACT 


8009270170 

50-416 

R 

6909260180 

50-410 

P 

8910020107 

SO 416 

S 

6910020132 

50-416 

H 

8910030037 

50-416 

P 

0910040206 

50*416 

P 

8910110112 

50-416 

P 

0010190057 

60*416 

0 

8910190121 

60-416 

R 

0010190163 

50-416 

F 

89 10200 120 

50 416 

P 

8910020229 

REGGO 


8909270041 

50 446 

A 

8909270041 

50 445 

A 

69092 7026 B 

50 445 

A 

8909280087 

50-445 

A 

89092 B 0087 

50-445 

A 

8909280135 

50-445 

R 

8900280135 

50-445 

R 

8009260193 

50-445 

S 

8909280193 

50-445 

s 

8910020119 

60-445 

F 

8910020156 

70-3057 


0910020234 

50-445 

F 

6910030034 

50-445 

0 

e 9 l 003 (X )70 

50 445 

A 

8910030076 

50 445 

A 

0910030076 

50 445 

A 


270 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Taiwan, Govt ol (Ropubi^c of Ch na) 
Tea-Tt. Inc 


Tach.';o'ogy Appjcalions. Inc 
Tcchnoiogylniemationai, fnc 
Tempfa Univ, PhCadelph-a. PA 

Terno 3 S 0 oVal‘GyAuifiofjly 


ACCESSION SUBJECT 
MUMSER CATEGORY 


8gtC0300?8 

50 445 

A 

8910030089 

50 445 

0 

8910030137 

50 44 5 

A 

B9t0030209 

50445 

S 

6910040109 

50 445 

A 

89(0040109 

50445 

A 

8910040115 

60 445 

S 

6910100066 

50 446 

S 

6910100066 

50 44S 

s 

89lOIOOO?2’ 

50 445 

A 

6910100070 

50 445 

S 

8910100079 

50-445 

S 

8910100087 

50-445 

0 

6910100087 

50 44S 

0 

6910170076 

50-445 

F 

6910170078 

50-445 

F 

60 10 1 70080 

50-445 

S 

8910170080 

50-445 

S 

6010170081 

50445 

S 

8910170001 

50 445 

s 

8010180150 

50 445 

s 

0910100150 

50 445 

s 

8910200045 

50-445 

s 

8910200045 

50 445 

s 

8910200048 

50 445 

Q 

8910200048 

50 445 

0 

8910200101 

50 445 

A 

0910200193 

50 44 5 

0 

8910230012 

50-445 

A 

8910230143 

50-445 

0 

8910230170 

50 445 

S 

8910240013 

50445 

A 

8910100017 

xportlic 


8910120036 

ORG 


8910120040’ 

one 


8910030253* 

CONTRACT 


8910170202’ 

CONTRACT 


0910250262 

pnw 


8910260110 

PRM 


8909280022 

50-327 

P 

8909283022 

50-327 

P 

8909280043 

50-327 

0 

8909280043 

50-327 

0 

8909280093 

50 259 

F 

8009280093 

60-259 

F 

8900280093 

50-250 

F 

8009280004 

50390 

A 

8909280094 

50390 

A 

6900260095’ 

50-39D 

A 

8909280104 

50-390 

A 

8900260105’ 

50 390 

A 

6909200106' 

50-250 

F 

8909200106* 

50260 

F 

8909200106* 

50-259 

F 

8939200108 

50-260 

S 

8909200172 

50 391 

S 

8909280178 

50-259 

0 

6909280178 

50 259 

Q 

8900200178 

SO-259 

Q 

8909200179 

50-259 

S 

8909280216 

50-259 

s 

8909200210 

50-259 

s 

8909290047 

50-390 

A 

8910030039 

50-300 

F 

8910030039 

50-300 

F 

8910030139 

50-390 

A 

8910030142 

50-259 

0 

69 100301 63 

50-259 

S 

6910030231 

50-390 

S 

8910030231 

50-390 

S 

8910040240 

50 393 

s 

8910040244 

50-259 

s 

8910040279 

40-1341 


8910040287 

50-327 

p 

6910040291* 

50-327 

p 

0910050055 

50259 

Q 

8910050055 

50-259 

0 

6910050083 

50-327 

P 

8910050083 

50-327 

P 

8910050089 

50 327 

Q 

8910050069 

50-327 

O 

891 00501 C6’ 

50-256 

P 

8910050130 

50 327 

S 

6910050135 

50-328 

s 

891005021? 

PR 


8910060036 

60-327 

o 

6910000030 

50-327 

o 

8916060300 

5032? 

o 

8910060300 

50 327 

o 


AUTHOR AFFILIATION 


ToaUng Instituie of Alaska. Inc 

Texas ASM Univ., Coiiogo SiaHon. TX 

Texas Nuclear Corp. (9ubs. ol Ramsoy 
Engineering Co.) 

Texas, Siaio o! 

Te^ifls. Univ. ol. Galvogton, TX 
Thomas Jeflerson Univ. Hosp . Ph lade’ph 
ia, PA 

Thomson Sagmaw Bail Screw Co . Inc 


Throo Milo Island Alort 
Toledo Ediso/i Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0910100012 

50-390 

0910100014 

50 327 

0910100014 

50-327 

09101001B9 

50-259 

8910100189 

50-359 

0910100109 

50-259 

8910100199 

50-327 

8910100204 

50-327 

8910100204 

50 327 

8010100209’ 

50-327 

8910100209’ 

50 327 

8910100212 

50-328 

89101101 1 1 

50-259 

8910120024 

50-327 

8910120024 

60-32? 

09101 2003 1 ’ 

50 327 

8910120031’ 

50-327 

8910120035 

50 327 

8910120035 

50-327 

8910120038- 

50 327 

8910120030* 

50-327 

B910120042 

50-360 

8010120097 

50 260 

8910120190 

50-390 

6010120196 

50-390 

B910130133 

50 296 

8910160087 

50-259 

89101 60094 

50-260 

8910160095 

50-259 

8910160095 

50 259 

0910160095 

50-259 

8910160097 

50-259 

8910160097 

50 259 

8010160097 

50259 

8910160102 

50-250 

8910160102 

50 259 

B0101G0102 

50 260 

8910160195 

50259 

8910160259* 

50-259 

8910160259* 

50-259 

0910170021 

50-259 

6910170021 

60-259 

8910170021 

50-250 

0910170021 

50-250 

8910170073 

50-328 

6910170102 

50 327 

8910170172 

50-390 

0910170172 

50-390 

8910170104 

50-327 

8910170184 

50-327 

8910170293 

50-390 

8910170314 

50-259 

8910170347 

50-260 

8910180199 

60-959 

0910180199 

50-259 

8910100068 

60-259 

8910190104 

50-269 

8910190290 

60-320 

6910240169 

50-300 

0910240108 

50-32? 

8910250143 

50-327 

0910250267 

50-327 

8910250274 

50-327 

8910300013 

50-259 

8910200173 

71 131 

0910170310 

60-120 

8910170320* 

60-120 

69100200 IB 

FOIA 

8910040025 

40-8766 

8910050237 

PRM 

6910300216 

PRM 

89101B0347 

XPORTLIC 

0010190175* 

XPORTLIC 

8910130115 

50-320 

8910310070 

50-320 

8910030094 

50 346 

6910040345 

50-346 

0910100083 

50-346 

8910100291 

50 346 

8910160159 

50-346 

8910160160* 

50346 

B910160161* 

50-346 

8910170165 

50-346 

8910170323 

50 346 

8910180005 

50-346 

8910180027 

50 346 

8910100161 

50-346 


O'n'Dcn <-DT>T )0 "D^OCiO T>cnOT) w>CO£oO "n-nenoj^ c/>*o‘*o'o*o *c*o-nOT to'O' 3'3 u»cocn-o-c '?5-3-a'0'a T?*o*o«-n -n-nOOO 



CORPORATE SOURCE INDEX 271 


AUTHOR AFFlLiATlON 


T/acor Techno'ogy Besourcos. Inc. 
Tfansr.uci-ee». Inc 


Tular .D Up .v. Modi cal Cenier, Now Oiloans 
LA 

Twd R veis. Wl 

US. Ecology, Inc (formerly Nucloar 
nocr.ng, Inc } 


U.S. Embass os 


LMErCO Minorals Corp (subs of Union 
CaibiOo Corp ) 


UNC nescurcGS, Inc. 


Union 76 M.norals Exp'oration Co. 
Union Eloclr;c Co 


Ur.ilod Nuclear Corp. (subs, of UNC 
Resources. Inc.) 


Unrv. ol Toxas Medical Granch al 
Galveston. Galveslon. TX 
Uranerz USA. Inc. 


Utah. Slate ol ^ ^ 

Vermont Yankoe Nuclear Power Corp. 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


6910190169 

6910240191 

0910240202 

6910260020 

6910100330* 


50340 
50 346 
50 346 
50346 
CONTRACT 


F 

P 

S 

fl 


0910020216 

8910020228’ 

8910050357 

6910250244 

6910250311 


71 9233 

71-9233 

71-9015 

XPOniLiC 

PRM 


8910120100* CONTRACT 

8910020200 27-46 

8910020263’ 27 46 

6910040142 27-46 

8910110246 27-40 

6910110310* 27 48 

0O1O12OOD2* 27 48 

8910120003* 27-40 


891013Q147 
8910130151 
8910170154 
8910170167 
89 101 70093 


27-48 
27 48 
71-9206 
71-9073 
XHORTLIC 


8910180237 

8910240157 

8910240161 

0909290195 


X PORT Lie 
XPORTLIC 
XPORTL'-C 
408661 


8910030025 40-299 
8910030216 40 299 
8910030219 40 6681 
0910030526 40 8681 
8910030531 40-299 


8910040213 

8010050276 

8910060172 

8910100045 

8910100076 


40-209 

40-269 

408601 

406681 

40-6661 


8910200094 40 299 

8910200170 40-8691 

0910240005 40-6661 

8910030403 40 8 907 

8910030405* 40 8007 


8910030406* 

8010050105 

8910160116 

6910040299 

8009290170 


40-6907 
70 371 
70371 
400584 
50 493 


0910020219 

8910030146 

8910030173 

8910030392 

8910050250 


50-483 
50 493 
60463 
50 463 
50-483 


8910100054 

0910120161 

6910160272 

8910180123 

8910190080 


50 403 
50-483 
50 483 
50-483 
50-463 


8909290099 70 820 


8910100206* 

891018028B 

8910180310 


70-371 
70-371 
70 371 


S 

F 

S 

s 

p 

p 

o 

r 

5 

p 

R 


8910180321 

0910200096 

8910230106 

8910230109 

8910230152 


70- 371 
40-8907 
70 B20 
70-371 
70-371 


89 10300 194 PRM 


8907060025 

8910030397 

8910030466 


40-8958 

40*6913 

40-8950 


0910060240 

8910060272 

8910260312' 

8910040231 

6910030309 


40-8981 
40 B9B1 
40-8958 
40-8681 
50 271 


P 


8910060220 

8910100214 

8910160210 

6910170266 

6910170326 


50271 
50 271 
50-271 
50271 
50 271 


S 

P 

n 

s 

p 


8910160080 

8910160368 

8910230224 

8910230226* 


50-271 
50 271 
50-271 
50271 


G 

5 

P 

P 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


Vennont. Siaio of 

Viclo'eefi. Inc (s.ub3 ol She ie/ G.o-bo 
Corp.) 

V:rg r.ia Powfi' (V.rfl.r.ia Electric & Powo 
Co> 


Virolnle. Com ir.onweaiib of 
Vif&nia, Un.v. of, Charlo’.iesvi'.e. VA 


8910240140 50271 
B91D250173 50-271 
8910060314 50271 
0910170208* 50-289 


6910020144 50 261 


8910020213 50280 
0910020224 50 280 
0910020276 50 280 


P 

R 

S 


8910020285 50-280 
8910030493 50-336 
8910030493 50-338 
0910040319 50 338 
6910040319 50 338 


S 

P 

P 

o 

Q 


8910040323 50 339 
6910040323 50-3 IB 
8910040366 50-336 
8910040366 50 338 
6910040378 50 338 


P 

P 

P 

P 

K 


8910040378 50-339 
8910050278 50-336 
8910050278 50-336 
&&10C60072 50-338 
8910060072 50-338 


K 

F 

F 

P 

P 


8910060073' 

8910060073' 

8910060074’ 

0910060079 

8910060101 


50-336 

50-330 

50-338 

50-330 

£0*338 


P 

P 

P 

P 

0 


B610060101 

8910060104* 

8910063105* 

6910C60160 

Boiooeoieo 


50-338 

50-338 

50-330 

50-200 

50-280 


O 

O 

o 

p 

p 


8910100309 60-330 
8910110134 60 200 
0910110134 5O'20O 
6910120057 50 280 
8910120057 50-200 


0 

0 

O 

O 

o 


8010120121 

69101201B4 

6910120180 

8910120103 

8910160223 


50 280 
50-339 
50-330 
50280 
50 281 


S 

S 

F 

F 

5 


6910170161 

6910170100 

8910170226 

6910170226 

8910170228* 


50 261 
50 281 
50-283 
50 200 
50-230 


S 

S 

P 

P 

P 


8910170228' 

8910170261 

8910160019 

B01O18O162 

8910100102 


50-280 

50-201 

50-201 

50-330 

60-330 


P 

S 

S 

P 

P 


8910 160235 
6910190179 
8910230097 
8010230140 
8910230161 


50 330 
60-281 
50-280 
50-280 
50-336 


0 

S 

R 

P 

P 


8910230161 

8910230236 

8910230236 

8910230230' 

8910230238' 


5033B 
50-338 
50-338 
50-333 
50 333 


P 

P 

P 

P 

P 


8910240130 

8910250238 

8910250239' 

B910250242 

8910250243' 


50-231 

50-338 

50-330 

60-330 

50-338 


S 

0 

O 

P 

P 


8010260034 
8910260085 
8910260240 
86 10260265 
8910200205 


60-2R1 

REGGD 

50-281 

50-330 

50-336 


S 

s 

R 

R 


6910260310 

8910260311* 

0910190110 

8910160014 

8910190073 


50 260 
50 280 
50-200 
50-62 
50-62 


P 

P 

O 

Q 

P 


East Syracusb. NY 


8910250356 

6910100030 

8910300174 

8909260039 

8909260041* 


PRM 

50-220 

PRM 

50-397 

50-397 


H 

P 

P 


8909200107 
6909200180 
6909280 IBB* 
89100200CB 


50-397 
50397 
50-397 
50 397 


P 

P 

P 

P 
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CORPORATE SOURCE INDEX 


AUTHOR AFflLIATlOH 


Was^ingion Univ . SI Louis, kiO 
Wash ng^on, Siale o1 

Water. Wasie & Land, Inc 

We The People of The United Slates {We 

The People, inc ) 


Weaver Medical Associates. Richmond, VA 
West Va’iey Nuclear Services Co. Me. 


Western Nebraska Roaources Council 


Wesiorn Nuclear, Inc (subs, of Phelps 
Dodge Corp ) 


Wesi nghouse Electric Corp. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


A9t0020l9l 

60 397 

F 

89100305&0 

60 397 

S 

6910040359 

60 39? 

0 

69 10040362 • 

60 397 

0 

89100S0134 

50-397 

P 

6910120141 

50-397 

0 

8010120162 

50-397 

s 

6910130126 

50-460 

G 

0910160145 

50-397 

S 

8910160166* 

50-397 

S 

e9l0i70147* 

60-397 

0 

8910160025 

50-397 

F 

B91O18D30O 

SO 397 

V 

6910190062 

50 397 

R 

a0f0l90l31 

SO 508 

A 

8910190278 

50 397 

S 

8910240030* 

50-397 

K 

8910250229 

50-397 

S 

6910260164 

50307 

s 

8910280206 

50397 

F 

8910260279 

50-397 

P 

6910270033 

50 307 

K 

89 10270036 • 

50 397 

K 

89 101 00260* 

contract 


B91D2000B2 

STATE PRO 

G 

6910040262 

40-8102 


6010180129* 

50-445 

G 

8910160129* 

50-445 

G 

8910180161* 

50-443 

G 

8910160166* 

50-443 

G 

8910160171* 

50-445 

G 

6010160171* 

50-445 

G 

BO 10300 193 

PRM 


8910260152* 

pnoj 


6910260153* 

PBOJ 


6910260154* 

PROJ 


0910260168* 

PROJ 


8910260101* 

PROJ 


6910200175* 

PROJ 


8910200179* 

PROJ 


8910260210* 

PROJ 


6910280212* 

PROJ 


0910260213* 

pnoj 


0910200215* 

PROJ 


8910260216* 

PROJ 


0910260220* 

PROJ 


0910260222* 

PROJ 


6910260223* 

PROJ 


8910260224* 

PROJ 


0910260225* 

PROJ 


6910260227* 

PROJ 


8910260228* 

PROJ 


0010260229* 

PROJ 


8010260230* 

PROJ 


6910260232* 

PROJ 


8910260251* 

PROJ 


0910260255* 

PROJ 


6910260257* 

PROJ 


8910260261* 

PROJ 


8010260263* 

PROJ 


6910260266* 

PROJ 


6910260202* 

PROJ 


0910260283* 

PROJ 


8010260265* 

PROJ 


8910260267* 

PROJ 


0910260289* 

PROJ 


8910260269* 

PROJ 


8910260291* 

PROJ 


8910260293* 

PROJ 


8010200300* 

PROJ 


6910260301* 

PROJ 


8910260302* 

PflCU 


8910260303* 

PROJ 


8910260304* 

PROJ 


8910260305* 

PROJ 


8910260306* 

PROJ 


6910260309* 

PROJ 


8909290261 

40-8829 


8910040099 

406043 


8910050024 

40-8943 


89 10040246 

40-1162 


89100S0141 

40-1162 


6910050323 

40-1 162 


8910050324* 

40-1162 


8910200169 

40-1162 


8910230094 

40-1162 


8909260004 

TOPBEP 



AUTHOR AFFILIATION 


Westlnghouse Oporal ng Plants Owners 
Group 


Weston Gaoptiys^cal Co/p 

Whaolet Basliv R&g'pnai libtary, Decaiut. 

AL 

Wh te Pia ns. NY 
WWildker Corp 

WinUifop-Un.lv. Hosp . Long Island, NY 
Wisconsin Eloctric Power Co 


Wisconsin Public Sarvico Corp. 


Wolf Creok NueJoar Opo rating Corp. 


Woodward Clyde Cons^ltanvs, Inc, 
Wordpro. Inc 

Wyoming. Slate ol 


X R I Testing of W.chlgari 
X-Ray, Inc. 

Yankee Atomic Electric Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8909260005* 

TOPREP 

8910030492 

TOPREP 

6910030512* 

TOPREP 

6910040223* 

50-286 

091004031 T 

TOPREP 

0910040313* 

TOPREP 

8910110012 

TOPREP 

8910120113 

50 601 

0910120114* 

50-601 

8910120115* 

50 601 

8910130061 

PR 

8910130096 

71-5450 

8910170077 

70-1151 

8910180099 

70.1151 

0910180131 

70-1151 

8910190025* 

50 498 

0910190026* 

50-490 

8910190046 

TOPREP 

8910190245 

50-313 

69 10240 122 

TOPREP 

8910240303* 

50-286 

8910240321* 

50-266 

6910250216* 

TOPREP 

8910020277 

TOPREP 

8910250213 

TOPREP 

8910170291* 

50 219 

891005001 1 * 

CONTRACT 

8910130199* 

CONTRACT 

6910180090 

40-7455 

0910270266 

PRM 

6910030141 

50-266 

8910030141 

50 266 

0010030147* 

60-266 

8910030147* 

50-266 

8910030629 

60-266 

0910030520 

50-266 

0910040173 

50-266 

8910040173 

60-266 

0910040166 

50 266 

8910040166 

60-2&6 

8910050206 

PR 

8910110205 

50-266 

6910110205 

50-266 

8910120002 

50-266 

8910 120082 

50-266 

B910120204 

50-266 

8010160077 

60-266 

8910160077 

50-266 

6910160080* 

50-266 

8910160000* 

60-266 

6910160196 

60-266 

8910160196 

60-266 

8910170295 

50-266 

0910180006 

60-266 

6910190099 

60-260 

6910190099 

50-206 

6910230218 

50-266 

8910230218 

50-268 

8910030292 

50-305 

8910030317* 

60-305 

0910030533 

50-305 

0910100246 

50-305 

8909270159 

60482 

6909280024 

60-402 

0910020069 

60-482 

8910040158 

60-482 

8910040160 

50-482 

6910120110 

50 402 

6910100136 

50-482 

6910240314 

50-482 

8910260157 

60-482 

8910160292* 

60-354 

89 103 10285 

FOIA 

8910030044 

40-8857 

8910040019 

40-&956 

6910050337 

40 6926 

8910100006 

STATE PRO 

6910170329 

40.8857 

8910200064 

40 0857 

0909290273 

71-70 

8910180265 

71-234 

8910030122 

50-29 

8910030514 

50-29 

8910100229 

50-29 

8910110005 

50-29 

8910110044 

50-29 

8910110044 

60-29 
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CORPORATE SOURCE INDEX 273 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFfLfATfOM 


ACCESSION 

number 


SUBJECT 

CATEGORY 


8910110044 50 29 

SQfOnOOJS* 50 29 
89101 10045 ’ 50-29 


89101 10045 ’ 
6910180332 
8910190177 
80 100601 33 * 


60-29 

50-29 

50-29 

contract 


P 

P 

P 


York Courilv, SC 


aj -n-o 




REPORT NUMBER INDEX 


he subject category column in this index gives the 
3Cket number and the symbol for the category of 
formation within that docket; for example, 50-233 P. 
ne docket subject categories are defined in Appen- 
X A. 

jbject categories for nondocketed items are also 
itered in this column by symbol; for example, 


REPORT NUMBER 

ACCESSION SUB* 


OTHER REPORT 


NUMBER 

JECT 

CATE. 

GORY 


NUMBER 

5?4-06 01 

8910050388' 

WASTE MGT 



541-01 00 

8910050304’ 

WASTE MGT 



f66-CT5f 

8910050251' 

60-403 

P 

10466 

i 

1176504-01 

8910120047* 

ORG 



8910240193* 

50-346 

P 


>1611 

8910160292* 

50 354 

R 


2 

8909200057* 

50-395 

n 


4 

0910200187* 

WASTE MGT 



5 

8910020104* 

WASTE MGT 


HLWR 

0 87 042 PtOO 

8909280096* 

50320 

p 


F.tA R23 

8909270066' 

rOPREP 



1*00457 DRFT 

8910100193* 

50-260 

Q 

INDEX A-24 

fV.tOf74 

6910230185* 

60-369 

P 


W-1543 B03 

8910240209* 

TOPREP 


77-1543 03 

ootg 

8910060074* 

50 338 

P 


1 A Rsa 

8910040141* 

50 10 

P 


E7EA.0345 

0910250278* 

WASTE MGT 



E/RW0125 

8910260155* 

PROJ 


HLWR 

r/HW-0216 

8910020264* 

WASTE MGT 


MLWR 

>RO 2014 

8910030197* 

50-269 

P 


362 1 

8910020228* 

71-9233 



A-PAL-89 09a.01 

8909280100’ 

50-255 

P 


FC-C09-13 ROl 

0909280102* 

60-255 

P 


NL 83-14.1 RCO 

8909260097’ 

50 255 

P 


S 07^)269 ROl 

B91O10OOB7* 

50-254 

P 

ORF AOO-03243 

: -32 0069 

8910230105* 

50-374 

S 


142 

8910130191* 

WASTE MGT 


HLWn 

u NTA.72I6 

6909140269* 

50-461 

P 

GL-B3 28 

5.NTA-7440 

8909150162* 

50-335 

P 

GL.03 20 

y.QP/B6 0762 B04A 

6910180228* 

TOPREP 



)n 65 ROl V01 

8910110117* 

71-6346 



734 ROO 

8910250243* 

50-338 



751 ROO 

8910260311* 

60 200 

P 


3EG 0750 lOa V29 

69 10270240 

NUREG 



^eG-0750 V29 N06 

8910100333 

NUREG 



^EG*CeOO 02 4.3 R3 

8910000346 

NUREG 



lEG 0837 V09 N02 

8910100303 

NUREG 



lEG-Oa^O VO0 M02 

8910100283 

NUREG 



1EG 0680 n04 

8910100280 

NUREG 




These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to 
Principal Documents." 


report number 

ACCESSION SUB- 

OTHER REPORT 


NUMBER 

JECT 

NUMBER 



CATE- 




GORY 


NUREG' 1233 

69I010000B 

NUREG 


NUREG -1267 

6910100321 

NUREG 


NUREG' >307 nOJ 

89 10270241 

NUREG 


NUREG- 1370 

6910270247 

NUREG 


NLiREG/C‘’-0j02VOI 

09^0270207 

NUREG 


NU REG /CP-01 02 V02 

8910270264 

NUREG 


NURE G/ CP-0 J 04 

6910270262 

NUREG 


NUREG/CR-1754 AOOOI 

6910270253 

NUREG 


NUREG/CR-2000 VCB MB 

6910100312 

NUREG 

ORNL/NSIC200 

NUREG/cn 3252 

6910100290 

NUREG 


NUREG/CR 4550 V6R1P1 

6910060349 

50 410 

P SAND86 2C84 

NUREG/CR 4550 VeR1P2 

891000034? 

50 416 

P SANO86-2084 

NUREG/CR 5066 

6910270258 

NUREG 

SAN DO 0-7016 

NUREG/CR 5247 

6910100289 

NUREG 

OnNL/TW-10955 

NUREG/CR 5340 

0910100307 

NUREG 

OnNL/TM-11105 

PGE-1040 PQ1 

0910110032* 

50344 

O 

PM.PP 69-13 

0910160261* 

WASTE MGT 

HLWfl 

RFL-09 69-14 02 9 

8910050379' 

Y/ASTE MQT 


RFL-09-69-14 028 

8910050373* 

WASTE MGT 


RFL-09 69-14 036 

8910050375* 

Y7ASTE f/CT 


RFlOd09 13029 

0910110052’ 

WASTE MGT 


nFLCG69 140300 

0910050361* 

WASTE MGT 


SEA.EE-162 ROO 

8910030312* 

50-367 

P 

SECY -66-202 

8607233170 

SECV 


SECY 89 0370 

6910050170 

SECY 

HLWR 

SECY 06 138 

8905090061 

SECY 


SECY 69 160 

6907100064 

SECY 


SECY 89 203 

6907110283 

SECY 


SECY- 69 -239 

8908150046’ 

F01A 


SECY 69-254 

8908250319 

SECY 


SECY 89 264 

6909010396 

SECY 


SECY 69 282 

8009220208 

SECY 


SECY-&9 318 

6910230141 

SECY 

HLWR 

TER 3232 019 ROl 

8910250175* 

50320 

P 

WBP-MT9^01 RRO 

a9-39?80095* 

50-390 

A 

wcap 1 1046 no» 

0910040223* 

5-0'286 

P 

WCAP- 12345 HOI 

8910250216* 

TOPREP 


VVCaP- 12370 

8010190026* 

50-408 

P 

WCAP-8163 R17 

0910040313* 

TOPREP 


wvws-TflOolo noo 

8910260152* 

PBOJ 

HLWR 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Hem listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
second column gives the accession number 
of he principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen- 
dix A. 


Subject categories for nondoc keled items are also 
entered in Ibis column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE PRINCIPAL 

DOCUMENT 


DATE 
ISSUE 0 


SUBJECT ENCLOSURE PRINCIPAL 

CATEGORV DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


WO? 1 3060*7 
K) 0274 D 13 G 
JS10JG0070 
IS112tOSlO 
1702260010 


6910110035 

6910110035 

69102402-17 

8910240247 

8910100320 


89/10/04 

FOIA 

8909270218 

89C9370216 

89 09/19 

71 ill 

60710/04 

FOIA 

6909270220 

6909270219 

03*09/19 

71 75 

69/10/23 

WASTE MGT 

6909270222 

6909270214 

89.’:-9v9 

70 n6 

89/10/23 

WASTE MGT 

6909270224 

6909270223 

09':*9/19 

71 S3 

09/10/04 

FOIA 

8900270227 

0909270214 

83 W.C0 

7>1?S 


1702 2 5002 1 
1702260030 
1702260037 
1801040405 
IBOA20OO57 


8010100320 

8010100320 

8010100320 

OOIO2OO0SO 

8010060331 


89/10/04 

FOIA 

8909270228 

6X9270226 

63/07/19 

71 IS 

69/10/04 

FOIA 

6X3270243 

0X9270242 

09-09*19 

7f 34 

89/10/04 

FO!A 

8X9270253 

0X9270250 

69*09*19 

7i 157 

09/10/16 

50 277 0 

aX9270254 

6909270261 

63*:-9'*2 

£-3253 

60/10/05 

WASTE MGT 

890927025S 

8X9270252 

63/09*19 

50 269 


se05l00357 

!805160I07 

B0%ie0t09 

610210002 

^11040353 


8910060331 

8009290133 

8000200133 

8909200133 

8909290133 


80/10/05 WASTE MGT 

89/09/19 FOIA 

89/09/19 FOIA 

89/09/19 FO'A 

89/09/19 FOIA 


8909270256 0909270251 
8909270259 8909270252 
8903270266 8909270263 
8909280002 6909260001 
8909280003 8909280001 


69*03/12 


P 

83/09*19 

50 269 

0 

69/09/10 

71 SS 


89/ 09-' 15 

60 255 

P 

89^09*15 

50 2S5 

P 


1301210356 

S07140U7 

006070046 

900000131 

ooaiooooo 


8901240340 

8010170055 

8910300045 

8008080127 

8010300045 


89/01/13 50-280 Q 

89/10/04 50-247 O 

09/10/10 50-443 U 

00/08/04 WASTE MG T 

89/10/19 50-443 P 


6909280005 8909280004 
8909280010 0900280008 
8909280011 8909280009 
6909280013 6909280012 
8909260015 8909280014 


eS/C-O/TO TO«-F£? 

89^09/19 7iiS6 

69.D9n9 71216 

89/09^19 71228 

89 / 09/19 71346 


008160029 
OOB 160040 
5C0 160322 
906210137 
90901C0O0 

&03 140260 
000 160 162 
OOO1BD305 
309160307 
(>09220147 

009260021 
900260204 
&00270006 
0C92 70021 
900270028 

909270047 

909270040 

909270066 

B00270074 

009270075 

909270077 

90D270084 

909270069 

900270004 

009270105 

909270124 

900270127 

009270149 

900270153 

909270158 

909270165 

909270167 

909270177 

909270168 

909270100 

009270192 

300270195 

900270198 

900270201 

909270207 


0910170055 

8910160058 

8910240001 

0910240001 

8010180121 

0010180140 
89 10060229 
8909)30033 
8909130033 
8009220144 

8910200126 

8910030401 

8909270004 

8909270019 

8909270027 

8900270045 

8909270046 

8900270061 

0809270064 

8909270073 

8909270073 

6909270080 

8009270087 

8909270091 

0909270103 

6909270122 

6006270122 

8909270140 

0909270165 

8909270167 

890927018-4 

8909270164 

8909270172 

8909270186 

0909270106 

8909270186 

6910050285 

8909270196 

8909270199 

8909270205 


69/10/04 

ACRS 

89/10/12 

FOIA 

00/10/16 

50-395 

89/10/16 

50-305 

09/09/27 

80461 


6909280033 8909280031 
8909260036 8909280035 
8909280041 0909200039 
6909280053 8909280043 
6909260067 0900280068 


89/09/20 CCMRACT 

89/09/19 CONTRACT 

89^09/14 W-?37 P 

09/09/lS CONTRACT 

09'W/2i 50055 R 


69 / 09 / 2 ? 

89/09/21 

89/OB/30 

89/0B/30 

09/09/14 


50-481 P 

60 335 P 

50 410 R 

50-410 R 

60-336 11 


8909280063 

8909260070 

8909280060 

8909280062 

6909260088 


8909280061 

8909260068 

8909280079 

8909280079 

8909280086 


89/10/12 

89/00/20 

69/09/19 

59/09/15 

89/00/20 

89/00/14 

09/09/14 

89/09/21 

89/09/19 

09/09/19 

69/00/19 

69/00/19 

89/09/22 

89/09/19 

89/09/20 

89/09/18 

89/09/10 

89/09/16 

89/09/19 

80/00/20 

89/09/13 

80/09/13 

89/09/15 

89/09/18 

69/09/16 

89/09/19 

80/09/21 

89/09/19 

89/09/18 

09/09/20 


50286 P 

50-321 P 

60-369 0 

40-885? 

50-324 P 


8909280091 

8909280092 

8909260095 

8909280096 

8909280097 


8909280083 

8909280090 

8909260094 

8909280083 

69092«<X>9(? 


COMMfSSFO N 
COMMISSIO N 
TOPn£P 
71-220 

50-369 0 


5009280100 

6906280102 

$909280105 

6909280106 

8909280112 


8909280090 

8909280090 

8909280104 

8909280093 

8909260084 


50-389 
71-237 
50-361 
7 1-328 
CONTRACT 


O 

P 


8909280114 

5909280123 

6909280133 

8909280138 

8909260142 


8909280084 

8909260122 

8909280131 

8909280137 

8909280140 


60-424 
50 424 
60-281 
60-400 
50 369 


0 

0 

o 

0 

o 


6909260163 

8909280164 

5000280165 

8909280167 

6909280170 


50-315 
50-316 
70824 
60-382 
60 382 


Q 

O 

P 

P 


8909280175 

6909260184 

8909280188 

8909280194 

8909260204 


60 354 
£0 277 
70-820 
50 313 
60-260 


0 

P 

P 

o 


8909280214 

8909280225 

6900290022 

8909290029 

8909290035 


8900280158 

8909280160 

6909280161 

0909280166 

6909280156 

8900280174 

8909280182 

8909280186 

8909280158 

8909260202 

0909280213 

8909200224 

6909290009 

0909290009 

8900290009 


89/00/15 W-4M P 

83 ‘09/ 14 5C~42J P 

89/00/20 50445 0 

a 9 ‘00/20 50-145 0 

B9/09/19 50331 0 


85*02/02 

89*09/22 

89/09*21 

88 * 02*02 

89*00/22 


50-320 P 

50255 P 

£0300 A 

50 320 P 

50255 P 


89/09/22 
€3'O0/22 
63/09/21 
63.09>2t 
89 09/ 13 


50255 P 

50-255 P 

50390 A 

50259 F 

50324 F 


09/09/13 WV324 

69/09/13 50-X‘2 

89/09*19 n222 

89/39/19 71 227 

69- 09/22 W271 


09-C9/21 
83.'09* 18 
69/00/ 14 
89‘I)9/18 
69/09/21 


50317 
50261 
CONTRACT 
50 366 
50317 


Q 

P 

P 

Q 


83/09/22 
09*09/11 
69 '09/ 21 
09/09/21 
89/09/4 0 


50317 
50 528 
50-397 
50317 
50259 


Q 

O 

P 

O 

H 


09/09/19 

89/09/26 

69/09/19 

89/09*19 

69/09/19 


71104 
CONiRACr 
50341 
50341 
50 341 


P 

P 

P 


277 
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ACCESSION NUMBEf^ 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


69O9?9Q046 

8909290044 

69/09/18 

50 29? 

0 

6909290050 

6909290055 

69/09/10 

50 315 

0 

6909200057 

0909290055 

69/09/19 

50 315 

0 

B909290077 

6909290074 

89/09/23 

50A03 

P 

8909290004 

8909290066 

69/09/19 

CONTRACT 


8909290090 

B909290O87 

89/09/22 

CONTRACT 


6909290094 

8909290093 

89/09/19 

50-160 

0 

6909290093 

8909290092 

89/09/23 

CONTRACT 


6909290101 

6909290090 

89/09/20 

CONTRACT 


6909290102 

6909290100 

89/09/18 

70 27 


B909290AQ6 

6000290105 

89/09/ 13 

70-143 


6909290110 

6909290109 

09/09/25 

50 255 

P 

8909290120 

89092901 1 1 

89/09/15 

CONTRACT 


6909290127 

6909290126 

09/09/13 

70 27 


6909290134 

690929Q133 

89/09/19 

FO>A 


6909290141 

8909290126 

69/09/21 

70 371 


6909290152 

8909290150 

B9/08/15 

40-1341 


0909290157 

8909290155 

89/09/19 

50 293 

P 

6909290164 

0909290163 

89/08/03 

40 8102 


6909290166 

8909290163 

89/00/03 

40 8102 


8909290174 

B909290172 

B9/09/20 

59-317 

p 

6909290194 

8909290186 

69/09/25 

CONTRACT 


6909290200 

8909200196 

89/09/ 20 

50-335 

0 

6909290210 

8009290217 

89/09/26 

CONTRACT 


8909290226 

8909290227 

89/09/22 

CONTRACT 


8909290229 

6909290226 

89/09/22 

CONTRACT 


6909290230 

6000200225 

69/00/22 

50-406 

Q 

6909290241 

6909290234 

69/09/15 

CONTRACT 


6909290252 

6909290246 

89/09/22 

71.185 


6909290259 

8909290236 

89/07/31 

71-69 


8900290260 

6909290256 

89/07/31 

71-69 


6909290277 

6909290276 

89/09/22 

WASTE MGT 


6909290263 

6909290281 

69/09/25 

WASTE WGT 


6910020012 

8910020010 

69/09/26 

50-445 

Q 

6910020016 

8910020013 

69/08/16 

50-283 

P 

8910020021 

6910020019 

69/09/22 

50-315 

P 

6910020022 

0910020020 

89/09/11 

CONTRACT 


8910020023 

6910020017 

69/09/25 

50-275 

P 

8010020025 

8910020017 

69/09/25 

50-275 

P 

6910020027 

8910020026 

69/00/22 

50 320 

P 

6910020037 

0910020036 

89/09/15 

50 271 

P 

6910020038 

0910020036 

69/09/15 

50 271 

P 

6910020044 

D910020042 

80/00/27 

CONTRACT 


6910020048 

0910020047 

69/09/27 

CONTRACT 


8910020057 

6910020054 

89/09/26 

FOIA 


6910020064 

6910020061 

69/09/14 

70-143 


8910020075 

8910020074 

69/09/28 

FOIA 


6910020060 

6910020077 

69/09/21 

50-293 

0 

6910020061 

8910020074 

89/09/28 

FOIA 


6910020084 

8910020074 

69/09/20 

FOIA 


8910020086 

8910020006 

89/09/28 

50456 

0 

6910020089 

8910020QR6 

89/09/28 

50 456 

0 

8910020090 

0010020074 

09/09/28 

FOIA 


8910020094 

6910020074 

89/09/28 

FOIA 


6910020096 

6910Q20092 

60/00/22 

50-263 

0 

0910020102 

6010020101 

60/09/25 

50-354 

p 

8910020103 

8910020074 

89/09/28 

FOIA 


6910020100 

8910020106 

09/09/21 

50 443 

p 

6910020109 

8910020074 

80/09/28 

FOIA 


8910020113 

8910020074 

89/09/28 

FOIA 


0910020115 

8910020074 

09/09/28 

FOIA 


0910020116 

6910020U2 

69/09/22 

70 364 


6910020122 

6009270230 

69/09/18 

50-268 

p 

6910020130 

69 10020 129 

89/09/20 

CONTRACT 


6910020135 

8910020134 

89/09/15 

CONTRACT 


8910020147 

8010020145 

89/09/19 

40 6681 


8010020149 

8910020145 

89/09/19 

40-6631 


6910020163 

0910020102 

89/09/21 

50373 

Q 

8910020166 

89 10020 102 

89/09/21 

50-373 

0 

8910020160 

8910020160 

89/09/21 

CONTRACT 


8910020174 

8910020160 

89/00/21 

CONTRACT 


8910020182 

09 10020 ISO 

89/09/26 

60-458 

0 

891 0020 104 

6909110365 

89/00/06 

WASTE MGT 


8910020166 

6910020178 

99/09/22 

CONTRACT 


6910020169 

0910020183 

89/09/15 

CONTRACT 


8910020201 

8910020196 

89/09/25 

50272 

Q 

8910020202 

8910020200 

89/09/25 

50-271 

0 

8910020203 

0910020106 

89/09/25 

50272 

Q 

8910020215 

8910020209 

89/09/25 

50-277 

0 

8910020227 

8910020223 

89/09/22 

CONTRACT 


6910020226 

8910020216 

88/11/22 

71-9233 


B01OO2O233 

0010020232 

80/09/21 

50 255 

Q 

69 10020239 

8910020236 

89/09/22 

50-331 

0 

8910020245 

6910020243 

89/09/10 

50 IS5 

Q 

8910020246 

6910020242 

89/09/22 

CONTRACT 


89 10020248 

8910020236 

89/09/26 

50445 

Q 

8910020251 

6910020247 

89/09/22 

50483 

0 


ACCESSrON NUMBER 


enclosure 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


8910020252 

6910020238 

09/09/26 

50 445 

Q 

8910020255 

6910020263 

89/09/25 

50-311 

P 

6910020256 

691002026B 

89/09/25 

50-311 

P 

8910020261 

6910020259 

80/00/20 

WASTE WGT 


8910020264 

8910020259 

89/00/26 

WASTE MGT 


8910020265 

6910020263 

89/09/22 

50-334 

P 

8910020266 

6910020263 

89/09/22 

50-334 

P 

8910020279 

6910020275 

69/09/26 

SO 445 

O 

8910020281 

8910020275 

89/09/26 

50-445 

O 

8910020263 

0910020280 

89/09/29 

27-46 


8910020284 

0910020275 

00/09/26 

60-445 

0 

8910020292 

6910020291 

89/00/19 

50-286 

0 

0910020306 

6910020300 

89/09/01 

50-269 

P 

89 100300 06 

8910030005 

89/08/11 

40 8904 


8910030007 

8910030005 

89/00/11 

40 0904 


6910030023 

8910030021 

89/09/22 

CONTRACT 


8910030023 

0910030017 

89/09/21 

71-579? 


0910030033 

6910030027 

89/09/25 

CONTRACT 


B910030046 

6910030045 

89/08/23 

40 0102 


6910030050 

8910030047 

80/00/22 

50 324 

o 

8910030052 

8910030047 

89/09/22 

50-324 

0 

8910030055 

8010030001 

09/09/15 

50-113 

p 

3910030056 

8910030053 

89/09/27 

CONTRACT 


6910030059 

8910030001 

89/09/15 

50-113 

p 

6910030067 

6910030063 

89/09/22 

CONTRACT 


0910030062 

0910030060 

89/00/15 

50 413 

R 

8910030096 

8910030001 

80/00/28 

50-424 

P 

8910030114 

8910030112 

89/09/10 

50-395 

P 

3910030118 

8910030109 

89/09/27 

50-390 

Q 

0910030121 

8910030106 

89/09/05 

50-269 

F 

6910030124 

8910030100 

80/09/27 

60-300 

Q 

8910030147 

6910030141 

80/00/22 

50 260 

P 

6010030152 

8910030150 

89/09/10 

50 247 

F 

8910030156 

8910030148 

89/09/25 

50-206 

P 

8910330160 

8910030159 

69/00/26 

50-267 

0 

6910030162 

8910030159 

89/09/26 

50 267 

0 

8910030170 

6910030149 

09/09/15 

40-6504 


6910030176 

6910030169 

89/09/20 

50 346 

P 

0910030160 

6910030169 

89/09/20 

50-346 

P 

6910030164 

6910030163 

00/09/25 

50 295 

P 

8910030166 

6910030149 

69/09/16 

40-0504 


0910030105 

8910030193 

89/09/25 

50-269 

P 

6910030197 

8010030193 

80/09/26 

SQ-260 

P 

6910030203 

8010100009 

89/08/30 

40-6903 


6910030208 

8910030204 

89/09/21 

50 335 

Q 

6910030216 

8910030213 

89/09/21 

60-330 

Q 

6910030222 

B910D302M 

89/00/ 18 

50-83 

K 

8010030223 

8910030213 

00/09/21 

50-330 

Q 

8010030227 

6910030226 

09/09/25 

CONTRACT 


8910030243 

6910030228 

80/09/18 

CONTRACT 


8910000252 

6910030242 

80/09/22 

50-327 

P 

6010000253 

6910030250 

89/09/09 

CONTRACT 


6910000262 

6910030260 

80/09/22 

50-369 

Q 

6010000264 

8910030261 

69/09/25 

60 340 

P 

8Q10Q002Q? 

6910030254 

09/09/13 

40-8902 


8910030269 

8910030265 

00/09/25 

50-413 

0 

0910030274 

6910030270 

00/09/22 

70-1201 


8910030276 

6910030276 

09/09/20 

50 413 

0 

0910000283 

6910030282 

88/09/21 

SO 250 

o 

8910030300 

8910100004 

00/07/20 

70 135 


6910000303 

6910030301 

80/09/29 

71-60 


861003031 1 

6910030306 

80/09/29 

71-105 


6910000312 

6910030305 

89/00/28 

50-387 

p 

6610030317 

6910030292 

89/09/29 

60-305 

n 

6910000316 

8910030310 

89/00/30 

CONTRACT 


6910030310 

0910030315 

09/09/29 

71-120 


8910030321 

8910030314 

80/09/27 

50-354 

p 

6910030324 

0910030314 

89/09/27 

60-354 

p 

8910030327 

6910030325 

89/09/29 

71-128 


8910030333 

6910030329 

09/09/12 

FOIA 


8910330340 

69 10030336 

69/09/29 

71-101 


6910030342 

6910030337 

80/09/22 

50-445 

Q 

6910000344 

6910030336 

89/10/02 

FOIA 


8910030346 

6910030343 

89/09/29 

71-257 


6910030350 

6910030337 

89/09/22 

60-445 

Q 

6910030352 

6910030348 

89/09/08 

60-413 

F 

8910030353 

6910030351 

89/00/29 

71-296 


6910030356 

8910030355 

89/08/16 

40 0584 


8910030356 

8910030354 

BO/09/21 

CONTRACT 


6910030363 

0910030360 

09/09/25 

60 272 

P 

6910030364 

8910030362 

09/09/05 

50-275 

F 

8910030308 

0910030360 

89/00/26 

50 272 

P 

8910030372 

8910030371 

09/09/22 

50-327 

O 

6910030376 

8910030370 

09/09/08 

60 369 

F 

8910030386 

0910030384 

89/06/11 

40 4402 


891 003040 5 

8010030403 

89/08/18 

40 6907 


6910030406 

6910030400 

89/09/29 

XPORTLIC 
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Accession number 


ENCLOSURE 


'0030100 

30301 16 
BO ‘00301 19 
6310030133 

601003D1?4 

6310030131 

6010030133 

0910030131 

6910030433 

0010030440 
0010030442 
0010033146 
0:> 100304 10 
8010030453 

3010030458 
8010030467 
EO 10030407 
BO 10030172 
6010033174 

6010030470 

6010030612 

6010030521 

6010030527 

6010030520 

6910030532 

6910030630 

6010030644 

6910330551 

891003J554 

8010030555 

80IC0305C6 

0010030505 

eofooioofo 

eoiooico2o 

6010040023 

6010040027 

6010040031 

0310040Q41 

0910010Q12 

6910040013 

6010040045 

8010015046 

0010Q10060 

B910010051 

6010040053 

6910040001 

8910010070 

8910040070 

80T00400G4 

0010010085 

0910040067 

001004QOOI 

0010040006 

601004000C 

8910040097 
0310040100 
09 10040 100 
8010040114 
8010040124 

0010040120 

8910040133 

eoiowoia^ 

6010040141 

8910040146 

6910040152 

6010040153 

6010010154 

0910040163 

6910040171 

6916010172 
0010040 T 78 
0310040101 
6910040165 
0910040190 

6940040202 
6910040200 
69 100402 12 
0910040223 
8910040232 

6910040235 
0910040254 
8910040255 
BB 10040267 
6010040258 

6010040261 

6910040263 


PRINCIPAL 

DOCUMENT 


6910030403 
691003041 1 
6910030412 
6010030417 
0910030417 

0910030422 

891003042Q 

8010030430 

9910030430 

8010030400 

0010030439 

8010030439 

001003044} 

0910030441 

8910030451 

0010030452 

0910030455 

8010030464 

8010030471 

8010030473 

0910030477 
80? 0000402 
8910030519 
0910030523 
6909200129 

8910030530 

0910030535 

0910030541 

0910D30547 

6010030647 

89 10030553 
0910030562 
6910030583 
8010040000 
6010340013 

0910040021 

0010040022 

0910040028 

801004003Q 

0910040037 

8910040040 

8010040030 

8010040046 

8010040029 

8910040045 

8010040048 

0010040050 

8910040072 

6010040076 

6010040081 

0910040000 

6010040063 

691004008B 

0OIOO4(X)fl8 

6910040003 

0910040092 
001OO4OQBO 
8U 10040104 
0910040106 
8010040117 

0010040120 
8910040130 
00 10040125 
8910040122 
8010040140 

8910040137 
6910040149 
8910040137 
6910040022 
8910040 J 68 

6910040160 
6910040164 
8910040164 
80100401 83 
8010040197 

89 10040200 
8010040164 
6910040208 
0910040221 
8910040227 

6010040234 

8910040250 

8910040252 

8910040252 

6010040250 

8910040252 

0910040252 


ACCESSION NaMOSR 


DATE 

ISSUED 

80/08/ IB 
89/08/30 
80/09/22 
89/09/26 
89/09/20 

89/09/22 

09/09/28 

89/09/27 

BO/09/27 

69/00/29 

09/09/25 

09/09/25 

Q9/09/26 

89/09/28 

89/0D/26 

09/07/26 

89/09/18 

09/08/31 

00/09/20 

09/09/22 

89/09/28 

09/09/20 

00/09/21 

89/09/27 

89/09/21 

00/09/27 

69/09/27 

89/09/26 

09/09/28 

09/09/28 

89/09/14 

89/09/20 

09/09/28 

89/09/28 

89/09/27 

BO/09/20 

89/09/14 

09/09/26 

09/09/19 

09/09/10 

09/09/11 

00/09/19 

89/09/13 

09/09/20 

09/09/13 

89/09/26 
89/09/26 
09/09/13 
B9/09/1 1 
89/09/26 

89/09/26 

89/09/26 

89/09/22 

09/0P/22 

89/09/27 

09/09/28 

89/09/22 

89/09/27 

89/09/29 

89/09/29 

89/09/28 

B9/09/27 

89/09/26 

89/09/21 

89/09/26 

89/09/25 

09/09/20 

89/09/25 

69/09/14 

09/09/29 

69/09/26 

89/09/16 

89/09/18 

89/09/29 

89/09/27 

89/09/29 

09/09/18 

89/09/22 

09/09/28 

69/09/22 

89/09/26 

89/09/29 

09/10/03 

89/10/03 

89/09/29 

89/10/03 

89/10/03 


SUBJECT 

CATEGORY 

40 6607 
402259 
XPCRTLIC 
50 263 P 

50263 P 

contract 

50 341 0 

50-313 P 

50313 P 

XPORTLIC 

50333 P 

50-333 P 

50 334 P 

50-334 P 

50 220 P 

408502 

5052B 0 

70-734 

50 261 O 

50-324 Q 

contract 
TOP flEP 
50 409 R 

50 498 O 

50-250 0 

50 482 0 

50 302 0 

50 498 0 

50-496 O 

50 499 0 

50-4C0 Q 

50 238 0 

60-285 0 

CONTRACT 
70-1201 


71-166 
50-261 
71-134 
50 528 
50-302 


50 312 0 

50 528 P 

50 260 P 

50 603 G 

60-260 P 

50 324 0 

50 416 O 

50395 0 

50-463 P 

CONTRACr 

50220 H 

50 424 P 

50 440 P 

50-440 P 

50 390 0 


CONTRACT 
50 440 
50-272 
CONTRACr 
50-352 


CONTRACT 
60324 P 

50-443 0 

50-10 P 

40-2061 

50 440 P 

50-321 0 

50 440 P 

50-261 0 

50-446 0 

50 333 P 

50 259 P 

50-259 P 

50324 P 

50^344 0 

50237 P 

50-259 P 

50315 P 

50-286 P 

50-220 0 

50-313 P 

CONTRACT 

27-47 

2?-4? 

CONTRACT 

27 47 
27-47 


ENCLOSURE 


6910040264 

6910040265 

0910040266 

0910040269 

8910040271 

6910040274 

8910040275 

89J80402S0 

8910040201 

8910040291 

0910040302 

8910040304 

6910040507 

6910040313 

8910040317 

6910040324 

5910040326 

8910040346 

8910049353 

a9i0C43362 

6910040364 

6910040369 

8910040375 

8910040386 

8910040388 

09JOC4O592 

8910040395 

8910040396 

6918040402 

6910040403 

891004C404 

6910040406 

8910040413 

6910040415 

6910040419 

8910040420 

8910040422 

8910040429 

6910050001 

8910050011 

B9 10050036 
8910050043 
89100S0045 
0910050046 
8910050046 

89 10050054 
8910050059 
8910050062 
8910050067 
6910050072 

8910050074 
69 10060076 
6910050077 
8910050087 
8910050090 

89 >0050094 
6910050095 
8910050099 
8910050102 
8910060103 

69(0050106 

8910050114 

8910050120 

8910050127 

8910050128 

6910050130 

8910050142 

8910950160 

6910050163 

8910050165 

6910050166 

8910050177 

8910050168 

8910050194 

6910050195 

8910050196 
80 10050 >98 
6910050200 
8910050200 
801005021 1 

8910050219 
8910050222 
69 10050226 
8910050232 
6910050233 

8910050234 

6910050238 


principal 

DOCUMENT 

6910040262 

891004025? 

8910043252 

8910040259 

8310040252 

8310040252 
6910040253 
89 >0040270 
6910040278 
6910040287 

8910040500 

6910040503 

0910040305 

8910C40311 

091OC4O315 

6910040316 
89 >00403 >8 
6910040335 
89l00403Si 
83 >004035 9 

6910040361 

8910040361 

8910CM0961 

8310040304 

89I004D384 

69 >004030? 
8910040394 
6910040334 
69 >0040400 
6910043401 

8910040400 

0910040401 

69100404-39 

6910040414 

6910040416 

6310040418 

6910040418 

89100404?? 

8910050002 

8910050006 

8910050033 

6910050039 

8910050039 

8310050042 

0910050042 

8910050052 
83 >0050056 
0910050056 
8910050064 
8910050068 

6910050064 

6910050060 

8910050064 

8910050032 

8910050032 

8910050032 
8910050091 
6910050097 
69 >0050 10 > 
8310050098 

8910050104 

B910050111 

89100SOU7 

8910050125 

0910050125 

8910050064 
8310050141 
6910050156 
B9100 50156 
8910050157 

6910050156 

8910050173 

0910020193 

6910050181 

8910050190 

8910020193 

0910050190 

8910020193 

8310050205 

8910020193 

8910050218 
89 >0020 >93 
8910050216 
8910050168 
6910050231 

8910050161 

8910050235 


DATE 

ISSUED 


syajEcr 

CATEG04%f 


65 :-3'27 

5-:- ?24 

L 

63M0 01 

2.'4» 


65M0;03 

A) 


65/:-9.27 


P 

65MO -03 

2’47 


83/10-03 

2747 


e5/09.'27 


P 

€1.012/ 

5' 4X 

F 

89-09/27 

W 4X 

F 

83/09 23 

J ij 


69/(3/27 

2-2 

V 

69-03/25 

W 34 ‘ 

0 

69 -W'?? 

50 1'6 


e3-:‘9-25 



89 C?/22 

5:245 


89 09/25 

W ? 

P 

65 09 '26 

s: 

P 

69 09/22 

5* <6t 


69-09/29 

5 ) 2?7 


e3 -:9 23 

i-yjsr 

0 

e3'C-9 27 

7u ’V 


6 9 '2/ 

?■: 15 » 


59/09/27 

7>1«7 


63'C9/2? 

ic j;6 

0 

83 C9'27 

53 328 

0 

e3.'09'29 

5-: 4»2 

p 

69/09/27 

70 V; 7 


69 09'27 

70 X: 7 


62 C9 25 

5-: 272 

p 

83/09/28 


p 

09'O9/25 

5:2*2 

p 

69'09/2a 

‘0 352 

p 

P9/Cf9'25 

W:'24 

p 

89 03/29 

5-D 3*5 

p 

63.' 03/ 26 

53 j34 

? 

69/03/23 

‘v: Ji3 

r 

89'3'3'20 

V;3 33 

P 

0?'C-9/>> 

4 3 0X5 


e9'C‘6/2l 

71 92:«5 


03/03 .'25 

COMPACT 


03/C9-O7 

AA5*£ W ;.T 


69-09/25 

*0 4«2 

P 

69/03 25 

5-3 4 ■ 2 

P 

89/03.27 

50 ?7' 

P 

63709-27 

5->277 

P 

89/09/27 

5C- 324 

? 

83/00/25 

4>£X4 


89/08/25 



89/09/29 

iO-y.6 

P 

89 05'25 

40-1341 


89/09/29 

50 356 

P 

69/00/25 

*y >34> 


83/09/29 

50-356 

P 

03/C-9/2a 


F 

09/09/28 

£0>>:2 

f 

83/09/28 

5-3x2 

f 

09/09/18 

COnTPACI 


89/09/27 

DRG 


89/D9/22 

50 436 

F 

09/09/12 

50-275 

s 

8?'O07>6 

50-253 

p 

89/09/26 

COMRACl 


09/09/27 

50 341 

p 

69/09/20 

5'»40 

p 

89/09/20 

50 346 

p 

09/09/29 

50 356 

p 

89-06/31 

401102 


63/10 02 

701151 


89/10-02 

701151 


69. ■09/29 

TC^PEP 


69/10/02 

70-1151 


09/09/29 

COiTRACT 


89/09/21 

50333 

0 

89/09/29 

contract 


B9.'09/25 

W250 

H 

e9'09/2l 

50-333 

0 

83/09/25 

50 250 

H 

89/09/21 

50-333 

0 

89/09/20 

CONTRACT 


89/09/21 


Q 

89/09/18 

50 220 

P 

63/09/21 

50333 

0 

89/09/28 

contract 


89/10/03 

WASTE MGT 


09/09/29 

CONlRACT 


03/10/03 

waste IAGT 


89/09/26 

CONTRACT 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8910050241 

6910050239 

69/09/29 

50 213 

P 

8910060249 

0910060243 

QO/09/29 

71-36 

9910050245 

8910050243 

BO/ 10/02 

406304 


B910060252 

6910060248 

80/ 10/03 

50-259 

8910050248 

8910050247 

69/09/20 

CONTRACT 


6910060255 

8910060253 

89/00/19 

71-123 

8G100S02S1 

8910050250 

69/09/23 

50 483 

P 

8010C60259 

8910060254 

09/10/03 

71-204 

8910050259 

8910050256 

86/09/28 

50 416 

P 

8910060268 

8910060266 

89/10/03 

71-11 

BD10050262 

8910O5O25Q 

89/09/28 

50-416 

P 

8910060275 

0910060274 

89/09/29 

50-445 

8910050266 

8910050261 

69/09/21 

CONTRACT 


6910060277 

6910060276 

89/10/03 

71-325 

8910050272 

89100S0268 

69/09/26 

CONTRACT 


6910060276 

6910Q6Q257 

80/10/05 

5Q.949 

8910050274 

B910O5OPG7 

69/09/22 

50352 

0 

6910060203 

89100G0281 

89/09/ 13 

50-272 

8910050280 

B9 IOC 502 77 

09/09/25 

CONTRACT 


8910060286 

8910060284 

89/10/03 

50-333 

8910050290 

8910050289 

09/09/18 

50-352 

P 

8910060291 

8910060284 

89/10/03 

50-333 

6010050306 

0910050303 

89/09/21 

contract 


8910060293 

6910060290 

89/09/13 

50-272 

6910050316 

8910050281 

89/09/29 

50-255 

s 

8910060298 

8910060200 

09/10/02 

60-302 

8010050321 

6910350319 

69/09/ 27 

50-324 

p 

6910060315 

8910060311 

60/08/16 

40-8QQ2 

8910050324 

6910050323 

69/09/01 

40 1162 


6910060322 

8910060318 

09/10/03 

WASTE MGT 

8910050328 

6909290264 

89/00/09 

408902 


8910060334 

8910060331 

89/10/05 

WASTE MGT 

8010050332 

6910050329 

09/09/22 

CONTRACT 


8910060336 

6910060331 

09/10/05 

WASTE MGT 

8910050334 

8910030211 

09/09/29 

WASTE MGT 


8910060348 

891006033/ 

89/10/03 

50-250 

0010050343 

8910050340 

89/09/21 

50 498 

p 

8910100001 

8910030401 

89/09/20 

50-321 

8910050353 

8910020280 

89/09/28 

WASTE MGT 


89 10 100002 

8910060261 

89/09/20 

50-352 

6910050366 

8910050364 

09/09/29 

ORG 


6010100019 

8910100017 

B9/09/29 

50 334 

8910050373 

6910050372 

69/10/04 

WASTE MGT 


6910100023 

8910100017 

09/09/29 

60 334 

8910050375 

6910050372 

89/10/04 

WASTE MGT 


6910100027 

8010100022 

69/09/28 

60-285 

8910050378 

8910050374 

89/09/59 

50-462 

p 

8910100029 

8910100026 

89/09/19 

71-153 

8910050379 

8910050372 

89/10/04 

WASTE MGT 


8910100037 

6910100020 

89/09/29 

50 269 

6910050361 

8910050372 

89/10/04 

WASTE MGT 


6910100038 

8910100035 

89/09/21 

CONTRACT 

8910050304 

89100S0372 

89/10/04 

WASTE MGT 


8910100043 

8910100040 

00/09/25 

CONTRACT 

8910050388 

6910050372 

09/10/04 

WASTE MGT 


6910100051 

8910100042 

00/10/02 

71-111 

8910050389 

6910050385 

89/09/20 

50260 

0 

6910100060 

8910100055 

89/09/20 

50 280 

8910050390 

6910050382 

89/09/28 

50 341 

p 

B910100061 

0010100055 

09/09/26 

50 280 

6910050391 

8910050372 

89/10/04 

WASTE MGT 


8910100072 

8910030137 

89/09/22 

50-445 

8910050394 

0910050300 

89/10/02 

50-317 

p 

8910100004 

8910100092 

89/09/20 

50-295 

8910050395 

8910050393 

69/09/21 

50-260 

0 

8910100097 

8910040248 

89/09/28 

50-237 

8910050398 

6910050306 

69/09/28 

50-272 

p 

8910100106 

8910100104 

09/09/26 

50-443 

8910050400 

6910050399 

89/09/25 

CONTRACT 


Q910100I09 

8910100107 

09/09/20 

50 213 

8910050404 

8910050402 

89/09/25 

CONTRACT 


8910100110 

0910100108 

89/09/25 

60-334 

8910050408 

0910050403 

89/09/27 

50-352 

V 

6910100117 

8910100114 

69/09/26 

50-254 

8910050413 

6910050410 

89/09/19 

50 262 

p 

0910100118 

8910100102 

89/09/21 

COMMISSIO 

6910050416 

8910050410 

69/09/19 

50262 

p 

8910100127 

8910100125 

80/10/02 

50-362 

8910050418 

6910050410 

09/09/10 

50 282 

p 

8910100137 

6910100122 

89/09/25 

71-110 

0910060015 

691006001 1 

89/09/25 

50-302 

p 

6910100141 

8910100140 

80/10/05 

WASTE WG! 

8910060019 

8910060017 

80/10/02 

50 280 

0 

8910100144 

8910100143 

69/09/29 

50-27 7 

6910060022 

8910060021 

89/10/02 

50-281 

p 

6910100150 

8910100149 

00/00/27 

60-255 

6910060024 

89100G0020 

89/09/20 

50390 

0 

0910100170 

8910100161 

00/10/02 

50-245 

6910060025 

8910060023 

69/06/25 

40 6064 


8910100174 

8910100172 

09/09/29 

60-440 

6910060028 

8910060027 

69/09/28 

50-263 

p 

8910100176 

6910100176 

89/10/02 

50 275 

8910060039 

B9 100600 14 

69/10/03 

70 925 


8910100177 

8910100176 

89/10/02 

50 275 

6910060044 

6910060043 

69/00/29 

40-8857 


8910100178 

0910100175 

00/10/02 

60-276 

8910060073 

8910060072 

89/10/02 

50 330 

p 

8910100170 

0910100175 

89/10/02 

50-275 

0910060074 

8910060072 

89/10/02 

50-338 

p 

6910100183 

8910100180 

69/09/27 

CONTRACT 

8010060084 

8910060081 

60/09/28 

60-413 

1 

6910100192 

8910100167 

09/10/01 

50 267 

891OOBOO07 

8910060081 

60/09/26 

50 413 

1 

8910100197 

8910100195 

69/10/02 

50 335 

8910060091 

8910060081 

69/09/28 

50 413 

1 

6910100206 

8910100191 

89/09/29 

70 371 

8910060097 

69 10060094 

69/09/25 

50293 

p 

8910100209 

8910100204 

09/10/05 

50-327 

8910060098 

6910C60Q04 

69/09/25 

60293 

p 

6910100211 

8910100205 

09/09/26 

CONTRACT 

6910060100 

O91OO0OOD6 

89/09/12 

MISC 


0910100218 

8910100213 

09/10/03 

50-341 

6910060104 

8910060101 

69/10/03 

50-338 

0 

8910100242 

6910100241 

89/09/30 

60-267 

8910060105 

8910060101 

69/ 10/03 

50 338 

0 

8910100243 

8910100241 

89/09/30 

50 267 

6910060114 

8910060111 

89/ 10/02 

50-389 

p 

8910100251 

8910100240 

89/09/28 

CONTRACT 

0910060127 

8910060125 

89/ 10/02 

50277 

p 

8910100253 

6010100167 

89/10/01 

50 267 

0910060126 

B9 10000 125 

89/ 10/02 

50-277 

p 

8910100260 

8910100256 

89/00/20 

CONTRACT 

6910060133 

6910000130 

89/09/21 

contract 


8910100299 

8910100292 

B9/09/26 

50-354 

6910060138 

6910060136 

B9/09/25 

CONTRACT 


8910100305 

8910100301 

09/09/21 

60-312 

0910060144 

6910060141 

89/09/25 

contract 


0910100306 

8910100207 

09/10/06 

40-0601 

0910060152 

8910060150 

09/09/26 

60-628 

F 

8910100323 

0910100320 

09/10/04 

FOIA 

0910060164 

G9 10060 146 

89/09/29 

CONTRACT 


8910100325 

6910100320 

09/10/04 

FOIA 

6910060162 

6910060129 

09/09/29 

50-344 

5 

6910100327 

8910100324 

89/09/29 

CONTRACT 

8910060171 

8910000150 

89/09/29 

CONTRACT 


8910100328 

8910100322 

89/09/29 

CONTRACT 

6910060173 

6910060167 

89/ 10/02 

60-307 

P 

8010100330 

8910100319 

69/09/13 

CONTRACT 

8910G60174 

6910060168 

89/08/18 

40-8102 


6910100332 

8910100329 

89/09/29 

CONTRACT 

8910060176 

0910060175 

60/09/22 

70 36 


8910100335 

8910100331 

89/09/27 

60-353 

8910060179 

8910060170 

69/09/20 

40-4492 


8910100341 

8910100331 

89/09/27 

60-353 

8910000186 

3910060165 

69/10/02 

50 400 

P 

8910100345 

8010100344 

89/09/21 

60-312 

0910060190 

8910060187 

89/09/29 

CONTRACT 


8910100350 

8010100348 

80/00/25 

60-213 

6910060201 

6910060196 

89/09/29 

50 269 

P 

8910110003 

6910100352 

89/00/25 

60-333 

8910060202 

8909210186 

89/09/16 

COMMISS'O 

N 

8910110031 

8910110028 

09/09/28 

CONTRACT 

8910060204 

8910060199 

80/09/21 

COMMISSIO 

N 

8910110043 

6910110035 

09/10/04 

FOIA 

6910060210 

0910030545 

89/09/13 

70-734 


8910110045 

6910110044 

89/10/02 

50-29 

8910060211 

&9100602&3 

89/ 10/02 

50-002 

P 

8910110046 

8910110038 

09/09/25 

50-423 

8910060217 

8910060215 

89/06/10 

40-8660 


8910110052 

8910060372 

09/10/04 

WASTE WQT 

891C060219 

6910060218 

69/09/29 

50-63 

S 

0910110059 

8910110058 

09/09/27 

CONTRACT 

0910060227 

6910060224 

69/09/25 

CONTRACT 


0910110063 

B9101 10062 

09/09/20 

60-52B 

6910000230 

6910060226 

89/10/02 

50-250 

P 

8910110066 

8910110065 

89/09/19 

50-277 

6910060232 

89 10060229 

89/09/21 

50-335 

P 

8910110072 

8910110071 

69/09/20 

50-52B 

8910060234 

8910060231 

89/09/28 

50-324 

Q 

8910110073 

B9101 10068 

09/10/03 

50-317 

8910060238 

8910060225 

89/10/03 

71-213 


8910110082 

8910110081 

09/09/29 

60-344 

0910060240 

091OO6O24S 

89/09/19 

71.103 


8910110090 

6910110087 

09/09/29 

71-3 


P 


H 

Q 

r 

p 

p 

p 

p 


p 

p 

p 

Q 

Q 

P 

V 


0 

Q 

A 

P 

V 

Q 

0 

0 

0 

N 

0 


Q 

Q 

0 

Q 

S 

S 

s 

s 


p 

p 

p 


0 

p 

p 

p 


V 

0 


Q 

0 

0 

0 

0 


P 

0 


0 

p 

0 

p 

0 



ACCESSION NUMBER 


accessiok number 


ENCLOSURE 


89^01 1009 J 
0D1OI 10102 
lOiOa 
83101 101 \? 
83101101^, 1 

89fOMOM3 
89101 10102 
8910110104 
80101 10107 
3910110109 

39101 10174 
69101 10170 
&9101 10101 
BdlOt 10102 
&9101 10103 

B010U0195 

80l0n0107 

8010110202 

8010110211 

0010110214 

B910I1D221 
0910110225 
89 10 H 11(233 
8910110237 
8910110238 

03I011025R 
&91 01 10250 
60101 10260 
6910110263 
6010110330 

0910110303 
8910110307 
0910110310 
09101 10317 
6010110310 

0910110020 

0310120002 

6910120003 

601012C004 

6010120009 

8010120031 

GU10120030 

001012CU40 

6010120045 

6010120047 

8910120052 
6D10J20053 
0910120060 
B0 10120003 
89}0i300?2 

0910120070 

6910120004 

eoioisoion 

69101291 12 
09101201 14 

0910120115 
00101201 10 
0910120123 
0910120124 
8010120126 

6910120127 
B910120130 
6310120102 
6910120161 
001 0120 169 

0910120164 

6910120212 

8010130003 

8Q10130012 

6010130010 

0D10J3O022 

CB10130027 

6010130032 

6910130035 

8910130843 

6910130004 
0910130065 
BO 10 130076 
0010130076 
8910130077 

0010130000 

6910130062 

0910130060 

8010130092 

8910130104 

0910130110 

8910130112 


PRINCIPAL 

DOCUMENT 

09IOnOO79 
0910110090 
0910110100 
89T0TT01 14 
09101 10136 

8010110123 
00101 10147 
09101 10163 
00101 10147 
09 10 no 160 

0910110173 
00101 10170 
0010110170 
0010110170 
0010110190 

00101 10194 
0010110192 
0D1O1)CI)&3 
60101 10209 
nOlOl 10210 

6010110210 
6910110217 
fit? JO M 0230 
0910110234 
8910110234 

6910110254 
6910110255 
0910110257 
691011Q2QI 
Q9101 10206 

01310110205 
60101 10305 
80101 103C6 
0910110313 
0010040231 

0910110313 
0910110306 
0010110306 
Q010120001 
60101 10300 

6010120024 

9910120035 

0010120030 

6010120041 

09IOJ2C036 

6010120051 

6910120050 

6910120050 

8910120062 

6010120071 

8910120056 
0810120069 
0010120100 
0O1QO6O166 
88101201 13 

89101201 13 
0900080127 
0910120122 
B010120122 
0910120122 

00101201 17 
8910120129 
8D10120131 
0010120150 
B910120167 

0010120160 

8910120183 

0010130001 

0910130011 

8910130016 

0910130019 

8610130026 

6610130026 

0&I0040426 

8910130041 

8910130060 

8910130060 

6910130054 

6910130072 

8910130074 

6910130054 

8910130074 

6910130079 

8910130089 

8910130101 

8910130100 

6910130108 


DATE 

ISSUED 


69/09/P2 

89/09/25 

89/00/15 

89/10/06 

89/09/27 

69/09/27 

89/10/05 

89/09/19 

69/10/05 

69/09/20 

89/09/15 

89/10/05 

89/10/05 

09/10/05 

89/09/26 

89/10/02 
09/10/02 
89/10/02 
89/ 10/05 
09/10/04 

09/10/05 

89/09/22 

89/fO/OJ 

69/10/04 

09/10/04 

89/ 10/05 
89/10/06 
09/10/06 
nO/10/04 
89/10/03 

89/10/03 
89/ 10/03 
89/10/08 
89/10/04 
80/01/13 

60/10/04 

89/10/08 

89/10/08 

69/09/20 

09/10/03 

69/10/05 
69/10/05 
69/10/05 
89/10/03 
89/ JO/06 

89/10/04 

89/10/05 

09/09/26 

80/10/04 

89/10/03 

89/10/02 

89/10/02 

89/09/20 

69/09/29 

69/10/03 

89/10/03 

09/C0/O4 

89/10/04 

89/10/04 

09/10/04 

80/10/04 

69/09/27 

89/09/26 

89/09/27 

89/09/20 

89/09/28 

89/10/06 

69/09/29 

89/09/28 

89/09/29 

69/09/22 

89/10/03 

89/09/29 

69/09/19 

89/10/03 

69/09/29 

89/09/29 

89/10/02 

89/09/29 

89/10/04 

89/10/02 

09/10/04 

89/10/05 

89/10/03 

09/10/06 

89/10/04 

09/10/04 


SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

50-272 

P 

8910130117 

8910130114 

50-322 

0 

6910130118 

8710130114 

70-667 


8910130130 

8910100033 

71-6346 


6910130137 

8910130135 

50 244 

V 

B91Q130I56 

8910130157 

50 54 

0 

6910130160 

6910130150 

50-461 

0 

8910130164 

6910130163 

50-369 

p 

8910199 J 72 

89*0133170 

50-461 

Q 

8910130174 

8910130170 

CONTRACT 


6910130176 

8910130175 

CONTRACT 


8910130170 

6910130177 

one 


6910130191 

8910130186 

CRG 


6910130199 

6910130199 

ORG 


891016000? 

8910160001 

CONTRACT 


8910160004 

6910160003 

50-213 

P 

B910I6000S 

8910160003 

503B7 

P 

6910160007 

69101600'36 

50-367 

P 

8910160009 

6910160000 

50362 

P 

8910160010 

8910160008 

50-263 

0 

8910160012 

8910160011 

50 498 

0 

8910160013 

6910160011 

50280 

0 

8910160026 

6910160026 

50 440 

p 

6910160020 

$910160026 

50-260 

p 

6910160034 

6910160030 

50289 

p 

8910160040 

6910160037 

50-315 

F 

8910160041 

0910160039 

503B2 

V 

8910160054 

8910160053 

50-369 

p 

8910160056 

$310160055 

50 321 

p 

6910160068 

6910160064 

50-346 

p 

6910160069 

$910160067 

50 346 

p 

8910160070 

6910160064 

50247 

p 

8910160080 

891016007? 

27 48 


8910160081 

6910160079 

50-286 

p 

8910160084 

8910160076 

40 6681 


6910160093 

8910160091 

502B6 

p 

8910160110 

8910160107 

27-40 


8910160 M2 

6910160103 

27-48 


8910160121 

891016011B 

contract 


6910160124 

6310160122 

50-302 

p 

8910160133 

6910130175 

50 327 

p 

8910160142 

8910160137 

50-327 

p 

8910 160 ISO 

69101C0149 

ORG 


6910160160 

8910160159 

50-29 

p 

6910160161 

8910160159 

one 


8910160164 

6910160156 

50 313 

Q 

8910160165 

6910160156 

50-244 

P 

B910160166 

8910160145 

CONTRACT 


6910160168 

6910160156 

50-269 

P 

8910160169 

6910160167 

50 207 

Q 

6910160171 

6910160156 

50-220 

0 

8910160172 

6910160170 

7036 


8910160176 

6910160174 

CONTRACT 


6910160177 

8910160173 

50 317 

P 

6910160181 

6910160179 

50-601 

A 

8910160180 

6910160156 

SO 601 

a 

6910160193 

6910160192 

WASTE WGT 


6910160205 

8910160200 

70-1 100 


8910160214 

8910160212 

70-1100 


8910160224 

6910160221 

70- MOO 


691010022$ 

$910160227 


50-348 
4O'064g 
CONTRACT 
50-271 
50 206 

50-400 

7037T 

CONTRACT 

60-297 

50-250 

60-208 

60-261 

CONTRACT 

50-327 

CONTRACT 

50 32? 
50-32/ 
60-333 
5032? 
50-443 

60-333 

50*443 

71-212 

50-272 

50-382 

50-363 

60363 


0 

0 


6910160229 

6919J60234 

6910160235 

6910160236 

6910100240 

8910160244 

8910160249 

6910160259 

6910160261 

6910100262 

8910160268 

$910160292 

6910160296 

8910160300 

6910100318 

8610160324 

6910170002 

8910170006 

8910170010 

6910170016 

8910170025 

8910170027 

6910170030 

8910170031 

6910170030 

6910170038 

8910170042 


8910160226 

6910160232 

8910160233 

8910160236 

$310160239 

8910160242 
8910160247 
6910160255 
6910 160256 
6910160258 

0910160266 

6910160288 

8910160294 

$910160297 

6910)60314 

8910160323 

6910170001 

8910170003 

8910170006 

6910170017 

8910170015 

6910170026 

8910170015 

8910170015 

8910170033 

8910170033 

691017004} 


DATE 

SUBJECT 

ISSUED 

categor 

69M0 05 

50 260 

69/1005 

5O;-0 

e3> 10/03 

<0 r-vG 

B9M0 05 

554 

B9M0/11 

Vf^STE H£S 

69'I0/C3 

‘0 344 

e9MCjC3 


63/^0 C2 

7-: 1 1 

89/10'C? 

7v-n>3 

89/1;;M0 

WASTE U.jT 

e9vl0 09 

73 11 >3 

$3/10 C-5 

WAS’E MjT 

69/09/27 

CC'.'RACT 

69/09' 26 

COS tract 

B9*v3'20 

50 295 

o3/:-9/20 

502j5 

0j«C?/2O 

M 4f^ 

$9/10/04 

50-454 

e9/l0‘04 

504‘4 

89/10/04 

53:01 

69/10/04 

53 553 

89 33-' 23 

50 522 

89.G9/2S 

50 322 

09.C9/29 

SO 293 

69/09/26 

COMU SS 0 

69/10/03 

S'j?n 

69/10/05 

50 272 

a9/*C/03 

50 171 

$?'1C/C4 

5-3-4 59 

$9/10/12 

TCA 

69/10/04 

50 456 

89/10/03 

50 256 

89/10/05 

W265 

89/09/29 

CONTRA "T 

69/10/02 

53 4^8 

83/10/06 

CONTRACT 

89/1S/03 

50 213 

$9/10/05 

71 JC-O 

69/10/05 

71 ?2i 

83/10/10 

WASTE MGT 

69/10/10 

71 9C29 

69/09/2? 

50-451 

69/10/09 

5:- 346 

39/10*09 

50 346 

09/10/11 

W-445 

69/10/11 

50-445 

89/10/06 

5^39/ 

69/10/11 

50 445 

69/09/27 

50 317 

69/10/1 1 

50-445 

e9.'09/27 

50-443 

69/09/27 

50-321 

89/10/05 

71 333 

89/09/27 

50410 

$9/19/11 

50-445 

89/10/06 

50-260 

89/09/25 

CONTRACT 

$9/10/02 

40-6829 

69/10/05 

71^ 

89/09/27 

CONTRACT 

69/10/05 

71113 

69/10/05 

71 254 

89/10/05 

71-253 

69/10/05 

71-680 

89/10/05 

71-30 

89/10/05 

71 33 

89/10/05 

71 272 

89/09/22 

50 259 

89/10/12 

WASTE MCiT 

B9/I0/I2 

WASTE MGT 

89/10/12 

CONTRACT 

89/10/10 

50^354 

89/10/13 

WASTE MGT 

69/09/27 

CONTRACT 

89/10/06 

50313 

89/10/06 

71 9l34 

89/09/29 

CONTRACT 

69/10/04 

50-27S 

$9/10/06 

50-269 

89/10/05 

50315 

89/10/05 

XPORTLiC 

69/10/03 

71 9033 

89/10/05 

XPOR TLiC 

69/10/05 

xportlk: 

83/10/10 

50-320 

63/10/10 

50-320 

89/10/10 

50271 


Otj-o O -o Tj-nj-o xddO^TC-txu-o-d-doO 
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ACCE8SlO^^ NUMBER 


ENCLOSURE 

PRINCIPAL 

document 

DATE 

ISSUED 

SUBJECT 

CATEOORY 


Bdio 170046 

6910120194 

BO/IOMI 

4O'20ei 


mo\700bo 

6910120194 

69/10/11 

40*2001 


6910170057 

6010120194 

69/10/1 1 

40*2061 


6910170060 

69101 BOD 74 

89/10/05 

50*237 

P 

6910170079 

8910170074 

89/09/26 

CONTRACT 


6910170086 

891017OO6S 

89/09/29 

CONTRACT 

W 

6910170091 

89101700&7 

69/10/06 

COMIAISSIO 

6910170094 

6910170089 

69/10/03 

60*334 

P 

6910170096 

6910170095 

69/10/tO 

60*333 

P 

6910170099 

09101700^7 

69/09/19 

CONTRACT 


6910170109 

0910170106 

80/10/03 

50*454 

P 

6910170113 

6910170110 

89/10/10 

50*322 

P 

6910170116 

6910170115 

89/10/06 

£0*26Q 

P 

6010170117 

6910170115 

89/10/06 

£0-260 

P 

69101701?9 

6910170119 

89/10/11 

60-219 

P 

8910170196 

6910170062 

69/10/03 

60*409 

P 

6910170142 

6910170138 

69/10/11 

60*266 

0 

6910170143 

6910170141 

69/10/05 

60-440 

0 

6910170147 

6910120141 

89/10/04 

50*397 

0 

6910170152 

6910170146 

69/09/20 

CONTRACT 


6910170156 

691017DU9 

89M0/n 

50*155 

Q 

6910170162 

8910170160 

89/09/29 

CONTRACT 


6910170163 

8910170114 

89/10/13 

60*340 

R 

6910170166 

8910170164 

89/10/12 

60- IBS 

P 

6910170167 

6910170114 

69/10/13 

60*348 

R 

6910170166 

6910170164 

69/10/12 

60*186 

P 

8910170169 

6910060317 

69/09/21 

COMMISS'O 

N 

8910170176 

6910170174 

€9/09/26 

£0-340 

0 

6910170176 

6910170177 

89/10/02 

£0 443 

U 

6910170180 

6910170177 

80/10/02 

50443 

u 

6010170162 

8910170177 

80/10/02 

60*443 

u 

8010170183 

6010170177 

60/10/02 

60*443 

u 

6010170185 

60101701/7 

60/10/02 

60*443 

u 

6910170167 

8BI0170177 

89/10/02 

60*443 

u 

6910170166 

6910170166 

60/ 10/04 

60-305 

0 

6910170169 

89101/0177 

66/10/02 

50-443 

u 

8910170193 

6910170191 

69/10/13 

50-454 

p 

8910170194 

891017017/ 

80/10/02 

£0 443 

u 

B910W0196 

89101 70V/7 

69/ 10/02 

60 443 

u 

B910170197 

6910170177 

80/10/02 

60 443 

u 

6910170202 

8910170200 

60/09/29 

CONTRACT 

s 

6910170206 

R9 10 170206 

eo/04/ie 

60-260 

6910170210 

69101/0208 

89/10/11 

60*317 

H 

8910170211 

6910170209 

09/10/06 

ORO 


8910170215 

891017021.3 

89/10/05 

50*410 

p 

6910170216 

6010170213 

89/10/05 

£0 410 

p 

6910170218 

B910170217 

89/10/05 

60*344 

0 

8010170226 

6910170226 

60/10/12 

50*260 

p 

6910170231 

6910170227 

60/09/29 

69 362 

0 

6910170246 

8910170246 

66/10/04 

50*202 

D 

6910170250 

6910170246 

80/10/04 

60-263 

0 

6910170267 

6910170266 

80/10/13 

ORO 


6910170259 

8910170255 

60/10/06 

71-5244 


6910170267 

0910170265 

60/10/05 

71-6206 


6910170276 

6910170273 

00/10/04 

71-9032 


6910170278 

89101702/6 

69/10/11 

50-261 

P 

8910170264 

69101702/7 

80/10/13 

OA990 


8910170267 

8910170277 

89/10/13 

OA996 


6910170289 

6910170286 

09/10/13 

60-445 

H 

8910170291 

8910170285 

80/10/11 

60-219 

P 

6910170292 

6910170286 

09/10/13 

60-445 

H 

6910170294 

8910170200 

09/10/12 

OA099 


6910170296 

3010170290 

00/10/12 

OA999 


6910170306 

8010170305 

09/10/11 

50-400 

P 

8910170312 

6910170309 

89/09/15 

60-463 

0 

6910170320 

6910170316 

8[)/l0/13 

50*126 

P 

6910170325 

6910170321 

09/09/20 

40-6502 


6910170327 

8910170321 

09/00/20 

40-6602 


8910170333 

8910170332 

69/10/06 

40-0027 


6910170335 

8010170332 

69/10/06 

40-6027 


6910170336 

8010170332 

89/10/06 

40-6027 


6910160002 

6910160001 

89/09/20 

40-1162 


6910180017 

6910160013 

89/10/06 

70-143 


6910180021 

6910W0313 

80/10/02 

50-482 

P 

6910160026 

8910160026 

69/10/1:1 

71-100 


6910180031 

6910160023 

69/10/1? 

XPORTLIC 


6910180037 

6910160033 

69/10/13 

XPORTLIC 


8910100039 

B9101B0035 

60/10/10 

60 317 

K 

6910160040 

8910160036 

60/10/0? 

50-373 

P 

661016004? 

8010180041 

89/10/06 

60-316 

0 

8910160043 

6610160034 

89/10/1? 

60-440 

P 

6010180047 

6610160046 

89/tO/tl 

60-166 

0 

6910180051 

6910160044 

89/10/12 

70 30 


6910160053 

8910160052 

60/09/20 

50-628 

V 

8910160081 

8910180059 

60/10/05 

5D-237 

Q 

8910180006 

H9101600Q4 

69/10/00 

70-27 


R0101H0071 

601016005/ 

69/10/05 

50-373 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

date 

SUBJECT 



DOCUMENT 

ISSUED 

CATEDORY 


6910160072 

0010160002 

$9/10/04 

60 443 

0 

691016C073 

0610100069 

09/10/05 

60 443 

0 

$910160076 

0910160002 

69/10/04 

60-443 

0 

6010160063 

061O16QQ50 

$9/10/11 

60*254 

p 

8910160084 

0910100077 

09/10/11 

50-264 

p 

8010180086 

0010180062 

09/10/11 

C0MMIS5:0 

N 

$910180067 

B9 to 180077 

09/10/11 

50-264 

P 

6610109069 

8610160052 

69/09/29 

£0-528 

V 

8910160093 

0910180066 

69/10/08 

60*245 

Y 

6910160096 

8910130053 

09/10/03 

50-334 

P 

$910160106 

0910160101 

80/10/11 

COVMISS10 

N 

8910160107 

0910100104 

09/09/27 

50*401 

P 

8910160117 

0910100111 

09/10/04 

60-276 

P 

8910160116 

0910100113 

00/10/11 

ORO 


89101001 IB 

B91D10D111 

89/10/04 

50-375 

P 

6010100122 

0910180111 

80/10/04 

50*275 

P 

6910180129 

0910100146 

$9/ 10/ IS 

30-445 

0 

8910 1601 30 

69101601 H 

09/10/10 

COMI^'SSIO 

N 

0910160138 

0910100136 

09/10/10 

60*324 

P 

0910160141 

0910160004 

89/10/03 

70-1103 


0910160161 

891010014$ 

09/10/16 

50-446 

0 

8910180161 

8010180167 

09/10/13 

60-443 

0 

8910180106 

8010100167 

89/10/13 

50-443 

Q 

0910180171 

6010180146 

09/10/15 

£0-446 

0 

891016017$ 

0010160140 

80/00/27 

50-461 

P 

0910160166 

0910100163 

60/10/04 

50-331 

P 

0610160167 

0910100106 

09/10/11 

60-272 

P 

8910160169 

0910160103 

69/10/04 

50-361 

P 

8910160192 

0910160103 

69/10/04 

50 361 

P 

6910160196 

0910180104 

09/10/11 

60-J64 

P 

0910180200 

891016010$ 

89/10/02 

40-0081 


0910180204 

0010100190 

89/10/09 

40-0061 


6910180207 

0010100205 

89/10/06 

50-331 

P 

6910180209 

6910100205 

69/10/00 

50-331 

P 

6910160213 

B010160211 

80/10/10 

50-200 

P 

8910160215 

69101 00214 

89/09/29 

50 312 

P 

8910160216 

0910160214 

80/09/29 

50-312 

P 

8910160221 

6910100220 

09/10/03 

60*307 

P 

8910160223 

6910180220 

69/10/03 

60-397 

P 

6910160224 

B91O10O22O 

89/10/03 

50*307 

P 

8010180297 

8910160226 

09/10/00 

60 245 

P 

6010180220 

8D10180225 

80/10/04 

TOPHEP 


6010180220 

0010130053 

80/ 10/03 

50 :i34 

P 

6010180231 

8010160217 

69/10/12 

50*005 

A 

6010180243 

0010100241 

80/10/05 

50 203 

Q 

6010160266 

6910160262 

B9/10/12 

50*438 

H 

6910160201 

6910100277 

00/10/00 

50-2B4 

0 

6910160209 

B910160297 

89/10/10 

50-302 

0 

6010160305 

0910160304 

69/09/29 

60-276 

Q 

091O16D3O0 

691 0100304 

00/09/29 

50-276 

Q 

8010100314 

0910100312 

69/09/29 

50-344 

0 

6010160316 

0910180312 

09/09/29 

60-344 

Q 

6910160323 

6910100320 

69/09/20 

50*044 

Q 

6910180326 

8910180200 

89/10/05 

60*003 

A 

6010180335 

8910180330 

89/10/01 

60 10 

R 

6910180336 

091O18Q331 

09/10/12 

60*402 

Q 

6910160343 

0910180342 

89/09/20 

40 3453 


6910160363 

8910100351 

69/10/04 

50-3 1 2 

P 

6910100367 

091016035$ 

09/10/10 

50-302 

P 

6910160360 

691018035$ 

80/10/10 

50*302 

P 

6910160363 

6910180359 

89/10/06 

50307 

P 

8910100006 

6910160149 

09/00/27 

50-461 

K 

6910100007 

69101900D5 

80/10/11 

60-237 

P 

8910190009 

6910190005 

89/10/11 

50-237 

P 

8910190010 

6910190000 

69/10/05 

ORQ 


6010190P12 

B910190011 

69/10/03 

SO-302 

0 

69101900U 

0910190011 

89/10/03 

50*002 

0 

B010190016 

69 10190002 

09/06/06 

PRM 


6810190016 

B9101B0002 

09/06/06 

PHM 


BO 101 90025 

6910100024 

09/10/12 

50-403 

P 

6010100026 

6910190024 

89/10/12 

60-400 

F 

6010100026 

0910190002 

09/OU/O6 

PRM 


6010100030 

8910100027 

89/10/03 

60-4 24 

V 

001019003/ 

891019QQ3S 

09/10/U 

60-352 

F 

0910100036 

8910190002 

89/00/06 

PHM 


0010190043 

0010190040 

89/09/29 

60-3 :i 5 

C 

6010190044 

0010190042 

89/10/12 

71*0127 


8010190049 

0010190045 

69/10/03 

60 200 

c 

88101900S3 

8010190051 

89/10/12 

71*0120 


8010190054 

0010190002 

89/06/05 

PHM 


6010100082 

8010100002 

B0/O6/O5 

PHM 


6B10190070 

6010190065 

B9/ 10/04 

60-244 

c 

6010190072 

0010190002 

89/06/05 

PRM 


6010190076 

6010190060 

89/10/11 

60 498 

1 

6010190077 

8010200004 

89/ 10/ 13 

50 276 

1 

6010100070 

6010260004 

89/10/13 

50-275 


0010190083 

6010190081 

80/10/13 

60 440 
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ACCESSION NUMBER 


LOSURE 

PRIWCIML 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

}19008<3 

Boiotoooai 

89/10/13 

50 440 

S 

1190091 

8010190002 

89/06/05 

PRM 


)1©0096 

8010190090 

89/00/06 

SO 206 

0 

1190100 

8010190078 

69/10/05 

60-317 

Q 

noon? 

8910190108 

80/10/02 

71 684 


n 00124 

8910190002 

89/06/05 

PRM 


-190126 

Q9101Q0002 

89/06/05 

PRM 


'19014& 

8910190148 

69/10/10 

50-528 

P 

1901SB 

6910190163 

89/10/06 

50-424 

0 

190173 

8910190166 

09/10/13 

50-269 

n 

190174 

8910190166 

09/70/13 

50-289 

R 

19017S 

6910190171 

89/10/13 

XPORTLIC 


100176 

0910190170 

09/10/13 

50-369 

n 

100176 

8910190170 

89/10/13 

50-36® 

R 

100180 

8010)90185 

09/70/13 

50-4 73 

R 

100187 

8910790185 

00/70/13 

50-413 

n 

190193 

8910190189 

89/09/28 

70 024 


190104 

8910790193 

68/10/02 

SO 4 76 

0 

19019& 

8910100193 

89/10/02 

SO 410 

0 

190204 

8910190109 

60/70/10 

60-320 

p 

100207 

0910790208 

69/09/29 

50 324 

Q 

190210 

6910190212 

89/10/12 

60-333 

Q 

190227 

0910180210 

60/10/06 

70-7 700 


190233 

8910190235 

89/10/12 

WASTE MQT 

190284 

8970190280 

89/10/06 

50-400 

a 

100286 

8910790265 

69/06/29 

71 7 76 


100270 

8910160268 

80/09/29 

50 360 

0 

100275 

8970780274 

09/09/26 

50 321 

a 

100263 

6910190280 

89/10/04 

60-220 

p 

100285 

0970160260 

69/10/04 

50 220 

p 

100002 

3910200001 

69/10/06 

50 360 

0 


8910200001 

89/10/00 

50-369 

Q 

WOOS 

6910200005 

89/io/oa 

50-330 

0 

00000 

691020000? 

89/10/06 

50-327 

Q 

\KI010 

8910200007 

09/10/00 

50-327 

0 

00013 

0910200012 

89/10/04 

60-260 

Q 

00019 

8910200018 

09/10/03 

50-413 

0 

oooai 

89 10200020 

89/10/11 

50-324 

Q 

00034 

8910200022 

89/10/05 

50-322 

O 

00038 

8910200025 

09/10/18 

70-1113 


00029 

8910200027 

80/10/03 

60-360 

o 

00030 

8910200025 

09/10/10 

70-1113 


00033 

0910200025 

89/10/16 

70-1113 


00038 

8910200026 

69/10/16 

70-1113 


00041 

6910200037 

09/10/13 

60-267 

p 

00042 

6910200037 

80/10/13 

60-267 

p 

00043 

8910200039 

09/10/05 

60-400 

V 

00047 

8910200044 

69/09/26 

40-8724 


00040 

6910200044 

09/09/20 

40 6724 


00050 

89 10200044 

80/09/28 

40 0724 


00051 

6910200025 

89/10/16 

70-1113 


00052 

8910200044 

09/09/20 

40Q724 


00053 

8910200025 

B9/10/16 

70-1113 


00066 

8970200059 

69/09/09 

40^8902 


00073 

8910200070 

09/10/16 

50-443 

Q 

0007B 

8910200076 

89/10/18 

50-220 

S 


0970200006 

00/70/72 

CONTRACT 



8910200091 

89/10/02 

60-520 

5 

00103 

6910200099 

80/70/70 

60-277 

O 

00104 

8910200099 

89/10/16 

50-277 

Q 

00109 

8910200108 

09/10/10 

50-341 

P 

00173 

6970200088 

60/70/76 

60-277 

O 

00114 

8910200112 

89/10/16 

50-382 

P 


8970200776 

69/10/16 

60-302 

P 

00110 

8910200115 

89/10/02 

60269 

o 

00123 

8610200115 

89/10/02 

50-250 

0 

00124 

B9 10200(22 

60/70/16 

60382 

p 

00127 

8010200126 

89/10/12 

50-286 

p 

00128 

89(0200(26 

89/70/12 

50-286 

p 

00132 

8910200130 

89/10/05 

50 62 

Q 

00143 

8610200141 

80/10/12 

50-360 

P 

00146 

6610200141 

09/10/12 

60-366 

P 

00171 

8610200169 

89/00/28 

40-1162 


0O18S 

8610200164 

69/10/13 

50-445 

0 

00187 

8910200162 

89/10/16 

WASTE MGT 


00188 

8910200164 

89/10/13 

50-446 

Q 

00193 

8910200176 

09/10/12 

71-136 


00208 

8910200205 

69/10/06 

60-263 

P 

00227 

89 10200224 

89/10/17 

50-272 

P 

00230 

8910200099 

89/10/18 

60 277 

Q 

00242 

8910200099 

89/10/16 

50 277 

Q 

30021 

0910230019 

69/10/18 

60-423 

Q 


8910230036 

89/10/10 

50353 

P 


0910230052 

09/10/12 

60-324 

P 

30059 

8910230052 

89/10/12 

50-324 

P 

30063 

8910230061 

89/10/12 

CONTRACT 


30072 

B9 10230070 

89/10/17 

71-69 



ACCESSION NUMSER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

6910230074 

8910230073 

80/10/ 17 

71-18 

6910230030 

8910230078 

80/10/1? 

71-326 

6910230094 

09 102300 B 3 

80/10/17 

? 1-218 

0910230287 

8910230085 

89/10/18 

CONTRACT 

6910230090 

6910239080 

B0/)O/)6 

50-267 0 

8910230096 

89)0230055 

69/10/13 

50-354 P 

0910230102 

0010230099 

69/10/02 

50 3 74 S 

B91 0230 105 

80)0230099 

69/10/02 

50-374 S 

6910230110 

6910230108 

69/10/16 

50 296 V 

891 02301 IB 

8910230)16 

69/10/)) 

50^8 Q 

6910230120 

69)0230M8 

a9/)0/JI 

50336 Q 

0910230122 

89)0230108 

89/10/16 

50 296 V 

9910230137 

8910230)34 

99/10/16 

50 4 |« P 

8010233140 

8910170017 

80/10/05 

50 315 0 

8910230164 

00)0230153 

89/)0/)7 

7f 34 

8910230160 

80)0230157 

89/10/13 

XPOflTLfC 

8910230166 

8910230164 

89/10/17 

XPOHTLIC 

3910230173 

391023016? 

69^09/29 

CONTRACT 

6910230174 

8910230172 

69/10/16 

50 493 0 

80102301 65 

8010230175 

69/ to/ 17 

50-389 P 

8010230208 

8010230202 

89/(0/20 

50-344 Q 

06 102302 11 

8910230210 

69/10/17 

71 99 

8910230228 

8910230224 

89/f0/f6 

50-271 P 

801023023B 

8010230236 

89/10/13 

50-338 P 

0910240010 

0010240008 

80/10/16 

50-324 P 

69 10240014 

0910240013 

89/ fO/tf 

50-445 A 

6910240018 

6910240017 

89/10/13 

70-33 

8610240025 

0910240021 

09/10/17 

50-237 P 

6910240026 

0910240026 

89/10/18 

50327 P 

6910240030 

8910270033 

89/10/13 

60-397 K 

8910240034 

8910240032 

69/10/18 

60-400 P 

8910240036 

0910240032 

89/10/18 

60-400 ? 

0910240039 

0610240038 

60/10/16 

60-395 P 

8910240040 

8910240045 

B9/10/12 

60-361 V 

8910240060 

8910240056 

80/10/1? 

50-390 A 

8910240082 

6910240079 

89/10/17 

71 110 

8910240105 

8909130352 

66/08/26 

COMM-SSIO N 

6910240100 

89091 3 03S2 

66/00/26 

C0MV4ISS'.0 N 

6910240108 

8909130352 

89/06/26 

COMIWIISSIO N 

8910240109 

8910240107 

89/08/28 

WASTE MQT 

0910240110 

6909130352 

69/CB/29 

COMMISS'.O N 

8910240113 

6909130352 

89/06/29 

COMMISSIO N 

8910240114 

6009130352 

69/08/29 

COWMISSIO N 

8910240110 

6909130352 

69/08/29 

C0)/1MIS5I0 N 

0910240120 

8909130352 

89/06/29 

CO)/IMI5SIO N 

6010240125 

8910240124 

89/10/19 

50 156 P 

8910240126 

8910240124 

89/10/19 

50-155 P 

6010240135 

0910240133 

69/10/10 

60-330 Q 

0910240136 

0910240134 

09/10/10 

WASTE MGT 

6910240139 

6910240134 

89/10/18 

WASTE MQT 

B010240145 

6910240144 

89/10/18 

50-272 P 

8910240148 

8910240147 

89/10/18 

EO-259 P 

8910240177 

8910240175 

B9/10/13 

60-230 0 

8910240178 

0910240175 

09/10/13 

60 200 O 

8910240102 

8910240190 

89/10/16 

40-6902 

6910240103 

6910240191 

86/10/16 

50-346 P 

8910240205 

8910240203 

80/10/16 

50 52a R 

8910240206 

8910240203 

69/10/16 

60.528 R 

6910240226 

8910240224 

69/10/17 

50302 P 

0910240227 

8910240224 

89/10/17 

50-302 P 

8010240233 

8910240231 

89/10/17 

50-302 P 

8910240235 

69)0240231 

69/10/17 

50 302 P 

8910240239 

6910240237 

69/10/16 

50-528 P 

9910240246 

69)0240244 

89/10/18 

50-205 0 

8910240283 

8910240261 

69/10/11 

XPORTLIC 

0910240265 

6910240261 

80/10/11 

XPORTLIC 

8910240271 

89)0240347 

89/10/23 

WASTE MGT 

6910240273 

8910240347 

89/10/23 

WASTE MGT 

3910240275 

8910240247 

89/10/23 

WASTE MOT 

0910240278 

8010240247 

89/10/23 

WASTE MGT 

8910240289 

0910240283 

66/10/12 

TOPREP 

8910240298 

0910240296 

69/10/16 

50-334 P 

0910240300 

8910240296 

86/10/18 

60-334 P 

60 {0240303 

6910240200 

B9/W12 

50-206 0 

8910240307 

0910240305 

89/10/16 

50-334 P 

B910240309 

0010240305 

89/10/16 

50-334 P 

60(0240321 

86)0240290 

89/10/12 

60-263 0 

8910240324 

8910240323 

89/10/24 

WASTE MQT 

6910240328 

60)0240326 

89/10/24 

WASTE MGT 

6910240332 

8910240330 

89/10/24 

WASTE MGT 

B9 10240336 

8910240334 

89/10/24 

WASTE MGT 

6010240337 

8010240335 

89/10/n 

50-400 P 

0910240336 

8910240335 

86/10/11 

50-400 P 

6910240342 

8010240339 

89/10/10 

50-286 Q 

8910240360 

0910240346 

69/10/05 

50-397 Q 

3910240351 

6910240340 

09/10/05 

50-397 0 

6910250010 

G0TO26OOO8 

89/)0/H 

50-20a F 


0-0 -OO-O'O O-O'O-O OO-o-o O-o-o zzzrziT X-O-p-O PC-p-O > -0-0-0 O -oo 
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ACCESSION NUMBEH 


ACCESSION NUM6ER 


EMCLOSU(^£ 

PRINCIPAL 

□ ATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

6010250024 

6910250023 

69^0716 

50 034 

P 

8010250026 

6910250023 

89/10716 

50 334 

P 

8910250030 

6910260028 

ag/io/13 

50-367 

0 

8910250037 

8910250034 

09/10/10 

50-319 

Q 

6910250042 

6910250011 

89/10/18 

50443 

G 

8910250049 

8910250043 

89/10/16 

50 443 

G 

8910250063 

8910250062 

69/10/10 

50 289 

0 

8910250068 

8910250066 

89/10/10 

50 317 

0 

8910250077 

8910250075 

89/10/10 

70-398 


8910250088 

8910250Q87 

69/10/17 

70-143 


6910250095 

8910250093 

89/10/16 

50 348 

0 

8910250121 

8910250119 

89/10/13 

50-529 

P 

8910250133 

8910250127 

69/10/13 

60-424 

0 

0910250134 

B9 10250 130 

89/10/13 

50315 

P 

8910250139 

8910250137 

80/10/13 

50-424 

0 

8910250147 

6910250142 

69/10/11 

50-322 

T 

8910250149 

8910250146 

89/10/19 

50-324 

P 

8910250158 

8910250152 

89/10/17 

50-354 

V 

8910250160 

6910250152 

89/10/17 

50 354 

V 

8910250163 

89102501 59 

89/10/13 

50-353 

0 

8910250166 

8910250101 

89/10/17 

WASTE MGT 


8910250167 

6910250162 

69/09/13 

OAy99 


8910250175 

8910250172 

80/10/19 

50-320 

p 

8910250177 

8910250176 

60/10/19 

60 361 

p 

8B10250W8 

891Q25O160 

89/10/19 

50-250 

G 

8910250179 

8910250170 

69/10/10 

60-361 

P 

8910250188 

8910250185 

09/10/16 

60-483 

H 

B9102S0194 

6910250193 

89/10/16 

50 423 

P 

8910250195 

8910250192 

89/10/17 

70-1113 


8910250197 

8910250191 

89/10/20 

50 445 

G 

8910250201 

8910250191 

60/10/20 

50 445 

G 

6910250202 

8910250109 

89/10/17 

XPORTLIG 


8910250203 

8910250109 

89/10/17 

XPORTirC 


8910250204 

8910250101 

89/10/20 

50-445 

0 

8910250209 

8910250207 

89/10/16 

50-321 

0 

8910250211 

6910250210 

69/10/09 

70-925 


8910250216 

8910250213 

69/10/25 

TOPREP 


8910250217 

6910200129 

89/09/27 

40-8027 


8910250232 

8910250231 

69/10/17 

NunEG 


89 10260236 

8910250235 

89/10/10 

50 326 

P 

8910260239 

8910250238 

89/10/13 

50-335 

0 

8910250243 

8910250242 

89/10/13 

50-333 

p 

8910250253 

8909120145 

89/06/17 

50-443 

0 

8910250263 

6910250262 

b9/10/lD 

S0267 

p 

6910250264 

8910250262 

89/10/13 

50-267 

p 

8910250271 

6910250363 

69/10/10 

60-424 

p 

8910250275 

891025026B 

89/10/10 

£0-424 

p 

8910250276 

8910260272 

89/10/25 

WASTE MGT 


8910250285 

8910250283 

89/10/16 

50-333 

p 

6910250287 

0910250283 

69/10/16 

50-333 

p 

8910250297 

8910250264 

89/10/18 

60-283 

o 

0910250323 

8910250319 

99/10/16 

40 8904 


8910250338 

8910250319 

89/10/16 

406904 


8910250363 

8910250360 

09/10/18 

50-400 

p 

8910250367 

6910250360 

89/10/18 

60-400 

p 

8910250372 

8910250369 

89/10/18 

50-280 

0 

B9 10250374 

6910250371 

89/10/16 

50-269 

Y 

891 025037 Q 

6910250373 

09/10/16 

4D6622 


8910250381 

8910250373 

89/10/16 

40 6622 


8910260009 

8910280008 

60/09/27 

70 371 


6910260012 

8910260008 

89/09/27 

70371 


8910260029 

8910260027 

69/10/10 

50-280 

0 

8910260035 

6910260033 

89/10/12 

50-395 

0 

8910260039 

8910250373 

09/10/16 

40-6622 


8910260044 

$910260043 

69/10/19 

50 262 

Q 

8910260045 

0910250377 

09/07/06 

71-9163 


8910260055 

0910280052 

69/10/19 

50 367 

P 

8910260057 

0910260049 

69/10/19 

50498 

0 

8910260059 

0910260052 

69/10/19 

50-387 

P 

8910260087 

8910280049 

89/10/19 

50-498 

Q 

8910260091 

8910260087 

69/10/17 

£0 423 

P 

8910260134 

8910260130 

69/10/19 

50-354 

n 

8910200137 

8910260122 

89/10/04 

60-397 

0 

8910260138 

8910260136 

89/10/05 

50-346 

Q 

8910260150 

8910260147 

69/10/10 

50 49B 

0 

8910260151 

8910260147 

69/10/18 

50-498 

0 

6910200152 

6010260135 

69/10/25 

paoj 



ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

category 

6910260133 

60102G013S 

89/10/25 

PROJ 

8910260154 

8910260135 

89/ 10/25 

PROJ 

8910260155 

8910260135 

89/10/25 

PROJ 

0910260156 

8910280135 

80/10/25 

pnoj 

8910260161 

8910260135 

09/10/25 

PHOJ 

8910260165 

601 0260 163 

89/10/05 

50 200 

6910260169 

89 10260 163 

69/10/05 

50-260 

8910260175 

8910260135 

89/10/25 

pnoj 

8910260177 

6910260174 

89/10/06 

70 624 

8910260179 

8910280135 

89/10/25 

pnoj 

6910260166 

6910260185 

89/10/19 

50 367 

0910260210 

6910260136 

89/10/25 

pnoj 

6910260212 

8910260135 

09/10/25 

PROJ 

6910260213 

8910260135 

09/10/25 

pnoj 

6910260214 

6910260209 

89/10/16 

50 247 

8910260215 

8910260135 

69/10/25 

PROJ 

6910260216 

8910260135 

89/10/95 

PflOJ 

6910260220 

6910260135 

89/10/25 

PROJ 

8910260222 

8910260135 

69/10/25 

PROJ 

8910260223 

8910260135 

89/10/25 

PROJ 

8910260224 

6910260135 

89/10/25 

PROJ 

8910260225 

6910260135 

69/10/25 

PROJ 

8010260227 

6910260135 

89/ 10/25 

PROJ 

8910260228 

8910260135 

89/10/25 

PflOJ 

8610260229 

6910260135 

09/10/25 

PROJ 

0910260230 

8910260135 

09/10/25 

PROJ 

8910260232 

0910260135 

69/10/25 

PROJ 

8910260241 

8910280240 

09/10/17 

50 295 

8910260243 

6910260240 

69/10/17 

50-205 

8910260244 

8910200242 

89/10/16 

50 530 

6910260251 

6910260135 

69/10/25 

PROJ 

8910260255 

8910260135 

89/10/25 

PROJ 

8910260256 

8910260252 

89/10/10 

50423 

8910260257 

6910260135 

69/10/25 

PflOJ 

6910260260 

6010260258 

09/10/03 

56 J4Q 

8910260261 

6910260135 

69/10/25 

PROJ 

8910260203 

8910260135 

09/10/25 

pnoj 

6910260206 

8910260135 

89/10/25 

PROJ 

6910260202 

6910260135 

00/10/25 

PROJ 

8910260263 

6910260136 

89/10/25 

PROJ 

8010260285 

0910260135 

69/10/25 

PHOJ 

8910260287 

6910260135 

89/10/25 

PROJ 

6910260286 

6910260136 

60/10/25 

PROJ 

8910260209 

8910260135 

69/10/25 

PROJ 

6910260291 

8910260135 

89/10/25 

PHOJ 

6910260292 

6910260281 

89/00/25 

40 3453 

6910260293 

8010260135 

69/10/25 

PROJ 

8910260300 

8910260105 

69/10/26 

PflOJ 

0910260301 

8010260135 

80/10/25 

PROJ 

8910260302 

8910260135 

89/10/25 

pnoj 

8910260303 

6910260135 

69/10/25 

PflOJ 

8010260304 

8910280135 

89/10/25 

PROJ 

8910280305 

8910260135 

60/10/25 

PROJ 

6910260306 

6910260135 

69/10/25 

PROJ 

6910260309 

8910260135 

69/10/25 

PROJ 

8910260311 

8910260310 

89/10/19 

50-280 

8910260312 

6907060025 

89/06/06 

40 0056 

6910270001 

6910260281 

09/00/25 

40-3453 

8910270038 

8910270033 

69/10/13 

eo-397 

6910300046 

8910300045 

69/10/19 

50 443 

6910300047 

6910250210 

09/10/00 

70 925 

6910300066 

6910240042 

69/10/16 

50-260 

6910300129 

6910240026 

09/10/16 

50 327 

6910300154 

8910250256 

89/10/23 

WASTE MGT 

6910300237 

8910300226 

89/10/20 

FOIA 

6910300239 

6910300226 

69/10/26 

FOIA 

8910310032 

6910310019 

80/08/11 

FOIA 

8910310042 

8910310037 

89/10/25 

FOIA 

6910310190 

8910310189 

69/10/20 

50-250 

6910310197 

6910310106 

69/10/19 

50-260 

6910310109 

8810310108 

89/10/20 

50-443 

0910310202 

0910310268 

69/10/19 

FOIA 

69 103 10295 

8910310288 

69/10/19 

FOIA 

8910010296 

6910310288 

69/10/19 

FOIA 

8010310299 

0910310206 

89/10/19 

FOIA 

8910310300 

8910310286 

09/10/10 

FOIA 

8910310301 

6910310268 

69/10/19 

FOIA 

8911010116 

8910260236 

69/10/16 
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APPliNDIX A 


DErJNITIONS or DOCKET 50 CATEGORIES 

L APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

Ills category IoMdws ilic HppliL-niiDn frtH)) suhniisshw) lo ibe iUy prct:cding die issuance of an oper 
ling liLcme. Il inclnclcs all a^rrcspondcnce and dncunietifs v/f«lr sul)s!«in(lvc technical content that 
<j not fnll riito olhcr specific calcgones. IncUicIccl arc: 

1. Application foi coiislruciion penniL 

2 . General fiifonnatitni snhniiitcd with constniciion permit application. 

3. Anicnclnicrus and ciiangos (o items I ami 2. 

4i NR(' questidfis, rccjnesis for additional infoimaiioiu and applicant responses, 

5. Corresprjnciencc and docninents rclafing to unresolved design and construction issues. 

6. Mccling annonneernents and summaries oT niceiing rliscussions on issues of item 5. 

7. Correspondence regarding (lie IVelirriinary Safety Analysis Report IRSAR). 

8. Information on laws and changes ir? regulations or policy that affccl the status of the applh 
cation (NITA, Water Quality Improve in cni Act. Water Pollution Control Act, etc.). 

Consirncti<jn Pernirt, aniciulmcnfs. ami correspondence relating to the construction permit. 

3. Scheduling of license a[)fiItcation submission or review. 

! . Environniental review information. 

1 . Application for operating license. 

T Gencial Inforinalion submitted with operating license applicaiion. 

Amendments and cliangos to items 12 and 13. 

>. Correspondence regarding the Final Safety Analysis Report (FSAR). 

). Correspondence and dociimcnlalion on generic technical matters higIdigiUed by an event at 
another racillty which may affect the subject facility; not covered by an IE Bulletin. 

f Reports of site visits. 

1. Backup Iccbnical document.s (c.g.. topical reports) submillcd in support of the application. 


utility preliminary SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

lis category is strictly limited to the items listed below. All related correspondence is Hied in 
itegory A. 

Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safely Analysis Report). 


Amcndincnls and clianges to the PSAR. 


.V Trunsniiiial and acknowledge men I feiierv 

4 Cerirllcaies o\ service to the PSAR. 

C UTiLlTY ENVIRONMENTAL REPORT (ER). AMENDMENTS AND CORRESPONDENCE 

'Ihis category is strictly limited lo the items listed below. Other environmental documents and 
correspondence arc fifed in Categories A, D. M. P or R 

1. Environmental Report (ER) submitted by the utility 

2. Amendments and supplements to the ER 

3. Transmittal and acknowledgement letters. 

4. Inroinveition on scheduling of submittal or review of ER. 

5 NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items ) and 2. 

1, Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 


D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tlus category is strictly limited lo the items listed below. Other environmental documents and 
correspondence are in calegoric.s A, C. M. P or R. 

1 Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other fcdctal. stale and local government agencies, 

5. Transmittal and acknowledgement letters. 

h. Documents related to NHC review of environmental issues or of HR obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

Site visits to obtain information for DES or FES. 

10 Meeting announcements oi reports of n^ectings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category Is strictly limited lo the items listed below. Other documents dealing with safely 
related issues arc Hied in caicgiuies A. P or W, depending on the phase of the licensing process. 
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I. 


2 , 

4 . 

5. 

6. 

7. 

8. 


Snfcty Iwaluitliun Repon (SfcR) 
Analysis Report) 


prepa/ed by the NRC auffrierly 


caffctf 


VKC AK {(j J-: 


Supplenicms lo SER. 


Correspondence relating to SRR 

Federal register notices citing availability of items I and 2 

hiforrnation on scheduling of SER submittals and review 

Requests for additional information for use in preparing SEK, lespun-ies 

Meeting announcements or reports of meetings where the pnniaiv subieci of doc ' ; t • 
SER. I' > 

Eiansnilttol and acknowledgement letters. 


F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in Ihis category are individual submissions. Information submitted as part i*: il e PS \K 
Or FSAR Ls excluded 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Healtli Physics Program. 

5. Correspondence relating to aforcinentioned plans. 

0. Supplements, changes and revisions to plans. 


C. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-an(itfUst legal and adjutllcatofy doLumeniaium. except 
briefings anti testimony, which are filed in category T. 

1 . Atomic Safety and Licensing Board (ASLB) and AtomtL Safer) and Luensin^ PP^ 
(ASLAB) Itearing related docuinenis. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

-■4. Motions, briefs, arguments, statements and related correspondeiixi liled b | 
hearings. 

1 ot:D CO ihe boards 

5. Transmittal of supporting documerjts (e g.. SLR. 

6. Correspondence lo and from inicrvenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

0. Ugai niings and Commission orders and decisions icsuUiiig tmiii n « 




H GENERAL CORRESPONDENCE 


Tins v:alcgory metudcs iiocumcu\s with hulc or mj beanng on the siauis ol the appUcaiion or license, 
Ilenis tlhil have no subsi;nihve technical conteni or meaning for (he status of the license or applica* 
nun arc inchidecl. 

1 Cliange of address nonnL‘aiion.s 

2. Changes In structure of organization. 

.V Ciunges in service lists 

4. NRC requests tu apphcatit for additional copies of docunicnis. 

5. Correspondence from tire public requesting information about the facility and NRC responses. 
Correspondence on strictly administrative matters. 

7 Letters of support, concern or opposition to the facility. 

K Correspondence regarding the Local l\ibhc Document Rooms (LPl)Rs). 

Professional qualification statements not pertaining to (he liearing process. 

L FINANCIAL INFORMATION 

This category contains al! financial information except that submitted as pan of the application or 
its umcndmcals or relating to the imposition of civil penalties. 

) Company annual reports. 

2. Separately subrnilied financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters, 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes u> the FSAR. 

Federal register notices citing a\ inability ol items I and 2. 

4 Transmittal and acknowledgement Iciters 
.^. Certificaies of service to the FSAR 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This ciiiegory is (unued lo documents pertaining to Limited Work Auihori/.ations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit 

1 Liinited Work Authori/ations (LWA) am! amendments 

2 C'ofrespondencc pertaining to work performed under LWA s 

M ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

L Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review'’ 

2 Correspondence where the primary topic of discussion is antitrust rnatters 

•T All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings. which are filed in category N- 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of liearings, testimony and briefings in antitrust 
matters. Uelaled correspondence falls in category M. 

O. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

I Correspondence and letter reports relating lo Advisory Committee on Reactor Safeguards 
(ACRS) rcview.s. 

2. Correspondence from ACRS. 

.L Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by mdividuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) (tie for genera! 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical spec'Ctcatjons and changes. 



.V backup lechnical docimicnls (c.g.. lopicaJ reports) subrnillcd jfi support of items I and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specincalions, the operating license ot techmeal issues arising after the issuance 
of the operating license. 

? Correspondence regarding codes (e,g.. ASMF), regulations, laws or changes in poli,„> that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

^). Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Bvalualiun Program (SBP). 

11. Owner’s group meeting announcements and reports 

12. Quality assurance information. 

Fnvirofi menial matters (technical). 

14. Emergency core cooling system docuincnis. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Slart-up test reports. 

18. Correspondence and documentation on generic technical matters higlilighied by an event at 
another facility which may affect the subject facility; no! covered by an IE Bulletin. 

\9. Reports of site visits. 

0. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. lE Bulletins (formerly called Rcgulutoiy Operations (RO) Bullcuns). Circulars and Informaiion 
Notices. 

.T Responses by applicant to IE correspondence. 

4. Applicant s determination of proprietary nature of inspection reports. 

5 Letters concerning areas of noncompliance. 

6 Pie-service and in-service inspections and pfoceduies. 

7 Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (UNs). 

8. Anv wtirre.spondcnce relating to inspection and enforcements that does not specifically relate 
lu incidents or events as defined in category S. 


A-h 



R. PtRIOOIC OPFRAirNC REPORTS ANO RELATED CORRf:SPON(>f:NCE 

Nii'i cjtc^uiy iiKtudcs peiiodjc rcporlh o\ .1 r^Miimc naUJti' 

L Moiiihiy. scMiuiniuiiil. m iiinuiai upeialing rcpoils (uihcr Uian luiaiiLiaf }, 

2 Periodic cnvuniiniLMUai inouiioring. citliiciH icMing. or similar rcporis. 

T Pcriutlic persniHR'l exposure leporis. 

Operatioi\a( Logbooks 

Logbooks OTi iMiviroiuuenlal Dala 
Logbooks on Raihological Dala 
OperaUoiis Log ou Pkiui Sy.siems Core 
PliUH Slams SmiHuary Shecis. 

^ C orrcsjioudeftcc or tidiei docuiikMiK iclatidg (u (lie above listed Hems 


S. RLPORTAHLE OCX URKI:N(T:S. PNOs. PNSs AND RELATLT) COKRFSPONDLNCt 

Tins category c<mlanis all rnaieriaK lelalarg lo abnorotaL uiriisuaL fcjioflablc or ruaia/iMine occur* 

renccb or events. This includes: 

L All 2d lu)ui, lOday. .^0-day. itiiemii and luKd Licensee Evem Reports (LI*!Ks) and (uliow up 
corresptrndcncc (also called incitlenl reports, ah normal occurieiicc reports and reportable 
occufrcnccs). 

2 Potent lal or possible reportable delicieiicy leports aiul related coTrespuncietice. 

2 . Personnel exposure reports. 

Cottsi ruction deliciency rcporis subiuiiied under 10 CFR 50 55e 

5. Preliminary Nolificalion ol Occurrence (PNOs) jiul Preliminary Notification of Safeguards 
I ‘vents (PN s). 

b. Environmental Techmeu! Specirications violation reports and Liivironinenial Lvent reports. 

*7. Part 21 Reports ot delects and noncompliance, 

H. Correspondence or olher documents relating to items 1*7. 

T. TRANSCRIPTS. TESTIMONY AND BRIEEINGS ON NON ANTITRUST MATTERS 

This category contains all word*for-wr)rd transcripts, except for uniifrtist mafters (categ^rry N). 

testimony and briefings, and congressional mailers (category (/). 

I. Atomic Safety and Licensing Board (ASLB) and Atomic Siilciy and Licensing Appeal Board 
(ASLAB) transcripts 

2 . Testimony and slatemenis .submitted lo ASL.13 and ASl.AB. 

2 . Cornniission meeting iransenpis, 

4. NKC slaH briefings to tire Commission 

Stalemenls aorJ wnlicn ic.stnmmy siibimtlcd at Commission meeting or hearings. 

b TfanscMpt> of utility bnefs to NRC stall. 

7. Advisory Co/mmiiee '»n Rc.iclnr Salcguards (ACRS) incolin>t IranscnptN 
(Tirreclions • ahovL item 



U. tON(;RESSIONAL/EXtCUTlVt CORRESPONDENCE 


This calcgory cutilujns corfOspniiiJefKC on subsUnilivc iiKillcrb 
inquirrcs Jfc (“ileil in cjlcgury 11 


Kuuiinc responses in n»nsiiUiL'ni 


I SiJicmcn.s and ics.imony bcloa« 0«,g,cs. or hefote- bod.os/c<..n,ni.tccs appoinicd by Hie 
Hxccunvc ot Legisl.invc BviiiKlws. 


2 Pfcp.irulory jiuI b.ickup ducujncnts for ifem 1 

.V CoffcsporulenLC k. and timn NRC Ollicc uf Congfcssvumut AlTairs. rcmpf.s and ilic I.xcculive 
Uiancli im olbct (ban cimskkiciU (cspoikc mattcis 


V LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1 OpCfjiiK licenses o( adminisiraiive inforinaiion bearing on licensing of opctalors 

2 NKC esjfnmutiun results. 

V Power plant exiinuualiou summary slieei. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Slage (category P) file for generai iccluiical 
Items Iruin the application lor terminaljon of the operating license onward. 

1. Application lot authority to voluntarily surrender license 

2. Application to dismantle the facihiy and dispose of comjKmcnl parts. 

3. Technical documents submuicd m support of items I and 2. such as. Oecommissiotung Plan. 
Dismantling Plan. Environmental Report on Disnumllmg. Safety Analysis Report on Deconi- 
missioning. 

4. Documents relating to disposal of radioactive mateiial and decon lamination of (he site. 

5. Other correspondence relating to above items. 

6. All ducumentalion relating to the ongoing operation of the plan, formerly filed In category P. 


X. ONSITE LOW. LEVEL WASTES STORAGE 

lliis category contains items related to ihe onsite storage oflowdevel rudioactivo wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or ;i Dockct.72 number. For installations on 
reactor site, the associated Dockct-50 number will also he identified. 

1 . License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a .separate 
site.) 


2. All related correspondence and reports to ilie above. 



AITE-NDIX U 


DLMNITIONS 01 NONDOCKLTLI) CATtGORIKS 


lOCFR Commission Meeting Records 

c.MOuttiS' otori.MOs Jticmt?eii*anon f^Of Nnr?fiJ|i lo tjperr and lNisccI (‘niirinissftni nieccm^s. Ir 
Ok’llulOs 

I. Snnslnnc Aci ] edojal Kegisiei nuhec’s. 

^ 1 nil. WMiioji es|>i;ni.J!ioji ul cio.sed intviin^is. 

.V ( ei nliciiiioii ol (iencia! ('ounsd on closed luecnn^’.^. 

4. (.■i>innussion iXMcmuiKUioii Staieiuenis ie|i;mhng ilio pnl)!K- dkscliisiiie ol' itanscrifMs oi 
(‘oinniis^ion ineeunfis. 

5. Veibalim nnollicial and otlieial liaiiscnpis oi poi limis ol lrJl^sCllp(^ ol open iiiul closed 
('onnuissmn meoiings nuiile puhlicly available in aecoit lance wnb jiioviMons ol lOC'I R P.irl 
ibc Sunshine Ael. and (’oiinnissn^n i>olicies. 

l.nclosines u> ielease<l iiansciipis. including! applicable view graphs, slall papers, and siall 
eoi lOspoiulcnce. 

7. Slall icqnnenienis ineiuoianda loi tipen inceiings: iiicinoiaiula lo rccoid. lecoul ol voles i>i 
C'uinnusMoncis on iieins niulei consuleialioM al incelings. 


ACRS - Advisory Cominiltce on Rcneior Safeguards 

Ibis calegui^ coniaius peiiaiiung lo the lespoiiMhililiCs ol ihe Advisoiy ( oiuimnee 

M\ Keaeii'i Saleguaids A(’KS \el\e^ .r an indejKiuleni advisoiy coiiniiiiico lo ihe ('oniiiiissiini in 
\aloiy-i claled aieas. I he comnniiee piovitleN advice ^vilb lOspeci \o die lia/anJs ol new oi exisl 
ing nncleai lacdilies and ihe adeqnac) o! lebied saleiy vlJiidarth. The docninenis ni this caieguiv 
ne 

1. Veihaliin iianseupis ol A(‘RS Mihcotnnijllee and hd) conimiitee nieoiings icbling lo lacilii) 
license appiiea lions anii .saleiyaelaieil jmiitcrs. 

^ .AC'RS nieciing annonnccnicius: desenpiion ot incehng agendas. 

V \(‘KS-gcneraied lepoiis. inenmraiidii ami coi i espondence dial aie puhliely available 

1. A( RS consullaiu lepmis, coinnienis and lelaied coiiespoiulciiee. 

>. A( RS and NK(‘ reclnncal coi lesiuniJeiice penarning ui saleiy ^^auel^ under levjew )>> die 

Advisoiy (‘uiiimMiee on Reaeioi S:ifegiijid> 


lOVCM \RC Advisory Committees 

‘Ins eaicgoi^ coniiiins dociiineniaunn pcrlainim.. lo ihc respoiisibiluics o( all NRC advisory commin 
Uier than ibc \dvisoi\ ( oiiiniiiici' on Rca».i--‘ Salcguards, The documents in this category arc* 

. ( but li.rs .ti each advisors .ininuiiiee. 


Verhatnn tranvupisoi . tnm m ice nicefiiigs. 



Meeting nnnounceinents; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 

COMMISSION - NRC Commissioners 

This category conuunN dncmnenlatioil pci laming in the flatly conduct ol (’i>minissh>n business in 
tlie On ICC nt liie C’nmnn^sioricis, including 

I. InciMiiiiig and niiictiing coi i espujulcnce to and fiom the Coinmissmticis leluiing to ntTicin) 

Nk(’ business, iikluding icporis and nihcM cncinsuics. 

i). Tijvel voiichejb. telephone logs and oiricial appuininiem calendars of individual Commissioners 

Weekly In lor niaiion Kepoils {SI .('Y scries number) picpared by the I'xccuijvc Diiccior lot 
Operations (1 DO) lor the (’omnnssumers. providing a summary of key events and items ol 
inieresi uiulet taken In individual stall and piogram offices. 

NOT! hoi iianscripis ol C'iMiiinissu)ii meetings, sec lOf’I'K category, hoi all oiliei stall paper*, 
with a SI (‘V senes dcsigiiaiion ptepared hu (’ommissiorr review, sec SI ('Y category. 

CONTRACT - NRC Contracts and Modifications 

This caiegmy contains dociiinentJiioiJ pei laming to A1 C' and NIU’ coruiacis and Iniei agency 
Agjcements. including. 

I. Notihcaiions ol issuance of iei)iiesi (oi proposal iRI hJ and mviialions loi bid (11*11) 

2- Solicilaliims (RTI* oi II 11) isMictl l>y the NRC. 

.T Noiihcaiions ol loiiiijci c.xeciiiioM, spccilying contiaci nuiiibei. piojecl title, coiiiracior 
name, con had type, tnndmg, aiul penod of pehoimance. 

4. ('oniiadual discumcnis and contiaci moilihcanoiis, li any. 


DISCLOSURE - financial Disclosure Information 

Diis category contains financial disclosure in fun nation in acciu dance with ihe h tines in (loverninem 
Act of |h78. 


FOIA ' Freedom of Information Act Requests and Releases 

I his category ctm tains requests for agcnc> reco ids and iccoids released in accoidancc with the 
provisions ol iiic hicedom of Information Act (FOIA). Documents in tins category include: 

I. Requests made by any incriihef ol‘ the public (assigned an idcnlifying niimbei YY-NNN 
foi last (vvo digits of rhe year lunnencal sequence) foi NRC lecoicls made in accordance 
with the piovisjoiis of the ('leedoiu of Infonuaiion Act 

( uucspoiolertce ho tween the NRC and the vequcstci Kdevaro to tlte processing, a)^pe*ai, 
di iiial 1 gianimg of an I ‘ dA request. 

i. Keciuds oi pm lions of itk-.fdN icleascil in ic>ponse to specific requests made ujufci FOIA. 


it: 



GEN 1 ECH IS Generic Technical I.s.suc.s 

Tins omiiiiiK pct.unin^' i., .i»,cm,(vc() satefy i^sue, „( , «„c„v luiuie ilui j,r 

iKiHii .in.ily/ctl hy ilic DjviMDi) „l Ndcleai Reacioi Keguljinin. 

I Oiaii icpoiiN o( auiod plans n, aca.n.plish genetic usks m ilie (egulj„.ry pr.igfan, 

""‘•‘‘"■'I ^‘"TCspondence icganlmg ik ntc'i)).«J..t„gies. 
.in.ityses. .mtl p.ng.aminaitc and leelinical aspccis nl issues 


,V 

•J 


rrudltc.ihuns aiul luiiuiics. 

Iiiieiim limlnigs ami scaius ,cpons on generic lasks addiessing related aspects ..I geiiem 
uviirrical issues. ^ 


l&E Inspection aiuI Enforcement 

Dlls caicgiiry cnfUinfis hulictii^s. ciiculais ami uiiuiniaiioii nonces ihai are issucil hy (he Olhcc i^i 
InsfUvlii'M aiiil I iWoico(ncni. ihese issuances describe pajiiculjr evenis ilui ncnif ji a faciliiy 
that may imiiiiu' M>me Inilow up aclmn iui the pan n! licences. AIm> iiuludod iii iliis c.!k>)-> 
aie ptelinnnaiy mnilicaluins ul cvetiis (|»N()s) 

^ ^ iiculais, wiucli vIcscidK' an event ai a licensed lacihiy and aie inhi:nuiiiinjl in njinre. 

In N)f fdafion Nkilices. vvlucli are siindar (i» ciiculais bill are preliminary in naiure and 
issnckl slunily aiier an evcni has occurred. 

Hnlledns. wlucli desci!f)e an evcni al a licensed laiility and reiiuesi all iccipients ht 
peilunn cCiiain actions as a lesnll ol tins event. 

■I. Mrclffiiniaiy Nofilica lions o( ( vcnis (PNOs). which pnnide iipdaied iiifiunuium tif an cvoiu 
of sateiy oi [nd)f»c inieicsi signilicance 

1 or lei lets tor warding; llic above issnahcos, iilililv responses lo such issuances, ami 
lelaicd coi respknu!enec. see C’alegory 0 ‘'1 h>di vidua) doekci eaie^orics 

MISG Public Document Room Miscellaneous 

I his caiepnry conianis diK innenis lhal do noi fall iiuo ihe scope ol ihc other noiulockeied 
caiepmies. 


NUREG NURECJ Reports and Related Correspondence 

Ihese doc lime Ills aie lomial lepoiis issued hy ihe I ,S. Kndcar Rcgnlatoi) C oniniission wlncii 
cany the NURl C. senes code and coi Kspondonee penaiiuiii: lo ihose leporis. \( RKi lepojb 
au aeconius ol svoik pcifoinicd eiiher hy the NK(‘ siall oi hy NK( counaciois. 

I . lliese lepoils me nonmlly linal work pmdncts and arc chaiacicn/cd h> the tolh»wrrrg criiena 

it ilic'v .irc pic*dociMcii);il d.ictimciits ivliicli piosoin ml.uiiuiu.ii i.i Ik- c.HiM.Ic.cd in 
(\nnmisMoii licensing and polrc)' dccisnnrs 

li. riicy piCvoin till- ic'Mi)!'. 1)1 t'onimissioii liceiiMiig and |'»'icy docDumv 

c. They p.eseni ihc ,CMilti> ot iccI.i.icmI tcsc.nch anidncicd I... ik t ..nnm.M...., 

CoiiecpmKlcmc t.mn indiMiy. govcnnicn, .nnl nucicMcd nw.nk.c o. ik |.t.hk 

kUi jejUiils ni !i-t|ueslinu claiihcaiu'o “i iniei pielaiion 

• hMOiniil sue mc>,mn..n.| . cMM.iniM./ine n.cc.nr k""-'".-' 

I he ic}ioiis. 


ORG - Correspondence with Other Organiiations 

This category contains correspondence with professional organizations and associations, records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
nienl. and emergency pennons not assigned Pennon for Rulemaking (PKM) numbers that request 
the Cunituission to lake immediate action on some issue. Included arc 

I. Meeting summaries and technical correspondence between NRG and professionu! associatiuus 
and mieinational bodies, such as the Atomic Industrial Forum and the International Aloniic 
Knergy Agency 

Correspondence between NRC's Office of Standards Development and other govcrnnicnt 
agencies in winch both parties have joml regulatory responsibility, e.g tPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRG and Congress, and othov leciinieal cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parlies on such topics as fue protection and le-analysis of the capacity of operating G.S. 
plants to withstand earthquakes. 

NOTH. Fot Regulatory Guides and comments lo Reeuur a Guides issued by the NRC OfTice 
of Standards Development, see the KLGf»r .an.^i-rv. 

For peiitions for rule makings filed by the pubiK to amend, rescind or change an NKC 
regulation, see the PR.M category. 


PR - Proposed Rule 

Tills category contains records dealing with NRC staff proposals tvr adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Comtnission detei- 
minjfion that sufficient grounds exi.si for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside parly oi person. The documenis in litis category arc: 

I. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

r. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a pan 
of the Code of Federal Regulaiiom, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written intcrerreta lions 
of the PR. 


PRM - Petition for Rulemaking 

Tins category contains records dealing with peiitions filed with the Commission by an outside 
party to issue, amend or rcsemd an NRC regulation. Included are; 

1. Petitions filed hv any mteres -.M person .»i puny to issue, amend or rescind an NRC 
regulation. 

: Fedeia’ Regisiei ^ause notues .jI the filing of the petition. 



Correspondence beiwcen NRC and the peiitioner regarding the status and substance of the 
petition. 

4. Cointnents Ironi the nuclear industry, professional associations, public interest groups and 
others in favor of or m opposition to the PRM. 


NO/l.. Tor stall reconunenclations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, sec the SLCY category. 

I or Coinniission review of staff recommendations, see the lOCFR caiegotv 


PROJ ^ Ih^ojects-Predocket Licensing 

Ibis Ciiic^tory comains records periaining to two classes of projects (1) commercial nuclear power 
plants \oT wliich NRC has full licensing responsibilities, and (2) government-owned reactors for whkh 
NRC' provides icclitiica! expertise and occasional review. Botli classes are identified wuh a *’P” 
prefix, followctl by a scries of number.s. 


1. 'MhcKiockctcd*' coiuincrcial nuclear power plants 

Tins calcgoiy contains all documentation up until the tune that the NRC .nnMdcrs the apph- 
cation and the Preliminary Safety Analysis Report (PSAK) is submitted by the utility for staff 
review. The unit is ilicn assigned a docket number, and transferred lo the Docket 50 category. 

riicsc documents arc grouped together in categories, designated by alphabetic characters These are 
tile stiMie categories as those used for the Docket 50 series. 

A. Applicalion/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, suninianes and correspondence discussing the cornplefcness and 
adajuacy of the I^SAR. 

3. Applicant's Quality Assurance Manual. 

4. Larly site review' information. 

5. Backup technical documents submitted in support of ihe application. 

6. liarly site i-isits. 


B. Uliliiy PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes lo die PSAR. 

3. Tiansmittal letters. 

4. Letters acknowledging receipt of the PSAK. 
G Adjudicatory Correspondence 


M 


Antitrust Correspondence 
I. Submittals anc •daieil material 


pe.iaining to (Ik antitrust reviesv. 


U-S 


0, Inspection Repoits 

I Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow up correspondence resolving deviations cited. 

2. Government-owned teactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to lest reactors, critical experiments, and DOD reactors on navy ships and other 
sues. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of ilie C^de of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations Of ilic existence of defects which could create a substantial safely hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC Inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors* quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a slruciure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and otlier follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory' Guides 

category contains new and revised regulatory guides issued by the Commission and related cor* 
^ondence. These guides describe for the industry and the public methods acceptable to the NRC 
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(,1 NKC Hcseatcli Review Groups. Such 
luaiiapciiicril in rcviewirii! fCscarcJ) in 


deliiiecl tccimical areas. They review and cumtiicni on researcli plans and predicted results of 
major experiments, the valtd.iy and applicability of research results, the possible redirection ot rescarcli 
projects, new research projects, and priorities within the technical areas covered by the researc i 
review group. Docuiiieiits in this category are: 

1 . Agendas for quarterly review group nieetings. 

2. Summary nmmtes of review group meetings representing views expressed, mcluc. dissenting 
views. 

i. Research plans and predicted results of major experiments; presentations by research contractors. 

•1. Comments on meetings from attendees, including representatives from contractors, universities, 

vendors and other dgencics. 

5. Internal nteinorundu relating to topics under discussion. 


RM Rulemakings 

Thl^ caicgof> contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's legubtums. Hearings ate instituted at the disciction of the Commission based on 
the importance and ihe magnitude of the subject under consideration. Documents in this categorv 
include. 

1. Designations of the presiding ofricer and any special directions for the conduct of the hearing. 

2. Noiiikations of hearing board meetings. 

3. Petitions, motions, testimony and statements subniilied by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any. of (he special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of tlic Commis- 
sioners which arc assigned a SECY report series code. Included arc; 

1. Commission Action papers, which normally include alternatives and rccommeiuia lions hy the 
staff on a given issue and require Commission action, 

2. Consent Calendar items and Policy Session items. 


NOTE For Weekly Infurmation Reports prepared hy EDO co the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Coinmissiorrs activities and intcraciioii with Slate 
governments. Areas covered include: (1) the State Agreements Program, whereby Stales may assume 
certain of the NR(”s rcgulalorv :iurhi»rity over nuclear materials: (2) the Agency’s role in assisting 



Si,iu- aiiJ local g.>vnnmcms in planning responses to radiological emergencies and 
ol liaison and cooperative activities regarding such lunctioiis as licensing and suing 


( 3 ) a v^'idc rari^c 
h includes; 


Correspondence betweni and among NRC Office of State Programs a.rd State ofnciaK. 
niosilN Stale liaison ufjieers. re^ardiii^. 


a. cooperative programs m sucli technical ureas as radiaium control, emergency response 
planning to radiological incidents, water sjualny and transporlaiion surveillance 

1> leclitncal assistance to Agreement States m leviewing applications, compliance actions, 
developing regulations, and oilier areas 

Aguidas. reports and iranscnpisol regional workshops and iruining programs v>n ciineiii 
maticrs of polic> and regulaiions . i e dcconiimssioning and laciliis suing 

3. Slate lx?gisla(ive Reports 

4. Agreemeiu Sraie Ijeensmg Siansucs Reports 


Non I. i spccitk uranium nulling and mining proiccis in w'hicli ihc Agency is prvmding leclnucal 
assi.sfance lo Sfaies. sec rhe Pro icc is caregurs 


rOFRrr - vendor Reports and Related Correspondence 

I f)b ciitegofs contain^ lopical reporis, generalK of u lechnicul generic Ojiure, subnnned b\‘ 
vendors, ami coriespoiulence pertaining u» the NRC review at these reports General vendor 
rcLucd con espoiulence lfK»: * not docket specific is also incliuJed in this category. 

I. Topical reports, tlealmg with such icchnical matters as speciricaiions. lesting and safets 
subnnned h\ archiieci. engineers and other vendors. 


2. Revisions, modi ricaui ins and jmendmenrs to fopiLjl repo/ts. 

3. C iufespondencc bciw-een NKC and vendors per taming to ihe review ol suhniiuals. 

4. Meering agendas, sujnrnanes. minutes and correspondence pernnent lu vendor aclisuies, 
programs, methodologies and design criteria 


NOT! For rcpoils subnnned b> iifiinics thai are winren vendors on their behalf and tfiai 
relate to docketed cases, sec the categories I or the [kickci 50 senes. 


WASTI: MGT - Nuclear Waste Management 

1'his category is topical m nature and coiitams records dealing ^‘itli iltc activiiios of the NRC 
Division of Waste Management, l-.acli topic has been assigned a miiiiber. with the senes desigiuued 
bv a W'M prellx. These documents deal primarily wnli \RC\ inieracihm with 1)01. and ns fniiiie 
I ole in licensing and regulaiing DOI. facilities designed lor ilw’ disposal of liigli-lcvel waste in 
geologic reposiiories. This caicgorv will bo enlarged laier lo include rccuids dealing willi low' level 
waste issues and tasks. The dociuncius in tins category are 

I. Meeting agenda and mmuics ol DOT NF<C meetings in vdncli DOC presents iiifornmtmn on 
then geological exploration program lu ideniitv sites loi nuclear waste Teposilories. 

Rncllngs bv DDF on research being coiulucied on spent fuel snuage and nuclear waste 
management. 



3. Correspondence pertaining to NRC*s advisory role in prox'iding DOE with technical assistance 
in the Wiste Isolation Pilot Plan (WIPP) for hvrd] uT Jjfense wastes. 

4. ‘NRC draft staff guides for developing- 'osilions on the content and formal of environmental 
reports for geologica! repositories. 


WASTE RES — Waste ManagcriteiU Research Reports 

Contains interim and finaJ reports* a- d correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic projtess reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related repons submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be 'csolved. 


XPORTLIC - Export and Lmport licenses 

*This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export ot import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regrrding the Co. jrnission decision on iscuance of a proposed license. 

10. Licenses, liu.ise amendments and license renewals for types specified in item 1. 

NOTE: For uanscripts of Commission meetings and papers submitted for Commissionc. 
consideration or information, see lOCFR category. 
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